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EDITORIAL 

THE  SEASON'S  GREETINGS 
WHAT  SHALL  THEY  BE? 

Our  Society  was  conceived  out  of  the  great  need  for  cooperation 
of  Ceramists  in  Research.  Under  the  far-seeing  and  inspiring 
leadership  of  Professor  Edward  Orton,  Jr.,  this  idea  of  cooperation 
was  crystallized  into  the  American  Ceramic  Society.  After 
twenty-three  years  of  consistent  promotion  of  the  fundamental 
principles  and  benefits  of  cooperation  in  technical  and  scientific 
research,  we  have  reasons  for  rejoicing  over  the  fact  that  many 
of  the  Ceramic  Trade  Associations  are  financing  researches  and 
that  the  ceramic  manufacturers  are  cooperating. 

This  is  the  season  of  Good  Will  and  of  Resolutions.  These 
are  the  fundamentals  of  cooperation.  May  each  member  of  the 
Society  give  thought  to  what  he  can  do  to  perfect  the  "team 
work"  by  which  and  only  by  which  our  Society  can  continue  to 
be  the  stimulating  and  activating  influence  in  cooperative  ceramic 
research.  The  holding  of  conventions  and  the  publication  of 
records  of  researches  is  not  sufficient.  If  more  than  this  is  not 
done  by  the  American  Ceramic  Society  some  other  organization 
will  of  necessity  be  formed.  There  is  need  for  promoting  co- 
operation between  the  producer  and  the  user  of  ceramic  wares 
and  between  each  of  these  and  the  federal,  collegiate  and  semi- 
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public  laboratories;  and  this  promotion  can  best  be  secured  by- 
specialized  groups,  our  Industrial  Divisions,  coordinated  through 
the  standing  committees  of  the  Society. 

The  American  Ceramic  Society  is  providing  and  must  to  a 
larger  degree  provide  opportunity  for  the  producer,  the  user  and 
the  laboratories  to  come  together  to  report,  discuss  and  record 
the  results  of  the  researches  which  each  is  supporting  or  conduct- 
ing. This  brings  to  the  Industrial  Divisions  an  opportunity. 
May  each  member  of  the  Society,  each  Industrial  Division,  each 
Trade  Association  and  each  of  the  laboratories  keep  foremost 
the  benefits  of  cooperation,  cooperation  between  the  producer, 
the  user  and  the  laboratories;  and  cooperation  between  the 
several  Industrial  Divisions  within  the  Society.  Cooperation  is 
the  carrying  out  of  the  principles  of  Good  Will.  Maximum 
cooperation  requires  a  resolution  on  the  part  of  each  member 
of  the  Society  to  do  team  work  with  his  fellow  member  on  this 
Good  Will  program. 

We  must  have  the  "best  ever"  convention  in  St.  Louis,  February 
27th,  and  we  must  enlist  a  large  number  of  ceramic  workers  and 
ceramic  corporations  in  the  support  of  this,  the  beginning  and  the 
end  of  organized  cooperation,  The  American  Ceramic  Society. 
This  convention  and  this  membership  campaign  are  occasions 
calling  for  the  most  perfect  team  work.  The  Program  Committee 
and  the  Membership  Committee  need  and  ask  for  the  assistance 
of  every  member  of  the  Society.  You  will  find  inspiration  for 
supporting  the  work  of  these  two  committees  in  "Good  Will" 
cooperation  in  Research  which  the  Society  has  developed  and  to 
which  it  must  now  give  even  more  attention. 

"Service"  is  the  best  of  this  Season's  Greetings. 

Ross  C.  Purdy 


ORIGINAL  PAPERS  AND  DISCUSSIONS 


THE  MICROSCOPIC  EXAMINATION   OF    THE    MINERAL 
CONSTITUENTS  OF  SOME  AMERICAN  CLAYS1 

By  H.  G.  SchurEcht 
ABSTRACT 

The  difference  in  structure  of  the  English  and  American  clay  grains  and 
mineral  constituents  were  examined  under  the  microscope. 

English  kaolin  consists  chiefly  of  crystalline  kaolin  being  similar  to  North 
Carolina  kaolins  in  this  respect.  Georgia,  South  Carolina  and  some  Pennsyl- 
vania clays  consist  largely  of  "colloidal"  kaolin,  which  accounts  for  their  differ- 
ence in  physical  properties. 

The  objectionable  abrasive  features  of  the  American  clays  causing  excessive 
wear  to  machinery  can  be  readily  overcome  by  more  "refined"  refining  methods 
but  it  is  impossible  by  any  present  known  methods  or  process  to  transform 
the  colloidal  kaolinite  particles  of  our  transported  clays  into  the  crystalline 
plate-like  structure  of  the  English  china  clay. 

Our  only  hope  therefore,  of  producing  clays  in  this  country  which  will  be 
as  satisfactory  as  those  now  imported,  lies  in  the  development  of  the  crystalline 
kaolins.  This  is  possible  by  better  mining,  blending  and  refining  processes. 
However,  the  total  tonnage  of  clay  in  our  crystalline  kaolin  deposits  is  limited 
and  if  drawn  upon  intensively  they  would  soon  be  exhausted. 

Minerals  found  present  in  the  clays  are  chiefly  muscovite,  quartz,  tourma- 
line, biotite,  zircon,  alkali  feldspar,  plagioclase,  rutile,  hydrated  silica  and 
hematite. 

Introduction 

The  average  annual  consumption  of  clays  classed  as  kaolins 
and  china  clays  in  the  United  States,  for  the  period  of  1909-191S, 
amounted  to  404,000  tons.2    Of  this  sum  250,000  tons  or  G2  per 

1  Received  March  10,  1921.  Published  by  permission  of  the  Director, 
U.  S.  Bureau  of  Mines. 

2  Average  from  statistical  data  "Clay  Working  Industries,  Silica  Brick 
and  Building  Operations  in  the  Larger  Cities  in  1918,"  by  Jefferson  Middleton, 
U.  vS.  Geological  Survey. 


4  SCHURECHT — MICROSCOPIC  EXAMINATIONS  OF 

cent  were  imported,  most  of  it  coming  from  England.  These  clays 
find  uses  principally  as  fillers  for  paper,  oil  cloth  and  paint  and 
for  ceramic  purposes. 

Manufacturers  maintain  that  it  is  necessary  to  use  imported 
china  clays  for  the  better  grades  of  paper,  oil  cloth  and  pottery 
and  that  the  substitution  of  the  domestic  clays  has  not  been 
entirely  satisfactory.  It  is  therefore  evident  that  these  imported 
clays  possess  desirable  physical  properties  which  have  not  been 
matched  by  our  domestic  clays.  That  these  differences  have  not 
been  entirely  revealed  by  the  ordinary  laboratory  tests  is  a  well 
known  fact. 

American  clays  have  been  found  which  approach  the  English 
china  clays  in  fineness  of  grain,  plasticity,  shrinkage,  dry  strength 
and  color,  but  still  the  two  clays  behave  differently  when  applied 
to  commercial  practice. 

A  comparison  of  the  behaviors  of  English  china  clay  and  Georgia 
kaolin  is  of  interest.  The  former  clay  disintegrates  in  water  more 
readily,  produces  a  body  which  casts  more  satisfactorily,  gives 
lower  drying  and  bisque  losses,  is  less  abrasive  to  oil-cloth  and 
paper-making  machinery,  requires  less  linseed  oil  to  produce  a 
spreading  condition  for  oilcloth  and  produces  a  paper  of  better 
finish  and  more  resistant  to  moisture. 

In  endeavoring  to  explain  the  causes  of  these  differences  and  to 
determine  wherein  the  clays  differed  in  structure,  the  Bureau  of 
Mines  undertook  a  microscopic  study  of  the  different  sized  grains 
of  a  number  of  clays  in  order  to  determine  qualitatively  the  mineral 
constitution  and  physical  character  of  the  grains. 

Although  the  work  is  not  completed,  it  has  progressed  far  enough 
to  indicate  that  many  of  these  differences  may  be  attributed  to  the 
physical  differences  in  the  grains  themselves. 

The  English  china  clays  consist  mostly  of  distinct  crystalline 
plates  and  platy  aggregates  of  kaolinite,  whereas  Georgia  and 
South  Carolina  clays  are  constituted  largely  of  "colloidal"  kaolin 
aggregates.  Clays  constituted  of  crystalline  plate-like  grains  and 
aggregates  as  compared  to  those  made  up  of  "colloidal"  aggregates 
show  a  much  lower  adsorption  and  will  therefore,  disintegrate 
more  rapidly  in  the  blunger,  require  less  water  to  place  them  in  a 
plastic  condition  for  jiggering  or  fluid  condition  for  casting,  will 
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give  up  water  more  readily  to  the  plaster  mold  and  develop  less 
drying  strains.  Due  to  lower  adsorption,  they  also  require 
appreciably  less  boiled  linseed  oil  in  order  to  place  them  in  a  fluid 
condition  for  spreading  as  oilcloth  fillers,  and  as  paper  fillers  they 
are  less  sensitive  to  a  humid  atmosphere. 

The  determination  of  the  accessory  minerals  has  also  thrown 
considerable  light  on  why  some  American  clays  are  abrasive  to 
oil-cloth  and  paper-making  machinery.  It  has  also  thrown  some 
light  upon  the  possible  origin  of  the  clays. 

A  microscopic  study  of  the  clays  fired  to  1000  °C  frequently 
showed  what  minerals  were  responsible  for  the  undesirable  colors 
and  served  to  indicate  how  such  clays  may  be  improved  by  better 
refining  methods. 

Experimental   Methods 

Each  sample  of  clay  was  separated  into  nine  different  grain  sizes 
by  screening  and  elutriation1  and  each  size  examined  separately 
under  a  petrographic  microscope.  The  oil  immersion  method 
was  used  for  determining  the  indices  of  refraction  for  identifying 
the  minerals.2 

The  different  grain  size  portions  were  then  fired  at  1000  °C  and 
their  color  noted  by  comparison  with  standard  colors,3  and  the 
minerals  causing  the  undesirable  colors  were  examined  under  the 
microscope. 

Results 

English  China  Clays. — In  Tables  1  and  2  are  shown  results  of  the 
microscopic  examination  of  English  china  clays.  Most  of  the 
kaolinite  particles  are  present  as  platy  crystals  and  aggregates  of 
these  plates,  a  feature  which  is  characteristic  of  kaolins  occurring 
near  the  mother  rock.  They  can  readily  be  identified  by  their 
indices  of  refraction,  which  lie  between  1.56  and  1.57,  and  their 
low  birefringence,  0.007.     When  examined  on  the  flat  side,  some 

1  This  Jour.,  3,  355-78  (1920). 

2  For  more  complete  details  regarding  the  use  of  the  petrographic  micro- 
scope for  ceramic  materials  see,  "The  Mineralogical  Examination  of  Clays," 
W.  J.  McCaughey,  Trans.  Amer.  Ceram.  Soc,  15,  322-27(1913).  "Examina- 
tion of   Commercial   Spar.,"   Ibid.,    15,    381-87(1913). 

3  Ridgway,  Robt.,  "Color  Standards  and  Color  Nomenclature."  U.  S. 
National  Museum,  1912.     Washington,  D.  C. 
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of  these  plates  appear  to  have  dark  centers,  due  to  their  concave 
shaped  faces,  whereby  they  can  be  distinguished  from  muscovite. 

Muscovite  and  tourmaline  are  the  most  abundant  accessory 
minerals.  The  muscovite  is  present  largely  as  a  fibrous  mineral 
in  which  7  =  1.583  a  =  1.560.  This  mineral  has  properties  nearer 
to  sericite1  than  any  other  mineral  and  therefore  was  designated 
as  sericitic  muscovite. 

Tourmaline  can  easily  be  identified  by  its  strong  pleochroism, 
negative  elongation,  parallel  extinction  and  high  index  of  refraction, 

7  being  close  to  1.64.  Only  a  trace  of  alkali  feldspar  was  found 
which  was  identified  by  its  low  index  of  refraction,  which  was  less 
than  1.53.  A  trace  of  quartz  was  also  found.  This  was  identified 
chiefly  by  its  index  of  refraction,  1.545,  and  +  sign.  When 
muscovite  is  calcined  at  1000  °C  it  appears  very  brilliant  when 
examined  in  reflected  light.  Extremely  small  traces  of  muscovite 
may  be  detected  in  this  manner. 

Georgia  White  Clays. — In  Tables  3, 4, 5, 6,  7  and  8  are  shown  the 
results  of  the  microscopic  examination  of  Georgia  white  clays. 
These  clays  contain  a  large  proportion  of  extremely  fine  kaolinite 
differing  from  the  English  china  clay -which  is  composed  of  larger 
plates. 

The  fine  kaolinite  in  Georgia  clays  is  so  fine  that  the  particles 
can  not  be  detected  under  the  microscope  even  with  a  high  power 
petrographic  objective  (Fig.  1).  The  index  of  refraction  of  this 
material  is  about  the  same  as  that  for  kaolinite,  1.563,  and  it  was 
therefore  called  "colloidal"  kaolinite  to  distinguish  it  from  the 
coarser  grained  crystalline  kaolinite,  although  no  further  tests 
were  made  to  prove  that  this  material  was  colloidal.  Hydrated 
silica  has  an  index  of  refraction  of  about  1.43  whereby  it  can  be 
readily  distinguished  from  "colloidal"  kaolinite.  Quartz  and 
muscovite  seem  to  be  the  most  abundant  accessory  minerals. 
Small  amounts  of  zircon  and  biotite  are  also  present. 

North  Carolina  Kaolins. — In  Tables  9  and  10  are  shown  the 
results  of  the  microscopic  examination  of  North  Carolina  kaolins. 
These  clays  are  similar  to  English  china  clay  in  that  most  of  the 
kaolinite  is  present  as  platy  crystals  and  aggregates  of  these 
^'Elements  of  Optical  Mineralogy,"  N.  H.  Winchell.  D.  Van  Nostrand 
Co.,  1909,  288. 
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(Fig.  2).  These  crystals  are  more  distinct  than  those  found  in  the 
English  china  clay.  However,  the  North  Carolina  kaolins  ex- 
amined are  coarser  grained  than  the  English  and  have  a  poorer 
color  when  fired  at  1000  °C.  They  also  contain  more  quartz. 
By  applying  better  refining  methods  to  these  clays,  it  may  be 
possible  to  obtain  a  substitute  for  English  china  clays  since  these 
clays  consist  chiefly  of  crystalline  kaolinite. 

South  Carolina  White  Clays.— In  Tables  11  and  12  are  shown  the 
results  obtained  with  South  Carolina  clays.  These  clays  are 
similar  to  Georgia  clays  being  composed  largely  of  "colloidal" 
kaolinite  which  is  characteristic  of  transported  kaolins.  They, 
however,  contain  less  quartz  and  muscovite  than  the  Georgia  clays. 


Fig.  1. — Georgia  white  clay.    Magni-     Fig.  2. — North  Carolina  kaolin.    Mag- 
fied  40  diameters.      Residue  in  nified  250  diameters.     Residue  in 

can  1.  can  1. 

Pennsylvania  White  Clays. — In  Tables  13  and  14  are  shown  the 
results  of  the  microscopic  examination  of  Pennsylvania  clays. 
Sample  1.62  is  similar  to  Georgia  kaolin  in  that  it  contains  mostly 
"colloidal"  kaolinite,  whereas  sample  1.74  is  similar  to  English 
china  clay  consisting  chiefly  of  crystalline  kaolinite. 

The  desirable  properties  of  English  china  clays  are  evidently 
due  to  the  fact  that  they  are  composed  largely  of  crystalline  plate- 
like kaolinite  grains  and  are  comparatively  free  from  abrasiw 
grains  and  objectionable  coloring  minerals  when  refined  for  market . 

In  conclusion  the  author  wishes  to  acknowledge  his  indebtedness 
to  Dr.  W.  J.  McCaughey  under  whose  direction  this  work  was  done. 
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Discussion 

H.  RiES:  I  have  read  Mr.  Schurecht's  paper  with  great 
interest,  the  more  so  because  in  some  work  undertaken  for  the 
United  States  Geological  Survey,  we  had  a  microscopic  exami- 
nation made  of  over  100  samples  of  clay,  the  results  of  which  have 
already  been  published  in  condensed  form.1  In  this  work  a  study 
was  made  not  only  of  the  raw  clay,  but  also  samples  fired  to  1 150  °C 
and    1300  °C. 

Two  minerals  that  were  almost  universally  present  were  kaolinite 
and  hydromica.  The  latter  name  was  applied  to  certain  distinctly 
micaceous  grains,  which  showed  single  and  double  refraction 
higher  than  kaolinite,  but  not  so  high  as  muscovite  or  sericite. 
The  degree  of  these  refractions  varied  in  the  different  clays,  and  it 
was  assumed  that  there  is  an  isomorphous  graduation  between 
sericite  and  kaolinite,  with  a  gradual  loss  of  potash  and  the  addition 
of  water,  and  that  in  weathering  products  such  as  these  the  hydro- 
mica  represents  a  transition  stage  of  weathering  towards  kaolinite 
as  the  final  product.2 

In  the  samples  of  white  clay  from  Georgia  which  were  examined 
it  was  noticed  that  on  the  average,  kaolinite  was  usually  abundant ; 
hydromica,  common;  quartz,  scarce;  zircon  and  rutile,  scarce. 

The  white  clays  from  South  Carolina  showed  kaolinite  to  be 
abundant;  hydromica,  common;  quartz,  variable;  rutile,  fairly 
common;  zircon,  scarce. 

The  white  residual  clays  from  the  Saylorsburg  district  of  Penn- 
sylvania had  kaolinite  in  abundance;  hydromica  in  moderate 
to  abundant  quantity;  quartz,  common  to  abundant;  rutile 
usually  abundant;  zircon,  tourmaline,  epidote  and  titanite,  scarce. 

Some  rather  interesting  changes  occurred  in  the  firing.  Thus 
at  1150°C  the  hydromica  as  shown  by  a  study  of  thin  sections 
either  disappeared  forming  an  isotropic  mass,  or  else  it  lost  the 
greater  part  of  its  interference  color.     The  only  exception  was 

1  Somers,  R.  E-,  "Microscopic  Examination  of  Clays,"  Jour.  Wash.  Acad. 
Sci.,   9,   113    (1919). 

2  See  also  Calpin,  S.  L.,  "Studies  of  Flint  Clays  and  Their  Associates," 
Trans.  Amer.  Ceram.  Soc,  24,306  and  338;  also  Hickling,  G.,  "China  Clay. 
Its  Nature  and  Origin,"  Trans.  Inst.  Min.  Engrs.,  36,  1908-1909;  Also  Econ. 
Geol,  15,  243   (1920). 
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where  the  hydromica  grains  were  much  larger  than  usual,  in  which 
case  it  was  noticed  that  the  central  portion  of  the  grains  retained 
the  original  interference  color. 

Kaolinite  when  not  fluxed,  appeared  to  retain  its  shape  or  at 
least  a  good  part  of  its  interference  color. 

Tourmaline  and  probably  epidote  seemed  to  disappear  at 
1150°C  but  rutile,  zircon,  and  probably  titanite  seemed  unaffected 
even  at  1300  °C. 

Sillimanite  was  identified  in  a  Florida  white  clay  fired  at  1300  °C 
and  had  apparently  formed  from  large  flakes  of  kaolinite  and 
hydromica,  as  was  indicated  by  composite  flakes  of  sillimanite 
and  one  of  the  other  two  minerals. 

It  seems  not  unnatural,  as  mentioned  by  Mr.  Schurecht,  that  the 
Georgia  and  South  Carolina  white  clays  should  be  fine-grained, 
and  contain  a  larger  quantity  of  colloidal  matter,  than  the  north 
Carolina  kaolins  since  they  have  been  more  exposed  to  water 
action,  and  this  fact  has  been  previously  emphasized  by  N.  B. 
Davis. l 

1  "  The  Plasticity  of  Clay  and  Its  Relation  to  Mode  of  Origin,"  Trans. 
Amer.  Inst.  Min.  Engrs.,  vol.  II,  p.  451,  1916. 
Ceramic  Experimental  Station 
U.  S.  Bureau  op  Mines 
Columbus,  Ohio 


A  LOW  FIRE  PORCELAIN1 

By  Charles  F.  Binns  and  Tina  Burdick 
ABSTRACT 

Pieces  of  the  following  composition  were  cast  and  then  fired  at  about  cone 
02,  or  lower,  and  then  glazed  and  fired  at  cone  4.  The  result  was  a  pleasing 
porcelain. 

Frit  Batch:  Whiting,  0.32  X  100  =  32;  Niter,  0.28  X  202  =  56.5; 
Borax,  0.12  X  328  =  45.8;  Soda  Ash,  0.18  X  106  =  19;  Magnesite,  0. 10  X 
84  =  8.4;  Calcined  Clay,  0.24  X  222  =  53.3;  Flint,  1.8  X  60  =  108; 
Total  =  322.     Georgia  Clay  0.07  or  18  parts  was  added  to  the  fritted  batch 

The  object  of  this  study  was  to  produce  a  porcelain  at  the 
temperature  of  cone  4,  somewhat  after  the  fashion  of  the  French 
Pate  Tendre,  but  a  once-fired  ware. 

The  glaze  was  to  be  made  without  lead  oxide.  As  there  was 
no  known  mineral  which  would  produce  vitrification  under  this 
heat  treatment  it  was  decided  that  the  body  must  contain  a 
frit.  It  was  thought  possible  that  the  glaze  might  be  built  upon 
the  same  frit. 

The  first  frit  made  up  corresponded  to  the  following  formula  : 

Na20         0.3  A1203       0.55  Si02         2.88 

MgO  .4 

K20  .5 

In  order  to  introduce  the  high  content  of  alumina  it  was  de- 
cided to  use  cryolite,  Na3AlF6,  which  it  was  expected  would 
reduce  the  solubility  of  the  melted  frit.  The  frit,  as  made,  ran 
through  the  drop  furnace  fairly  well  but  it  was  found  that  9.6 
percent  was  soluble  in  water.  A  change  was  therefore  made  as 
follows : 

Formula  of  Second  Frit 

Na20         0.3  A1203       0.40  Si02         3.42 

MgO  .5 

K20  .2 

This  proved  to  be  more  satisfactory,  the  solubility  being  reduced 
to  4.2  percent. 

1  Received  Oct.   11,  1921. 
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The  batch  weights  of  frit  are:  cryolite  126,  magnesite  42, 
feldspar   165,  flint  90. 

The  feldspar  used  was  rather  impure,  corresponding  to  the 
formula  K20,  1.5  A1203,  9.6  Si02,  with  the  weight  of  825. 

A  diagram  of  twenty-one  body  mixtures  was  then  made  on  the 
triaxial  frame  using  the  three  following  bodies  as  apices. 

No.  1  No.  2  No.  3 

North  Carolina  Clay 10  40 

English  China  Clay,  MGR  1 10  ..  40 

Feldspar 20  10  20 

Flint 30  30  30 

Frit 20  10 

Ball  Clay  J.P.  9 30 

No  body  in  the  series  was  found  to  be  satisfactory  so  that  a  new 
series  was  made  as  follows : 

No.  4  No.  5  No.  6 

English  China  Clay,  MGR  1 40  40  50 

Feldspar 30  15 

Flint 30  30  20 

Frit 30  . .  15 

Numbers  4  and  6  offered  desirable  possibilities  and  a  series 
of  four  was  made  between  them. 

a  b  c  D 

No.  4  0.8  0.6  0.4  0.2 

No.  6  .2  .4  .6  .8 

Body  D  proved  to  be  fairly  satisfactory  and  was  found  to  con- 
tain:  English  china  clay,   MGR1  48,  feldspar  12,  flint  22,  frit  18. 

A  batch  of  this  mixture  was  made  up  and  ground  but  upon 
casting  the  pieces  they  were  found  to  be  very  brittle  and  difficult 
to  handle.  The  mixture  was  therefore  changed  to:  English  china 
clay,  MGR1  40,  Georgia  clay  6,  feldspar  12,  flint  20,  frit  22. 

Tests  were  made  of  this  and  it  was  found  to  work  much  better. 
The  body  was  white  and  fine  grained  but  it  was  still  tender  and 
had  to  be  handled  carefully. 

The  body  was  ground  in  a  ball  mill,  the  charge  being  500  grams. 
It  was  ground  in  enough  water  to  make  it  an  easily  flowing  slip  and 
was  not  washed  when  taken  from  the  mill.  It  was  kept  in  slip 
form  at  the  consistency  of  a  good  casting  slip  and  allowed  to  stand 
at  least  three  days  before  using.  Two-tenths  of  a  gram  of  cobalt 
sulphate  were  added  to  one  thousand  grams  of  clay  for  a  bleach. 
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Glaze  tests  were  then  made  using  the  following  two  formulae 
and  the  body  frit  as  the  third  member,  the  triaxial  plot  of  twenty- 
one  members  being  followed. 

Glaze  A 
CaO     0.60      AUO,   0.25  Si02       2.65 

K20       .20      B203       -30 
Na20      .20 

Glaze  B 
CaO     0.40      AUO,  0.25  Si02     2.65 

K20       .30      B203       -30 
Na20      .30 

Glaze  C  (Body  Frit) 
Na20      .30      AUO,      .40  Sip2     3.42 

MgO      .50 
K20       .20 
Clay  to  the  amount  of  0.07  was  added  in  the  mill      Glaze  17 
contained  0. 8  of  B  and  0. 2  of  C  and  proved  to  be  the  best. 
Formula  of  Glaze  17 
CaO     0.32  AUO,   0.31 

K20        .28  B203       .24  Si02     2.42 

Na20      .30 

MgO      .  10 

Batch 

titu.*-   -  ^2*100  =  32  Magnesite  -10X  84  =  8.4 

ST  23X202  =  56.5         Calcined  Clay  **%%* 

Borax  .12X328=45.8        Fhnt  1-8  X  60 

Soda  Ash  .18X106  =  19  (Total)  322 

Georgia  elay  0.07  or  18  parts  was  added  to  the  fritted  batch. 

It  will  be  noted  that  the  plan  of  using  the  body  frit  as  a  glaze 
basis  was  not  carried  through.     The  glazes  which  contained  this 

frit  were  not  good. 

The  pieces  were  cast  and  then  fired  at  about  cone  02  or  lower 
to  harden  them.     They  were  then  glazed  and  fired  at  cone  4 

The  result  was  a  pleasing  and  even  beautiful  porcelain  having 
a  good  deal  more  of  the  true  porcelain  character  than  the  early 
.  soft  porcelains.  Under-glaze  colors  were  used  with  some  success 
in  decoration. 

Alfred  University 
Alfred,  New  York 


THE  DEGREE  TO  WHICH  DIFFERENT  GLAZE  COMPO- 
SITIONS TAKE  VAPOR  LUSTERS1 

By  R.  T.  Watkins 
ABSTRACT 

Glazes  having  an  oxygen  ratio  of  approximately  3  to  1,  a  medium  or  low 
acid  content  with  a  BjOs  to  SiC>2  ratio  of  approximately  1  to  2.5  and  high 
in  lead  and  low  in  lime,  take  the  best  vapor  luster  effects. 

Introduction 

The  iris  or  mother-of-pearl  luster  resembles,  as  the  name  indi- 
cates, the  iridescence  or  play  of  colors  observed  in  sea  shells. 
The  luster  of  pearls2  is  due  to  minute  indulations  of  the  edges  of 
alternate  layers  of  carbonate  of  lime  and  membrane,  which  im- 
part a  beautiful  iridescent  sheen,  ranking  pearls  with  the  best  of 
gems. 

Mother-of-pearl  iridescence3  on  glass  ware  and  pottery  is  pro- 
duced by  providing  one  or  more  transparent  to  translucent  thin 
layers  of  suitable  composition  over  the  surface  of  the  glass  or  glaze. 
Light  is  reflected  from  both  the  upper  and  lower  surfaces  of  such 
layers.  Variations  in  thickness  and  successive  layers  are  found 
most  favorable  for  reflecting  back  certain  colors  and  for  cutting 
off  other  colors,  especially  complimentary  colors.  This  gives 
a  more  or  less  regularly  banded  series  of  prismatic  colors,  while 
a  layer  of  strictly  uniform  thickness  gives  a  single  uniform  color. 

Iridescent  decorations  on  glassware4  have  been  made  for  some 
time,  but  the  process  is  accompanied  by  many  difficulties  when 
applied  to  pottery,  as  was  formerly  brought  out  by  Weiskopf,* 
the  first  to  make  the  process  generally  known.     Weiskopf  used 

1  Received  August  3,  1921.     Published  by  permission  of  the  Director 
U.  S.  Bureau  of  Mines. 

2  T.  Wodiska,  "Book  of  Precious  Stones." 

3  Ashley,  Trans.  Am.  Ceram.  Soc,  7  (1905). 
*  Ashley,  Ibid.,  7  (1905). 

6  Wagner's  Jahresbericht  and  Stohman  Kerl's  Dictionary. 


compositions  take;  vapor  lusters  29 

the  following  mixture  which  he  introduced  into  a  muffle  kiln 
containing  the  ware  to  be  irised,  the  temperature  being  at  a  red 
heat:  1  part  barium  carbonate,  0.5  part  strontium  carbonate, 
2 . 0  parts  tin  salt  (SnCL.) .  This  mixture  produces  a  vapor  which 
when  coming  in  contact  with  the  ware,  produces  a  mother-of- 
pearl  effect,  strontium  giving  red,  barium  blue  and  stannic  chloride 
various  colors. 

The  composition  of  the  glaze  has  very  much  to  do  with  the  ability 
of  the  vapor  luster  to  produce  the  iridescent  effect,  and  for  this 
reason  the  writer  selected  three  different  groups  of  glazes,  each 
group  having  the  following  variations;  (1)  variation  in  oxygen 
ratio,  OR;  (2)  variation  in  the  B203  to  Si02  ratio;  (3)  variation 
in  the  lime  and  lead  content. 

Preparation 

The  three  groups  chosen  were:1 


0  in  acids 

6 

1. 

Group  I 

0  R 

0  in  bases 
0  in  acids 

1 
4.5 

2. 

Group  II 

0  R 

0  in  bases 
0  in  acids 

1 
3 

3. 

Group  III 

0  R 

0  in  bases 

1 

These  groups  were  chosen  because  they  represent  a  considerable 
variation  in  Si02,  B203,  PbO  and  CaO  contents.  0 . 2  equivalent 
A1203  was  maintained  constant  in  all  the  glazes  of  this  study. 

The  following  rules  were  observed  in  making  up  the  frits:  (1) 
All  the  RO  was  included;  (2)  all  the  A1203  except  0. 05  equivalent; 
(3)  all  the  Si02  except  0.4  equivalent.  The  frits  were  mixed 
thoroughly  and  melted  in  a  gas  fired  crucible  frit  kiln.  No  diffi- 
culty was  met  with  in  melting  them.  They  were  wet  ground, 
evaporated  to  dryness  and  passed  through  a  100  mesh  screen. 
Blending  was  done  dry.  The  test  pieces  used  were  biscuit  white- 
ware  tile. 

1  Whitmer,  J.  D.,  Trans.  Amer.  Ceram.  Soc,  11, 262(1909).  "A  Study  on 
the  Production  of  Opalescence  in  Highly  Acid  Glazes."  Groups  7,  4  &  1 — 
for  convenience  will  call  1,  2  and  3  in  the  following. 
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The  glazes  were  applied  to  a  thickness  of  about  1/\6  of  an  inch 
and  fired  to  cone  10  in  a  gas  fired  test  kiln. 

Procedure  in  Irising 

The  glazed  tile  were  placed  in  a  small  electric  furnace  near  the 
top  and  heated  to  a  temperature  of  700  °C.  They  were  held  there 
for  Va  hour,  whereupon  enough  of  the  following  mixture: 

Barium  Nitrate 2  parts 

Strontium  Nitrate 1  part 

Stannic  Chloride 3  parts 

Bismuth  Nitrate 0.5  part 

Sulphur 1  part 

was  strewn  upon  the  floor  of  the  furnace  to  fill  it  with  thick  vapors. 
The  furnace  was  then  shut  off  and  the  contents  allowed  to  cool. 
If  the  glazes  become  matt,  it  may  be  either  due  to  too  strong 
heating  or  to  too  much  iris  salts.  Metallic  specks  are  produced 
if  the  iris  preparation  is  brought  too  near  the  object  to  be  irised. 
Too  weak  a  luster  is  produced,  either  if  the  objects  are  not  hot 
enough  or  if  iris  salts  are  insufficient.  Finally,  an  excess  of  bis- 
muth nitrate  in  the  mixture  was  found  to  blacken  the  objects,  caus- 
ing the  mother-of-pearl  effect  to  be  obscured. 

Results  of  Work 

The  results  of  the  work  are  shown  in  detail  in  the  charts  (see 
Tables  1,  2  and  3).  A  few  general  deductions  can  be  drawn  from 
a  study  of  the  results.  It  is  observed  first,  that  those  glazes  which 
have  a  medium  or  low  acid  content  can  be  given  the  best  mother- 
of-pearl  effects.  Second,  that  high  lead  and  low  lime  seem  to 
be  conducive  to  better  results.  Third,  in  glazes  having  a  low 
acid  content,  a  B203  to  SiC>2  ratio  of  1 : 2  and  1:2.5  gives  the  best 
effects. 
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A  CONVENIENT  INSTRUMENT  FOR  MAKING  SHRINK- 
AGE MEASUREMENTS1 

Bv  W.  C.  Broga  and  C.  J.  Hudson 
ABSTRACT 

See  Figure  1. 

A  characteristic  of  most  clays  is  a  shrinkage  which  takes  place 
when  fired;   a  study  of  clays  infers  a  study  of  shrinkages. 

Convenient  clay  samples  for  shrinkage  determinations  can  be 
made  up  in  the  shape  of  discs.  By  means  of  the  instrument 
described  in  the  following  paragraphs,  discs  can  be  quickly  and 
accurately  measured  both  before  firing  and  after,  and  the  per- 
centage shrinkage  readily  determined. 

Figure  1  is  a  photograph  of  the  instrument.  It  consists  of  an 
iron  casting,  A,  upon  which  is  mounted  the  disc  B ;  the  disc  is 
attached  to  a  small  shaft  running  through  its  center  and  is  mounted 
in  a  ball  bearing.  Attached  to  the  periphery  of  the  disc  B  is 
a  rather  stiff  fine  wire,  C,  which  runs  from  B  through  the  per- 
forated guides  Di  and  D2,  thence  around  the  disc  E,  through  the 
perforated  guide  D3  and  finally  to  the  clamp  F.  By  rotating 
the  disc  B  in  a  clockwise  direction  the  wire  is  brought  tightly 
around  the  disc  E;  by  a  suitably  attached  pointer,  G,  a  reading 
may  be  obtained  on  the  scale  at  the  extreme  right.  By  stretching 
the  wire  tightly  the  disc  E  is  always  brought  up  against  the  stop 
H  which  should  be  so  adjusted  that  the  parts  of  the  wire  between 
D  and  F,  except  that  which  encircles  the  disc  E,  will  be  collinear. 
The  instrument  is  mounted  on  legs  at  the  back  which  give  it  an 
inclination  of  about  forty -five  degrees  downward  toward  the  opera- 
tor.    The  weight  of  the  pointer  G  keeps  the  wire  taut. 

The  method  of  measurement  is  to  first  raise  the  pointer  G, 
thus  rotating  the  disc  B  in  a  counter-clockwise  direction,  loosen- 
ing the  wire  C  thereby  enlarging  the  loop  around  E;  while  held 
in  this  position,  a  new  disc  is  inserted  in  the  wire  loop,  the  pointer 
is  allowed  to  drop,  the  wire  is  brought  tightly  around  the  new  disc, 
and  a  reading  made  on  the  scale. 
1  Received  Oct.   13,   1921. 
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If  the  discs  have  been  made  in  the  same  mold,  presumably 
their  prefired  measurements  will  be  alike  and  the  pointer,  by  means 
of  the  adjusting  screws  I  and  clamp  J,  can  be  brought  to  read 
zero.  The  scale  may  be  so  graduated  as  to  read  centimeters  of 
circumference  shrinkage,  or,  as  in  the  present  case,  it  may  be 
graduated  to  read  directly  in  percentage  of  circumference  shrink- 
age. 

The  instrument  described  is  equipped  with  a  number  of  small 
devices  which  add  greatly  to  its  usefulness.  The  arm  K  is  actu- 
ated by  a  spring,  thereby  always  insuring  that  the  discs  are  against 


Fig.  1. 
The  construction  and  principle  of  operation  are  evident  from  figure  1. 


the  stop  H,  or  against  the  other  stops  indicated,  if  large  discs  are 
used.  The  dog  L,  holds  the  pointer  up  while  new  discs  are  in- 
serted into  the  wire  loop.  The  arm  K  and  the  stops  are  grooved 
in  such  a  way  that  as  the  wire  loop  is  expanded,  the  wire  is  held 
in  the  grooves  which  guide  it  around  the  periphery  of  the  newly 
inserted  disc. 

Discs  of  the  Veritas  type  may  be  used  to  good  advantage  in 
studying  the  heat  distribution  inside  a  kiln;  a  large  number  may 
be  set  with  the  ware  without  encroaching  upon  kiln  space.     After 
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drawing,  these  discs  can  be  measured,  their  shrinkages  determined, 
and  the  relative  heat  distribution  within  the  kiln  studied.  Where 
large  numbers  of  discs  are  used  for  this  purpose  such  an  instru- 
ment greatly  facilitates  the  measurements. 

An  instrument  similar  to  the  one  described  can  be  readily 
made  in  a  small  machine  shop.  Figure  1  is  an  illustration  of  the 
one  in  use  at  Norton  Company.  The  main  casting  A  is  10 
X  17"  and  from  Vs"  to  1/i"  thick;  legs  about  5"  long  are  attached 
to  the  back  so  as  to  give  the  main  casting  an  inclination  of  about 
45°  toward  the  user.  The  disc  B  is  4"  in  diameter  and  the  pointer 
G  is  12"  long,  the  length  of  the  scale  is  about  8".  The  wire  used 
is  made  of  stiff  spring  steel  about  20  gauge.  The  instrument  will 
measure  discs  up  to  3"  in  diameter. 

Norton    Company 
Worcester,  Mass. 


OPERATION  OF  LEERS1 

C.  E.  Frazier 
ABSTRACT 

The  muffle  and  open  types  of  leers  are  compared.  The  latter  has  the  follow- 
ing advantages:  (1)  More  uniform  temps,  in  the  annealing  chamber;  (2) 
prevents  ingress  of  cold  air  beside  pans  and  thus  avoids  consequent  cracking 
of  the  ware;  (3)  better  control  of  temp,  and  greater  reliability  of  pyrometric 
indications;  (4)  less  fuel  per  gross  of  ware. 

Size  of  leers:  Leers  8  ft.  wide  and  65  ft.  from  center  to  center  of  sprockets 
are  recommended  for  the  average  glass. 

Leer  chains:  Chains  having  a  working  strain  of  5800  lbs.  at  200  ft.  per 
minute  are  recommended. 

In  the  discussion,  L.  H.  Adams  points  out  that  the  exact  annealing  schedule 
required  for  any  glass  can  be  computed  from  the  annealing  constants  of  the 
glass  which  are  known  or  can  be  determined  in  the  laboratory. 

The  object  of  this  discussion  is  to  bring  out  the  essential  factors 
that  enter  into  the  proper  annealing  of  glass  articles  rather  than 
to  discuss  the  technical  side  of  the  question,  and  in  order  to  treat 
the  matter  intelligently,  we  must  first  determine  the  causes  of 
annealing  troubles. 

The  purpose  of  the  leer  is  to  remove  the  strains  in  glass  articles 
which  are  necessarily  introduced  during  the  manufacturing  opera- 
tions. Since  the  plungers  and  the  molds  must  be  maintained 
at  a  temperature  lower  than  that  of  the  glass  the  conditions  in 
the  pressing  operation  are  favorable  for  the  production  of  strain 
and  it  is  obvious  that  the  greater  the  difference  in  temperature 
between  the  glass  and  the  mold  or  the  plunger,  the  greater  will 
be  the  strain  from  this  source.  After  removing  from  the  mold 
the  article  is  further  chilled  until  it  may  be  carried  to  the  leer 
without  distortion,  but  if  this  chilling  is  allowed  to  proceed  too 
far,  for  example,  through  negligence  of  the  carrying-in  boy,  the 
strains  are  unduly  increased  and  the  annealing  is  thereby  made 
more  difficult.  The  size,  shape  and  weight  of  the  article  are 
1  Received  March  17,  1921. 
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also  important  factors  which  determine  the  quantity  of  the  strain 
produced  and  which  must  be  considered  in  the  operation  of  the  leer. 

To  remove  these  strains  it  is  necesssary  to  raise  the  temper- 
ature of  the  article  to  a  point  which  is  higher  than  that  at  which 
the  strains  were  created,  and  to  maintain  this  temperature  (soak) 
for  a  sufficient  time  to  allow  the  glass  to  become  thoroughly  and 
uniformly  heated.  After  this  it  must  be  cooled  gradually  to  a 
temperature  below  which  strains  can  not  be  introduced  by  rapid 
cooling.  Experience  has  shown  that  the  initial  temperature  of 
the  annealing  chamber  should  be  from  about  800  °F  to  1100°F 
(425  °C  to  595  °C),  and  that  the  time  necessary  for  "soaking" 
is  from  forty-five  minutes  to  one  hour  twenty  minutes,  depending 
on  the  shape  and  weight  of  the  article  and  on  the  method  of 
manufacture.  The  exact  conditions  in  the  leer  can  be  deter- 
mined only  by  experience  with  the  article  to  be  annealed. 

Even  though  the  temperature  and  treatment  in  the  hot  end 
of  the  leer  be  correct,  the  ware  may  easily  be  destroyed  by  incor- 
rect treatment  as  it  passes  through  the  leer.  It  is  not  uncom- 
mon to  observe  ware,  which  has  been  "melted  down"  in  the  hot 
end,  coming  through  the  leer  in  a  broken  condition.  This  indi- 
cates that  the  temperature  of  the  hot  end  was  high  enough  to 
remove  the  strains  and  that  at  some  point  after  leaving  the  hot 
end,  the  article  was  cooled  too  rapidly.  This  may  result  from 
a  draft  of  cold  air  or  from  cold  pans.  To  eliminate  these  dis- 
turbing conditions  in  the  open  type  of  leer  it  has  been  customary 
to  apply  auxiliary  heat  underneath  the  pans,  and  while  this 
method  has  improved  annealing,  it  has  been  quite  expensive  from 
a  fuel  standpoint  and  at  the  same  time  has  caused  rapid  deprecia- 
tion of  the  pans.  This  heat  under  the  pans  serves  another  purpose 
than  that  mentioned  above :  it  causes  more  uniform  temperature  in 
the  annealing  chamber  and  consequently  results  in  better  an- 
nealing. 

To  properly  anneal  any  piece  of  glass,  the  following  conditions 
are  necessary:  proper  mold  design,  proper  working  temperatures, 
proper  temperature  in  annealing  chamber,  proper  "soaking" 
time,  and  gradual  cooling  of  ware  after  it  leaves  the  hot  end  of 
the  leer.  This  latter  condition  is  very  necessary  on  any  type  of 
jeer,  whether  open  or  muffled,  continuous,  or  hand  pulled  pan  type. 
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The  muffled  leer  has  many  advantages  over  the  open  type, 
some  of  which  are  as  follows:  more  uniform  temperature  in  the 
annealing  chamber,  elimination  of  the  cold  air  coming  up  by  the 
side  of  or  between  the  pans,  better  control  of  temperature,  and 
greater  capacity. 

While  a  muffle  leer  will  use  more  fuel  than  an  open  leer,  it  has 
been  thoroughly  demonstrated  that  the  cost  of  fuel  per  gross  of 
ware  is  less  than  with  an  open  leer.  Another  feature  that  is  of 
great  importance  in  the  packer's  trade  is  that  a  muffle  leer  elimi- 
nates the  necessity  for  the  washing  of  the  ware,  when  operated  with 
raw  producer  gas.  There  are  several  designs  of  muffle  leers  on  the 
market  any  of  which  will  give  better  annealing  than  the  open  leer. 

A  very  common  trouble  with  the  open  leer  is  that  the  pyrom- 
eter couple  is  invariably  placed  in  the  center  of  the  crown  ex- 
tending through  the  brickwork  a  few  inches.  It  is  a  well  known 
fact  that  in  such  a  position  the  pyrometer  will  register  a  higher 
temperature  than  the  temperature  at  the  pans,  and  this  differ- 
ence is  dependent  entirely  on  the  height  of  the  crown  and  the 
kind  of  a  flame  employed.  This  temperature  has  been  known 
to  vary  as  much  as  250°  and  it  has  been  found  that  by  changing 
the  location  of  the  couple  so  as  to  give  a  more  nearly  correct 
record  of  the  temperature  at  the  pans,  breakage  was  practically 
overcome. 

In  one  instance  in  the  writer's  experience,  the  pyrometer  couple 
extended  through  the  crown  of  the  leer  and  the  pyrometer  indi- 
cated a  temperature  of  1200  °F  while  the  pan  temperature  was 
800  °F  owing  to  the  fact  that  the  couple  was  so  placed  as  to  re- 
ceive the  direct  heat  from  the  flame.  After  changing  the  couple 
so  that  the  pyrometer  indicated  the  correct  temperature,  and 
increasing  the  temperature  of  the  annealing  chamber,  the  trouble 
was  overcome. 

Another  experience  worth  mentioning  was  an  investigation 
for  the  purpose  of  overcoming  breakage  on  fruit  jars  which  had 
stood  what  is  known  as  the  hot  water  test.  It  was  proved  that 
this  trouble  was  caused  by  a  drop  of  200  °  to  250  °  in  the  first  arch 
back  of  the  fire  box  and  it  was  entirely  overcome  by  reducing 
this  drop  in  temperature  to  about  75°.  It  has  been  found  that 
the  correct  rate  for  cooling  ware  is  obtained  with  a  temperature 
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drop  of  about  50°  to  60°  for  every  five  feet  after  the  ware  leaves 
firebox  until  it  reaches  a  temperature  of  about  350  °F,  after 
which  time  rapid  cooling  does  not  harm,  and  with  some  classes 
of  ware  rapid  cooling  from  500 °F  is  permissible. 

The  correct  length  of  the  leer  has  been  a  matter  of  controversy 
for  years.  After  a  very  careful  study,  it  has  been  decided  that 
65  feet  from  center  to  center  of  sprockets  is  sufficient  for  the  an- 
nealing of  the  average  glass,  although  there  are  exceptions.  In 
one  installation  a  65  foot  leer  was  built  along  side  of  an  80  foot 
leer  and  after  a  year's  operation  on  the  same  kind  of  ware,  the 
owner  cut  fifteen  feet  from  the  80  foot  leer  and  purchased  two 
more  65  foot  leers  which  makes  his  equipment  now  stand  four 
(4)  65  foot  muffled  leers. 

Experiments  have  been  made  with  leers  5,  6,  7,  8,  9,  and  10 
feet  wide  and  it  has  been  concluded  that  the  8  foot  leer  gives  more 
real  satisfaction  than  any  other  width.  The  reasons  for  this 
are  as  follows:  It  gives  more  uniform  temperatures  in  the  an- 
nealing chamber  than  wider  leers,  has  more  mechanical  strength 
than  wider  leers  and  is  also  more  flexible.  It  is  needless  to  state 
that  different  shaped  articles  as  well  as  articles  of  different  weight 
require  different  treatment  and  it  is  therefore  not  advisable  to 
attempt  to  anneal  articles  differing  considerably  in  shape  and 
weight  together  in  the  same  leer.  Experience  has  shown  that 
three  7  foot  leers  are  preferable  to  two  10  foot  leers  and  four  8 
foot  leers  are  better  than  three  10  foot  leers.  The  reason  we 
recommend  8  foot  leers  is  because  an  S  foot  leer  costs  very  little 
more  than  a  7  foot  leer  and  gives  practically  the  same  flexibility 
and  uses  no  more  fuel. 

We  had  a  client  a  little  over  a  year  ago  who  had  installed  three 
5  foot  hand  pulled  leers  of  the  open  type  and  had  installed  an 
automatic  feeder  which  greatly  increased  his  production.  He 
wished  to  install  a  continuous  leer  but  these  could  not  be  installed 
on  account  of  the  time  limit.  We  therefore  arranged  to  muffle 
his  old  leers  to  give  him  the  capacity  required  while  the  new  leers 
were  being  manufactured,  and  much  to  our  surprise  he  annealed 
successfully  in  these  3  leers  400  gross  of  milk  bottles  in  24  hours 
and  accomplished  it  more  satisfactorily  than  he  had  been  able 
to  anneal  250  gross  in  the  open  leers. 
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Any  of  you  who  have  had  experience  with  continuous  leers 
have  no  doubt  had  the  annoyng  experience  of  the  leer  chain 
pulling  in  two  after  the  leers  had  been  in  use  for  a  year  or  two. 
This  results,  first  from  side  loading  the  chain,  and  second  because 
the  chain  is  too  light  for  the  work  in  question.  After  it  has  been 
subjected  to  the  heat  for  some  time  it  becomes  too  weak  for  the 
duty  it  has  to  perform  and  eventually  breaks. 

The  chain  used  on  the  first  continuous  leers  had  a  working 
strain  of  2000  lbs.  at  200  feet  per  minute ;  the  next  chain  was  of 
2300  lbs.  working  strain  at  the  same  speed;  and  the  next  was  a 
chain  of  3600  lbs.  at  the  same  speed,  but  a  change  in  design  of 
the  leer  caused  side  loading  on  the  chain,  which,  investigation 
proved,  reduced  the  safe  working  strain  by  50%.  This  meant, 
in  effect,  a  weaker  chain  than  the  original  and  although  the  de- 
sign was  greatly  improved,  the  chain  was  too  weak  to  withstand 
the  strains  which  caused  the  continual  breaking  of  the  chain. 
Chains  now  in  use  have  a  working  strain  of  5800  lbs.  at  200  feet 
per  minute  and  we  have  never  heard  of  one  pulling  in  two. 

Discussion 

By  L.  H.  Adams. — This  paper  is  an  interesting  account  of 
some  of  the  factors  connected  with  glass-annealing,  and  such 
discussions  as  Mr.  Frazier's  are  valuable  aids  in  the  design  of 
leers. 

It  would  seem,  however,  that  in  considering  the  principles 
underlying  the  annealing  of  glass,  it  is  essential  to  take  account 
of  the  physical  nature  of  the  annealing  of  glass.  In  the  first 
place  it  is  desirable  to  adopt  some  standard  of  annealing,  that 
is,  the  maximum  amount  of  strain  (in  definite  units)  that  can  be 
tolerated  in  the  given  class  of  ware.  In  the  second  place  the 
problem  of  glass-annealing  can  be  dealt  with  intelligently  only 
by  starting  with  the  known  (or  determinable)  annealing-constants 
of  the  particular  kind  of  glass  used.  When  the  constants  of  the 
glass  are  known,  it  is  a  very  simple  matter  to  determine  in  ad- 
vance exactly  the  temperature-cycle  to  be  followed.  The  an- 
nealing-process naturally  divides  itself  into  two  stages:  first, 
the  existing  strain  must  be  removed,  and  next,  the  glass  must 
be  cooled  in  such  a  way  that  the  new  strain  introduced  does  not 
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exceed  the  allowable  limit.  There  are  several  ways  by  which 
this  may  be  done.  The  glass  may  be  heated  to  the  temperature 
at  which  strain  disappears  almost  instantaneously  (about  550° 
C  for  ordinary  soda-lime  glass)  and  then  cooled  slowly.  Or, 
on  the  other  hand,  the  glass  may  be  heated  to  a  lower  temper- 
ature for  a  longer  time  and  then  cooled  at  a  much  faster  rate  than 
by  the  first  method.  The  second  method  is  the  better  one  for 
reasons  which,  for  lack  of  space,  it  is  not  possible  to  enumerate 
at  this  time. 

As  indicated  by  Mr.  Frazier,  below  a  certain  temperature  the 
cooling  may  be  much  more  rapid.  This  is  true  no  matter  what 
kind  of  a  temperature  cycle  is  used.  Below  about  400°  for  or- 
dinary soda-lime  glass  and  about  300°  for  lead  glasses  the  per- 
manent strain  is  not  influenced  by  the  speed  at  which  the  glass 
is  cooled,  and  hence  below  these  temperatures  the  cooling  rate 
is  limited  mainly  by  what  the  glass  will  stand  without  breaking 
as  it  is  cooled. 

The  calculation  of  the  maximum  cooling  rate  is  one  of  the  sim- 
plest of  problems.  The  rate  is  inversely  proportional  to  the 
square  of  the  thickness  and  for  a  sheet  of  glass  V2  inch  thick  is 
80  °C  per  minute.  In  the  later  stages  of  the  cooling,  therefore, 
cooling  may  be  regular,  i.  e.,  it  is  not  sufficient  that  the  average 
rate  be  within  the  limit  specified ;  the  rate  at  any  moment  must 
be  below  the  given  amount. 

Finally  it  should  be  noted  that  the  statement  "It  is  necessary 
to  raise  the  temperature  of  the  article  to  a  point  which  is  higher 
than  that  at  which  the  strains  were  created"  is  meaningless  for 
the  reason  that  strain  is  not  created  at  any  particular  temper- 
ature. Actually  the  strain  makes  its  appearance  at  compar- 
atively low  temperatures,  its  amount  being  (mainly)  determined, 
however,  by  the  cooling  rate  of  the  glass  at  the  higher  temper- 
atures, i.  e.,  by  the  rate  throughout  a  certain  range,  which  for 
ordinary  soda-lime  glasses  is  between  400°  and  550  °C. 

Simplex  Engineering  Co. 
Washington,  Pa. 


THE  COST  SYSTEM  AS  AN  AID  TO  EFFICIENT  PLANT 

CONTROL1 

By  Dwight  T.  Farnham 
ABSTRACT 

A  cost  system  for  a  clay  plant  is  described,  by  means  of  which  complete 
records  are  kept  of  the  condition  of  the  plant  each  day  as  compared  with  an 
established  standard.  The  results  of  such  a  system  are  a  more  perfect  under- 
standing between  superintendent  and  general  manager  as  to  the  actual  factory 
conditions  and  increased  efficiency  in  plant  control.  Graphic  charts  keep 
the  information  before  the  executives  and  workmen  alike,  thus  leaving  no  one 
in  ignorance  of  the  progress  of  the  work  as  compared  with  the  established 
standard. 

In  the  past  too  many  cost  systems  have  been  devised  by  book- 
keepers and  not  enough  by  executives.  As  a  result  the  majority 
of  cost  systems  provide  for  everything  balancing  to  the  third 
decimal  place  about  seven  weeks  after  the  history  of  events,  which 
the  figures  record,  began  to  happen.  Usually  about  the  twenty- 
first  of  February  the  General  Manager  receives  "news"  as  to 
what  happened  January  first.  Under  the  circumstances  we 
can  not  blame  him  for  being  bored  and  throwing  the  carefully 
prepared  figures  aside  for  a  trip  through  the  works. 

The  trip  through  the  works  is  quite  as  unsatisfactory  a  method 
of  controlling  the  efficiency  of  operation  as  the  cost  system. 
There  is  too  much  element  of  chance  about  what  is  encountered. 
Some  superintendents  are  born  lucky  and  always  throw  the  last 
of  a  bad  kiln  over  the  dump  just  as  the  General  Manager  arrives. 
Others  are  less  fortunate  and  the  sight  of  fourteen  men  drawing 
a  kiln  with  post-mauls  and  steel  crow  bars  is  always  a  sure  sign 
that  the  General  Manager  has  just  entered  the  front  gate. 

Furthermore  a  good  many  superintendents  have  learned  to 

be    "tactful."     Bitter   experience   has   shown   them   that   under 

the  usual  methods  of  works  control  they  are  judged  by  the  front 

they  put  up.     They  therefore  combine  with  a  study  of  the  boss' 

1  Received  March  10,  1921. 
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likes  and  dislikes  a  specious  optimism  and  lead  the  weekly  execu- 
tive procession  from  point  to  point  of  safe  interest,  with  all  the 
enthusiasm  and  mendacity  displayed  by  the  professional  guide 
in  Rome  or  Naples.  And  the  General  Manager  is  usually  about 
as  helpless  as  the  average  American  tourist  under  the  same  cir- 
cumstances. 

It  may  be  that  the  incompetent  or  dishonest  superintendent 
is  eventually  separated  from  the  field  of  his  endeavors  by  the 
evidence  which  accumulates  against  him  on  the  cost  sheet.  But 
under  the  historical  method  there  is  too  much  opportunity  for 
loss  before  the  fire  department  is  notified.  Furthermore  after 
seven  weeks  the  evidence  in  the  case  is  so  scattered  to  the  four 
winds  that  the  opportunity  to  profit  by  an  expensive  lesson  is 
lost.  And  finally  with  such  scraps  of  evidence  as  exist,  all  in 
the  hands  of  the  defendants,  it  is  not  surprising  if  they  find  occa- 
sional alibis  easier  than  continuous,  efficient  plant  operation. 

Just  as  long  as  General  Managers  are  content  to  manage  their 
properties  by  basing  their  decisions  upon  opinion  rather  than 
upon  fact,  just  so  long  will  incompetent  factory  executives  con- 
tinue to  "get  by.'5  And  it  is  more  the  fault  of  the  Manager  than 
of  the  superintendents  and  foremen.  If  no  one  has  taught  you 
how  to  collect  facts  or  how  to  draw  the  correct  inference  from 
such  facts,  and  if  the  management  has  refused  to  spend  any  money 
for  the  collection  of  such  facts  as  you  have  timidly  suggested 
might  be  valuable,  you  can  not  be  blamed  if  you  meet  such  crises 
as  arise  with  "facts"  manufactured  upon  the  spur  of  the  moment. 
Furthermore,  if  you  have  been  expected  to  know  what  is  going 
on  inside  a  kiln  instinctively  and  to  remember  what  went  on  in- 
side some  forty  other  kilns  at  each  stage  of  each  burn  and  to  com- 
pare the  results  in  each  case  with  the  causes  which  produced 
them  in  such  a  way  as  to  profit  by  spoiled  kilns  and  to  reproduce 
every  exceptionally  fine  burn  during  the  past  year — you  have 
not  much  respect  for  the  manager  who  thought  he  could  get  that 
sort  of  a  brain  for  a  hundred  and  fifty  dollars  a  month  and  you 
conclude  that  what  he  does  not  know  will  not  hurt  you. 

The  remedy  is  of  course  the  collection  of  facts  in  the  form  of 
immediate,  adequate  and  accurate  records  and  a  cost  system  either 
devised,  or  criticised  in  detail,  by  an  executive  of  actual  exper- 
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ience  in  the  details  of  manufacture  I  know  of  one  case  where 
a  well  known  public  accountant  worked  out  a  uniform  cost  system 
for  a  branch  of  the  clay  industry  and  proposed  saving  clerical 
work  by  counting  only  the  spoiled  ware  which  came  from  the 
kilns!  This  was  not  only  bad  accounting  but  bad  psychology. 
He  provided  no  check  on  the  setting  reports, — he  was  asking 
the  kiln  crew  to  tell  on  themselves  whenever  they  smashed  any- 
thing— and  the  factory  foreman  in  charge  of  the  crew  to  hang 
himself  if  he  were  incompetent.  In  as  much  as  such  crews — 
both  drawing  and  setting — are  paid  mostly  on  a  piece  work  basis, 
by  failing  to  provide  a  check  on  the  amount  set,  he  was  just  begging 
the  men  to  sweeten  their  tally  sheets  and  so  secure  some  easy 
money  at  the  company's  expense. 

To  operate  a  clay  plant  at  all  effectively  the  superintendent 
and  the  General  Manager  should  have  at  least  the  following 
records  daily — 

1.  Output  from  the  machines  and  moulders  in  tons  or  thousands 
as  compared  to  standard  output. 

2.  Quantity.     Set  and  drawn  as  compared  to  standard. 

3.  Quantity.     Shipped. 

4.  Percentage  of  first  quality,  seconds  and  lost  ware  drawn 
from  each  kiln  with  detailed  explanation  of  causes  when  firsts 
fall  below  an  established  standard. 

5.  Drier  loss  in  percentage  of  output,   by  products. 

6.  Number  of  men  at  work  in  each  department  and  the  total 
tons  produced  per  man  per  day. 

7.  Efficiency  of  operation  of  each  department  expressed  in 
terms  of  a  definite  percentage  of  actual  accomplishment  to  real- 
izable standards  set. 

8.  Coal  and  clay  on  hand  as  compared  with  a  minimum  stand- 
ard set.  (Careful  inventory  not  required  unless  supply  falls 
below   standard.) 

9.  Machine  shut-downs  by  departments  in  terms  of  percen- 
tages of  possible  running  time. 

This  infomation  should  be  entered  on  graphic  charts  in  the 
factory  control  office  in  such  a  way  as  to  make  what  is  accom- 
plished each  day  comparable  with  past  performances  and  with 
standards.     Past  performances  may  be  carried  in   the  form  of 
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monthly  averages  and  a  cumulative  curve  should  be  carried  show- 
ing the  effect  of  each  day's  performance  on  the  month  to  date. 

For  the  use  of  the  burners  very  complete  records  should  be 
maintained  in  comparable  form  showing  the  progress  of  each 
burn  and  the  results  obtained. 

Where  the  workmen  in  the  various  departments  are  paid  in 
proportion  to  results  obtained — which  implies  both  quantity 
and  quality  of  production — records  of  how  nearly  they  approach 
standard  earnings  should  be  kept  in  such  a  way  that  men  who 
are  not  regularly  earning  standard  wages  may  be  helped  to 
do  so. 

These  records  as  outlined  require  the  establishment  of  stand- 
ards of  production.  If  this  has  not  been  done,  the  daily  study 
of  what  is  happening  from  day  to  day  is  alone  of  considerable 
value.  However — if  you  do  not  know  what  you  ought  to  be 
able  to  do,  it  is  difficult  for  you — or  anyone  else — to  judge  how 
well  you  are  doing. 

From  these  reports  monthly  records  and  charts  should  be 
prepared  and  placed  in  binders  upon  the  desks  of  the  Superin- 
tendent and  of  the  General  Manager. 

The  actual  production  costs  are  of  course  prepared  only  once 
a  month  but  it  is  comparatively  easy  to  have  the  factory  costs 
ready  within  two  days  of  the  close  of  the  month,  since  the  cumu- 
latives  referred  to,  provide  for  the  gathering  of  the  production 
data  as  the  month  progresses  and  a  properly  designed  distribu- 
ton  sheet  provides  for  the  money  distributed  against  the  various 
products  manufactured  each  day  in  each  department  being  cheeked 
daily  against  the  pay  roll.  As  a  result  it  is  only  necessary  on 
February  1st  to  add  in  the  distribution  for  January  31st  and  you 
are  ready  to  divide  the  dollars  by  the  quantities.  The  same 
plan  followed  in  regard  to  supplies  and  raw  materials  makes  it 
possible  to  have  the  operating  costs  ready  for  a  conference  be- 
tween the  Superintendent  and  his  department  heads  on  the  second, 
and  a  written  report  to  the  General  Manager  in  which  exceptional 
conditions,  either  good  or  bad  are  explained,  on  the  third.  Fac- 
tory costs  then  average  two  weeks  old  instead  of  three  and  a 
half  weeks  as  is  the  case  when  they  do  not  appear  until  the  21st 
of  the  month. 
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This  course  of  procedure  is  comparatively  easy  for  the  Super- 
intendent who  is  amply  provided  at  all  times  with  dependable 
facts  and  it  takes  up  very  little  of  the  General  Manager's  time  as 
compared  with  the  old  system.  It  promotes  confidence  on  the 
part  of  both — since  the  Superintendent  knows  he  is  going  to  stand 
or  fall  upon  a  basis  of  what  he  does— instead  of  upon  what  he 
sa;ys— and  the  Manager  knows  he  is  getting  the  truth.  Dif- 
ficulties can  be  studied  in  the  light  of  all  the  evidence  while  it  is 
still  hot  and  plans  worked  out  to  avoid  a  good  many  of  these 
difficulties  in  the  future.  The  whole  organization  is  provided 
with  the  data  necessary  for  intelligent  decision  and  knows  that 
whatever  it  does  will  be  reflected  in  hard  cold  figures  placed  where 
everybody  can  see  them.  And  there  is  no  greater  incentive  to 
efficiency  than  the  knowledge  that  you  are  to  be  rewarded  exactly 
in  proportion  to  your  just  deserts. 


POROSITY:     V.     RECOMMENDED  PROCEDURES  FOR 

DETERMINING  POROSITY  BY  METHODS 

OF  ABSORPTION 

By  Edward  W.  Washburn  and  Elmer  N.  Bunting 
ABSTRACT 

Detailed  Procedure. — For  shaped  test  pieces  details  of  the  procedure  are 
given  under  the  headings,  "Preparation  of  Test  Piece,"  "Determina- 
tion of  Dry  Weight,"  "The  Absorption  Apparatus,"  "Preparation  of 
Standard  Vaseline,"  "Saturation  Procedure,"  "Calculation,"  and  "True 
Density." 

A  Pycnometer  Method. — A  new  and  accurate  method,  which  is  applicable 
equally  to  shaped  test  pieces  or  to  granular  material,  is  described.  Among 
other  advantages  it  gives  the  operator  control  over  the  max.  size  opening 
which  he  desires  to  class  as  part  of  the  pore  space.  It  also  can  be  made  to 
indicate  directly  the  necessary  soaking  period. 

XIII.     Preparation  of  the  Test  Piece  and  Determination 
of  Its  Dry  Weight 

43.  Cleaning  the  Surface. — After  the  test  piece  has  cooled 
to  room  temperature,  its  surface  should  be  cleaned  and  smoothed 
and  sharp  corners  and  edges  rounded  as  far  as  possible.  Surface 
defects  likely  to  conceal  cavities  should  be  opened  with  a  knife 
or  file  so  that  the  absorption  liquid  may  be  removed  therefrom 
readily.  In  cleaning  and  smoothing  the  surface,  the  instruments 
and  means  employed  will  vary  with  the  nature  of  the  body. 
A  stiff  brush,  a  file,  a  sharp  knife,  a  grindstone,  sandpaper,  etc., 
will  all  be  found  useful  in  different  cases.  The  best  one  to  em- 
ploy in  a  given  case  must  be  left  to  the  judgment  of  the  individual. 
Obviously  the  method  employed  must  not  contaminate  the  test 
piece  by  filling  its  surface  pores  with  any  foreign  material,  nor 
must  these  surface  pores  be  left  filled  with  dust  from  the  body 
itself.  In  the  case  of  very  soft,  very  porous  bodies,  a  blast  of  air 
or  a  strong  suction  may  be  employed  to  advantage  for  freeing 
the  body  from  dust.  A  final  brushing  of  the  surface  with  a  good 
stiff  brush  may  be  recommended  for  most  cases.     If  the  surface 
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of  the  test  piece  is  covered  with  a  hard  glassy  skin,  one  or,  better, 
both  ends  of  the  piece  should  be  cut  or  broken  off  so  as  to  expose 
an  interior  surface.  With  highly  vitrified  bodies  it  is  frequently 
necessary  to  remove  the  total  surface  layer  in  order  to  obtain  the 
correct  porosity  values  for  the  body  itself. 

44.  The  Dry  Weight. — Transfer  the  clean  test  piece  to  a  desic- 
cator and  allow  it  to  stand  over  95  percent  sulphuric  acid  until 
it  has  attained  constant  weight,  Wd.  The  time  required  for  this 
may  be  materially  hastened  by  evacuating  the  desiccator.  In 
any  case  a  few  hours  will  suffice. 

XIV.      Saturation  of  the  Test  Piece 

45.  The  Absorption  Apparatus. — Figure  5  shows  a  convenient 
type  of  absorption  apparatus.  The  absorption  vessel  V  may 
be  made  of  a  heat  resisting  glass  with  the  cover  ground  to  fit  the 
flange  F,  or  of  metal  and  a  gasket  used  on  this  flange.  If  con- 
structed of  glass,  the  vessel  should  be  round-bottomed  and  sup- 
ported on  legs,  or  in  a  base  as  shown.  An  ordinary  round-bot- 
tomed glass  flask  may  be  substituted  for  the  vessel  V  if  desired, 
provided  its  neck  is  wide  enough  to  admit  the  test  pieces. 

The  tube  A  connecting  the  vessel  V  with  the  flask  D  should 
be  an  all-glass  connection,  if  the  absorption  liquid  is  something 
which  attacks  rubber  (e.  g.,  benzene  or  kerosene) ;  otherwise,  a 
flexible  rubber  connection  may  be  used.  All  ground-glass  joints 
and  stop-cocks  should  be  accurately  ground  and  well  lubricated. 
A  good  lubricant  for  this  purpose  may  be  prepared  by  heating 
together  pure  rubber,  vaseline,  and  paraffine  in  any  proportions 
between  7-3-1  and  16-8-1.  A  sealing  varnish,  which  can  after- 
ward be  readily  removed  with  a  cloth  moistened  with  ether,  is 
made  by  melting  together  equal  parts  of  beeswax  and  rosin. 
It  is  applied  hot,  with  the  aid  of  a  small  camels'  hair  brush,  to 
any  point  where  a  leak  is  feared. 

46.  Preparation  of  Standard  Vaseline. — Melt  a  considerable 
quantity  of  vaseline,  filter  to  remove  solid  particles,  and  transfer 
to  a  vessel  which  can  be  heated  and  evacuated.  Boil  the  vaseline 
-in  vacuo  for  six  hours,  and  allow  it  to  cool  completely  in  the  vac- 
uum.    Store  in  a  dust-tight  container. 
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Determine  its  specific  gravity  at  the  average  and  at  the  mini- 
mum and  maximum  room  temperatures  by  proceeding  exactly 
as  described  in  Sec.  47  below,  but  with  a  calibrated  specific  gravity 
bottle  substituted  for  the  test  pieces. 

47.  Saturation  Procedure. — (1)  Place  the  test  pieces  in  the  ab- 
sorption vessel,  put  on  the  cover,  and  see  that  all  joints  are  tight. 

(2)  Place  enough  of  the  saturating  liquid  in  the  flask  D  to 
fill  the  absorption  vessel  V  well  above  the  level  of  the  test  pieces. 

(3)  Insert  the  stoppers  R  and  R',  close  cock  S2  and  open  cock  S3. 

(4)  Connect  C  with  the  vacuum  pump  and  evacuate  until 
air  ceases  to  be  given  off  from  the  liquid  in  D.  The  liquid  may 
be  boiled  to  advantage  for  a  few  minutes,  being  heated  if  neces- 
sary. 


To-Atmosphere—1  To  Pump- 

Fig.  5. — Apparatus  for  determining  porosity  by  the 
vacuum  saturation  method. 


(5)  Close  cock  S3,  disconnect  the  pump  from  C  and  connect  it  to  P. 

(6)  Open  cock  S4,  close  S5,  and  evacuate  the  absorption  vessel 
until   the   manometer   ceases   to   fall. 

(7)  Open  S2  and  then  S3  slightly  until  the  liquid  in  D  rises. and 
just  fills  cock  S2.  Then  immediately  close  S2  and  S3  and  con- 
tinue the  evacuation  of  V  until,  on  closing  S4,  the  manometer 
shows  a  constant  reading.  This  reading  should  be  less  than 
AB  where  B  is  the  barometric  pressure  (in  the  same  units  as  the 
manometer  scale)  and  A  is  the  fractional  accuracy  desired  in 
the  porosity.35  If  the  pump  employed  will  not  give  this  degree 
of  vacuum,  then  procedure  8a  must  be  introduced. 

35  See  {5ec.  28  above. 
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(8)  With  S4  closed,  stop  the  pump,  open  S2  and  then  S3  until 
enough  liquid  has  been  forced  into  V  to  completely  cover  the 
test  pieces.  If  the  absorption  liquid  is  too  stiff  to  flow  readily 
at  room  temperature,  the  flask  D  and  the  vessel  V  may  be  kept 
in  a  pan  of  hot  water. 

(8a)  If  the  vacuum  pump  gives  a  vacuum  better  than  AB, 
omit  8a  and  proceed  directly  to  9;  otherwise,  proceed  as  follows, 
if  the  absorption  liquid  is  a  pure  liquid:  With  the  pump  running, 
S2  closed  and  S4  open,  warm  the  liquid  in  V  until  it  boils.  Con- 
tinue the  boiling  until  the  air  has  been  completely  removed  from 
the  pores.  The  boiling  period  necessary  to  accomplish  this  will 
vary  with  the  nature  of  the  ware,  and  must  be  ascertained  by 
experiment.  This  may  be  done  by  returning  the  test  piece  to 
the  absorption  vessel  after  its  saturated  weight  has  been  taken 
and  repeating  the  hoiling-in-vacuo  treatment  to  see  whether  a 
gain  in  weight  takes  place. 

(9)  With  S2  closed,  open  S5  thus  breaking  the  vacuum.  Allow 
the  test  pieces  to  soak  for  at  least  5  minutes,  5  being  given  by 
the  expression 

S=-^~  (7) 

z/z0 

where  z/z0  is  the  relative  penetrativity  of  the  liquid  at  the  soak- 
ing temperature  employed,  and  S0  is,  for  the  test  pieces  employed, 

z 
the  standard  soaking  period  for  water  at  20  °C.     Values  of  ~> 

Zo 

for    vaseline,    at    any  temperature    between    100°    and   200  °C 
may  be  computed  from  the  relation 


(£>"•- 


*-30 
480 


(8) 


If  the  necessary  soaking  period  for  water  is  not  known,  an 

approximate  calculation  of  a  minimum  5  may  be  made  from  the 

relation 

Z2 
S=—  (9) 

rz 

where  I  is  the  maximum  linear  dimension  of  the   test   piece   and 

r  is  the  radius  of  the  smallest  pore  which  it  is  desired  to  fill.     Values 
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of  z  for  vaseline  may  be  taken  from  equation  5.  This  calculation, 
however,  gives  only  a  value  for  5  above  which  the  actual  min- 
imum soaking  time  must  lie.36 

(10)  When  the  soaking  has  been  completed  and  the  contents 
of  V  are  at  room  temperature,  remove  the  test  pieces,  one  at  a 
time,  wipe  with  a  cloth  dampened  with  the  absorption  liquid, 
and  weigh  rapidly,  Ws.  If  vaseline  is  employed,  the  test  pieces 
may  be  scraped  with  a  spatula  and  then  wiped  with  a  piece  of 
chamois  skin  or  other  similar  material. 

Care  should  be  taken  not  to  warm  the  test  pieces  by  contact 
with  the  hands.  A  weighing  tube  may  be  employed,  if  desired, 
to  avoid  vaporization  losses  during  weighing. 

(11)  Suspend  each  test  piece  from  a  fine  wire  and  weigh  it 
(Wh)  suspended  in  water  (or  any  other  suitable  liquid)  whose 
density  at  room  temperature  is  Dw,  the  specific  gravity  of  the 
absorption  liquid  at  the  same  temperature  being  Ds. 

ioo  (Ws-Wd)D„  /inN 

Percent  porosity  =  x  = — (10) 

{Ws-Wh)Ds 

Bulk  density  =  DB=   ~77rT — ttt—  I11) 

(Ws-Wh) 

48.  Determination  of  the  True  Density. — This  determination 
can  be  most  conveniently  carried  out  on  a  separate  sample  of 
the  material,  but  if  it  is  desired  to  use  the  test  piece  employed 
in  the  porosity  measurements,  the  saturation  liquid  must  first 
be  removed  from  its  pores.  With  water  or  other  pure  liquid, 
this  should  be  effected  by  low  temperature  drying  in  vacuo,  fol- 
lowed, if  desired,  by  a  short  calcination  at  a  temperature  con- 
siderably lower  than  that  at  which  the  test  piece  was  drawn  in 
its  previous  firing. 

If  vaseline  has  been  employed  as  the  saturation  liquid,  the 
test  piece  should  be  crushed,  the  vaseline  removed  by  washing 
with  benzene  or  gasoline  and  then  with  naptha,  and  the  material 
dried  as  above. 

The  dried  test  piece  is  then  powdered  and  the  true  density 
determined  in  the  usual  way. 
36  See  Sees.  29  and  30  above. 
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XV.   A   Pycnometer   Method   for     Determining    Porosity     by 

Absorption 

49.  Purpose  of  the  Method. — The  method  discussed  in  the 
next  few  sections  differs  from  those  previously  considered  in 
that  it  is  applicable  equally  to  test  pieces  of  standard  shapes 
and  dimensions  and  to  irregular  pieces  or  granular  material. 
It  has  the  further  advantage  that  the  operator  may  fix  the 
dimension,  dividing  a  pore  from  a  hole  or  crack,  at  any  size 
which  he  desires.  The  maximum  surface-pore  dimension 
is  thus  under  complete  control.  The  procedure  involves  a  deter- 
mination of  the  bulk  density  followed  by  a  saturation  experiment. 

50.  Procedure  for  Bulk 
Density. — A  pycnometer  of 
weight,  Wp  grams,  capacity, 
Vpcc.  (at  the  "setting"  tem- 
erature),  and  having  a  form 
pequivalent  to  that  shown  in 
Fig.  6  is  employed. 

(1)  Fill  the  bulb  of  the 
pycnometer  with  a  coarsely 
granular,  sieved,  and  dried 
sample  of  the  material  and 
weigh,  W\. 

(2)  Evacuate  the  apparatus 


Fig.  6.— Combined  volumeter  and  ab- 
sorption apparatus  for  measuring  the 
porosity  of  granular  materials. 


through  A  until  the  pressure  falls  to  less  than 


ABVi 
VP 


where  B 


is  the  barometric  pressure,  A  is  the  fractional  accuracy  desired 
in  the  result,  and  V B  is  the  bulk  volume  of  the  sample  of  mate- 
rial. 

(3)  Admit  mercury  through  B  until  the  apparatus  is  full  and 
the  mercury  level  in  A  is  some  distance  above  the  stop-cock. 

(4)  Close  B  and  adjust  the  vacuum  until,  at  room  temperature, 
the  manometer  reading  plus  the  distance  h  (from  the  center  of 
the  bulb  to  the  mercury  level  in  A)  is  equal  to  0.05/d  cm.,  where 
d  is  the  diameter  in  cm.  of  the  largest  opening  which  it  is  desired 
to  class  as  a  pore,  all  larger  openings  being  classed  as  holes  or 
cracks. 
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(5)  Close  stop-cock  A,  disconnect  the  pump,  and  remove  all 
mercury  from  above  both  stop-cocks.  Then  open  A  or  B  and 
weigh  the  pycnometer  and  its  contents,   W^. 

(6)  Calculate  the  bulk  density  DB    of  the  material. 

an-ir,)  dm 

Du    Vp-Wz+Wx 

where  DM  is  the  density  of  mercury  at  the  temperature  of  oper- 
ation 4. 

51.  Saturation  Procedure. — (7)  Remove  the  contents  of  the 
pycnometer,  separate  the  sample  of  material  from  the  mercury, 
completely,  and  return  it  to  the  pycnometer;  or,  if  desired,  take 
a  new  sample  of  the  material  for  this  determination.  Weigh 
the  pycnometer  with  the  sample   W\. 

(8)  Evacuate  the  apparatus  until  the  pressure  is  not  greater 
than  AB  where  B  is  the  barometric  pressure  and  A  is  the  frac- 
tional error  permissible  in  the  result. 

(9)  Admit  the  absorption  liquid  until  the  apparatus  is  full. 
Water  may  be  used  for  this  liquid,  if  it  is  without  action  upon 
the  material,  otherwise  carbon  tetrachloride,  benzene  or  any 
other  suitable  pure  organic  liquid  may  be  employed. 

(10).  With  stop-cock  A  closed  and  B  open,  allow  the  apparatus 
to  stand  at  room  temperature,  t'°,  for  the  necessary  soaking 
period.  Then  close  B,  remove  all  excess  liquid  from  above  both 
stop-cocks,  and  weigh,   W'2. 

(11)  Calculate  the  percent  porosity. 

Percent  porosity  =  x=  100   1 - (,loJ 

where  DL  is  the  density  of  the  absorption  liquid  at  the  tempera- 
ture t'°. 

52.  Theory  of  the  Method. — One  obvious  advantage  of  the 

pycnometer  method  is  the   approximately  quantitative  control 

which  it  gives  over  the  size  of  surface  opening  which  is  to  be 

classed  as  pore  space.     The  pressure  necessary  to  force  mercury 

4y  cos  6 
into  a  pore  opening  of  diameter  d,  is  equal  to        ":        where  7 


POROSITY  BY  METHODS  OF  ABSORPTION  55 

is  the  surface  tension  and  6  the  angle  of  contact.  For  mercury, 
7  cos  6  may  be  taken  as  165  dyne /cm.  at  room  temperature   and 

hence  the  above   expression   is  equal  to  — — '—  cm.  of  Hg,  where 

d 

d  is  expressed  in  cm. 

Thus  for  example,  if  we  wish  to  class  as  holes  or  cracks,   all 

openings  larger  than  0.1  mm.,  and  as  pores,  all  openings  smaller 

than  this,  then  the  pressure  in  the  pycnometer  at  the  time  of 

closing  stop-cock  B  in  operation  (5)  above  should  be  — '■ —  =  5.0 

cm.  of  Hg.  The  value  of  d  which  is  chosen  will  be  determined 
by  the  character  of  the  material  and  the  purpose  of  the  porosity 
determination,  but  an  important  feature  of  the  pycnometer  method 
is  that  this  quantity  is  under  experimental  control. 

In  using  the  pycnometer  method  it  is  essential  that  the  pieces 
of  the  sample  employed  should  be  approximately  uniform  in  size 
and  should  not  be  too  small,  otherwise  some  of  the  space  between 
particles  would  not  be  filled  by  the  mercury  and  the  result  ob- 
tained would  represent  the  porosity  of  the  mass  of  material  in 
the  pycnometer  rather  than  that  of  the  body  represented  by  the 
sample.  The  minimum  allowable  size  is  determined  somewhat 
by  the  value  chosen  for  d,  the  maximum  pore  diameter.  The 
maximum  size  for  the  pieces  of  the  sample  is  evidently  determined 
only  by  the  size  of  the  neck  of  the  pycnometer. 

Owing  to  the  fact  that  in  operation  (4)  the  apparatus  functions 
as  a  rather  sensitive  thermometer  it  is  evidently  very  easy  to 
ascertain  when  temperature  equilibrium  has  been  attained. 

For  a  similar  reason  operation  (10)  indicates  the  necessary 
soaking  period  which  should  be  allowed,  that  is,  the  soaking 
period  may  be  assumed  to  be  over  as  soon  as  the  meniscus  in  the 
small  tube  is  falling  at  a  negligibly  small  rate. 

It  is  also  evident  that  by  graduating  the  small  tube  above 
stop-cock  B  it  is  possible  to  obtain  considerable  information 
about  the  character  of  the  pores  present  in  the  material.  In- 
deed, by  controlling  the  pressure  under  which  the  liquid  enters 
the  pores  of  the  material,  one  may  determine  the  total  pore  volume 
of  those  pores  having  effective  diameters  between  any  two  stated 
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Umits,  and  may  thus  classify  the  total  porosity  into  groups  of 
given  pore  size,  and  may  determine  what  fraction  of  the  total 
belongs  within  each  class.  Such  a  study  could,  however,  best 
be  carried  out  with  mercury,  the  method  being  a  static  one.37 
For  the  smallest  pores  high  pressures  would,  of  course,  be  required. 

(To  be  continued) 

37  See  Washburn,  E.  W.,  "Note  on  a  Method  of  Determining  the  Dis- 
tribution of  Pore  Sizes  in  a  Porous  Material.,"  Proc.  Nat.  Acad.  Sci.,  7,  115 
(1921). 
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THE  ART  DIVISION   OF  THE  AMERICAN   CERAMIC 

SOCIETY 

AN   OUTLINE   OF    ITS  ACTIVITIES:    PRESENT    PROGRAM  AND 
FUTURE  POSSIBILITIES 

The  Art  Division,  as  its  name  implies  is  that  Branch  of  the 
American  Ceramic  Society  which  devotes  its  activities  and  re- 
searches in  the  interest  of  the  development  of  the  artistic  and 
decorative  fields  of  ceramic  work. 

What  These  Activities  Include. — Broadly  speaking  these  ac- 
tivities include  discussions,  investigations  and  researches  in  con- 
nection with  shape  construction,  ceramic  draughtsmanship,  de- 
sign, decoration,  modeling,  ceramic  sculpture,  individual  and 
commerical  decorative  processes,  and  the  standardization  of  these 
in  connection  with  the  various  types  of  ceramic  wares.  For  in- 
stance, the  technique  and  practical  knowledge  essential  to  white- 
ware  practice  is  altogether  different  from  that  required  in  the 
manufacture  of  tile  and  architectural  faience ;  and  in  connection 
with  the  various  decorative  processes,  the  successful  execution  of 
works  in  overglaze,  underglaze  on  the  clay  or  biscuit,  stained  clays 
and  glazes,  and  with  the  mechanical  processes,  the  problems  sur- 
rounding each  one  of  these  are  not  only  widely  different  in  character, 
but  they  require  a  different  technique  and  type  of  decoration. 
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The  Relation  of  the  Art  Division  to  the  Remainder  of  the  A.  C. 
S. — The  Art  Division  is  not  a  detached  activity  consisting  of  pro- 
fessional ceramic  artists  and  decorators  possessing  little  or  no  sym- 
pathy with  allied  technical  and  practical  developments.  As  im- 
plied above,  the  active  field  is  quite  large,  and  it  concerns  not 
only  the  art  worker,  but  the  manufacturer  and  capitalist,  the  tech- 
nical man,  the  practical  potter,  and  finally  the  general  public. 
Until  the  war  period,  ceramic  developments  in  this  country  had 
not  progressed  on  the  same  scale  and  with  the  same  results  as 
those  of  other  countries.  Our  decorated  wares  with  few  excep- 
tions could  not  compete  with  the  productions  of  Europe  and  Japan. 
The  artist  and  pottery  decorator  was  merely  a  bench  workman, 
and  one  of  the  lowest  paid  on  the  factory  payroll.  There  was 
little  or  no  competition  with  foreign  concerns  in  those  lines  out- 
side the  general  utilitarian  wares  made  in  the  Trenton  and  East 
Liverpool  districts.  Consequently,  except  in  those  instances 
where  definite  technical  requirements  were  essential  to  the  success- 
ful marketing  of  the  product  (as  is  the  case  with  chemical  and 
electrical  porcelain)  there  was  no  forced  incentive  to  give  serious 
consideration  to  those  problems  concerned  with  artistic  excellence. 
But  since  the  war  the  European  and  Asiatic  countries  have  noted 
the  potentialities  of  the  American  market  to  the  extent  that  they 
are  making  strenuous  efforts  to  capture  this. 

The  foreign  potter  at  present  enjoys  many  advantages  which 
we  do  not  possess.  Aside  from  traditional  advantages,  he  is 
receiving  valuable  support  from  his  respective  government.  He 
gives  great  attention  to  skill  in  potting.  The  foreign  unions  do 
not  dominate  labor  to  the  extent  that  superior  workmanship  and 
facile  production  is  discouraged.  We  do  not  have  child  labor 
in  our  potteries,  and  our  scale  of  wages  is  much  higher  than  is 
prevalent  abroad.  But  one  of  the  most  vital  conditions  which 
the  foreigner  develops  to  the  utmost  extent  and  which  we  have 
to  date  not  fully  recognized  is  that  concerned  with  artistic  quality. 
The  foreigner  has  government  art  and  industrial  schools.  The 
young  ceramic  artist,  designer  and  modeler  must  attend  these 
schools  in  addition  to  serving  his  apprenticeship  in  the  factories. 
The  manufacturer  himself  is  intensely  -interested  in  the  schools, 
and  in  the  decorative  branches  of  his  factories.     He  realizes  that 
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in  many  cases  it  is  the  decoration  that  determines  the  sale 
of  his  product.  The  question  of  price  is  obviously  a  determining 
factor  as  is  evidenced  by  our  interest  in  the  American  Valuation 
Plan.  But  the  American  Valuation  Plan  alone,  desirable  as  it 
is,  will  not  give  us  the  dominant  position  we  should  enjoy  in  our 
own  country  if  our  product  is  not  as  fine  in  quality,  or  as  beau- 
tiful as  the  importations  of  our  foreign  competitors.  It  is  the 
purpose  of  the  Art  Division  with  what  help  and  influence  it  can 
obtain  from  the  manufacturer  and  every  other  interest  concerned, 
to  work  for  conditions  which  will  result  in  a  better  understanding 
of  what  is  involved  in  the  production  of  wares  needing  the  ser- 
vices of  the  artist  and  craftsman,  and  to  assist  wherever  it  can  to 
raise  the  standard  of  excellence. 

The  Present  Personnel  of  the  Art  Division. — Of  the  charter 
members  of  this  division,  twelve  are  manufacturers  and  general 
managers  of  clayworking  plants,  nine  are  artists  or  decorators,  nine 
are  ceramic  instructors,  five  are  potters,  and  three  are  dealers  in 
ceramic  supplies.  Since  the  division  was  formed  practically  every 
member  of  the  A.  C.  S.  who  is  engaged  in  ceramic  art  work  is  a 
member  of  the  Art  Division. 

The  Art  Division  has  the  interest  and  active  support  of  the 
Organizing  Secretary  and  the  "Old  Guard"  including  the  progres- 
sive element  in  the  parent  organization.  In  fact,  the  organization 
of  this  division  would  have  been  impossible  without  this. 

What  the  Art  Division  Has  Done  during  the  First  Year  of  Its 
Existence. — 1.  Submitted  outlines  on  organization  and  develop- 
ment in  relation  to  art  activities.  The  paper  by  Mr.  L.  V.  Solon 
dealing  with  glaze  and  color  development  for  decorative  work 
is  a  most  valuable  contribution  vitally  concerning  the  technical 
man  as  well  as  the  ceramic  artist.  The  question  of  suitability 
and  standardization  of  the  ceramic  color  palette  is  a  problem  that 
varies  according  to  the  conditions  involved,  but  it  is  a  problem 
which  must  be  solved  if  we  are  to  obtain  satisfactory  results;  and 
this  is  only  one  of  many  developments  which  cannot  be  attacked 
unless  the  technical  man  and  the  artist  work  together. 

2.  The  officers  of  the  division  have  inaugurated  their  member- 
ship campaign,  and  have  compiled  a  list  of  over  two  thousand 
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names  of  prospective  members.  This  list  is  not  nearly  complete 
but  it  embraces  the  names  of  individuals  in  the  industrial  and 
educational  ceramic  fields. 

3.  In  addition  to  the  usual  organization  communications, 
over  one  thousand  letters  and  reports  on  Art  Division  activities 
have  been  sent  out  at  no  expense  to  the  parent  organization. 
These  communications  consist  of  letters  to  officials  of  other  organ- 
izations in  the  interest  of  industrial  schools,  questionnaires,  mem- 
bership campaigns,  letters  to  officials  of  the  A.  C.  S.  on  reorganiza- 
tion matters,  exibitions,  etc. 

4.  The  Art  Division  has  advocated  and  succeeded  in  getting 
the  Society  to  adopt  the  policy  of  holding  exhibitions  of  ceramic 
work  at  the  annual  conventions  and  also  at  the  Chemical  Exposi- 
tion in  New  York.  This  is  an  important  innovation,  and  one  that 
will  do  much  to  increase  the  influence  of  the  Society. 

5.  In  connection  with  the  Society  publication  The  Journal  the 
Art  Division  is  advocating  a  type  of  publication  which  will  in- 
clude matter  of  interest  to  the  practical  potter,  decorator  and 
student  in  ceramics. 

The  Present  Program  of  the  Art  Division. — 1 .  The  development 
activity  which  most  concerns  not  only  the  Art  Division,  but  all 
those  interested  in  the  ceramic  industry  is  the  establishment  of 
government  industrial  schools.  The  American  Ceramic  Society 
through  the  Art  and  Whiteware  Divisions  must  exert  every  in- 
influence  to  establish  suitable  schools  in  localities  most  in  need  of 
these.  The  only  logical  way  to  assist  in  bringing  about  such  a  con- 
dition is  to  formulate  a  tentative  program  covering  such  matters 
as  organization,  essential  personnel,  curriculum,  locality,  equip- 
ment and  cost  involved,  and  to  present  such  data  to  the  officials  of 
the  Society  for  further  recommendations,  and  then  to  enlist  the 
active  interest  of  such  bodies  as  the  U.  S.  Potters'  Association, 
the  Associated  Tile  Manufacturers,  the  terra-cotta  group,  the 
various  manufacturers  outside  these  organizations,  and  the  local 
bodies — the  chambers  of  commerce  and  educational  boards  and 
every  other  means  to  attain  the  degree  of  publicity  which  will 
lead  to  direct  action.  The  establishment  of  industrial  art  schools 
in  districts  like  Zanesville,  East  Liverpool,  Wheeling  and  other 
pottery  centers  will  be  a  long  step  toward   the   realization  of  a 
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National  Science  and  Art  Department  at  least  the  equivalent  of 
those  functioning  in  the  countries  of  our  commercial  rivals.  The 
Art  Division  is  working  unceasingly  to  assist  in  bringing  such  a 
condition  about. 

2.  Research  work  in  ceramic  draughtsmanship,  ceramic  shape 
construction,  including  working  drawings  for  models,  blocks  and 
cases,  and  molds.  Practically  no  attention  is  given  to  these 
activities,  yet  a  reasonable  amount  of  applied  practical  knowledge 
will  result  in  vastly  increased  efficiency,  a  great  saving  in  plaster 
and  clay  material,  and  better  potting  with  decreased  loss. 

3.  Outlines  for  research  work  in  mechanical  and  manual  decorative 
processes.  The  condition  of '  'secrecy' '  which  for  so  long  surrounded 
the  technical  and  practical  potter  still  exists  with  the  decorator. 
Many  decorative  specialists  engaged  in  this  country  retain  control 
of  formulas  and  processes,  many  of  which  are  not  only  old  fashioned 
and  obsolete,  but  which  could  be  used  to  a  desired  degree  of  effi- 
ciency if  these  were  properly  chartered  and  subjected  to  competent 
direction  and  supervision. 

It  is  part  of  the  Art  Division  program  to  classify  those  decora- 
tive processes  in  present  commercial  use,  giving  formulas  and 
methods,  accompanied  with  illustrations  of  types  in  the  various 
stages.  This  will  eventually  result  in  the  standardization  of  the 
most  generally  used  processes  and  open  the  field  to  many  high 
class  decorative  artists  who  have  heretofore  been  barred  because 
of  their  lack  of  knowledge  of  the  practical  part  of  the  work. 

4.  Outlines  for  research  work  in  the  field  of  ceramic  instruction. 
Considerable  work  has  already  been  done  in  connection  with  formu- 
lating practical  courses  suitable  for  school  work.  The  result 
of  this  will  be  published  in  The  Journal  in  the  near  future.  Many 
educational  forces  are  interested  in  the  possibilities  involved  in 
ceramic  art  instruction,  but  too  little  is  known  of  the  requirements. 
It  is  part  of  the  program  of  the  Art  Division  to  not  only  cooperate 
with  those  schools  needing  information  and  assistance,  but  to 
standardize  those  processes  which  are  suitable  for  school  work. 

5.  Exhibitions  and  publicity.  The  general  public  and  even  the 
artist  himself  is  not  so  concerned  about  the  technique  and  exposi- 
tion and  discussion  of  methods  as  he  is  about  the  finished  result. 
No  artist  would  gain  a  reputation  by  simply  writing  and  talking 
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about  his  work.  He  must  exhibit  it.  The  same  conditions  gov- 
ern any  industrial  activity  and  particularly  that  of  the  ceramist. 
As  a  national  organization,  attempting  to  cover  the  entire  indus- 
trial and  educational  fields  we  would  be  seriously  limiting  our 
possibilities  of  expansion  and  consequent  influence  if  we  neglected 
the  opportunity  to  exhibit  ceramic  wares  either  as  concrete  ex- 
amples of  some  specific  development  or  in  connection  with  some 
standard  of  properties,  quality,  or  production  method.  We  would 
become  an  introverted  organization  possessing  no  interest  to  many 
allied  activities.  The  exhibits  at  the  annual  conventions  could 
properly  be  chiefly  technical  in  character,  but  when  the  A.  C.  S.  is 
represented  in  national  expositions  and  exhibitions  the  exhibit 
should  surely  be  as  comprehensive  as  space  will  allow.  Our  organi- 
zationhas  an  opportunity  to  exhibit  American  ceramic  works 
afforded  by  no  other  group  of  interests.  Everyone  familiar  with  na- 
tional and  international  expositions  knows  the  time  and  labor  in- 
volved in  visiting  the  various  ceramic  displays.  The  A.  C.  S.  is  in  a 
position  to  arrange  an  exhibit  which  will  include  practically 
every  type  of  product  made  in  the  country.  The  value  of  such 
an  exhibit  both  to  the  ceramic  student  and  to  the  potter  is  obvious 
and  needs  no  further  comment  here.  The  Art  Division  is  co- 
operating with  the  other  divisions  in  the  interest  of  such  exhibitions. 
The  A.  C.  S.  will  have  exhibits  at  the  coming  convention  in  February 
and  at  the  Chemical  Exposition  in  New  York  in  September.  When 
the  benefits  derived  from  such  action  are  definitely  recognized  steps 
will  be  taken  to  establish  a  permanent  exhibit  or  museum  in  the 
headquarters  of  the  society.  This  will  afford  the  scientist,  the 
practical  potter  and  student  opportunity  to  examine  actual  ex- 
amples of  every  type  of  ceramic  work. 

G.  A.  C.  S.  interest  in  American  museums.  Everyone  inter- 
ested in  historical  pottery  is  aware  of  the  fact  that  no  technical 
or  practical  information  is  offered  by  museum  authorities,  or  that 
no  such  information  accompanies  the  historical  data  usually  at- 
tached to  each  exhibit;  nor  is  it  published  by  the  museum 
authorities  in  separate  form.  Yet  such  information  contributed  by 
authoritative  sources  would  be  of  unquestioned  value  to  the  indus- 
trial concerns  interested  in  such  types.  While  it  would  no  doubt 
be  a  difficult  matter  for  an  individual  to  be  instrumental  in  ere- 


EDITORIALS  63 

ating  such  a  condition,  it  is  easily  possible  that  the  A.  C.  S.  might 
be  the  determining  factor  which  would  result  in  the  compilation 
of  a  technical  catalogue  for  one  of  the  larger  museums.  If  such 
a  course  were  followed  there  is  little  doubt  that  the  other  museums 
would  adopt  this  practice.  Incidentally,  the  museum  authori- 
ties would  be  quick  to  see  that  this  would  lead  to  a  greatly  increased 
interest  in  the  exhibits.  The  Art  Division  is  taking  steps  to  ap- 
proach certain  of  the  museums  with  a  view  of  ascertaining  the 
probability  of  undertaking  such  a  work. 

Advantages  of  Membership  in  the  Art  Division. — 1.  The  manu- 
facturer will  be  in  a  much  better  position  to  standardize  his  decora- 
tive processes  than  he  is  at  present.  He  will  be  able  to  keep  in 
close  touch  with  current  developments  in  ceramic  decorations. 
He  will  be  able  to  organize  his  decorative  and  practical  research 
department  on  a  practical  paying  basis;  an  activity  which  will 
be  much  more  productive  and  much  less  expensive  than  the  pres- 
ent prevalent  nondescript  experimenting  by  people  who  are 
not  equipped  either  by  training  or  experience  to  do  research  work. 

2.  With  the  existence  of  a  definite  research  and  development 
program  suitable  to  the  particular  needs  of  the  plant,  the  executives 
concerned  will  be  relieved  of  spasmodic  participation  in  experi- 
ments, a  condition  which  will  allow  them  to  concentrate  on  rou- 
tine productive  work.  By  being  members  of  the  Art  Division 
they  will  be  acquainted  with  particulars  and  conditions  involved 
in  new  developments,  and  they  will  in  consequence  be  better 
equipped  to  take  care  of  regular, factory  production. 

3.  Dealers.  In  connection  with  desirable  specifications  and 
satisfactory  standards,  the  dealer  is  more  competent  to  judge 
ceramic  wares  if  he  knows  of  what  these  specifications  and  stand- 
ards consist.  His  interest  in  the  Art  Division  would  hasten  a  con  • 
dition  where  these  standards  could  be  established  and  maintained. 

4.  Architects.  The  advantages  of  a  membership  to  this  class 
are  much  the  same  as  those  offered  to  dealers.  Every  architect 
interested  in  tile  and  terra  cotta  should  be  familiar  with  the  prac- 
tical possibilities  and  limitations  of  these  products.  Both  from  a 
decorative  and  a  structural  point  of  view,  there  is  much  informa- 
tion in  connection  with  standards  which  can  be  obtained  if  enough 
interest  and  support  is  active  in  the  Society. 
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5.  Technical  men .  Every  technical  man  employed  by  a  concern 
producing  artistic  wares  should  know  something  of  the  processes 
in  practice  and  under  development.  The  article  by  Mr.  Solon 
previously  referred  to  is  one  contribution  which  closely  concerns 
the  cooperation  necessary  between  the  various  activities.  The 
technical  man  cannot  work  alone,  neither  can  the  artist,  and  none 
but  the  decorative  specialist  can  judge  of  the  artistic  qualities  of 
color  and  texture,  or  of  the  suitability  of  a  particular  process  to 
a  particular  type  of  decoration.  This  does  not  mean  that  the 
decorator  is  likely  to  encroach  in  the  legitimate  activities  of  the 
technical  man.  It  means  that  the  work  of  the  technician  will  be 
put  to  proper  use  and  developed  to  the  fullest  extent.  The  Art 
Division  has  much  to  offer  to  the  technical  man  who  has  the  vision 
to  see  that  the  result  of  his  labor  is  not  adequately  presented  un- 
less it  is  done  with  the  recognition  that  it  must  meet  the  condi- 
tions essential  to  good  decorative  quality,  and  that  he  must  work 
in  harmony  with  the  artist. 

6.  The  designer  and  decorator.  To  the  greatest  extent  the  suc- 
cess of  the  Art  Division  depends  upon  the  interest  and  coopera- 
tion of  the  decorative  specialist.  It  is  fortunate  that  the  rapidly 
increasing  requirements  of  the  present  day  commercial  market 
demand  considerably  more  artistic  knowledge  and  skill  than  has 
been  prevalent  or  acceptable  to  this  time.  These  market  demands 
will  be  met  irrespective  of  the  attitude  of  the  incompetent  deco- 
rator, the  bench  hack,  or  the  reactionary.  Happily  there  is  no 
dearth  of  talent  in  other  decorative  fields,  and  with  the  increasing 
possibilities  and  needs  in  ceramic  work,  this  talent  will  be  used, 
in  fact  is  already  being  used  to  assist  in  the  manufacture  of  higher 
types  of  artistic  productions.  As  is  the  case  with  every  other  in- 
dustrial activity  the  artist  and  decorator  must  keep  step  with  the 
march  of  progress,  or  they  must  make  room  for  those  who  are  bet- 
ter prepared.  The  Art  Division  has  not  been  formed  for  the  ex- 
clusive benefit  of  the  decorator.  As  stated,  it  is  an  industrial 
activity  to  function  in  the  interest  of  the  development  of  ceramic 
art.  It  is  practically  essential  that  the  ceramic  decorator  join 
such  a  movement  as  this  if  he  is  to  have  an  adequate  understand- 
ing of  the  conditions  involved. 

7.  The  pottery  instructor,  student  and  layman.     Enough  has  al- 
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ready  been  said  in  this  statement  to  give  a  fairly  comprehensive 
idea  of  the  possibilities  and  opportunities  in  ceramic  work  open  to 
those  who  are  interested  in  following  such  a  progressive  movement 
as  the  one  outlined.  It  affects  everyone  interested  in  ceramics. 
The  greater  the  active  interest  the  more  comprehensive  the  ac- 
tual results  will  be  No  one  realizes  the  size  of  the  program  in- 
volved in  the  consideration  of  this  crude  outline  more  than  those 
who  are  seriously  and  consistently  planning  and  working  it  out 
to  a  definite  successful  result.  But  back  of  this  realization  is 
the  knowledge  of  the  great  need  for  such  an  activity,  a  need  which 
must  be  filled  if  we  are  to  not  merely  compete  in  the  world  mar- 
kets, but  if  we  are  successfully  to  hold  our  own  in  our  own 
country. 

Frederick  H.  Rhead 
Chairman  Art  Division 

SEVEN  CONVENTIONS  IN  ONE 

Our  Society  has  so  increased  its  scope  that  the  twenty-fourth 
annual  meeting  at  St.  Louis,  Feb.  27th  to  March  3rd,  inclusive, 
will  actually  be  seven  conventions  in  one.  The  seven  divisions 
will  meet  separately  except  for  two  or  three  meetings  of  general 
interest  and  will  make  visits  to  the  various  plants  separately. 
The  list  of  papers  to  be  presented,  colloquiums  to  be  held,  and 
formal  discussions  on  the  program  are  so  many  and  so  varied  that 
any  one  interested  in  any  department  in  the  Silicate  Industries 
will  find  something  especially  arranged  for  him  every  hour  of 
the  five  days. 

Preliminary  announcements  have  already  been  mailed  to  every 
member  and  the  general  program  will  reach  each  one  before  the 
Convention  date. 

One  evening  will  be  devoted  to  motion  pictures  and  probably 
a  theatre  will  be  rented  for  the  occasion.  At  this  date  (January 
8th)  five  films  are  available:  The  Manufacture  of  Iron  Sheets  for 
Enameling ;  The  Romance  of  Glass ;  The  Manufacture  of  Face 
Brick ;  The  Manufacture  of  Terra  Cotta ;  and  The  Tale  of  the  Tub, 
the  latter  showing  the  manufacture  of  porcelain  and  enameled 
bath  tubs. 
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The  subjects  for  forty-two  papers  are  already  in  hand  at  this 
date  and  more  than  forty  subjects  for  colloquiums  and  discus- 
sions are  being  considered. 

To  make  it  possible  to  have  the  maximum  time  for  the  tech- 
nical program  and  plant  visitations,  the  business  session  will  be 
shortened,  first  by  having  all  reports  printed  for  distribution 
and  not  read,  and  second  by  having  the  inauguration  of  the 
officers  at  the  banquet  Tuesday  night.  There  will  be  but  one 
speaker  at  the  banquet. 

One  evening,  however,  will  be  purely  a  social  one  and  the  old 
and  well  remembered  SECTION  Q  gatherings  will  be  emulated. 
This  will  be  on  Monday  night  and  although  called  a  Smoker,  will 
be  much  more,  ending  with  a  dance.  A  surprise  for  each  and  all 
is  in  store. 

The  dates,  February  27th  to  March  3rd  inclusive.  The  place, 
St.  Louis,  Mo.  Headquarters  and  meeting  place  for  all  sessions, 
the  Hotel  Statler.     Make  your  reservations  NOW. 

The  following  members  of  the  Papers  and  Program  Committee 
each  have  charge  of  one  of  the  Seven  Conventions;  ask  them 
about  the  one  in  which  you  are  particularly  interested. 

Terra  Cotta  Division.  R.  L.  Clare,  Federal  Terra  Cotta  Co., 
Woodbridge,  N.  J. 

Whitewares  Division.  C.  C.  Treischel,  Gen.  Elec.  Co.,  Sche- 
nectady, N.  Y. 

Heavy  Clay  Products  Division.    C.  Forest  Teft,  Watsontown,  Pa. 

Glass  Division.  Dr.  E.  Ward  Tillotson,  Mellon  Inst.,  Pitts- 
burgh, Pa. 

Enamel  Division.  R.  R.  Danielson,  Bureau  of  Standards, 
Washington,  D.  C. 

Refractories  Division.  F.  A.  Harvey,  U.' S.  Refractories  Corp., 
Mt.  Union,  Pa. 

Art  Division.  Miss  Mabel  C.  Farren,  3600  Forbes  St.,  Pitts- 
burgh, Pa. 

R.  D.  Landrum 
Chairman 
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MOULDS  FOR  MAGNESITE,  CHROME  AND  SILICA  BRICK1 

By  Erung  E.  Ayars 
ABSTRACT 

Shrinkage. — Determination  of  allowance  for  shrinkage  in  mould  manu- 
facture is  of  prime  importance.     Design  comes  next. 

Types  of  Moulds. — Slip  moulds  including  the  open  slip  and  vent  bottom 
types,  steel  slip  liner  moulds,   and  the  wooden  knock-down  screw  mould. 

Materials  Used. — Soft  steel,  cold  rolled  steel,  galvanized  iron  and  hard  woods. 

Moulding  Tools. — The  slicker,  short  scoop,  smacker,  putty  knife,  rammer 
and  hammer: 

Manufacture  of  Moulds. — Relation  to  the  manufacture  of  all  kinds  of  brick 
made  from  these  special  refractory  materials.  The  treatment  of  each  type 
of  mould  includes  materials  and  method  of  manufacture,  the  materials  and  kinds 
of  brick,  the  manufacture  of  which  it  is  best  suited,  together  with  the  manip- 
ulation best  suited  to  turning  out  a  uniformly  good  product.  Correction  of 
mould  faults  and  suggestions  for  overcoming  difficulties  encountered  in  mould- 
ing brick  find  their  place  wherever  the  discussion  of  the  various  moulds  and 
operations  suggests  any  of  the  common  troubles  of  the  moulder. 

Introduction 

Moulds  used  in  the  manufacture  of  magnesite,  chrome  and 
silica  refractories  are  divided  roughly  into  three  classes:  slip 
moulds,     slip-liner    moulds   and   knock-down    or   screw   moulds. 

One  of  the  first  considerations  in  mould  manufacture  is  to  de- 
termine just  how  the  brick  is  to  be  set  when  fired.  Experience 
will  indicate  the  position  of  setting  most  likely  to  produce  the 
least  strain  under  fire  and  the  mould  is  designed  accordingly. 

In  manufacturing  moulds  for  magnesite  and  chrome  brick  it  is 
necessary,  as  in  the  case  of  fire  clay  refractories,  to  allow  for  the 
shrinkage  which  occurs  in  burning,  This  amounts  to  approxi- 
1  Received  Nov.    14,   1921 


G8  AVARS — MOULDS  FOR  MAGNESITF, 

mately  one  quarter  inch  to  the  foot,  but  varies  with  different 
classes  of  raw  materials  and  should  be  determined  for  the  raw 
material  actually  used.  Magnesite  and  chrome  brick  tend  to 
show  undue  shrinkage  along  the  dimension  perpendicular  to  the 
one  on  which  they  set  while  under  fire.  Chrome  invariably  be- 
haves this  way  but  there  are  classes  of  magnesite  which  do  not 
exhibit  this  tendency  to  any  appreciable  extent.  Experience  is 
the  only  safe  guide  to  follow.  To  offset  this  extra  shrinkage  due 
entirely  to  the  weight  of  the  brick  itself,  it  is  necessary  to  add, 
-over  and  above  the  normal  allowance  of  y4  inch  to  the  foot, 
approximately  l/%  inch  to  12  inch  dimensions,  3/%  to  15  inch  dimen- 
sions and  y4  to  18  inch  dimensions.  No  extra  allowances  are 
necessary  on  the  other  dimensions  of  the  brick  in  this  case.  The 
importance  of  determining  the  setting  influence  before  the  mould 
is  made  is  evident. 

Moulds  for  silica  brick  are  made  with  three  different  allowances 
for  expansion  in  burning.  Generally  speaking,  dimensions  under 
6  inches  are  allowed  1/»  of  an  inch  to  the  foot,  over  6  inches  and 
under  12  inches,  x/4  inch  to  the  foot,  and  over  12  inches,3/g  of  an  inch 
to  the  foot.  The  usual  practice  allows  3/8  of  an  inch  to  the  foot  for 
length,  y4  inch  for  width  and  y8  inch  for  depth.  In  dealing  with 
large  silica  brick  such  as  coke  oven  shapes,  it  is  necessary  to  make 
even  greater  allowances  for  expansion  than  those  mentioned,  some- 
times as  high  as  l/2  inch  to  the  foot.  The  variation  in  expansion  of 
silica  brick  seems  to  be  directly  related  to  the  mass  represented 
and  no  definite  rule  can  be  given  for  any  one  material.  The 
weight  of  individual  pieces  or  of  an  entire  bench  as  set  in  the  kiln 
does  not  seem  to  affect  the  amount  of  expansion  in  a  brick,  pro- 
vided of  course  the  same  heat  treatment  is  extended  to  all. 

Shrinkage  and  expansion  rules  may  be  obtained  from  any 
manufacturer  of  rules  and  are  best  made  of  spring  steel.  Wear 
on  such  rules  is  negligible  and  they  do  not  bend  like  brass  from 
which  rules  are  occasionally  made.  When  using  three  different 
rules  as  in  silica  mould  manufacture,  it  is  well  to  have  different 
standardized  gauges  and  widths  for  each  rule,  to  avoid  confusion 
and  loss  of  time  in  handling. 

In  mould  manufacture  there  are  several  things  to  consider  in 
choosing  the  type  of  mould  to  be  used.     Among  the  first  is  the 
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ultimate  cost  of  the  mould.  This  must  include  first  cost  of  ma- 
terial and  labor  in  constructing  the  mould  and  repairs,  which  may 
be  excessive  in  certain  types  of  moulds. 

Quantity  and  quality  production  after  the  mould  goes  into 
service  is  a  big  item  and  must  be  considered.  With  some  moulds 
quantity  production  is  impossible  if  quality  is  to  be  maintained. 
The  same  brick  may  be  turned  out  in  good  quantity  with  equal 
quality  from  a  mould  of  different  design  and  construction. 

The  number  of  brick  which  are  to  be  made  must  be  considered 
also.  An  expensive  mould  should  not  be  used  for  the  manufac- 
ture of  a  few  pieces  if  it  can  be  avoided.  In  general  the  cheapest 
mould  which  will  give  the  largest  output  and  best  quality  should 
be  made  in  all  cases.  Very  often  the  most  expensive  mould  from 
the  standpoint  of  first  cost  is  the  cheapest  in  the  long  run.  The 
mould  maker  must  have  a  fund  of  experience  to  draw  from  and! 
make  his  decisions  in  the  light  of  past  practice.  Good  moulds 
are  the  first  step  to  a  uniformly  good  product. 

Slip  Moulds 

Slip  moulds,  employed  almost  entirely  in  silica  brick  manufac- 
ture, are  of  two  kinds.  First,  the  open-slip  mould  which  is  made 
in  a  gang  of  from  four  to  six  moulds  and  used  with  a  slop  mud  only. 
The  maximum  size  of  brick  to  be  made  in  this  type  of  mould  is 
limited  to  those  which  may  be  filled  by  the  roll  of  one  "Walk." 
Standard  9  inch  sizes  and  similar  brick  are  as  large  as  one  may  ex- 
pect to  get  good  results  with.  Some  manufacturers  make  12  and 
1372  inch  standard  sizes  and  brick  of  similar  dimensions  in  gang 
moulds  of  this  type,  but  better  quality  can  be  obtained  in  this 
range  of  sizes  by  making  a  hammered  brick,  in  which  case  the 
second  kind  or  vent-bottom  slip  mould  is  used,  and  stiff  mud  em- 
ployed. 

To  construct  a  gang  mould  of  the  open-slip  type,  3/8  inch  soft 
steel  is  generally  used  (Fig.  1).  The  length  of  the  gang  is  the 
combined  width  of  the  number  of  brick  to  be  made  plus  allowance 
for  thickness  of  the  webs,  with  sufficient  stock  at  both  ends  for 
hand  holds.  The  width  is  determined  by  the  length  of  the  brick 
itself,  and  the  depth  in  the  same  manner.     Brick  not  exceeding 
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TjTr  i  — Showin-  the  construction  of  the  open  slip  mould, 
the  sTotted'sideprece^ith  holes  drilled  for  hand  holds,  a  web, 
and  a  complete  mould. 


Flr,  2  —Showing  a  push  board  resting  on  a  pallet  of  brick. 
The  mould  which  ha!  been  dumped  is  seen  in  the  rack  above 
Notice  the  slots  in  the  push  board  into  which  the  webs  of  the 
mould  fit  as  it  is  lifted  clear  of  the  brick. 


FlG       3_A     "smacker,"     the     "short     scoop"     and    two 
"slickers,"  one  of  which  has  long  since  ceased  to  be  useful. 
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21  2  inches  in  thickness  are  made  in  this  type  of  mould.  Steel 
23/4  inches  wide  is  used  in  making  moulds  for  2l/2  inch  brick  to 
give  a  little  stock  to  dress  on,  so  that  the  top  and  bottom  of  the 
mould  may  be  exactly  parallel.  The  same  plan  is  followed  in 
making  moulds  of  any  depth. 

The  side  pieces  are  slotted  top  and  bottom  at  the  proper  inter- 
val, and  the  webs,  with  projections  to  correspond,  are  fitted  into 
the  slots  and  riveted  in  place.  Great  care  is  necessary  in  laying 
off  the  position  for  the  webs  and  good  workmanship  is  essential, 
that  the  mould  may  be  square  and  all  webs  perpendicular  to  the 
plane  of  the  top  and  bottom  when  the  whole  is  assembled.  The 
side  pieces  project  at  each  end  about  21/2  inches  beyond  the  out- 
side webs  in  order  to  provide  hand  holds.  These  are  made  of 
V2  to  3/4  inch  steel  rods  riveted  through  the  side  pieces  and  add 
rigidity  to  the  mould. 

The  bottom  of  this  mould  consists  of  a  flat  steel  plate  1/2  inch 
thick,  not  fastened  to  the  mould,  but  hinged  to  a  heavier  plate 
which  is  securely  fastened  to  the  moulding  table.  The  bottom 
plate  has  a  margin  outside  the  mould  of  one  inch  on  each  side  and 
2  or  3  inches  on  each  end.  Four  pins  are  placed  in  the  top  of  this 
plate  so  as  to  fit  into  the  exterior  interior  corners  of  the  mould 
and  secure  it  while  the  moulds  are  being  filled  and  struck  off. 
As  soon  as  the  brick  are  struck  off,  a  pallet  is  inverted  on  top  the 
mould.  A  rack,  hinged  to  the  moulding  table,  facilitates  turn- 
ing the  mould  and  its  contents  over  onto  the  pallet.  The  bottom 
is  returned  to  the  flat  position,  another  mould  laid  on  and  filled, 
etc.  A  push  board  applied  to  the  bottom  of  the  inverted  mould 
exerts  a  pressure  against  the  brick  as  the  mould  is  pulled  off  and 
prevents  the  deformation  which  occurs  if  the  mould  is  lifted 
directly  off  the  brick  (Fig.  2). 

Moulding  Tools 

Moulder's  tools  and  their  use  will  now  be  described.  The 
slicker  or  striker  is  made  of  hard  flat  steel  3/s  by  5  inches.  The 
length  varies  according  to  the  work  in  hand  but  is  usually  from 
15  to  IS  inches.  The  tool  is  provided  with  two  handles  at  con- 
venient intervals  having  a  suitable  angle  with  the  working  face. 
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The  working  or  cutting  edge  is  beveled  back  about  l/\  inch  on  the 
bottom  side.  The  slicker  is  used  with  all  types  of  moulds  and  all 
types  of  products. 

In  manufacturing  silica  brick  in  vent-bottom,  slip  liner  and 
screw  moulds,  the  material  is  scooped  into  the  moulds,  rammed 
clown  into  the  corners  with  the  short  scoop  handle,  filled  heaping 
full  and  pounded  down  hard  with  a  "smacker,"  struck  off  with  a 
slicker  and  dumped  onto  the  pallet.  The  "smacker"  is  made  of 
any  wood  which  does  not  split  easily  and  should  not  be  less  than 
iy4  inch  thick.  The  size  varies  with  the  mould  it  is  to  be  used 
with.  Ordinarily  "smackers"  are  not  as  long  as  the  mould  but 
should  be  equally  wide.  One  face  is  covered  with  l/%  inch  flat 
iron  and  the  handle  is  fastened  to  the  other  face.  To  guard 
against  splitting,  two  slats  are  fitted  to  the  back  at  either  side  of 
the  handle,  the  grain  crossing  the  grain  of  the  large  piece.  All 
parts  are  fastened  together  with  stove  bolts  (Fig.  3) . 

In  moulding  magnesite  and  chrome,  the  mould  is  partially  filled 
with  material  which  is  rammed  down  hard  into  the  corners  and 
edges  with  a  small  steel  rammer.  This  is  then  loosened  on  the 
top  surface  with  a  scratcher  or  fork.  More  material  is  piled  in 
and  heaped  above  the  mould  top.  A  large  wooden  hammer  is 
used  to  pound  it  solidly  into  the  mould,  after  which  it  is  struck 
off  and  the  brick  dumped  onto  the  pallet  (Fig.  4). 

Vent-Bottom  Slip  Moulds 

Vent-bottom  slip  moulds  are  used  exclusively  in  silica  brick  man- 
ufacture. The  mould  is  made  in  practically  the  same  manner  as 
the  open-slip  mould  previously  described  except  that  it  is  fur- 
nished with  a  solid  bottom.  Various  designs  may  be  used  based 
on  the  desired  arrangement  of  the  brick  as  they  lie  on  the  pallet, 
and  on  the  size  of  the  brick  to  be  made.  The  size  of  pallet  avail- 
able is  generally  the  determining  factor.  For  instance,  a  two- 
brick  mould  only  can  be  used  with  a  12  x  9  x  3  brick  and  stand- 
ard 9  inch  pallets,  while  a  14  inch  pallet  will  permit  the  use 
of  a  three-brick  mould.  The  several  styles  of  vent-bottom 
moulds  shown  illustrate  the  possibilities  in  construction  (Figs. 
5a,    6a). 
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Fig.  4. — The  "rammer,"  "fork,  hammer,  and  slicker"  used 
in  the  moulding  of  magnesite  and  chrome  brick.  The  putty- 
knife  is  used  for  cleaning  the  mould. 


Fig.  5. —  (a)  Type  of  vent  bottom  mould  used  with  1-t"  pallets, 
showing  top  and  side  view. 
(6)  Notice  the  thickness  of  the  bottoms,  the  galvanized 
iron  lining  of  the  bottom  and  the  vents.  The 
webs  are  seen  to  extend  below  the  top  surface  of 
the  bottoms. 


Fig    6. — (a)  A  back  view  of  the  mould  shown  in  Fig.  5. 

(6)  Notice  the  vents,  the  strap  iron  binding  and  the 
beveled   wooden  bottom   adjacent  to  the  vents. 
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On  account  of  the  working  principle  of  the  mould  a  4  inch 
depth  appears  to  be  the  practical  upper  limit  and  this  is  attainable 
only  in  case  the  width  is  about  the  same  or  does  not  exceed  six 
inches.  The  standard  12  and  13V2  inch  sizes  with  depths  of 
2,  2V2  and  3  inches  are  all  easily  made  in  these  moulds,  as  are 
also  9  inch  sizes. 

Bottoms  for  these  moulds  are  made  of  ll  2  inch  maple  lined 
with  16  gauge  galvanized  iron.  A  small  vent  from  1/i6  to  1/6  inch 
wide  is  left  between  the  side  of  the  mould  and  the  bottom  for  the 
admission  of  air  when  the  mould  is  turned  for  dumping  thus  allow- 
ing the  brick  to  slip  easily  from  the  mould.  The  width  of  the 
vent  depends  both  on  the  depth  of  the  mould  and  the  area  of  the 
mould  bottom.  Brick  with  a  large  area  require  a  larger  vent  than 
those  of  smaller  area  since,  on  account  of  the  soft  condition  of 
the  brick  the  sides  and  ends  have  a  tendency  to  lag  behind  the 
center  in  dumping,  which  results  in  a  poor  product.  The  vents 
are  always  made  on  the  two  longest  sides  of  the  brick.  Needless, 
to  say,  they  must  be  kept  open  by  regular  cleanings.  A  putty 
knife  is  generally  used  for  this  purpose  (Fig  56). 

It  is  important  that  the  sides  or  webs  of  the  mould  forming  one 
side  of  the  vent  shall  extend  below  the  upper  surface  of  the  bottom 
about  1/i  inch.  This  method  of  construction  has  two  advantages. 
If  the  bottom  of  the  side  piece  is  on  a  level  with  the  top  plane  of 
the  mould  bottom,  more  or  less  of  the  brick  mixture  will  be  forced 
out  through  the  vent  in  pounding.  This  forms  a  fin  which  breaks 
off  when  the  brick  is  dumped,  leaving  a  rough  rounded  edge. 
The  purpose  of  the  vent  is  defeated  as  soon  as  it  becomes  filled 
with  brick  mixture,  as  in  this  case.  Grains  of  rock  are  forced 
into  the  vent  and  wedging  there  are  difficult  to  extract.  Such 
a  vent  will  wear  rapidly  and  soon  become  too  large  to  give  even 
passably  good  results  and  the  brick  turned  out  will  have  widely 
rounded  edges.  By  extending  the  side  pieces  below  the  top  plane 
of  the  bottom,  these  faults  are  prevented  and  the  result  is  a  brick 
with  sharp,  well-formed  edges  of  proper  density. 

To  further  improve  the  working  qualities  of  the  vent,  it  is  de- 
sirable to  bevel  the  wooden  bottom  back  from  the  vent.  This 
seems  to  admit  more  air  and  increases  the  speed  and  force  of  its 
entry. 
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After  the  bottom  boards  are  secured  in  their  proper  places  by- 
means  of  stove  bolts  which  are  tapped  into  the  ends  of  each  mould 
box,  the  bottom  is  ironed  with  1/s  by  1  inch  strap  iron.  These 
straps,  secured  with  wood  screws,  cross  the  ends  of  the  bottom 
boards  and  afford  both  resistance  to  wear  and  added  strength 
to  the  mould  (Fig.  Qb). 

Steel  Slip  Liner  Moulds 

Slip-liner  moulds  are  used  either  in  magnesite,  chrome  or  silica 
manufacture  and  are  made  wholly  or  in  part  of  steel.  The  mould 
box  is  usually  made  of  3/s  inch  soft  steel  which  can  be  obtained 
in  almost  any  desired  width.  The  best  method  of  making  these 
boxes  is  as  follows:  The  end  pieces  are  cut  to  the  proper  inside 
dimension,  measuring  through  the  center.  Projections  at  top 
and  bottom  are  left  which  fit  into  slots  in  the  side  pieces,  much 
on  the  order  of  a  mortise  and  tenon  joint.  These  projections  on 
the  end  pieces  extend  beyond  the  thickness  of  the  side  piece  far 
enough  to  allow  for  upsetting.  Needless  to  say  the  slots  and 
projections  must  be  fitted  accurately  and  an  easy-driving  fit  is 
desirable.  The  slotting  is  accurately  done  on  a  shaper  or  planer. 
The  side  pieces  are  longer  at  each  end,  by  iy2  to  2  inches,  than 
the  mould  box  proper.  Pieces  of  1/2  to  3/4  inch  round  steel  for 
hand  holes  are  fitted  into  holes  in  both  sides  and  riveted  in  place. 
These  should  be  closely  fitted  and  riveted  in  order  to  add  to  the 
strength  of  the  mould  box  (Figs.  7,  8). 

A  good  bottom  is  very  important  if  the  mould  is  to  give  satis- 
faction. The  full  steel  bottom  is  most  desirable  and  is  made  of 
3/s  inch  soft  steel.  It  should  be  of  one  piece,  no  matter  how  wide. 
On  account  of  the  vibration  incident  to  moulding,  a  2  piece  bot- 
tom will  not  give  good  results.  The  sides  and  ends  of  the  mould 
box  are  slotted  with  a  3/8  groove  allowing  a  margin  along  the  lower 
edge,  of  from  y4  to  1/2  inch,  into  which  the  bottom  must  be  fitted 
before  it  is  riveted  together.  It  should  be  fitted  with  such  accuracy 
that  the  box  is  absolutely  true  and  tight.  Good  workmanship 
is  most  essential.  With  long  moulds  it  is  necessary  to  take  ac- 
count of  the  spring  of  the  sides  and  bottom  which  is  an  inevitable 
result  of  the  pounding  during  the  manufacture  of  the  brick.  With 
the  steel-bottom  mould  a  wider  margin  is  left  when  the  grooves 
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Fig.  7. — Simple  types  of  the  slip-liner  mould  having   plain 
sides  and  bottoms  only. 


Fig.  8. — A  mould  illustrating  the  use  of  the  tongue  and 
groove  as  applied  to  making  of  liners.  Notice  also  the  irregu- 
larity in  the  nature  of  a  step  at  one  end  of  the  bottom. 


Fig.  9. — In  the  center  of  this  figure  we  have  an  illustration 
of  the  best  type  of  mould  bottom.  Note  the  slot  near  the 
bottom  of  the  side  pieces  and  also  in  the  end  piece  resting  on 
top  of  these  side  pieces.  A  piece  of  flat  steel  was  placed  in  the 
slots  of  the  side  pieces  to  hold  them  in  position  and  simulate  a 
bottom.  At  the  right  the  second  method  of  bottom  described 
is  illustrated.  Note  the  square  shoulders  riveted  to  the  side 
pieces,  the  bottom  being  riveted  to  the  shoulders.  At  the  left 
is  shown  a  wooden  bottom  lined  with  galvanized  iron. 
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are  cut  in  the  sides  and  ends,  and  one  or  two  3/8  steel  rods  are  fitted 
into  holes  in  the  sides  under  the  bottom  and  riveted  in  place 
after  the  bottom  is  put  in.  This  keeps  the  sides  from  spread- 
ing appreciably  and  reduces  the  amount  of  spring  in  the  bottom 
(Fig.  9). 

A  method  used  extensively  in  manufacturing  bottoms  for  this 
type  of  mould  requires  a  shoulder  of  y2  inch  square  steel  riveted  to 
the  sides  and  ends  of  the  mould  box  on  which  the  bottom  rests.  The 
bottom  in  turn  is  riveted  to  the  shoulder.  This  type  of  mould 
bottom  requires  more  material  and  labor  and  has  perhaps  less 
strength  than  the  one  previously  described. 

Another  method  of  making  the  bottom  which  is  very  satis- 
factory for  narrow  moulds  only,  is  to  put  on  a  wooden  bottom 
lined  with  galvanized  iron.  Only  well-seasoned  hard  wood  should 
be  used.  Maple  from  V/2  to  2  inches  thick  is  the  most  sat- 
isfactory. After  the  mould  box  is  put  together  the  maple  is 
cut  to  leave  a  V2  inch  margin  all  around  the  outside  of  the  box. 
The  lining  of  16  gauge  galvanized  iron  is  fastened  to  the  wood 
with  small  flat-head  screws  countersunk  slightly  below  the  sur- 
face of  the  iron.  These  screw  heads  are  covered  with  a  hard 
solder  to  make  a  smooth  surface.  The  bottom  is  then  fastened 
to  the  mould  box  with  suitable  stove  bolts  or  machine  screws 
tapped  into  the  steel  sides  and  ends.  The  heads  should  be  coun- 
tersunk into  the  wood  and  drawn  up  tightly  against  washers. 
When  the  bottom  has  been  applied  three  straps  of  3/8  by  iy2 
inch  soft  steel  are  fitted  across  the  ends  and  middle  of  the  bottom 
by  gouging  grooves  x/\  by  IV2  inch  into  which  the  straps  are 
fastened.  Flat  headed  wood  screws  are  used  and  the  heads 
countersunk  below  the  surface  of  the  steel.  These  straps  reduce 
the  possibility  of  warping  of  the  wooden  bottom  and  resist  wear 
when  the  mould  is  put  into  service.  If  no  straps  are  used,  the 
sides  and  ends  of  the  wood  wear  off  rapidly  and  the  mould  be- 
gins to  rock  back  and  forward  as  the  brick  is  made.  Imperfect 
brick  are  sometimes  traceable  to  this  fault.  The  full  flat  bearing 
which  the  straps  give  is  essential  for  satisfactory  mould  service. 

The  liners  are  the  next  consideration  in  building  the  mould, 
although  the  proper  form  and  dimensions  of  these  should  be  fig- 
ured out  in  advance  so  that  the  dimensions  and  form  of  the  mould 
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box  may  be  determined.  It  is  always  advisable  to  make  a  sketch 
of  the  entire  mould  with  dimensions,  which  have  been  carefully 
checked  against  the  dimensions  of  the  finished  product,  Using  a 
shrinkage  rule  in  the  case  of  magnesite  and  chrome  brick  and 
expansion  rules  in  the  case  of  silica  brick.  Liners  for  plain  rec- 
tangular brick  are  made  from  3/s  soft  steel.  Liners  for  brick  hav- 
ing tongues  and  grooves  must  be  proportionately  thicker  to  take 
care  of  this  irregularity  in  shape,  or  tongues  and  irregular  shaped 
blocks  can  be  riveted  to  the  liners.  It  is  advisable  to  use  flat  steel 
which  is  a  little  wider  than  the  mould  depth  so  that  a  few  cuts  may 
be  taken  on  each  edge  to  insure  even  bearings  of  the  liner  against 
the  bottom  of  the  box  and  regular  depth  throughout  the  length 
and  breadth  of  the  mould  (Fig.  10). 

There  are  several  methods  of  joining  the  liners  at  the  corners. 
The  simplest  method  is  probably  the  best,  and  consists  merely  of 
butting  the  end  of  each  liner  against  the  face  of  the  one  preceding 
it.  This  type  of  joint  must  be  made  true.  It  is  easily  cleaned 
and  refitted.  The  miter  joint,  which  is  used  to  some  extent,  is 
harder  to  keep  clean  and  refit  and  unless  the  dimensions  of  the  lin- 
ers are  absolutely  true  to  the  dimensions  of  the  mould  box,  the 
joint  may  spread,  ever  so  slightly,  leaving  a  featheredge  at  the 
corners  of  the  brick.  Cracks  are  a  common  result  of  this  feather- 
edge.  Occasionally  one  may  use  a  modified  interlocking  form  of 
the  first  joint.  This  is  hardest  of  all  to  keep  clean  and  refit  and 
is  not  considered  a  good  joint  on  that  account.  Joints  of  any 
type,  other  than  the  first  one  mentioned,  add  more  or  less  to  the 
cost  of  the  mould  without  improving  its  working  qualities  mea- 
surably and  very  often  reduce  the  daily  output  of  brick.  It  is 
sometimes  necessary,  however,  to  use  one  of  these  less  desirable 
joints  in  moulds  having  liners  of  different  thicknesses  and  where 
tongues  'and  grooves  are  required. 

To  guard  against  the  moulder's  incorrectly  placing  liners  in 
the  mould  box  it  is  well  to  put  a  short  pin  in  one  side  liner  and  one 
end  liner,  notching  the  mould  box  to  correspond.  These  liners 
will  not  fit  except  in  the  proper  place  and  will  avoid  troubles 
arising  from  inverted  liners. 

To  insure  easy  removal  of  the  moulded  brick  from  the  mould 
box  a  splay  of  approximately  V.s  inch  in  6  inches  from  the  bottom 
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Fig  10 — Mould  1  illustrates  the  method  of  butting  the 
end  of  each' liner  against  the  face  of  the  one  preceding  it  In 
mould  2  we  see  the  miter  joint,  and  in  mould  3  the  interlocking 
idea  used  in  connection  with  the  "butt  end"  liner. 


Fig.  11.— Illustrating  the  "splay"  used  in  fitting  liners 
to  the  mould  box.  The  liner  standing  in  front  of  the  mould 
shows  the  splay  at  the  end.  The  edge  of  the  liners  standing 
against  the  end  of  the  mould  shows  the  splay  of  the  face  the  top 
fn"hfe  case  being  about  an  eighth  of  an  inch  thicker  than  the 
bottom. 
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pIO  12 — A  wooden-screw  mould  and  its  product.  Note 
the  tongues  and  grooves  and  other  irregularities  of  the  1 brick 
The  brick  is  turned  end  for  end  but  otherwise  lies  just  as  it  would 
when  dumped  from  the  mould. 
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to  the  top  of  the  box  on  both  sides  and  both  ends  is  allowed  when 
the  box  is  made,  and  the  backs  of  the  liners  are  machined  to  fit 
this,  the  working  face  of  the  liners  being  perpendicular  to  the  bot- 
tom of  the  mould  or  having  any  angle  with  the  bottom  that  is 
required  in  the  brick  (Fig.  11). 

It  is  often  possible  and  profitable  to  construct  moulds  of  this 
type  to  make  two  bricks  at  a  time,  where  the  shape  of  the  brick 
readily  lends  itself  to  such  treatment.  Two  complete  moulds  are 
made  with  bottom,  sides  and  one  web  common  to  both.  Good 
results  cannot  be  obtained  if  the  separating  web  serves  also  as  a 
liner,  for  it  is  held  firmly  between  the  brick  after  they  are  dumped 
on  the  pallet  and  there  is  danger  of  damaging  the  brick  when  it 
is  removed.  Two  moulds  together  are  filled  almost  as  rapidly 
as  one,  rammed,  hammered  and  struck  off  just  as  rapidly,  so 
that  more  brick  can  be  turned  out  by  the  same  moulder  in  a  day. 
Wlierever  the  size  and  shape  of  the  brick  and  pallets  available 
permit  such  treatment  it  is  recommended.  Drying  capacity  may 
be  doubled  in  this  manner  where  it  has  been  the  practice  to  use  a 
pallet  to  each  shape. 

Generally  speaking  there  is  no  limit  to  the  length  of  life  of  a 
well  made  all  steel  mould  box,  but  wear  on  the  top  edge  of  the  mould 
liners  incident  to  slicking  off  each  brick  is  considerable.  The 
"slick"  side  of  a  brick  produced  in  a  worn  mould  exhibits  a 
depression  midway  between  the  ends  of  the  brick  instead  of  the 
proper  true  flat  surface.  With  some  materials  containing  a 
limited  amount  of  moisture  such  a  brick  will  crack  when  turned 
onto  the  pallet,  as  the  center  will  sag  to  conform  to  the  flat  sur- 
face of  the  pallet.  Other  materials  containing  more  moisture  will 
permit  the  sagging  without  forming  a  noticeable  crack,  but  under 
fire  the  crack  develops  and  the  brick  becomes  a  cull.  Liners  should 
not  be  allowed  to  remain  in  service  until  they  produce  such  brick, 
but  they  do  not  need  to  go  to  the  scrap  pile. 

In  the  hands  of  a  competent  mould  maker  the  life  of  a  liner  may 
be  extended  to  several  times  the  length  of  the  first  wear.  The 
liner  is  heated  in  a  forge,  laid  on  a  flat  steel  plate  with  the  working 
face  down  and  stretched  by  means  of  a  "fuller"  which  is  applied 
parallel  to  and  about  V2  inch  from  the  worn  edge.  Two  or  three 
heatings  may  be  required  to  obtain  the  proper  amount  of  stretch. 
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The  liner  is  then  placed  in  a  shaper  and  2  or  3  light  cuts  made  to 
true  up  the  edge,  and  reduce  the  depth  to  the  proper  dimen- 
sion. Generally  there  is  a  slight  stretch  lengthwise  which  may 
be  ground  down  on  an  emery  wheel.  The  liners  are  replaced  in 
the  mould  box  and  will  give  as  good  wear  as  when  newly  made. 
The  number  of  times  a  liner  may  be  stretched  in  this  manner  de- 
pends on  its  width  and  the  skill  of  the  mould  maker.  Blocks 
and  other  irregularities  riveted  to  the  working  surface  of  the  liner 
should  be  removed  when  the  stretching  is  done.  Invariably  these 
attachments  will  fit  back  into  place  with  little  or  no  trouble. 

Wooden  Knock-Down  or  Screw  Moulds 

Knock-down  or  screw  moulds  are  made  of  wood  lined  with  sheet 
iron,  on  the  ends,  sides,  and  edges  to  resist  the  wear,  and  joined 
at  the  corners  by  tongue  and  groove  methods.  The  bottom  is 
furnished  with  a  shoulder  having  the  same  shape  and  dimensions 
as  the  inside  of  the  mould,  and  is  secured  by  clamping  the  sides 
down  hard  against  the  shoulder.  Dowel  pins  are  often  used  to 
insure  correct  fitting  of  the  sides,  ends  and  bottom  together  and 
contribute  to  the  general  rigidity  of  the  mould  (Fig  12). 

Well-seasoned  maple  is  probably  the  best  wood  to  use  in  screw 
mould  construction.  It  is  less  liable  to  split  and  warp,  will  take 
and  hold  screws  and  makes  a  good  wearing  job.  Poplar  may  be 
used  but  is  not  so  satisfactory.  Soft  woods  and  woods  with  a 
decided  grain  should  never  be  used.  The  thickness  of  the  wood 
selected  should  not  be  less  than  1 1/o  inches  and  longer  mould  life 
is  obtained  when  l3/4  and  2  inch  stuff  is  employed. 

Screw  moulds  (Fig.  13)  have  been  used  almost  entirely  in  making 
large  odd-shaped  brick,  in  cases  where  it  is  difficult  to  design  a 
satisfactory  steel  slip  liner  mould  or  when  only  a  few  pieces  of  a 
certain  brick  are  required.  In  such  cases  the  life  of  the  mould  will 
be  in  excess  of  the  amount  of  work  required  of  it.  When  put  to 
considerable  use,  first  cost  is  very  often  a  small  item  compared  to 
the  repairs  necessary  to  keep  the  mould  in  service.  One  of  the 
first  difficulties  experienced  with  wooden  moulds  arises  from 
swelling  and  warping  which  make  it  difficult,  and  eventually  im- 
possible,  for  the  moulder  to  reassemble    the    mould    properly. 
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Several  poor  brick  are  made  during  this  time  and  as  soon  as  the 
mould  is  cheeked  as  faulty  it  must  go  to  the  shop  for  repairs.  While 
it  remains  out  of  service  no  brick  are  made.  The  side  of  a  deep 
mould  will  split  under  the  hammering  of  the  moulder  thus  neces- 
sitating further  repairs.  When  once  the  side  is  split,  the  mould 
becomes  a  cripple  and  will  need  constant  attention,  and  brick 
made  in  it  will  not  always  stand  rigid  inspection.  Even  with  a 
perfect  screw  mould,  there  is  also  the  possibility  that  the  moulder 
will  fail  to  properly  tighten  it  when  putting  it  together.  Poor 
brick  are  the  result.  The  class  of  men  employed  as  moulders 
should  be  furnished  with  tools  as  nearly  "fool-proof"  as  possible. 
A   wooden   mould  is  far  from   being  such  a  tool.     It   does   not 


Fig.  13. — Two  small  screw  moulds,  one  for  a  tap-hole  and 
the  other  for  a  tuyere  brick  which  stands  beside  it. 


readily  fall  back  into  place  after  having  been  once  taken  apart  for 
dumping  a  brick.  As  a  result,  the  possibility  of  poor  brick  is  very 
pronounced  and  only  men  who  are  capable  of  taking  an  intelligent 
interest  in  their  work  can  handle  a  wooden  mould  profitably  for 
themselves  or  their  employers. 

On  account  of  the  limited  uses  to  which  chrome  brick  are  put, 
press-made  standard  9  inch  sizes  fill  nearly  all  requirements  and 
as  a  consequence  almost  no  hand-moulded  chrome  are  made. 
However,  some  tap  holes  and  nozzles  are  used  and  either  slip 
liner  or  wooden  screw  moulds  are  used  in  their  manufacture. 

Magnesite  standard  9  inch  sizes  and  a  great  variety  of  special 
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shapes  are  now  made  by  the  press  method  and  the  matter  of  hand 
moulding  in  this  branch  of  the  industry  will  receive  less  and  less 
attention  as  time  goes  on,  due  to  the  diminishing  number  of  special 
brick  which  require  hand  moulding. 

Until  recently  silica  brick  have  always  been  exclusively  hand 
moulded.  At  present  time  a  machine  for  the  mechanical  mould- 
ing of  standard  9  inch  sizes  is  being  developed  which  may  in  time 
be  adapted  to  manufacturing  the  larger  standard  sizes.  It  seems 
probable  that  mechanical  moulding  of  these  standard  sizes  should 
within  a  short  time  altogether  replace  hand  moulding.  This 
will  be  a  long  step  in  the  right  direction  for  while  the  purchase 
and  use  of  refractory  products  will  always  be  subject  to  caprice 
and  prejudice  born  of  false  theories  and  poorly  take*n  or  incom- 
plete information,  their  manufacture  should  not  be  affected  by 
the  human  element  to  such  an  extent.  Mechanical  moulding 
will  eliminate  a  great  deal  of  the  personal  equation. 

A  large  proportion  of  the  breakage  encountered  in  the  manu- 
facture of  hand  moulded  refractory  products  may  be  traced  to 
the  variation  in  density  in  different  parts  of  the  brick  when  it 
comes  from  the  mould  which  results  in  uneven  expansion  or  shrink- 
age while  under  fire  thus  producing  cracked  and  deformed  brick. 
Beyond  doubt  this  is  due  to  the  uncertain  treatment  which  the 
brick  making  mixture  receives  at  the  hands  of  the  moulder. 
This  condition  is  almost  entirely  eliminated  in  press  made  brick 
where  the  personal  equation  is  not  operative. 

Special  shapes  of  silica  will  probably  always  be  hand  moulded 
on  account  of  the  diversity  of  sizes,  shapes  and  uses.  Mechanical 
moulding  of  this  class  of  product  would  demand  similar  machinery 
to  that  used  in  manufacturing  electrical  porcelain  and  would  re- 
quire a  radical  departure  from  the  mud  mixtures  now  used.  The 
investment  necessary  for  moulds  in  such  a  case  would  be  out  of 
the  question  as  changing  practices  among  the  users  of  this  type  of 
product  will  not  permit  a  standardized  brick.  This  is  particularly 
true  of  coke  oven  brick.  It  is,  however,  within  the  range  of  pos- 
sibility that  large  shapes  of  all  kinds  will  soon  be  made  on  the 
same  principle  that  is  now  being  developed  for  the  manufacture 
of  the  standard  sizes,  although  the  chances  of  automatic  dump- 
ing devices  in  this  connection  seem  to  be  very  remote. 
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It  has  been  said  that  in  another  twenty  years  coke  ovens  will 
be  constructed  out  of  standard  9  inch  or  similar  sizes  and  that 
special  shapes  now  used  will  be  discarded  entirely.  In  that  case 
hand  moulding  of  silica  brick  may  be  done  away  with  altogether. 
This  will  mean  radical  departure  from  present  day  practices  but 
there  is  reason  to  believe  that  such  changes  will  come  and  they  are 
bound  to  be  profitable  both  for  the  manufacturer  and  the  con- 
sumer. 

Danville,  Illinois 


GLASS  CONTAINERS1 

A.  W.  Bitting 
ABSTRACT 

For  centuries  glass  bottles  have  been  recognized  as  superior  containers. 
At  present  over  4000  different  sizes  and  shapes  are  being  made  and  the  in- 
dustry is  in  a  state  of  rapid  extension.  Glass  containers  possess  the  advan- 
tage of  being  sanitary  and  permitting  the  contents  to  be  seen.  Recently 
the  laboratory  of  the  Glass  Container  Association  has  tested  180  lots  of  bev- 
erage bottles.  Some  of  the  better  types,  or  those  approaching  the  champagne 
style,  were  found  to  withstand  an  end  crushing  pressure  of  from  8000  to  12000 
pounds,  a  transverse  pressure  of  from  800  to  1800  pounds,  a  hydrostatic 
pressure  of  from  400  to  1600  pounds,  and  an  impact  of  a  fifty-pound  hammer 
falling  from  2  to  6  feet.  Similar  tests  are  in  progress  on  other  types  of  con- 
tainers and  on  the  closures  employed.  Troubles  due  to  alkalinity  are  of 
rare  occurrence. 

Historical 

Nearly  thirty-five  hundred  years  ago  a  Theban  ruler,  Amen- 
ophis,  erected  the  great  granite  monument,  the  Colossus  of  Thebes, 
and  inscribed  his  name  thereon.  The  granite  typified  endurance 
and  resistance  to  all  time.  But  the  centuries  have  wrought  de- 
struction and  the  elements  have  worn  away  the  surface  so  that 
the  name  is  gone  except  as  record  of  it  remains  in  history.  Within 
this  monument  was  a  delicate  scent  bottle  made  of  yellow  glass 
and  upon  it  is  inscribed  in  blue  characters  the  name  of  this  same 
king.  This  light  fragile  bottle,  protected  by  the  heavy  granite 
walls  of  the  tomb,  connects  the  present  glass  industry  with  that 
period.  It  is  the  earliest  glass  bottle  known  to  be  marked  in 
such  a  manner  that  it  may  be  identified  with  some  person,  place, 
or  date.  Glass  ornaments  for  personal  adornment  are  known 
to  have  existed  for  many  centuries  prior  to  that  time;  some  of 
the  drawings  in  earlier  tombs  show  bottles  being  used  for  wine, 
but  this  marks  the  beginning  of  known  specimens. 

It  is  not  at  all  strange  that  the  early  pieces  were  for  scent  bottles, 
perfumes,  ointments,  and  other  toilet  preparations  as  they  were 
1  Received  September  29,  1921. 
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necessarily  small  and  costly.  They  would  appeal  to  the  rulers 
and  to  the  wealthy  few  as  next  to  jewels  and  insignia.  They 
evidently  served  well  as  precedent  for  at  no  time  since  have  they 
been  supplanted  for  the  purpose;  the  highest  skill  on  the  part 
of  workmen,  blowers,  cutters,  decorators,  and  jewelers  has  been 
and  is  still  expended  in  fashioning  them.  Their  appeal  is  not 
only  to  those  of  means,  but  highly  artistic  forms  are  made  to 
meet  the  wishes  of  all  who  feel  the  need  of  cosmetics  to  accentuate 
their  personal  charms. 

The  wine  bottle  receives  a  particularly  early  mention  and  its 
advantages  as  a  container  are  made  a  matter  of  record.  It  seems 
to  have  been  among  the  first  of  the  bottles  of  fairly  large  size, 
and  the  first  to  have  been  made  in  quantity  after  the  art  of  blow- 
ing was  introduced.  The  Phenicians  added  the  seal  or  date 
to  this  bottle.  The  advantage  of  long  aging  of  wine  seems  to 
have  been  fully  appreciated  and  in  the  period  of  the  Roman  empire 
Horace  observes  at  a  feast  that  "They  immediately  bring  in  glass 
bottles  carefully  sealed;  on  the  neck  of  each  is  a  label,  marked 
thus:  'Opinion  Falerian  one  hundred  years  old.''  Pliny  states 
that  some  of  this  vintage  was  held  for  two  hundred  years.  The 
bottle  continues  to  maintain  its  place  as  preeminently  the  con- 
tainer  of   choice   where   wine   is   made. 

Galen,  the  most  celebrated  of  the  Greek  physicians  gave  an 
impetus  to  the  use  of  the  bottle  for  holding  medicines  or  pharma- 
ceuticals, "because  from  it  cometh  no  smell  or  bad  odors."  In 
the  excavation  of  the  ruins  of  Pompeii  a  surprisingly  large  number 
of  bottles  were  found  showing  how  the  "ancient  housekeepers, 
kept  their  wine,  oil,  vinegar,  honey,  preserved  apples,  dried  figs, 
prunes,  beans,  and  barley."  Some  bottles  of  similar  form  are 
still  in  common  use.  The  progress  since  that  time  has  been  in 
the  production  of  a  better  and  more  brilliant  quality  of  "metal" 
and  the  uniformity  in  size  and  finish  which  comes  from  the  appli- 
cation of  modern  mechanical  methods. 

The  glass  industry  was  the  first  manufacturing  enterprise  to 
be  established  in  this  country.  A  furnace  was  built  near  James- 
town, Va.,  in  1608,  where  a  few  bottles  were  made,  some  of  which 
were  sent  to  England  the  following  year.  Ever  since  then  glass 
factories  have  followed  the  march  of  the  settler  and  met  his  re- 
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quirements.  The  one  outstanding  feature  of  the  development 
of  the  industry  in  America  has  been  the  application  of  mechanical 
processes  to  reduce  hand  labor  and  to  secure  greater  brilliancy 
of  "metal"  and  uniformity  and  accuracy  in  containers.  The 
glass  industry  has  always  been  considered  one  which  is  unusually 
hazardous,  the  life  expectancy  of  its  workers  being  rather  short. 
It  has  been  a  seasonal  occupation  with  much  time  lost  in  idleness. 
The  substitution  of  coal  for  power,  and  the  adoption  of  inanimate 
machines  which  know  neither  hot  nor  cold  weather,  nor  hours 
nor  days,  to  turn  out  containers  from  one-fourth  of  an  ounce  to 
twelve  gallons  at  a  speed  and  low  cost  which  permits  their  use 
in  hundreds  of  ways,  was  never  contemplated  by  the  most  imagi- 
native even  a  hundred  years  ago.  The  most  rapid  transition 
in  the  entire  history  of  the  industry  is  being  enacted  at  this  time. 
It  will  only  be  a  little  while  until  the  machine  will  supercede  all 
hand  work  as  completely  as  the  power  loom  has  for  woolen  cloth. 
There  will  always  be  a  place  for  the  human  glass  blower  who  has 
the  artistic  taste  and  skill  to  execute  the  exceptional  article  for 
limited  use  and  quantity,  but  not  in  competition  with  those, 
forms  or  patterns  which  are  turned  out  by  the  thousands. 

Types  of  Glass  Containers 

The  present  glass  container  is  a  good  deal  like  Topsy;  it  "just 
growed."  It  is  supposed  to  represent  the  whims  and  desires  of 
hundreds  of  users,  but  more  likely  represents  the  persuasive 
efforts  of  many  salesmen  from  the  glass  factories.  These  sales- 
men have  taught  their  customers  that  there  is  vast  wealth  to  be 
obtained  by  distinctive  designs.  Possibly  there  is,  for  it  is  said 
that  we  have  more  than  four  thousand  shapes  and  sizes  and  special 
designs,  not  counting  names  or  trade  marks.  The  result  is  con- 
tainers of  all  kinds  for  all  purposes,  many  good  ones,  some  in- 
different, and  some  poor.  From  this  heterogeneous  mass  there 
will  gradually  evolve  standard  types  to  care  for  the  business  in 
different  lines.  There  will  come  a  recognition  that  the  glass 
container  has  two  quite  distinct  functions,  one  to  carry  and 
protect  its  contents  while  at  the  same  time  making  them  visible 
to  the  user;  the  other,  to  serve  as  an  ornamental  package.     The 
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ornamental  qualities  in  glass  are  so  naturally  inherent  that  at- 
tempts to  combine  the  latter  functions  with  the  former  have  re- 
sulted in  hundreds  of  monstrosities  which  are  weak  as  carriers 
and  devoid  of  artistic  merit.  There  is  a  place  for  the  container  per 
se  and  another  for  art  glass.  Fortunately  too,  strong  carry- 
ing bottles  can  be  made  with  attractive  lines,  good  proportions, 
and  clean  "metal,"  befitting  both  the  contents  and  the  package. 
Manufacturers  and  packers  will  learn  in  time  that  tall  bottles 
and  jars  with  narrow  bases  can  not  be  handled  with  the  same 
ease  by  machinery  as  the  more  sturdy  types.  They  will  learn 
too,  that  they  can  not  handle  a  dozen  to  twenty  sizes  and  shapes 
with  the  same  economy  as  two  or  three  and  that  the  differences 
in  cost  are  not  due  to  the  glass  used  but  to  the  stock  carried, 
greater  number  of  machines  needed,  increased  labor  in  handling, 
multiplicity  of  labels,  cartons,  and  shipping  cases,  and  the  storage 
space  required.  Through  the  costly  school  of  experience  they 
will  eventually  learn  that  certain  shapes  lend  themselves  to 
pasteurization  and  processing  better  than  others,  and  that  the 
laws  of  physics  relating  to  expansion  and  contraction  can  not 
be  set  aside  just  to  have  a  panel  bottle.  Boards  of  Health  through 
the  enforcement  of  ordinances  requiring  the  cleaning  and  steril- 
ization of  re-usable  bottles,  as  for  soft  drinks,  will  gradually  drive 
home  recognition  of  the  fact  that  some  styles  are  much  more 
difficult  to  clean  than  others.  The  present  studies  upon  ship- 
ping will  cause  some  manufacturers  to  take  notice  of  the  fact 
that  those  forms  which  present  a  large  surface  to  resist  impact 
will  carry  much  better  than  those  whose  form  presents  a  small 
area  to  receive  the  blow.  In  other  words,  the  manufacturer  of 
glass  and  the  user  of  glass  are  arriving  at  the  point  where  they 
must  work  together  on  their  problems,  if  quantity  and  eco- 
nomical production  are  the  ends  to  be  sought  by  both.  If  this 
sounds  like  an  array  of  the  faults  or  weaknesses  of  the  glass  con- 
tainer, nothing  could  be  farther  from  the  intent.  It  is  a  pointing 
out  of  a  few  of  the  factors  at  work  which  will  bring  about  greater 
changes  and  more  rapid  extension  of  the  use  of  glass  in  one  or 
two  decades  than  have  ever  taken  place  in  a  century. 

American  made  glass  containers  may  be  classified  as  follows: 
Beverage  bottles:  Pressure  ware,   for  carbonated  sodas,   ginger 
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ale,  etc.;  non-pressure  ware,  for  mineral  waters,  grape  and  other 
fruit  juices,  etc.;  milk;  and  liquor  containers. 

Proprietary  and  prescription  bottles:  Round,  oval,  square 
and-  panel  bottles  for  patent  and  proprietary  medicines,  pre- 
scriptions, flavoring  extracts,  etc. ;  perfume  and  toilet  bottles. 

Food  containers:  Wide  mouth,  for  preserves,  jams,  jellies, 
marmalades,  etc. ;  narrow  mouth,  for  sauces,  ketchups,  salad 
dressings,  syrups,  vinegars,  etc. 

General  purpose  containers:  Wide  mouth,  for  dry  drugs,  chem- 
icals, and  heavy  materials;  narrow  mouth,  for  drugs  and  chem- 
icals, oils,  varnishes,  polishes. 

Large  containers:  One  to  twelve  gallon  bottles  and  carboys,, 
for  water  bottles  and  chemicals. 

Special  containers:  For  battery  jars,  display  jars,  etc. 

Extension  of  the  Use  of  Glass  Containers 

At  the  present  time  there  is  a  rapid  extension  of  the  use  of  the 
bottle  for  soft  drinks  and  the  materials  used  in  their  manufacture. 
There  are  two  reasons,  one  being  the  eighteenth  amendment  to 
the  constitution,  which  is  probably  not  the  greater,  the  other  that 
the  ordinary  soda  fountain  is  not  sanitary.  The  local  water  supply 
in  hundreds  of  towns  and  smaller  cities  is  not  protected  from 
pollution,  and  discriminating  people  prefer  to  obtain  their  re- 
freshments in  a  container  which  has  been  handled  and  filled  in 
a  place  where  sterilization  is  a  part,  and  a  fundamental  part  of 
the  business.  Uniformity  in  quality  through  exact  compounding, 
and  safety  of  the  sterilized  product  do  appeal,  and  evtn  the  un- 
thinking gradually  acquire  the  habit  of  "safety  first."  The  soft 
drink  industry  has  had  a  sudden  and  unexpected  growth  which 
has  been  to  its  disadvantage,  but  as  it  becomes  older  and  acquires 
a  normal  development,  it  promises  to  expand  to  larger  propor- 
tions than  the  bar  trade  which  it  has  supplanted.  Its  patrons 
are  the  whole  family  instead  of  only  the  head,  and  if  properly 
developed  with  the  use  of  wholesome  materials,  it  must  necessarily 
follow  that  there  will  be  continued  growth  of  the  industry  with 
a  large  extension  of  the  use  of  glass. 
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The  milk  bottle  was  born  of  progress  and  was  christened  only 
a  few  years  ago.  In  two  decades  it  has  almost  supplanted  the 
tin  can  and  dipper  in  every  city  and  village  in  the  country.  The 
greatest  stride  in  making  milk  safe  and  wholesome  has  been  based 
upon  this  cleanable,  sterilizable  container,  and  the  limit  of  ex- 
pansion has  not  been  reached. 

Liquor  containers  or  containers  for  spirituous  and  fermented 
liquors  have  suffered  a  marked  decline  in  number  and  no  com- 
ment is  necessary. 

The  other  field  of  increasing  interest  is  that  of  the  food  con- 
tainer. When  one  enters  the  grocery  store  in  the  largest  city 
or  smallest  village,  the  most  prominent  feature  on  the  shelves 
is  row  upon  row  of  canned  foods.  The  impression  is  gained  that 
no  others  are  packed,  but  such  is  not  the  case.  We  have  the 
means  of  knowing  how  many  preserve  jars  are  made  and  the 
amount  of  ware  produced  for  jams,  canned  fruits,  etc.  We  also 
have  a  fair  notion  of  the  re-use  of  jars  in  the  home.  The  total 
quantity  packed  in  glass  is  far  in  excess  of  that  previously  esti- 
mated even  by  food  experts.  The  art  of  food  preparation  has 
not  all  passed  from  the  kitchen  to  the  factory  and  if  we  may  judge 
from  the  number  of  capping  devices  sold,  the  art,  or  at  least  the 
labor  of  home  brew,  is  returning  to  the  same  place.  The  amount 
of  new  foods  in  glass  is  increasing  by  leapr  and  bounds.  Peanut 
butter  was  an  oddity  ten  years  ago,  but  is  now  almost  a  staple. 
Mayonnaise  dressing  and  salad  dressings  of  a  similar  type  which 
were  made  only  to  fill  in  a  complete  line  of  groceries,  and  even 
sold  in  split  cases,  now  require  millions  of  bottles  and  will  soon 
rival  ketchup  in  the  quantity  required.  Vinegar  and  pickles 
are  being  taken  out  of  the  class  of  barrel  or  bulk  delivery  in  favor 
of  the  individual,  sanitary  package.  The  former  alone  will 
require  several  million  more  bottles  this  year  than  ever  before. 
Syrup  manufacturers  have  learned  the  lesson  from  honey  dis- 
tributors, that  people  do,  in  a  sense,  eat  with  their  eyes  and  like 
to  see  what  they  buy.  Experiments  conducted  in  the  laboratories 
of  the  Glass  Container  Association  have  demonstrated  that  there 
is  a  decided  gain  in  holding  nut  meats  in  vacuum  jars,  that  in 
these  containers  there  is  less  change  due  to  drying,  that  they  may 
thus  be  kept  during  the  summer  without  refrigeration,  and  that 
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the  rancidity  of  the  oils  and  the  development  of  a  bitter  taste 
may  be  avoided.  This  suggests  other  experiments  and  possibly 
new  uses  for  glass. 

Experimental 

While  the  foregoing  indicates  very  briefly  the  lines  in  which 
expansion  is  developing  most  rapidly,  there  is  another  phase  of 
industrial  activity  set  in  motion  to  keep  pace  with  the  expanding 
uses,  and  that  is  the  study  of  the  container  itself.  The  bottle 
or  jar  is  not  complete  without  a  proper  closure,  and  the  history 
of  the  numerous  efforts  made  in  this  direction  is  told  in  the  long 
list  of  patents  granted  by  the  Patent  Office.  A  great  deal  of 
inventive  genius  has  been  expended  along  this  line,  but  most  of 
it  has  come  to  naught.  The  best  bottle  or  jar,  used  with  the 
best  designed  closure,  will  not  work  unless  the  two  fit,  and  as  a 
rule  the  makers  of  each  have  not  known  the  limitations  of  the 
other.  In  order  to  avoid  such  difficulties  in  the  future,  the  glass 
manufacturers  and  the  closure  manufacturers  are  working  to- 
gether, fixing  the  standard  sizes  of  openings,  the  height,  thickness, 
and  pitch  of  the  thread  for  all  screw  caps,  the  shape  of  the  lip  for 
crowns,  and  the  finish  for  various  other  closures.  This  means 
standard  molds  for  the  one  and  dies  for  the  other,  and  most  im- 
portant of  all,  an  insured  tight  seal  to  the  user.  This  is  but  one 
step  which  eliminates  hundreds  of  off-size  designs  and  which  gives 
a  flexibility  in  purchasing  not  heretofore  enjoyed.  It  will  take 
time  to  complete  this  work  but  it  is  well  under  way. 

The  bottle  itself  is  being  subjected  to  study  along  new  lines. 
During  this  summer,  the  association  laboratory  tested  one  hundred 
and  eighty  lots  of  beverage  bottles  as  a  preliminary  step  in  de- 
termining their  strength  and  suitability  to  meet  certain  require- 
ments. There  were  no  precedents  to  serve  as  guides,  and  there- 
fore no  handicaps  in  that  direction.  Direct  pressure  was  applied 
both  vertically  and  transversely  to  the  exterior  of  the  bottle. 
The  pressure  was  applied  by  means  of  a  screw  and  scales  for  some 
of  the  lighter  bottles,  but  the  majority  required  a  regular  testing 
machine.  A  piece  of  sheet  copper  was  placed  between  the  bottle 
and  the  metal  of  the  testing  machine.  Hard  maple  was  first 
tried  but  the  mouth  of  the  bottle  was  frequently  forced  into  the 
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wood  to  the  distance  of  one  fourth  inch  or  more.  Crown  seals 
placed  over  the  mouth  assisted  but  were  not  sufficient  as  they 
were  sometimes  imbedded  in  the  wood.  The  transverse  pres- 
sure was  obtained  by  placing  the  bottle  between  two  pieces  of 
hard  wood,  two  and  one-half  inches  wide  and  at  least  one  inch 
above  the  bottom.  These  tests  show  that  beverage  bottles  have 
a  high  resistance  to  direct  pressure.  Many  bottles  withstood 
vertical  pressure  between  S000  and  12000  pounds  and  transverse 
pressure  between  800  and  1S00  pounds.  Whole  groups  averaged 
better  than  5000  pounds  vertical  pressure  and  1000  pounds  trans- 
verse pressure.  As  the  glass  in  a  transverse  section  of  the  smallest 
part  of  the  neck  of  a  bottle  is  often  much  less  than  one-half  a 
square  inch,  these  figures  give  a  compression  strength  to  bottle 
glass  somewhat  higher  than  has  usually  been  thought  to  be  possible. 
A  hydrostatic  pressure  was  obtaind  by  filling  the  bottle  with 
water  and  then  using  a  pump  and  recording  the  breaking  point. 
Some  of  the  heavier  bottles  recorded  1600  pounds  before  break- 
ing and  several  groups  showed  an  average  in  excess  of  400  pounds 
per  square  inch.  This  likewise  is  greatly  in  excess  of  the  pres- 
sure of  any  of  the  highly  carbonated  beverages.  An  impact 
test  was  applied  by  fastening  a  hardwood  butcher's  block  to  a 
steel  frame  and  resting  the  bottom  of  the  bottle  against  the  block. 
A  hammer  was  provided  with  a  handle  five  feet  in  length  and 
suspended  as  a  pendulum.  A  hardwood  block  was  interposed 
between  the  bottle  and  the  hammer.  These  bottles  withstood 
drops  of  a  fifty-pound  hammer  from  a  little  less  than  two  feet 
to  more  than  six  feet,  or,  corresponding  to  from  85  to  300  foot 
pounds.  This  impact  test  probably  has  more  value  than  the 
direct  pressure  tests,  as  it  is  from  blows  of  one  character  or  another 
that  most  failures  occur  in  glass  in  ordinary  usage.  A  further 
test  was  made  of  the  power  to  withstand  sudden  changes  in 
temperature.  The  bottles  were  immersed  in  cold  water  and 
then  transferred  to  a  bath  one  hundred  degrees  higher.  This  is 
as  wide  a  range  as  would  be  found  in  commercial  practice  in  wash- 
ing or  sterilizing  bottles,  and  was  practically  without  breakage.  On 
changing  in  the  reverse  direction,  breakage  did  occur,  but  there 
is  little,  if  any,  reason  for  a  sudden  drop  of  such  magnitude  in 
actual  use. 
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The  bottles  were  grouped  according  to  diameter,  capacity, 
Aveight,  ratio  of  weight  to  capacity,  and  shape,  for  the  purpose  of 
comparing  the  various  tests.  It  is  not  possible  to  detail  the  re- 
sults here  but  any  bottle  with  a  long  sloping  shoulder  of  the  cham- 
pagne type,  having  an  even  distribution  of  metal  and  being  well 
annealed,  is  a  strong  type.  These  tests  do  not  tell  the  whole 
story  but  they  do  serve  as  a  starting  point  for  future  work. 

A  similar  line  of  work  was  carried  out  with  prescription  bottles 
of  various  sizes  from  one-half  to  sixteen  ounces,  of  the  round, 
oval,  square,  and  panel  types.  These  bottles  are  obviously  not 
as  heavy  nor  as  strong  as  the  beverage  bottle,  as  they  are  generally 
handled  carefully  and  rarely  have  a  re-use.  The  round  type 
is  distinctly  the  stronger,  then  follows  in  order  the  oval,  square, 
and  panel.  These  tests  have  a  more  important  bearing  in  con- 
nection with  bottles  for  patent  and  proprietary  preparations 
which  must  stand  shipping  hazards  after  being  filled,  than  upon 
the  prescription  waie  which  is  passed  from  the  druggist  to  the 
purchaser.  The  uneven  distribution  of  glass  due  to  square 
shoulders,  sharp  corners,  flutes  and  panels,  and  irregularities  in 
shape  which  permit  excessive  pressure  on  small  areas  in  packing, 
help  to  make  the  difference  between  the  non-fragile  and  the 
ware  which  needs  the  label  "handle  with  care." 

Experiments  have  also  been  carried  on  with  corks  or  seals  to 
determine  their  resistance  to  leakage,  not  merely  liquid  leakage 
but  passage  of  gas  as  in  the  case  of  carbonated  beverages  or  air 
in  the  case  of  still  products.  This  naturally  included  jars  and 
bottles  subject  to  pasteurizing  and  sterilizing  processes.  One 
can  now  purchase  closures  which  vary  from  those  that  will  leak 
like  a  sieve,  to  those  which  will  resist  a  pressure  of  more  than 
200  pounds. 

The  matter  of  the  soluble  alkalinity  of  glass  has  been  receiving 
more  attention  recently  than  at  any  time  in  the  past.  Troubles 
from  this  source  are  of  such  rare  occurrence  that  they  receive 
undue  notice  because  of  that  fact.  It  is  probable  that  less  than 
one-twentieth  of  one  per  cent  of  the  articles  packed  are  affected 
by  free  soluble  alkali.  American  bottles  are  better  in  this  re- 
spect than  foreign  ones,  if  the  figures  available  admit  of  making 
a  comparison. 


9-i  BITTING 

Science  came  to  the  rescue  of  optical  glass  during  the  war. 
The  results  were  marvelous.  The  manufacturers  of  common 
glass  have  taken  notice  and  are  applying  in  a  small  way  the  same 
line  of  attack  to  their  problems,  and  as  they  produce  results  we 
may  expect  an  extension  of  the  work. 


OBSERVATIONS  ON  THE  FACTORY  CONTROL  OF  FISH- 
SCALING1 

By  John  S.  Grainrr 
ABSTRACT 

An  analysis  of  fish-scaling,  its  causes  and  prevention,  based  upon  obser- 
vations and  experience  of  practical  work.  Three  principal  causes  of  fish- 
scaling  are:  (1)  Improper  firing,  either  underfiring  or  overfiring,  especially 
the  latter  since  its  effects  are  usually  not  evident  until  the  ware  is  finished 
and  marketed;  (2)  The  use  of  a  clay  which  does  not  give  a  free  running  uni- 
form coat  without  the  use  of  excessive  amounts  of  flotation  agents.  Clays 
which,  when  stirred  up  with  water  give  a  persistent  suspension  are  recom- 
mended. (3)  Improper  type  of  furnace  for  the  firing  operation.  The  author 
prefers  the  open  type  furnace  for  the  firing  of  enameled  ware. 

To  the  uninitiated,  the  cause  and  control  of  fish-scaling  seems 
of  very  easy  solution,  but  to  those  familiar  with  enameling  op- 
erations it  is  a  serious  question  and  a  matter  of  vital  importance ; 
for  unfortunate  is  the  enameler  whose  ware  is  suffering  from  an 
aggravated  case  of  this  troublesome  pest.  So  many  causes  have 
been  attributed  to  it,  and  it  occurs  under  so  many  different  con- 
ditions and  stages,  that  one  is  at  a  loss  to  know  from  what  di- 
rection to  attack  it.  Among  the  causes  which  have  been  ad- 
vanced are  the  following:  improper  smelting,  character  of  clay, 
improper  milling,  character  of  iron,  lack  of  regulation  of  the  acid 
bath,  type  of  furnace,  underfiring,  relative  coefficient  of  expan- 
sion of  enamel  and  steel  and  such  a  host  of  other  causes  that 
upon  investigation  we  rarely  find  two  enamelers  holding  the 
same  opinion. 

Of  the  above  causes,  underfiring,  character  of  clay  and  type 
of  furnace,  are  the  ones  selected  by  the  writer  for  a  brief  discus- 
sion. The  remaining  causes  appear  to  be  of  secondary  consider 
ation.  Still  at  times  the  writer  is  tempted  to  believe  that  the 
character  of  the  iron  may  be  an  important  factor.  Nor  can  we 
ignore  the  fact  that  the  established  law  of  expansion  and  con- 
traction holds  an  important  place,  being  held  by  many  as  the 
•Received  August  IS,    1921. 
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primary  cause,  not  so  much  in  its  action  alone  but  through  other 
contributory  causes  that  tend  to  rupture  the  enamel  during  the 
expansion  and  contraction  of  the  ware.  The  glass  maker  has 
been  successful  in  controlling  this  situation  by  the  manipulation 
of  materials  and  conditions  until  it  is  possible  to  expose  certain 
glasses  to  extremes  of  heat  and  cold  without  fear  of  rupture. 
The  enameler  of  cast  iron  has  also  been  highly  successful  in  this 
respect.  But  the  enameler  of  sheet  steel  has  not  been  as  for- 
tunate and  his  inability  to  definitely  explain  the  phenomena  has 
made  him  a  target  for  criticism. 

Taking  up  the  first  subject  for  discussion,  that  of  underfiring, 
the  writer  believes  that  one  of  the  principal  causes  of  fish-scaling 
of  finished  ware  is  not  so  much  underfiring  as  overfiring.  An 
experienced  burner  can  detect  a  piece  of  underfired  ware  quicker 
and  with  more  certainty  than  he  can  tell  a  piece  that  has  been 
overtired.  For  the  writer  knows  of  no  rule  to  determine  whether 
a  piece,  that  to  all  appearances  has  been  properly  burned,  will 
fish-scale  or  not  until  the  trouble  actually  manifests  itself. 

This  brings  forth  the  question  as  to  what  change  or  action  takes 
place  from  overfiring.  If  we  should  apply  a  uniform  coat  of 
enamel  frit  or  glass  that  had  been  finely  milled  without  clay  to 
a  piece  of  sheet  steel  and  burn  it,  we  would  find  upon  withdraw- 
ing it  from  the  furnace  that  its  high  luster  and  pleasing  appear- 
ance apparently  make  an  ideal  coating;  but  after  it  is  cooled  we 
are  not  surprised  to  see  the  coating  shivering  off  of  the  piece  until 
the  metal  is  bared,  due  to  the  absence  of  clay.  On  a  second 
piece  we  repeat  the  operation  but  add  clay  in  the  mill  and  after 
burning  and  cooling  the  shivering  has  ceased  or  diminished 
according  to  the  percentage  of  clay  added.  We  will  proceed 
to  refire  the  piece  containing  the  clay  without  recoating  it  and 
subject  it  to  the  intense  heat  generally  used  in  ground  coat  burn- 
ing and  we  find  that  if  overfiring  has  taken  place,  one  of  three 
conditions  are  present — either  the  ground  coat  is  sintered;  the 
iron  scale  has  forced  its  way  through  the  enamel;  or  the  ground 
is  burned  to  a  greenish  brown  color.  Here  the  writer  claims 
the  damage  is  done,  as  the  prolonged  intense  firing  has  destroyed 
or  changed,  either  entirely  or  in  part,  that  property  of  the  clay 
that  tends  to  regulate  the  gravity  of  the  enamel  until  we  find 
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after  burning  nothing  is  left  on  the  ware  but  the  ground  frit 
or  glass  minus  the  clay,  or  essentially  the  same  conditions  we  had 
on  the  piece  that  shivered  off. 

Fish-scaling  from  underfiring  generally  takes  place  upon  the 
cooling  of  the  ware  or  within  a  few  hours  after  burning  and  it 
is  the  contention  of  the  writer,  based  on  factory  observation, 
that  the  scaling  from  overfiring  while  not  so  conspicuous  or  prom- 
inent as  the  former  is  nevertheless  just  as  persistent  and  does 
not  occur  until  a  few  days  up  to  two  or  three  months  after  the 
ware  is  finished.  As  the  ware  is  generally  white  coated  the  same 
day  or  the  day  following,  it  can  be  readily  understood  how  very 
easily  it  is  possible  to  overcoat  a  condition  of  fish-scaling  that 
will  not  manifest  itself  until  it  is  on  the  market.  To  white  coat 
a  piece  of  underfired  ware  that  looks  suspicious  is  simply  inviting 
disaster  from  which  the  enameler  cannot  escape ;  but  until  some 
definite  rule  or  means  are  discovered  to  also  avoid  the  overtired 
piece  we  can  only  hope  to  follow  the  beaten  path  of  taking 
chances. 

There  is  no  question  but  that  pieces  of  underfired  ware  will 
at  times  pass  unnoticed  through  the  various  operations  and 
find  their  way  to  the  market,  but  the  amount  of  fish-scaling  one 
sees  in  the  display  windows  of  various  cities,  both  on  stove,  hol- 
low ware  and  refrigerator  works,  is  prima  facie  evidence  that  it 
is  not  all  due  to  underfiring  for  the  amount  is  too  great  to  pass 
unnoticed  if  underfired.  Therefore,  we  can  reasonably  suspect 
that  it  is  due  to  the  fact  that  the  ware  had  been  overtired  and 
that  the  retarded  scaling  resulting  therefrom  did  not  manifest 
itself  until  after  the  ware  was  on  the  market. 

In  considering  the  second  cause  of  fish-scaling,  namely  that 
of  clay,  the  writer  believes  that  herein  lies  the  most  important 
factor  entering  the  enameling  of  sheet  steel.  The  pride  of  every 
enameler  is  a  reliable  ground  coat  formula  which  he  regards  as 
his  most  treasured  possession,  and  rightly  so,  for  herein  lies  the 
secret  of  his  success.  We  can  expect  that  his  ground  coat,  if 
properly  used,  will  not  fish-scale.  The  term  "properly  used" 
in  this  case  simply  means  that  the  clay  used  is  of  the  right  char- 
acter to  make  possible  proper  slushing  and  burning  of  the  ware. 

In  discussing  the  effect  of  overfiring,  we  alluded  to  a  particular 
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point  at  which  the  efficiency  of  the  clay  was  destroyed ;  remember- 
ing this  point,  we  must  select  a  clay  that  will  still  retain  its  effi- 
ciency at  the  higher  temperatures.  Still  another  and  more  im- 
portant requisite,  is  the  selection  of  a  clay  that  will  hold  the 
frit  in  suspension  without  the  excessive  use  of  flotation  agents. 
An  enamel  ground  coat  applied  too  thinly,  and  fired  too  hard 
will  fish-scale  and  enamel  applied  too  heavily  and  underfired 
will  do  the  same.  On  irregular  shaped  ware  that  has  been  dipped 
or  shaken  out,  or  on  pieces  on  which  the  ground  is  required  to 
flow  from  different  angles,  it  becomes  almost  impossible  to  apply 
a  uniform  coating.  Consequently  upon  firing  we  have  two  ex- 
tremes to  overcome  at  the  same  time.  If  we  overfire  the  one 
part  we  underfire  the  other — hence,  the  importance  of  a  free 
running  clay  that  will  insure  a  uniform  coat  on  all  parts  of  the 
piece.  The  non-uniform  condition  of  the  ground  coat  is  very 
often  the  cause  of  fish-scaling  on  certain  areas  of  the  ware. 

In  selecting  a  clay  the  writer  has  used  a  very  simple  but  satis- 
factory method  of  testing  the  ability  of  the  clay  to  remain  in 
suspension.  Six  one-quart  Mason  jars  were  procured,  also  sample? 
of  six  of  the  leading  well  known  American  and  foreign  clays, 
regardless  of  their  chemical  analysis  or  prestige.  Into  each  jar 
one  pound  of  clay  was  placed  and  the  jar  filled  with  water.  This 
was  allowed  to  stand  a  few  days  until  the  clays  were  thoroughly 
saturated,  after  which  they  were  all  stirred  by  hand  as  quickly 
as  possible  and  were  then  allowed  to  stand  one  week,  after  which 
the  following  data  were  noted.  Four  of  the  clays  settled  to  the 
bottom  of  the  jars  in  six  hours,  some  more  compactly  than  others. 
One,  a  washed  clay,  while  not  settling  very  fast,  gave  evidence 
of  being  held  in  suspension  by  the  addition  of  some  chemical 
agent.  The  remaining  clay  settled  about  one-half  inch  and 
remained  so  until  the  water  was  entirely  evaporated  from  the 
surface,  a  matter  of  thirty  days'  time.  This  one  showed  no  evi- 
dence of  being  chemically  treated  and  was  selected  by  the  writer 
for  further  experiments  for  the  reason  that,  if  the  other  clays 
could  not  hold  themselves  in  suspension,  they  certainly  could 
riot  hold  the  frit.  A  batch  of  frit  was  then  milled  with  ten  per 
cent  of  this  clay  and  the  results  were  good.  Suffice  it  to  state 
that  this  clay  was  adopted. 
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The  irregular  shape  and  size  of  a  refrigerator  lining  requires 
the  entire  immersion  of  the  piece  into  a  tank  of  ground  coat  of 
about  one  hundred  and  seventy-five  gallon  capacity.  When 
the  plant  at  which  the  writer  is  employed  first  started  operation 
four  years  ago,  it  was  very  difficult  to  get  a  clay  that  would  de- 
posit the  frit  uniformly  over  the  piece,  consequently  much  fish- 
scaling  appeared  on  the  parts  where  the  enamel  was  too  thin  or 
too  heavy.  With  the  changing  of  the  clay  and  firing  conditions 
corrected,  this  trouble  has  entirely  disappeared.  During  the 
war  the  plant  was  obliged  to  shut  down  for  a  period  of  five  weeks, 
the  supply  of  fuel  oil  having  been  exhausted,  and  the  writer  was 
very  much  gratified  upon  returning  to  find  the  ground  coat  was 
still  in  a  good  state  of  suspension  with  very  little  precipitation 
at  the  bottom  of  the  tank.  Hence,  we  find  from  this  that  the 
flotation  element  of  a  clay  holds  a  very  important  place  in  the 
occurrence  of  fish-scaling,  as  it  not  only  makes  it  possible  to  apply 
a  more  uniform  coat,  but  in  a  furnace  of  even  heat  distribution 
the  firing  is  more  uniform  and  more  easily  controlled. 

The  third  and  last  cause  of  fish-scaling  selected  for  discussion 
relates  both  to  firing  and  the  type  of  furnace  used,  and  while 
it  appears  the  last  for  discussion,  it  is  by  no  means  the  least,  for 
the  results  of  our  attention  or  our  inattention  to  the  details  lead- 
ing up  to  the  firing  operation  will  be  indelibly  engraven  on  the 
surface  of  the  piece  after  firing.  The  old  adage  that  "a  poor 
workman  will  kick  on  the  tools"  is  at  times  only  too  true.  But 
after  viewing  some  of  the  furnaces  in  different  plants  the  writer 
is  convinced  that  the  workman  often  is  justified  in  his  "kicks." 
No  matter  how  carefully  details  have  been  accounted  for  up  to 
the  firing  operation,  the  labor  will  be  in  vain  unless  the  means 
for  proper  firing  conditions  have  been  considered.  The  industry 
is  awakening  to  this  fact  and  as  a  consequence  many  new  types 
of  furnaces  are  being  introduced,  and  while  the  intermittent 
firing  open  type  furnace  is  not  of  recent  origin  it  is  now  rapidly 
displacing  the  muffle  type  in  many  plants  for  the  following  reasons : 
It  has  a  more  uniform  distribution  of  heat  which  insures  the  uni- 
form firing  of  all  pieces  of  ware,  thus  reducing  the  risk  of  over- 
or  underfiring;  as  the  firing  is  discontinued  while  the  ware  is  at 
high  heat,  economy  in  fuel  is  obtained.     Its  solid  construction 
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of  standard  fire  brick  minus  special  forms  adds  to  its  life  thereby 
reducing  the  upkeep  and  making  possible  the  firing  of  the  ware 
without  deformation  of  the  muffle.  Added  to  this  advantage, 
its  complete  absence  of  gas  makes  it  an  ideal  furnace.  What 
relationship  exists  between  fuel  gas  and  fish-scaling,  if  such  does 
exist,  is  not  known.  That  its  effects  are  injurious  to  the  enamel 
cannot  be  doubted  by  the  appearance  of  the  disagreeable  bluish 
color  imparted  to  the  ground  when  fired  in  a  furnace  containing 
gas.  That  there  is  a  difference  in  ware  burned  in  a  muffle  type 
of  furnace  and  in  the  open  type  is  beyond  doubt.  The  fact  that 
the  muffle  type  is  very  seldom  free  from  gas  due  to  leaky  joints 
or  defective  flues,  while  the  open  type  is  entirely  free  from  gas 
gives  strength  to  the  opinion  of  many  that  the  action  of  gas  is 
a   contributing   cause   of   scaling. 

Another  important  condition  often  overlooked  in  firing  the 
ware  is  that  the  ground  coat  is  applied  too  thinly  and  fired  top 
hard.  The  fault  does  not  lie  so  much  in  the  length  of  time  con- 
sumed but  more  in  the  severe  high  temperatures  carried,  no 
provisions  being  allowed  the  ground  coat  for  the  subsequent 
firing  of  the  white.  This  is  especially  true  of  samples  of  hollow 
ware  examined,  for  upon  breaking  through  the  white,  one  will 
find  scarcely  any  traces  of  the  ground.  The  result  is  that  what 
anchorage  the  white  depended  upon  from  the  ground  has  been  de- 
stroyed by  overfiring,  a  condition  which  later  may  cause  fish- 
scaling  or  which  will  not  permit  the  abuse  to  which  the  ware  will 
be  normally  subjected. 

The  writer  has  long  held  the  opinion  that  all  sheet  steel  enamels 
could  be  so  formulated  as  to  lower  their  firing  temperatures  so 
that  after  firing,  the  ground  remained  intact.  While  this  may 
not  be  possible  on  hollow  ware,  owing  to  the  hard  acid-resisting 
whites  used,  this  rule  can  be  applied  to  stove,  refrigerator  and 
kindred  lines  and  would  result  in  more  shapely  and  durable  ware 

In  conclusion,  the  writer  would  state  that  the  plant  in  which 
he  is  at  present  employed  is  in  the  fourth  year  of  its  production. 
During  the  first  two  years  in  which  the  muffle  type  of  furnace 
was  used  the  firm  was  about  convinced  that  it  had  an  unwelcome 
monopoly  on  fish-scaling  and  years  of  past  experience  availed 
naught  in  correcting  the  trouble.     Every  source  from  which  it 
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might  originate  was  thoroughly  investigated  and  from  the  con- 
elusive  evidence  of  the  results  obtained  the  causes  were  traced 
to  the  three  conditions  under  discussion,  namely,  overfiring, 
clay,  and  furnace  construction.  An  open  type  furnace  was  in- 
stalled, firing  conditions  corrected  and  the  ground  coat  so  formu- 
lated as  to  mature  at  lower  temperatures.  A  clay  was  selected 
that  would  hold  the  frit  well  in  suspension  without  the  excessive 
addition  of  flotation  agents,  while  a  more  uniform  application 
of  the  ground  coat  was  produced.  In  the  last  two  years,  since 
the  change  was  made,  with  the  exception  of  an  occasional  piece 
that  could  be  readily  traced  to  underfiring,  all  pieces  have  been 
free  from  fish-scaling. 

Not  on  any  one  of  the  conditions  alone  depends  success  but 
on  the  three  combined.  A  successful  furnace  will  not  produce 
satisfactory  results  unless  the  dipping  or  slushing  conditions  have 
been  properly  controlled  and  this  in  turn  cannot  be  made  possible 
without  the  use  of  the  proper  clay.  Yet  it  is  very  evident  that 
if  the  three  conditions  are  carefully  regulated  the  general  result 
will  promote  success. 

Grand  Haven,  Mich. 


PHYSICAL  DEFECTS  IN  TANK  BLOCKS1 

By  Geo.  A.  Looms 
ABSTRACT 

An  investigation  of  some  of  the  leading  makes  of  tank  blocks  of  flux  grade 
tends  to  show  that  these  blocks  as  a  class,  are  not  as  free  of  physical  defects, 
such  as  fissures  and  lamination,  as  could  be  desired.  Photographs  are  shown 
of  representative  sections  of  the  blocks  examined. 

Physical  defects  in  tank  blocks,  such  as  fissures  and  lamination, 
especially  in  the  so-called  flux  grade,  are  generally  conceded  to  be 
detrimental  to  the  life  of  these  blocks  in  service,  and  hence,  to  the 
life  of  the  tank,  since  the  glass  more  readily  penetrates  and  attacks 
the  blocks  when  such  imperfections  are  present. 

An  investigation,  made  by  the  writer  about  two  years  ago,  in 
the  interests  of  the  Corning  Glass  Works,  Corning,  N.  Y.,  and 
which  included  some  of  the  leading  makes  of  flux  blocks,  indicated 
that  such  blocks,  as  a  rule,  were  not  as  free  of  physical  defects  as 
could  be  desired.  The  blocks  included  in  the  investigation  were 
made  during  the  war  period  and  were  said,  by  some  of  the  manu- 
facturers, to  be  below  their  usual  standard  in  freedom  from  de- 
fects. Recently-made  blocks  of  some  of  the  same  makes  have, 
however,  shown  but  little,  if  any,  improvement  in  this  respect. 
The  data  obtained  in  the  investigation  mentioned  is,  therefore 
presented  herewith  to  point  out  the  need  of  improvement. 

The  investigation  was  made  as  follows: 

Three  blocks  were  selected  at  random  from  carload  shipments 
of  each  of  three  makes.  One  block  was  likewise  taken  from  a 
small  shipment  of  another  make.  These  blocks  were  carefully 
cut  up  into  sections  about  three  inches  thick  by  cutting  all  around 
the  block  with  "a  broad  chisel  until  the  section  became  detached 
from  the  balance  of  the  block.  In  all  but  one  or  two  instances, 
these  sections  were  removed  intact.  Whenever  a  loose  "sliver"  re- 
mained attached  to  the  section,  it  was  carefully  removed  to  avoid 
1  Received  Nov.  21,   1921. 
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Fig.  1. — Representative  section  of  Fig.  2. — Representative  section   of 

Block  No.  1,  Make  No.  1.  Block  No.  2,  Make  No.  1. 


Fig.  3. — Representative  section  of  Fig.  4. — Representative  section  of 

Block  No.  3,  Make  No.  1.  Block  No.   1,  Make  No.  2. 


Fig.  5. — Representative  section  of  Fig.  G. — Representative-  section  of 

Block  No!  2,  Make  No.  2.  Block  No.  3,  Make  No.  2. 
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Fig.  7. — Representative  section  of 
Block  No.  1,  Make  No.  3. 


Fig.  8. — Representative  section  of 
Block  No.  2,  Make  No.  3. 


Fig.  9. — Representative  section  of 
Block  No.  3,  Make  No.  3. 


Fig.  10. — Representative  section  of 
block  of  Make  No.  4. 


mistaking  it  for  an  imperfection.  Each  section  was  then  care- 
fully examined  and  note  taken  of  the  size  and  number  of  fissures 
and  other  defects  present.  A  photograph  was  taken  of  a  repre- 
sentative section  of  each  block. 

The  observations  made  in  the  examination  of  the  various  blocks 
were  as  follows : 

Block  No.  1,  Make  No.  1. 


1st  section:   One  fissure  3"  by 


i  /  „" 


;   three  or  four  fissures  l/% 


by  Vw";   quite  a  number  of  small  pin  holes. 

2nd  section:  One  hair-line  crack  2"  long;  six  or  eight  small 
holes  about  :  i6"  in  diameter;  quite  a  few  pin  holes  and  small 
cracks. 
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3rd  section:  Two  fissures,  Vie"  by  V/;  five  or  six  holes  3/32" 
in  diameter;   one  hair-line  crack   1"  long;   many  small  pin  holes. 

4th  section:  Four  fissures,  1"  to  l1//  long  by  V32";  two 
holes  l/s"  in  diameter;  quite  a  number  of  small  checks  and  pin 
holes. 

5th  section:  Six  fissures  3/4"  to  1"  long  by  l/\%"  wide;  a  con- 
siderable number  of  pin  holes. 

6th  section:  One  fissure,  3"  by  78";  one  hole,  l/A"  by  s//; 
another,  1/%"  by  1/o";  another,  1/i"  in  diameter;  two  or  three 
fissures,  1"  by  l/ie";   quite  a  few  pin  holes. 

It  will  be  noted  in  the  representative  section,  shown  in  Fig.  1, 
that  this  block  also  shows  evidence  of  being  improperly  burned. 

Blocks  No.  2  and  3,  Make  No.  1. 

The  defects  noted  in  the  various  sections  of  these  two  blocks 
were  very  similar  to  those  noted  in  block  No.  1.  Representative 
sections  of  these  blocks  are  shown  in  Figs.  2  and  3,  respectively. 
.Block  No.  1,  Make  No.  2. 

1st  section:  One  fissure  8"  long  by  y32"  wide;  three  l1/2,/  to  2" 
by  V32";  two  holes  1/s'/  to  3/i6"  in  diameter;  many  small  pin 
holes. 

2nd  section:  One  fissure  G"  long,  IV2"  of  which  was  3/32"  wide, 
and  the  remainder  V32";  two  fissures  2"  by  3/32";  two  holes  Vg" 
in  diameter;    quite  a  number  of  small  checks  and  pin  holes. 

3rd  section:  Five  fissures  1"  by  l/&"\  two  2"  by  V32";  one 
hair-line  fissure  3 "  long;  one  irregular  hole  x//  in  diameter;  quite 
a  few  pin  holes. 

4th  section:  One  fissure  3"  by  V32";  one  hair-line  fissure  4" 
long,  and  another  2";  one  fissure  1"  by  l/8"  to  3/32";  three  or 
four  y2"  by  l/n" ;   a  number  of  pin  holes. 

5th  section:  One  fissure  6"  by  l/w";  two  l1//  to  2"  long  by 
V32";    several  small  checks  and  pin  holes. 

Gth  section:  Several  hair-line  fissures  2"  to  3"  long. 

A  section  of  this  block  is  shown  in  Fig.  4. 

Blocks  No.  2  and  3,  Make  No.  2. 

The  size  and  number  of  defects  in  these  blocks  were  much  the 
same  as  those  in  No.  1  of  this  make.  Figs.  5  and  6  show  repre- 
sentative sections  of  these  blocks. 

Blocks  No.  1 ,  2  and  3,  Make  No.  3. 
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Xot  a  fissure  or  other  defect  could  be  discovered  in  any  section 
of  these  blocks.  All  three  blocks  showed  a  very  compact  structure 
throughout.  Sections  of  these  blocks  are  shown  in  Figs.  7,  8  and 
9.  Xo.  2  block  (Fig.  8)  was  red  in  color  and  shows  dark  in  the 
photograph  so  that  the  actual  lack  of  any  defect  is  not  very 
apparent. 

Block  of  Make  Xo.  4. 

An  average  section  of  this  block  is  shown  in  Fig.  10.  Each 
section  showed  much  lamination  with  many  fissures,  some  of 
them  being  3"  to  4"  long  and  1  \"  wide;  also  numerous  small 
checks  and  pin  holes. 

It  will  be  observed  from  the  foregoing  data  that  physical  de- 
fects were  present  to  an  objectionable  extent  in  all  but  one  of  the 
makes  examined.  As  already  stated,  recently-made  blocks  of  some 
of  the  same  makes  have  been  observed  to  be  defective  to  practically 
the  same  extent,  and  inasmuch  as  some  of  these  makes  are  con- 
sidered among  the  best  on  the  market,  it  would  appear  that  there 
is  in  this  respect,  room  for  considerable  improvement  in  flux 
blocks  as  a  class. 

The  fact  that  all  of  the  blocks  of  one  of  the  makes  examined 
showed  a  total  absence  of  fissures,  lamination  and  other  defects 
would  seem  to  indicate  that  the  maker  of  these  blocks  has  found  a 
method  of  eliminating  such  imperfections.  At  any  rate  the  speci- 
mens examined  show  that  it  is  possible  to  produce  tank  blocks 
entirely  free  of  these  defects.  It  would,  therefore,  seem  that  the 
blocks  of  other  makes  could  at  least  be  materially  improved  in 
this  respect. 

It  is  not  intended,  in  this  paper,  to  suggest  a  method  of  elim- 
inating these  defects.  It  might  be  stated,  however,  that,  judging 
from  appearances,  closer  supervision  of  the  molding  by  the  present 
method  would,  in  some  cases,  materially  reduce  the  number 
of  badly  defective  blocks. 

Washington.  D.  C. 


EFFECT  OF  WEATHER  UPON  THE  STRENGTH  OF 
REFRACTORY  BRICK." 

By  R.  M.  Howe,  S.  M.  Phei.ps,  and  R.  F.  Ferguson2 
ABSTRACT 

Magnesia  and  silica  brick  should  be  protected  from  the  action  of  the 
weather. 

Open  textured  fireclay  brick  (usually  having  end  cold  crushing  strengths 
of  less  than  1500  pounds  per  square  inch)  should  be  afforded  protection  from 
the  action  of  the  weather. 

Finely  ground,  dense,  hard-burned  firebrick,  especially  those  of  medium 
or  low  refractoriness,  may  be  exposed  to  the  action  of  weather  with  a  reason- 
able amount  of  safety.  These  are  usually  made  from  one  clay  which  is  shaped 
on  a  dry  press  or  auger  machine  and  have  an  end  cold  crushing  strength 
approximating  5000  pounds  per  square  inch. 

Introduction 

In  many  cases  extreme  care  is  exercised  in  the  storage  of  re- 
fractory bricks  to  protect  them  from  the  action  of  the  weather. 
At  certain  plants  kilns  of  magnesia  brick  are  not  unloaded  in  rainy' 
weather.  In  other  instances  bricks  are  given  little  or  no  pro- 
tection from  the  action  of  rain  or  even  snow.  While  good  prac- 
tice would  favor  careful  storage,  it  should  be  remembered  that 
clay  bricks  aie  used  for  paving  and  building  and  undergo  very 
little  deterioration  due  to  the  action  of  the  weather. 

Inasmuch  as  there  were  no  definite  data  as  to  the  effect  of 
weather,  the  tests  herein  described  were  started  December  15th, 
1919,  in  order  to  secure  definite  information  on  the  subject. 

Materials  Used 

Fireclay,  silica  and  magnesia  brick  were  purchased  in  the 
open  market  for  use  in  this  test.  The  fireclay  bricks  of  type 
"A"  were  made  from  semi-flint  clay  and  were  of  first  quality 

1  Received  Nov.  24,  1921. 

2  Contribution  from  the  Refractories  Manufacturers  Association  Fellow- 
ship, Mellon  Institute  of  Industrial  Research,  Pittsburgh,  Pa. 
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refractoriness.  The  fireclay  bricks  of  type  "B"  were  made  of 
about  80  per  cent  of  flint  clay  and  bats  bonded  with  20  per  cent 
of  plastic  clay.  The  silica  brick  were  typical  open-hearth  and 
by-product  coke-oven  brick.  The  magnesia  brick  were  repre- 
sentative machine-made  brick,  such  as  are  used  in  the  metal- 
lurgy of  iron,  steel,  and  copper.  The  analyses  are  presented 
in  Table  I. 

Table  I 
Analyses  of  Refractory  Brick  Exposed  to  Weather 

Kind  of 

refractory 

brick 

Silica 

Alumina 

Ferric  Oxide 

Lime 

Magnesia 

Alkalies 

Total 


Fireclay 
brick 
"A" 

Fireclay 
brick 
"B" 

Silica 
brick 

Magnes 
brick 

50.98 

55.02 

96.58 

7.80 

43.94. 

39.89 

.74 

2.42 

3.16 

3.63 

.50 

3.62 

.36 

.86 

1.88 

3.86 

.52 

.26 

.16 

82.40 

1.32 

.79 

.21 

trace 

100.28 


100 . 45 


100.07 


100.10 


Fig.  1. — Method  of  exposing  re- 
fractory brick. 


Method  of  Exposure.3 

The  bricks  were  piled  on  the 
ground  about  10  high  in  a  wire 
pen  which  was  open  at  the  top 
and  protected  on  only  one  side 
(see  Fig.  1).  Samples  were  re- 
served for  testing  and  the  rest 
were  stored  for  3,  6,  9  and  12 
month  periods.  Care  was  exer- 
cised at  the  expiration  of  these 
intervals  to  secure  specimens  from 
the  top,  center,  and  bottom  of 
the  pile. 


Method  of  Testing 

Only  a  few  kinds  of  tests  were  applied  so  that  a  greater  number 
of  samples  would   be   available   for  each   and  because  weather 
could  not   seriously   affect  many  of  the  characteristics  usually 
3  The  weather  during  the  period  was  typical  of  Pittsburgh,  Pa. 
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determined.  It  might,  however,  lower  their  mechanical  strength 
and  thus  decrease  their  resistance  to  abrasion,  resistance  to 
spalling,  or  crushing  strength.  Consequently,  cold  crushing 
tests  were  applied  to  each  set  of  samples,  selecting  from  six  to 
eight  in  each  case.  It  can  be  assumed  that,  with  a  given  lot  of 
brick,  the  resistance  to  abrasion  and  impacts,  the  strength  in 
arches,  and  the  strength  under  load  at  high  temperatures  would 
vary  with  the  cold  crushing  strength. 

This  is  also  true  for  the  resistance  to  spalling  when  one  par- 
ticular lot  of  bricks  is  under  consideration.  While  thermal 
expansion,  vitrification,  grind  and  burn  all  have  a  relationship 
to  spalling,  these  characteristics  are  constant  for  each  brand  and 
so  the  most  important  variable  that  might  enter  in  this  case  ap- 
pears to  be  a  possible  decrease  in  the  strength  of  the  bond.  Spall- 
ing tests  were  made  upon  the  fireclay  brick,  although  they  were 
omitted  with  the  magnesia  and  silica  brick  because  of  the  diffi- 
culty of  obtaining  significant  results  with  these  two  types. 

The  spalling  tests  with  the  fireclay  brick  consisted  in  heating 
the  specimens  in  the  door  of  a  furnace  operating  at  1350  °C, 
partially  immersing  in  a  trough  of  running  cold  water  for  three 
minutes,  air-drying,  and  repeating  in  hourly  cycles.  The  bricks 
under  consideration  were  particularly  well  bonded  and  hence 
the  tests  were  discontinued  after  25  partial  immersions. 

Results  of  Cold  Crushing  Tests 

The  figures  given  in  Table  II  are  expressed  as  end  cold  crush- 
ing strengths  in  pounds  per  square  inch. 

The  average  values  are  taken  from  six  to  eight  determinations, 
a  few  of  the  results  having  been  discarded  when  they  showed 
abnormal  deviation  from  the  average. 

Table  II 
End  Cold  Crushing  Strengths  of  Refractory  Brick  after  Exposure 

Type 

Maximum  value 
Minimum  value 
Fireclay  A  Average  value 

Per  cent  average  devia- 
tion 22.8  13. 4  9  3 


As 
received 

After  6 
months 

After  12 
months 

1418 

1404 

L109 

782 

855 

891 

1127 

1114 

1005 
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End  Cold  Crushing  Strengths  of  Refractory  Brick  after  Exposure 


As 

After  6 

After  12 

Type 

received 

months 

months 

Maximum  value 

1355 

909 

755 

Minimum  value 

545 

545 

545 

Fireclay  B 

Average  value 

Per  cent  average  devia- 

885 

693 

640 

tion 

26.9 

20.5 

10.1 

Maximum  value 

2727 

2245 

1418 

Minimum  value 

1373 

1327 

909 

Silica 

Average  value 

Per  cent  average  devia- 

1830 

1680 

1111 

tion 

231 

17.7 

17.5 

Magnesia 


Maximum  value  5582 
Minimum  value  3273 
Average  value  4464 
Per  cent  average  devia- 
tion 14.5 


4255 

3914 

2726 

2082 

3780 

297S 

12. 


17.4 


Results  of  Spalling  Tests 
The  following  results  also  represent  an  average.  It  should 
be  noted,  however,  that  the  bricks  tested  were  unusually  well 
bonded.  This  condition  was  not  anticipated  and  the  series 
should  also  have  included  bricks  which  fail  after  five,  ten,  and 
twenty  immersions. 

Table  III 

Per  cent  SrALLiNG  Loss  of  A  and  B  Firebricks  after  Exposure  and 

25  Immersions  in  Test 


As 
received 

17 
10 


After 

six 

months 

16 

22 


After 
twelve 
months 

40 
33 


Discussion  of  Results 
The  crushing  strength  of  the  magnesia  bricks  decreased  15 
per  cent  in  six  months  and  33  per  cent  in  twelve  months.  .  This 
decrease  can  safely  be  interpreted  as  representing  still  greater 
decrease  in  resistance  to  abrasion,  construction  stresses  and 
spalling.  When  the  original  bricks  were  compared  in  the  load 
test  under  a  pressure  of  25  pounds  per  square  inch  with  those 
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which  had  been  weathered  for  12  months,  the  latter  sheared  at 
a  temperature  about  40  °C  lower.  The  magnesia  bricks  under- 
went the  greatest  percentage  loss  in  strength, — a  fact  which 
explains  the  practice  of  protecting  them  carefully  from  the  weather. 

The  decrease  in  the  strength  of  the  silica  bricks  was  rather 
unexpected  for  they  showed  no  outward  signs  of  deterioration. 
Nevertheless,  they  lost  39  per  cent  of  their  original  strength 
during  the  12-month  period.  This  condition  is  equally  as,  or 
more  serious  than,  is  the  case  with  the  magnesia  bricks,  for  one 
of  the  greatest  assets  of  silica  bricks  is  their  high  strength,  es- 
pecially at  working  temperatures. 

The  fireclay  bricks  lost  from  1  to  21  per  cent  in  cold  crushing 
strength  after  six  months  and  from  11  to  28  per  cent  after  twelve 
months.  Additional  samples  of  a  third  very  strong  brand  of 
machine-made  firebrick  (C)  were  secured  after  six*  months. 
They  had  an  original  end  crushing  strength  of  over  5,000  pounds 
per  square  inch  and  showed  practically  no  loss  in  strength  after 
six  months'  exposure.  On  the  other  hand,  some  open  porous 
hand-made  bricks  having  an  end  crushing  strength  of  only  500 
pounds  per  square  inch  were  practically  worthless  after  six  months' 
storage  at  a  plant. 

Mellon  Institute  of  Industrial  Research 

University  of  Pittsburgh 

Pittsburgh,  Pa. 


POROSITY:  VI.  DETERMINATION  OF  POROSITY  BY  THE 
METHOD  OF  GAS  EXPANSION  * 

By  Edward  W.  Washburn  and  Elmer  N.  Bunting 
ABSTRACT 

Theory  of  the  method. — The  pore  volume  is  measured  by  allowing  the  gas 
which  fills  the  pores  to  expand  into  a  measured  volume  and  measuring  the 
accompanying  fall  in  pressure. 

Applicability. — The  method  is  in  general  applicable  to  pieces  of  any  size 
and  shape  and  to  all  classes  of  porous  bodies  or  materials. 

A  new  porosimeter. — For  rapid  work  with  shaped  test  pieces  a  new  porosim- 
eter  is  described.  The  new  instrument  measures  accurately  both  pore 
volume  and  bulk  volume.  A  complete  porosity  determination  can  be  made 
in  5  minutes.  No  weighing  is  required.  The  results  on  ceramic  bodies  are 
reproducible  to  one  unit  in  the  first  decimal  place  of  the  per  cent  porosity. 
Considerably  higher  accuracy  than  this  can  be  secured  if  desired. 

Results. — The  results  obtained  with  the  new  method  are  in  all  cases  higher, 
in  a  number  of  cases  very  much  higher,  than  those  obtained  by  the  methods 
of  liquid  absorption  in  current  use.  For  fired  bodies  the  same  results  are  ob- 
tained with  dry  air,  hydrogen  or  helium  as  the  pore  filling  gas.  The  results 
show  conclusively  that  complete  filling  of  all  the  pores  in  a  reasonable  time 
can  not  be  secured  by  any  of  the  current  methods  using  a  liquid  as  the  pore 
filling  agent. 

XVI.     Introduction 

53.  Theory  of  the  Method. — In  the  method  described  in  the 
present  paper  a  gas  instead  of  a  liquid  is  employed  as  the  pore 
filling  agent  and  its  amount  is  determined  by  measuring  the  fall 
in  pressure  which  accompanies  a  definite  increase  in  its  volume.38 
Owing  to  the  low  viscosity  of  gases  this  method  is  capable  of 
yielding  accurate  results  even  for  bodies  with  exceedingly  fine 
*  Presented  before  a  meeting  of  the  Ohio  Section,  in  Columbus,  Nov. 
19,  1921. 

38  The  principle  of  this  method  was  employed  by  Zehnder  [Ann.  Phys., 
10,  40  (1903)  and  15,  328  (1904)]  in  an  effort  to  perfect  a  rapid  method  for 
determining  the  true  density  of  a  material.  For  this  purpose  the  results  were 
not  satisfactory  from  the  point  of  view  of  accuracy.  The  extension  of  the 
method  to  the  determination  of  porosity  is  of  course  obvious  but  does  not 
seem  to  have  been  made  heretofore. 
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pores  where  the  liquid-absorption  method  either  fails  or  requires 
recourse  to  high  pressure  apparatus.  The  new  method  possesses 
none  of  the  drawbacks  or  sources  of  error  of  the  liquid-absorption 
methods  and  in  addition  possesses  a  number  of  marked  advan- 
tages of  its  own.  The  degree  of  accuracy  attainable  is  greatly  in 
excess  of  any  practical  requirement  of  ceramic  testing. 

54.  Applicability  of  the  Method. — The  method  is  in  general 
applicable  to  pieces  of  any  shape  or  size,  including  granular  ma- 
terial, and  to  all  classes  of  porous  bodies  or  materials  whose  bulk 
volume  can  be  determined.  Since  no  absorption  liquid  is  em- 
ployed, the  piece  under  investigation  is  not  injured  or  altered  in 
any  way  during  the  determination.  The  method  could  thus  be 
safely  employed  for  determining  the  porosity  of  pieces  of  art  pot- 
tery, archeological  specimens  or  materials  which  might  be  injured 
by  absorption  liquids. 

Two  procedures  will  be  described.  The  first  one,  which  will 
be  called  the  General  Method,  is  applicable  to  pieces  of  any  size 
or  shape  but  is  not  so  rapid  as,  and  requires  somewhat  more  elabo- 
rate apparatus  than,  the  second  method.  The  second  method, 
which  will  be  called  the  Rapid  Method  is  designed  for  shaped  test 
pieces  and  for  rapid  measurements  in  the  laboratory  or  works. 

XVII.     The  General  Method 

55.  Apparatus  and  Procedure. — A  flask  or  other  suitably 
shaped  vessel,  B,  of  volume,  \\,  is  joined,  by  a  capillary  tube  carry- 
ing a  stop-cock,  to  the  test  vessel  A,  of  volume  V  (see  Fig.  7).  To 
the  vessel  A  is  also  attached  a  suitable  manometer  for  measuring 
the  pressure.  The  weighed  piece  or  sample  (W  grams)  of  the  dry 
material  is  placed  in  vessel  A  and,  if  maximum  accuracy  is  re- 
quired, the  remaining  unfilled  portion  of  vessel  A  is  filled  with 
glass  beads  or  rods  of  density  Dg  and  mass  mg.  The  vessel  A 
is  then  evacuated  to  some  low  pressure  Po    (e.g.,  20  mm.  Hg). 

Flask  B  is  filled  with  a  non-adsorbable  gas  under  suitable  pres- 
sure. For  most  ceramic  bodies  dry  air  is  a  satisfactory  gas  but 
hydrogen  will  be  required  in  some  instances.  (Vide  infra,  Sec.  69.) 
Helium  could,  of  course,  be  employed  for  all  types  of  porous  ma- 
terials at  room  temperatures  or  above.     If  a  gas  other  than  air  is 
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used,  the  vessel  A  and  the  pores  of  the  material  under  investigation 
must  first  be  filled  with  this  gas  before  evacuating  vessel  A  to  the 
pressure  Po . 

The  whole  apparatus  is  now  allowed  to  stand  (preferably  in 
a  constant  temperature  bath,  if  maximum  accuracy  is  desired) 
until  temperature  equilibrium  is  attained.  The  vessel  B  is  then 
opened  momentarily  to  the  atmosphere  in  order  to  secure  atmos- 
pheric pressure  within  it  and  is  then  closed  again.     When  com- 


Fig.  7. — Porosimeter,  general  type. 
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plete  temperature  equilibrium  is  attained  the  manometer  is  read 
(PJ  and  the  stop-eoek  connecting  the  two  vessels  is  then  opened. 
When  equilibrium  is  again  attained  the  manometer  is  again  read, 
P.  The  per  cent  porosity  x  can  then  be  calculated  from  the 
relation 

l(P-P)VB  VB  J  (14) 


The  bulk  volume  VB,  if  not  determined  directly  on  the  sample  or 

W 
piece  used,  is  calculated  from  the  relation    I  #=  ~pr~' 

The  functioning  of  the  manometer  should  not  appreciably 
affect  the  volume  of  the  vessel  to  which  it  is  attached  or  else  the 
necessary  correction  should  be  applied.  The  method  could  ob- 
viously be  used  with  the  manometer  attached  to  either  of  the  two 
vessels  and,  if  desired,  the  evacuation  might  be  applied  to  vessel  B 
instead  of  to  vessel  A.  The  formula  for  any  of  these  arrange- 
ments and  procedures  is  readily  deducible  from  the  gas. laws. 

56.  Precision  of  Measurement  and  Principles  of  Design. — 
The  best  volume  for  the  vessel  B  is  that  given  by  the  expression 

_.       100(F-mgL>g)-f-(x-100)    VB 

v  i 


100  (15) 

and  under  these  conditions 

2  (1G) 

For  a  given  sized  test  piece  the  accuracy  of  the  measurement 
increases  as  the  unfilled  space  in  vessel  A  decreases.  This  is  the 
reason  for  filling  the  space  around  the  test  piece  with  glass  rods 
or  beads  as  far  as  possible. 

If  the  volume  measurements  are  accurate  to  0.01  cc.  and  the 
pressure  measurements  to  0.2  mm.  of  mercury,  the  total  error  in 
x  will  not  exceed  0.1  unit  for  porosities  up  to  30  per  cent  and 
will  not  exceed  0.2  unit  for  higher  porosities.  Greater  accuracy 
can  be  secured,  if  required,  by  proper  design  and  care  in  measure 
ment. 
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imeter. 


vSome  control  of  temperature  is  essential  for  the 
most  accurate  work.  Thus  a  variation  of  0.5°  in 
temperature  between  the  initial  and  final  pressure 
readings  will  produce  an  error  of  only  about  0.1 
unit  in  the  computed  porosity  provided  Po  is  not 
greater  than  about  20  mm.  of  Hg. 

XVIII.     The  Rapid  Method 

57.  The  Apparatus. — A  special  apparatus  called 
a  porosimeter  has  been  designed  for  rapid  porosity 
determinations  by  the  gas  expansion  method.  The 
apparatus  is  designed  primarily  for  use  with  shaped 
test  pieces  and  is  at  the  same  time  a  simple  and 
accurate  volumeter  and  expansimeter.  The  bulk 
volume  and  the  pore  volume  of  the  test  piece  are 
both  directly  measured  and  no  weighing  is  required 
in  any  stage  of  the  process. 

The  complete  porosimeter  is  shown  in  Fig.  8_ 
It  consists  of  the  porosity  bulb  A,  connected  by 
an  impervious  rigid  walled  flexible  tube,  F,  to  the 
burette  B,  which  is  provided  with  a  movable  read- 
ing arm,  D.  The  burette  tube  is  of  uniform  bore 
and  is  accurately  graduated  in  centimeters  and 
millimeters.  Its  internal  cross-section  should  pref- 
erably be  chosen  so  as  to  be  close  to  one  square 
centimeter  or  some  even  multiple  or  submultiple 
thereof. 

58.  Porosity  Bulb  Detail. — The  details  of  the 
construction  of  the  porosity  bulb  are  shown  in 
Fig.  9.  This  bulb -consists  of  a  vessel  just  large 
enough  to  admit  an  unfired  test  piece  of  standard 
dimensions.  The  hooks  on  the  outside  allow  the 
cap  to  be  held  tightly  in  place  by  means  of  rubber 
bands  or  spring  clamps.  The  small  projections  on: 
the  inside  of  the  cap  are  for  the  purpose  of  prevent- 
ing the  closure  of  the  outlet  tube  by  the  test  piece 
as  it  is  lifted  by  the  admission  of  the  mercury. 
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The  cap  and  both  stop-cocks  must  be  well  ground  and  fitted  so 
that  the  bulb  will  hold  a  vacuum  for  at  least  15  minutes  without 
leakage  greater  than  the  equivalent  of  0.1  mm.  of  mercury.39  For 
bulk  volume  measurements  only,'  where  the  highest  accuracy  is 
required,  the  porosity  bulb  may  be  provided  with  the  side  tube 
3,  for  convenience  in  drawing  off  mercury.  For  most  ceramic 
testing   however,  this  side  tube  is  an  unnecessary  complication. 

The  piece  R  (Fig.  9)  is  a  solid  glass  rod,  called  the  reference 
piece,  whose  volume  \'r,  is  accurately  determined  by  weighing 
it  suspended  in  a  liquid.     Its  purpose  is  explained  below. 

59.  Setting  up  the  Apparatus. — Clean  the  porosity  bulb 
and  burette  with  chrome  cleaning  mixture  and  dry.  Lubricate 
all  ground  joints.39  Connect  the 
apparatus  as  shown  in  Fig.  S, 
and  wire  each  connection 
tightly.  Place  the  bulb  and 
burette  in  their  supports.  Place 
in  the  porosity  bulb  the  refer- 
ence piece,  R,  whose  volume 
VR,  is  equal  to  (1  —  s)Vd  where 
Vd  is  the  bulk  volume  of  the  test 
piece  for  which  the  porosity  bulb 
is  designed  (cf.  Sec.  67)  and  5  is 
the  maximum  fractional  shrink- 
age which  must  be  provided  for. 
Place  the  cap  on  the  porosity 
bulb  and  secure  it.  Then  raise 
the  burette  until  its  zero  mark 
is  on  a  level  with  stop-cock  1 
(Fig.  9).  Open  both  stop  cocks 
and  pour  clean  mercury  into  the 
burette  until  the  porosity  bulb 
is  full.  Manipulate  the  appar- 
atus until  all  bubbles  of  air 
caught  between  mercury  and  the 
tube  wall  have  been  removed.         Fig.  9. — Porosity  bulb  detail. 

89  The  sealing  varnish  and  the  lubricant  previously  described  (see  foot- 
note H4)  may  be  used  as  needed  at  these  ground  joints. 
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60.  Determination  of  the  Volume  of  the  Porosity  Bulb. — 
This  determination,  which  needs  to  be  made  only  once  for  a 
given  apparatus,  is  conveniently  carried  out  as  follows:  With  the 
reference  piece  in  place  and  both  stop-cocks  open,  raise  the  burette 
until  the  mercury  just  fills  the  porosity  bulb  up  to  and  into  stop- 
cock 1.  Close  both  stop-cocks  and  lower  the  burette  until  the 
mercury  surface  is  approximately  level  with  mark  C  (Fig.  9). 
Read  the  burette,  Ri.  Open  stop  cock  2,  and  lower  the  burette 
until  the  mercury  level  in  the  porosity  bulb  coincides  with  mark  C. 
Close  stop-cock  2  and  raise  the  burette  until  the  mercury  surface 
is  again  approximately  level  with  mark  C.  Read  the  burette, 
Ro.  The  difference  between  the  two  burette  readings,  R2—R1,  is 
the  free  volume  \  'F,  of  the  porosity  bulb  when  the  bulb  contains 
the  reference  piece. 

Open  stop-cock  1  and  remove  the  reference  piece.  Open  stop- 
cock 2  and  again  raise  the  burette  until  the  mercury  level  stands 
approximately  at  its  zero  mark.  Close  stop-cock  2,  lower  the 
burette  until  the  mercury  surface  in  it  is  on  the  level  of  mark  C 
and  read  again,  i\3.  Now  pour  out  the  mercury  in  the  porosity 
bulb  until  the  level  falls  to  mark  C.  Collect  and  weigh  this 
mercury,40  mm   grams. 

The  volume  V,  of  the  porosity  bulb  may  now  be  computed, 
in  burette-scale  units,  from  the  relation 

T-     T-     .}'R(R2  —  R3)Dm 

where  Dm  is  the  density  of  mercury  at   the  room  temperature 
prevailing. 

61.  Determination  of  the  "Effective  Barometric  Pressure." — 
The  "effective  barometric  pressure"  B,  is  a  quantity  which  is 
constant  for  a  given  piece  of  apparatus  but  is  a  function  of  the 
actual  barometric  pressure  of  the  locality  at  the  time  the  apparatus 
is  being  used.  A  value  once  determined  can  be  employed  as  long 
as  the  barometer  is  constant.  The  determination  is  made  as  fol- 
lows :  Place  the  reference  piece  in  the  porosity  bulb  and  secure  the 
cap  in  place.  With  both  stop  cocks  open,  raise  the  burette  until 
all  the  air  is  driven  out  of  the  porosity  bulb.  Close  stop-cock  1 . 
40  If  the  porosity  bulb  is  provided  with  the  side  tube  3  (Fig.  9)  this  mer- 
cury can  be  more  conveniently  drawn  off  through  this  tube. 
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Lower  the  burette  until  the  mercury  level  in  the  bulb  stands 
at  mark  C.  Clamp  the  burette,  set  the  reading  arm  on  the  level 
of  the  mercury  surface  at  C  and  read  its  position  on  the  burette, 
Rc.  Then  read  the  position  of  the  mercury  surface  in  the  burette, 
Rm. 

B  =  RC-Rm  (18) 

It  is  evident  that  the  determination  of  the  effective  barometric 
pressure  is  almost  as  simple  an  operation  as  reading  an  ordinary 
barometer.  For  a  given  bulb  it  differs  from  the  true  barometric 
pressure  of  the  locality  by  a  substantially  constant  amount  of 
about  a  millimeter.  This  small  difference,  which  is  made  up 
of  the  capillary  pressure  at  C  plus  the  pressure  of  a  small 
amount  of  adsorbed  air  given  off  from  the  walls  of  the  porosity 
bulb,  cancels  out  in  the  numerator  of  equation  (14),  since  the  same 
effects  are  present  to  substantially  the  same  extent  in  the  subse- 
quent operations  with  the  test  piece  in  place.  In  the  computa- 
tion, therefore,  this  "effective  barometric  pressure"  should  be 
used  rather  than  the  actual  barometric  pressure. 

62.  Preparation  of  the  Test  Piece. — The  dried  test  piece  is 
trimmed  with  a  knife  to  the  size  for  which  the  porosity  bulb  is 
designed,  or  until  its  dimensions  are  such  that  on  burning  it  will 
shrink  to  this  size  or  smaller.41  After  burning,  it  should  be  cleaned 
and  trimmed  as  directed  in  Sec.  43.  Unless  the  test  piece  has  been 
in  contact  with  water  or  with  very  damp  air  it  is  not  necessary,  with 
burned  ceramic  bodies,  to  dry  the  test  piece  previous  to  making 

'y  be  determination. 

63.  Determination  of  the  Porosity. — With  the  test  piece  in 
place  raise  the  burette  until  the  mercury  fills  the  porosity  bulb 
up  to  some  point  within  the  bore  of  stop-cock  1 .  Read  the  burette, 
Ro .  Then  proceed  exactly  as  in  the  determination  of  the  effective 
barometric  pressure.  Before  taking  the  final  pressure  readings, 
which  will  now  be  called  R'c  and  R'm,  wait  until  these  readings 

41  If  the  porosity  bulb  is  cylindrical  in  cross-section,  somewhat  greater 
accuracy  can  be  secured  in  some  instances  (Vide  infra,  Sec.  67)  by  using  test 
pieces  with  approximately  octagonal  cross-sections,  which  can  be  conveniently 
produced  by  shaving  off  the  edges  of  the  ordinary  rectangular  briquette  after 
drying.  For  most  practical  purposes,  however,  the  usual  rectangular  bri- 
quette will  be  quite  satisfactory. 
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have  become  constant,  adjusting  the  burette  from  time  to  time 
as  mav  be  necessary  to  make  the  mercury  level  in  the  bulb  coin- 
cide with  mark  C  With  most  ceramic  bodies  equilibrium  will 
be  attained  in  two  or  three  minutes,  but  with  certain  bodies,  con- 
taining a  considerable  volume  of  micropores,  as  much  as  30  min- 
utes may  be  required.  If  the  mercury  level  at  C  remains  constant 
for  3  minutes  equilibrium  may  be  assumed  to  have  been  at- 
tained and  the  final  adjustment  and  readings  may  be  made. 

When  R'c  and  R'm  have  been  determined  close  stop-cock  2 
and  raise  the  burette  until  the  mercury  level  in  it  is  approximately 
level  with  mark  C  and  read  the  burette,  R. 

If  the  walls  of  the  flexible  tube  F  (Fig.  8)  are  not  compressed 
appreciably  by  the  varying  heights  of  mercury  attained  during 
the  measurements 

R=R'm=Rm  (19) 

and  the  determination  of  R  and  R'm  may  be  omitted.  With  a  prop- 
erly constructed  flexible  tube  this  will  be  approximately  the  case 
and  for  most  practical  purposes  only  the  readings  Ro  and  R'c 
need  be  made.  In  any  case  if  the  relation  (19)  is  found  to  be  ap- 
proximately but  not  exactly  correct,  small  correction  factors 
(which  will  be  functions  of  the  porosity)  can  be  determined  for 
each  apparatus  containing  a  given  quantity  of  mercury  and  ap- 
plied to  the  reading  Rm  in  order  to  obtain  R'm  and  R  thus  ob- 
viating the  necessity  of  making  these  two  readings  in  each  de- 
termination. The  influence  of  these  and  all  other  small  correction 
factors  can  also  be  eliminated  by  calibrating  the  whole  apparatus 
as  described  in  Sec.  65. 

64.  Calculation  of  the  Porosity. — The  per  cent  porosity  is 
computed  from  the  relation 

±_        [B-(R'c-R'JKR-R.)  m) 

100      {R'c  -  R'm  +  A)  [V-(R-RJ] 

The  small  capillary  depression  correction,  A,  is  a  constant  for  a 
given  apparatus  and  may  be  determined  as  follows:  With  both 
stop-cocks  open  raise  the  burette  until  the  mercury  stands  at  mark 
C.  The  difference  in  the  two  mercury  levels  is  the  quantity  A. 
Repeat  several  times  and  take  the  average.     If  the  porosimeter 
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is  calibrated,  as  described  in  Sec.  Go,  any  uncertainty  in  the 
quantity  A  will  be  automatically  taken  care  of  by  the  calibration, 
and  can  have  no  influence  on  the  result. 

In  equation  (20)  the  quantity  R—R0,  is  the  free  volume,  VF, 
of  the  porosimeter  and  the  quantity,  V—{R  —  Ro),  is  the  bulk 
volume,  VB,  of  the  test  piece  in  burette  scale  units.  If  the  porosimr 
eter  is  provided  with  the  side  arm  3  (Fig.  9)  these  volumes 
can,  if  desired,  be  determined  to  a  high 
degree  of  accuracy  by  drawing  off  the 
mercury  through  this  side  arm  and  weigh- 
ing or  measuring  it.  In  that  case  the 
burette  tube  can  be  replaced  by  a  simple 
leveling  bulb  and  the  pressures  read  by 
means  of  a  cathetometer  or  a  meter  stick. 
(See  Fig.  10.)  This  modified  form  of  poros- 
imeter construction  while  capable  of  some- 
what greater  accuracy  requires  more  obser- 
vations and  more  manipulations  and  is 
somewhat  more  expensive  to  construct. 
The  simpler  and  more  rapid  form  shown 
in  Fig.  8  is  therefore  to  be  preferred  for 
regular  ceramic  testing. 

65.  Calibration  of  the  Porosimeter. — 
Like  any  other  scientific  measuring  instru- 
ment the  porosimeter  should  be  calibrated 
over  the  region  in  which  it  is  to  be  used, 
if  results  of  the  highest  accuracy  are 
desired.  Calibration  can  also  be  made  to 
take  care  of  any  uncertainty  in  the  small 
A  correction  and  of  any  small  differences 
between  Rm,  R'm  and  R,  thus  eliminating 
entirely  two  of  the  readings  which  would 
otherwise  have  to  be  taken  during  each 
determination  {Vide  supra,  Sec.  63). 

The  calibration  is  made  with  the  aid  of 
the  standard  test  piece  B,  Fig.  9.  This 
test  piece  is  a  small  bottle  provided  with  a 
ground  glass  stopper  having  a  fine  capillary  Fig.  10. 
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opening  through  it.  The  bulk  volume  of  the  bottle  and  stopper  is 
equal  to  that  of  the  test  piece  for  which  the  porosimeter  is  designed. 
(Cf.  Sec.  67.)  The  bottle  and  stopper  are  accurately  weighed, 
first  empty  and  then  filled  with  water  at  known  temperature. 
Finally  the  bottle  is  filled  with  water,  stoppered,  and  weighed  sus- 
pended in  water  at  known  temperature.  From  these  data  the 
porosity,  xs,  of  this  standard  test  piece  can  be  accurately  computed. 
Its  porosity  can  also  be  varied  between  xs  and  0,  by  placing  in  it 
known  weights  of  mercury.  It  is  thus  evident  that  by  using  such 
standard  test  pieces  the  porosimeter  can  be  checked  at  any  point 
on  the  porosity  scale  and  a  curve  of  corrections  prepared,  based 
either  upon  the  procedure  given  in  Sec.  63,  or  upon  that  procedure 
with  the  omission  of  the  readings  R'm  and  R.  From  this  curve 
the  correction  which  must  be  applied  to  any  measured  porosity 
in  order  to  obtain  the  correct  value,  can  be  read  off  directly. 

From  time  to  time  it  will  be  necessary  to  remove  the  mercury 
from  the  porosimeter  so  that  both  the  mercury  and  the  porosim- 
eter may  be  cleaned.  When  the  porosimeter  is  refilled,  care 
should  be  taken  to  use  always  the  same  quantity  of  mercury,  or 
rather  that  quantity  of  mercury  which  gives  the  same  reading  on 
the  burette  scale  when  the  mercury  in  the  bulb  stands  at  mark  C. 

If  the  flexible  connecting  tube  stretches  appreciably  under  the 
varying  mercury  heights  employed,  the  calibration  correction  will 
vary  somewhat  with  the  bulk  volume  of  the  test  piece  as  well  as  with 
its  porosity.  With  a  properly  constructed  flexible  tube  this  latter 
variation  will,  however,  be  entirely  negligible.  In  any  case  its  mag- 
nitude could  obviously  be  determined,  if  desired.  It  is,  of  course, 
desirable  to  check  a  few  points  on  the  calibration  curve  occasionally. 

66.  Precision  Discussion. — The  precision  attainable  in  the 
result  depends  upon  the  volume  of  the  porosity  bulb,  upon  the 
bulk  volume  and  porosity  of  the  test  piece  and  upon  the  diameter 
of  the  burette  and  is  calculable  for  any  given  case. 

As  an  illustration  of  the  precision  attainable,  a  calculation  will 
be  made  for  the  particular  apparatus  employed  in  the  experi- 
ments described  below.  This  apparatus  was  not  designed  to 
give  the  maximum  attainable  accuracy,  but  was  designed  to  employ 
rectangular  test  pieces  and  to  give  all  the  accuracy  required  for 
ceramic  bodies,  other  than  highly  vitrified  porcelains. 
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The  burette  had  a  cross-section  of  one  square  centimeter.  The 
green  test  pieces  were  rectangular  briquettes  4  in.  long  and  1  in. 
square.     The  porosity  bulb  was  approximately  100  cc.  in  volume. 

In  computing  the  precision  attainable  in  x  (equation  20)  we 
will  assume  that  each  of  the  quantities,  V,  B,  R'c  —  R'mi  and  R 
—  Ro  can  be  measured  with  a  precision  of  ±0.5  mm.  on  the  scale 
of  the  burette,  a  precision  which  is  attainable  with  careful  work. 

By  differentiating  equation  (20)  separately  with  respect  to 
each  of  these  quantities  and  substituting  the  numerical  values 
indicated,  we  obtain  the  following  expressions  for  the  separate 
effects : 

For  F(  =  100  cc.),Ai  =  0.05  cc.  and 

Axi  = Z£*i =  0 .  001*  (21) 

V-(R-  RJ 

For  5(  =  750  mm.),A2  =  0.o  mm.  and 

x{  [V  -  (R  -  R„)]  +  IOQ(R-R0)\        (100  +  *)    ,22n 
A*2  =  :        B(R-Ro)  750     '   ^ 


For  R'-R'm,    As  =  0.5  mm.  and 


A*3  = 


x{[V-(R-Ro)]  +  l00(R-Ro)}2  =  (100  +  *)' 
100B  (R  -  Ro)  [V  -  (R  -  RJ]  150,000 


(23) 


For  R-RB  (  =  50  cc),  A4  =  0.05  cc.  and 

VxAi 
Ci  =  (R-Ro)[V-{R-R0)\  ~     500 


A*4  = —. — t^ — =-r,  =  -r^r-       A24) 


The  total  error  in  *  arising  from  the  combined  effects  of  all 
four  errors  will  on  the  average  be  equal  to  the  square  root  of  the 
sum  of  the  squares  of  the  separate  errors.  In  Table  VIII  are 
shown  the  magnitudes  of  the  separate  errors  and  the  total  error 
for  bodies  of  different  porosities. 
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Table  VIII 
Illustrating  the  Absolute  Error  in  the  Computed  Per  Cent  Porosity, 
#,  Produced  by  the  Separate  and  Combined  Errors  in  the  Four 
Variables  Measured 


Per  cent 
porosity, 

X 

V  (  =  100cc.) 

Separate  effec 
B  (  =  750    mm.) 

ts  due  to  the  error  in 
R'c    ~    R'm        R 

-     *c  (  = 

Average 

total 

=  50  cc.)  error 

0.1 

0.0001 

0.065 

0.067 

0.0002 

0.09 

.5 

.001 

.065 

.068 

.001 

.09 

1.0 

.001 

.067 

.068 

.002 

.09 

5.0 

.005 

.070 

.074 

.01 

.10 

10.0 

.01 

.073 

.081 

.02 

.11 

20.0 

.02 

.080 

.096 

.04 

.13 

50.0 

.05 

.10 

.15 

.10 

.21 

60.0 

.06 

.11 

.17 

.12 

.24 

80.0 

.08 

.12 

.22 

.16 

.31 

90.0 

.09 

.13 

.24 

.18 

.34 

100.0 

.10 

.14 

.27 

.20 

.38 

.  67.  Principles  of  Design. — The  precision  attainable  with  the 
porosimeter  may  be  controlled  to  a  considerable  degree  by  estab- 
lishing the  proper  relation  between  the  bulk  volume  of  the  test 
piece  and  the  volume  of  the  porosity  bulb  so  as  to  produce  the 
most  favorable  value  for  the  free  volume,  VF.  If  the  bulk  volumes 
of  the  test  pieces  are  more  or  less  fixed  by  other  conditions,  then 
for  the  highest  precision  a  set  of  several  porosity  bulbs  of  differ- 
ent volumes  should  be  available.  With  a  given  porosity  bulb, 
however,  the  maximum  precision  can  be  secured  by  using  a  test 
piece  of  the  proper  bulk  volume  in  each  instance.  This  bulk 
volume  is  a  function  of  the  porosity  to  be  measured  and  is  obtained 
by  subtracting  from  the  volume  of  the  porosity  bulb,  the  most 
favorable  value  for  the  free  volume,  VF,  that  is,  the  most  favor- 
able value  for  R0—R  in  equation  (20) .  The  most  favorable 
value  for  R0  —R  may  be  computed  from  the  equation 


A*  =  yj  \.v?  4-  &4  +  ±4  4-  Xx'i  (25) 

where  the  quantities  under  the  radical  are  those  expressed  by 
equations  21  to  24  inclusive,  the  most  favorable  value  for  Ro—R 
being  that  value  which  makes  the  right  hand  member  of  equation 
(25)  an  arithmetic  minimum.  For  practical  purposes  it  will  not 
be  necessary  to  meet  this  condition  very  closely  except  when 
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working  with  bodies  either  of  very  high  or  very  low  porosity.  In 
connection  with  the  latter  class  of  bodies  some  further  discussion 
of  this  matter  will  be  given  in  the  next  paper  of  this  series. 

68.  The  Rapid  Porosimeter.  Research  Type. — It  is  obvious 
that  minor  details  in  the  form  and  method  of  assembling  the 
various  parts  of  the  rapid  porosimeter  are  possible  without  chang- 
ing the  main  principles  of  operation.  The  style  described  in  the 
preceding  pages  was  selected  as  probably  the  most  desirable 
one  for  ceramic  routine  testing  purposes  in 
laboratory  or  plant.  It  is  comparatively  inex- 
pensive to  construct  and  to  repair  if  accidently 
broken,  easy  to  operate,  and  entirely  satis- 
factory from  the  standpoint  of  accuracy. 
Indeed  the  errors  in  measurement  will  always 
be  smaller  than  the  variation  in  the  porosity  of 
different  test  pieces  from  the  same  lot,  except 
possibly  in  the  case  of  highly  vitrified  porce- 
lains. 

For  research  purposes,  however,  especially 
with  non-ceramic  materials,  where  still  greater 
accuracy  as  well  as  absolute  permanence  of 
calibration  are  desired,  an  all-glass  apparatus 
with  no  moving  parts  offers  certain  advantages. 
Such  an  apparatus  is  shown  in  Fig.  11.  It  is 
essentially  the  same  apparatus  as  that  shown 
in  Fig.  8  but  with  the  stem,  S,  of  the  porosity 
bulb  lengthened  and  permanently  sealed  into 
the  burette  tube,  B,  and  with  the  graduations  FlG-  11.— Rapid 
(centimeters  and  millimeters)  placed  upon  the  P°r°simeter,  research 
stem,  S,  instead  of  upon  the  burette  tube  itself. 
Such  an  amount  of  mercury  is  placed  in  the  apparatus  as  to  cause 
the  meniscus  in  the  burette  tube  to  stand  exactly  at  zero  when  the 
meniscus  in  the  stem  stands  exactly  at  mark  C. 

The  apparatus  is  operated  as  follows:  With  the  test  piece  in 
place  and  stop-cocks  1  and  2  open,  apply  air  pressure  at  T  until 
the  porosity  bulb  is  filled.  Close  stop -cock  2  and  release  the  air 
pressure  so  as  to  leave  T  open  to  the  atmosphere.  Open  stop- 
cock 2  until  the  mercury  stands  in  the  center  of  the  bore  of  stop- 
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cock  1.  Then  read  the  burette.  This  reading  determines  the 
free  volume,  VF,  and  hence  also  the  bulk  volume,  VB,  of  the  test 
piece  in  burette  scale  units.42 

The  pressure  reading  is  now  determined  as  follows :  Close  stop- 
cock 1,  open  2  and  with  the  aid  of  4  draw  off  mercury  until  the 
meniscus  stands  a  little  above  mark  C.  When  equilibrium  is 
reached  adjust  until  the  meniscus  stands  exactly  at  mark  C 
and  read  the  position  of  the  mercury  surface  in  the  burette  tube. 

The  porosity  can  now  be  calculated  from  these  two  readings, 
the  constants  of  the  apparatus,  and  the  effective  barometric 
pressure.  The  effective  barometric  pressure  is  determined  in 
the  same  way  as  the  pressure  reading  just  described,  but  with 
the  reference  piece  substituted  in  place  of  the  test  piece.  All 
mercury  drawn  off  through  stop-cock  4  must  be  carefully  returned 
to  the  apparatus  after  removing  the  test  piece.  This  is  also 
true  of  any  mercury  accidentally  removed  with  a  test  piece.  The 
amount  of  mercury  in  the  apparatus  must  be  kept  constant  or 
else  an  additional  reading  will  be  required  each  time.  The  whole 
apparatus  can  be  calibrated  in  the  manner  described  in  Sec.  65, 
and  such  calibration  will  be  permanent. 

The  precision  of  the  volume  readings  depends  upon  the  relative 
diameters  of  the  stem  and  the  burette  tube  and  can  obviously  be 
made  as  great  as  desired. 

The  advantages  of  this  style  of  apparatus  over  that  of  Fig.  8 
are  obvious.  It  is,  however,  more  expensive  to  construct  and 
requires  a  supply  of  compressed  air  for  its  operation,  although 
the  latter  might  be  replaced  by  a  leveling  bulb  attached  below 
stop-cock  4,  if  desired. 

69.  Experimental  Results. — In  order  to  compare  the  results 
obtained  by  the  gas  expansion  method  with  those  given  by  the 
method  of  liquid  absorption,  fifteen  test  pieces  of  various  porosi- 
ties were  studied.  The  porosity  of  each  piece  was  first  measured 
in  the  porosimeter,  using  in  successive  experiments;  (1)  air  from 
the  room,  (2)  dry  hydrogen  and  (3)  dry  helium,  respectively,  as 
the  pore  filling  gas.  In  introducing  the  last  two  gases  the  porosim- 
42  If  these  volumes  are  desired  in  cubic  centimeters,  it  is  only  necessary 
to  multiply  by  the  appropriate  factor  for  converting  burette  scale  units  into 
cc.     This  is  not  necessary,  however,  if  the  porosity  only  is  required. 
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eter  containing  the  test  piece  was  first  evacuated  to  a  high 
vacuum  and  the  pure  gas  then  admitted  until  atmospheric 
pressure  was  attained. 

After  completing  the  measurements  in  the  porosimeter,  test 
piece  No.  6  was  boiled  for  5  hours  in  distilled  water  at  atmospheric 
pressure  and  weighed.  Test  pieces  4,  6,  10,  11  and  12  were  then 
saturated  with  water  at  room  temperature  by  the  vacuum  pro- 
cedure of  Section  47  above.  After  weighing,  these  test  pieces 
were  then  dried  in  vacuo  at  100°,  followed  by  a  short  calcination 
at  red  heat.  All  15  pieces  were  then  saturated  with  vaseline 
at  200°  using  the  procedure  of  Section  47.  The  results  obtained 
together  with  the  soaking  times  employed  are  shown  in  Table  IX. 


Table  IX 
Comparative    Results   Obtained   by    the    "Gas-Expansion" 
"Li quid- Absorption"  Methods  of   Determining  the  Porosity 
Ware.     First  Nine  Bodies  Fired  to  Cone   10,  Next  Three  to 
and  Last  Three  Dried  at  120  °C  but  not  Fired 

Per  cent  porosity  with  pore  filling  fluid 


Test 

piece 

no. 

1 
2 

3 
4 
5 
6 

7 

8 

9 
10 
11 
12 
13 
14 
15 


Body 

Stoneware 
Stoneware 
Stoneware 

Stoneware 

Stoneware 

Stoneware 

Stoneware 
Stoneware 
Fire  Clay 
Red  Clay 
Red  Clay 
Red  Clay 
Stoneware 
Red  Clay 
Red  Clay 


Air 

13.9 
19.2 
36.4 

12.2 

23.8 

15.6 

15.4 
15.8 
26.4 
35.3 
37.1 
34.4 
32.4 
36.2 
36.2 


H2  or  He      Water 
13.9 

19.2 
36.4 


12.2 
23.8 
15.6 


15.4 
15.8 
26.4 
35.3 
37.1 
34.4 
30.2 
34.2 
34.2 


14 


Hours 
soaking 


90 


81 


24 


24 
24 
24 


Vaseline 

11.9 
18.2 
34.6 
.2 
.4 
21.5 
2.3 
13.5 
12.4 
10.7 
24.2 
32.0 
32.0 
31.0 
27.2 
27.0 
26.8 


U  I 

21.5 

J2.3.  < 

<13.5  < 


AND     THE 

op  Clay 
Cone  03 


Hours 
soaking 

3 
3 
2 

24 
120 

18 

2 

120 

18 

18 

18 

24 

24 

24 

45 

45 

45 


70.  Discussion    of    Results.— Helium    is    known    to    be    not 

adsorbed   appreciably   at   room    temperature.     The   identity   of 

the  results  obtained  with  the  fired  bodies  in  the  case  of  all  three 

1  Test  piece  No.  6  on  boiling  in  water  for  5  hours  at  atmospheric  pressure 

and  weighing  gave  a  porosity  result  of  only  3  per  cent 
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gases  shows,  therefore,  that  no  appreciable  error  from  adsorption 
is  to  be  feared  in  using  air  in  the  porosimeter  for  porosity  meas- 
urements with  this  class  of  bodies.  With  the  unfired  bodies, 
however,  the  results  obtained  with  air  indicate  that  small  but  ap- 
preciable quantities  of  air  are  adsorbed.  Some  of  this  air  is 
given  off  in  the  porosimeter  thus  causing  too  high  results.  With 
hydrogen  and  helium  on  the  other  hand  identical  results  were  ob- 
tained, thus  showing  that  hydrogen  may  be  safely  employed  as 
the  pore  filling  gas  when  results  of  high  accuracy  are  desired  with 
unfired  bodies.  For  most  practical  purposes,  however,  an  ac- 
curacy of  one  unit  in  the  per  cent  porosity  of  unfired  bodies  is  ample 
and  this  could  probably  be  secured  by  applying  a  definite  per- 
centage correction  to  the  results  obtained  with  air,  the  magnitude 
of  this  correction  being  obtained  by  means  of  a  sufficiently  ex- 
tensive study  of  various  types  of  unfired  bodies  using  both  air  and 
hydrogen  as  pore  filling  agents. 

The  results  obtained  with  the  absorption  liquids  are,  in  all 
cases,  appreciably  lower  than  those  obtained  with  the  gases  and 
the  importance  of  a  long  soaking  period  is  evident,  thus  showing, 
especially  in  certain  cases,  the  presence  of  a  considerable  volume  of 
micropores  which  are  filled  with  extreme  slowness  by  the  liquids. 
In  the  case  of  test  piece  No.  4  the  presence  of  these  very  fine  pores 
was  apparent  even  when  using  the  porosimeter  since  it  required 
nearly  30  minutes  for  the  gas  to  issue  from  all  of  these  pores  and 
equalize  the  pressure.  In  other  words,  a  constant  value  for  R'm  was 
not  reached  until  half  an  hour  had  elapsed.  With  test  pieces  Xos. 
1,  2,  3,  5,  9  and  10  there  is  fair  agreement  between  the  results  of 
the  gas  expansion  method  and  those  of  the  liquid  absorption 
method  (although  the  former  are  in  all  cases  higher)  and  this 
agreement  could  be  bettered  by  employing  longer  soaking  times 
or  higher  pressures.  These  bodies  evidently  do  not  contain  any 
considerable  volume  of  micropores  and  with  such  bodies  the  liquid 
absorption  method  will  be  reasonably  reliable,  although  the  soak- 
ing time  should  be  greatly  increased  over  what  has  been  the  prac- 
tice in  the  past  or  high  pressures  should  be  employed. 

71.  Bodies  with  Large  Pores. — For  determining  the  porosity 
of  bodies,  such  as  "Non-pareil"  brick,  having  very  large  pores, 
the  porosimeter  is  not  suitable  since  all  such  pores  on  the  surface 
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of  the  test  piece  would  be  filled  by  the  mercury.  By  filling  the  sur- 
face pores  with  paraffine,  however,  the  bulk  volume  of  the  test 
piece  could  be  accurately  determined  and  such  a  determination 
combined  with  the  data  secured  from  a  previous  measurement 
of  the  total  pore  volume  by  means  of  the  General  Method  (Sec. 
55)  would  give  an  accurate  value  for  the  porosity.  In  other 
words  the  gas  expansion  principle,  as  employed  in  the  General 
Method,  is  applicable  to  any  body  for  which  the  bulk  volume 
can  be  determined  by  any  suitable  procedure. 

72.  Bodies  of  Very  Low  Porosity. — The  use  of  the  gas  expan- 
sion method  for  highly  vitrified  bodies  will  be  discussed  in  the 
next  paper  of  the  series  where  the  results  of  some  studies  of 
electrical  porcelain  will  be  presented. 

XIX.     Conclusions 

73.  Advantages  of  the  Gas  Expansion  Method. — (1)  It  will 
give  correct  results  even  in  the  case  of  bodies  containing  a  very  con- 
siderable volume  of  micropores  or  of  pocket  pores  (Cf .  Sec.  3)  with 
narrow  openings.  (2)  It  is  not  necessary  to  dry  or  to  weigh  the 
test  pieces  at  any  stage  of  the  process.  (3)  In  its  general  form 
the  method  is  applicable  to  bodies  of  any  size  or  shape  (including 
granular  material)  provided  the  bulk  volume  or  bulk  density  of 
the  body  or  material  is  known  or  can  be  determined.  (4)  Since 
the  method  employs  no  pore  filling  liquid  it  does  not  injure  or 
alter  the  test  piece  or  material  in  any  way.  (5)  In  its  rapid  form 
the  method  is  sufficiently  rapid  for  all  practical  purposes.  If 
a  number  of  test  pieces  are  to  be  measured,  the  average  time  con- 
sumed in  a  complete  determination  of  the  porosity  is,  per  test 
piece  (a)  2  to  3  minutes  for  an  accuracy  of  one  unit  in  the  result 
or  (b)  5  to  10  minutes  for  an  accuracy  of  0.1-0.3  unit  in  the  result. 
(6)  The  method  seems  to  be  entirely  suitable  both  as  a  practical 
engineering  method  and  as  a  standard  reference  method  for  all 
classes  of  bodies. 
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summary  of  a  previous  work,  however,  should  be  noted  with  a  statement  in- 
dicating its  nature  and  scope. 

2.  The  subtitles  should  together  include  all  the  new  information;  that  is 
every  measurement,  observation,  method,  improvement,  suggestion  and 
theory  which  is  presented  by  the  author  as  new  and  of  value  in  itself. 

3.  Each  subtitle  should  describe  the  corresponding  information  so  pre- 
cisely that  the  chance  of  any  investigator  being  misled  into  thinking  the  ar- 
ticle contains  the  particular  information  he  desires  when  it  does  not,  or  vice- 
versa,  may  be  small  Such  a  title  as  "A  note  on  blue  glass,"  for  example,  is 
evidently  too  indefinite  a  description  of  information  regarding  "Absorption 
spectra  of  glass  containing  various  amounts  of  copper-cobalt  and  chromium- 
cobalt."  General  subtitles,  such  as  "Purpose"  and  '  Results"  should  not  be 
employed  as  they  do  not  help  to  describe  the  specific  information  given  in  the 
article. 

4.  The  text  should  summarize  the  authors'  conclusions  and  should  trans- 
cribe numerical  results  of  general  interest,  including  those  that  might  be 
looked  for  in  a  table  of  physical  and  chemical  constants,  with  an  indication 
of  the  accuracy  of  each.  It  should  give  all  the  information  that  anyone,  not 
a  specialist  in  the  particular  field  involved,  might  care  to  have  in  his  note  book 

5.  The  text  should  be  divided  into  as  many  paragraphs  as  there  are  distinct 
subjects  concerning  which  information  is  given,  but  no  more  than  necessary. 
All  parts  of  subtitles  may  be  scattered  through  the  text  but  the  subject  of  each 
paragraph,  however  short,  must  be  indicated  at  the  beginning. 

6.  Complete  sentences  should  be  used  except  in  the  case  of  subtitles.  The 
abstract  should  be  made  as  readable  as  the  necessary  brevity  will  permit. 

7.  The  ms.  of  all  abstracts  must  be  typewritten  and  double  or  triple  spaced. 

*  The  rules  were  prepared  by  the  Research  Information  Service  of  the 
National  Research  Council.  The  Society  is  indebted  to  Dr.  G.  S.  Fulcher  of 
the  Corning  Glass  Works  (formerly  with  the  National  Research  Council)  for 
the  rules  and  the  illustrative  abstracts. 
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EDITORIALS 

THE  SECOND  CONFERENCE  OF  THE  INTERNATIONAL 
UNION  OF  PURE  AND  APPLIED  CHEMISTRY 

The  second  conference  of  the  International  Union  of  Pure  and 
Applied  Chemistry  was  held  in  Brussels  on  June  27-30,  1921,  and 
a  copy  of  the  proceedings  of  this  meeting  has  just  been  received. 
It  will  be  recalled  that  the  American  Ceramic  Society  through  its 
membership  in  the  Division  of  Chemistry  and  Chemical  Tech- 
nology of  the  National  Research  Council  was  a  party  to  the  crea- 
tion of  the  International  Union  and  was  represented  by  a  delegate 
at  the  meeting  in  London  in  1919,  at  which  the  Union  was  organ- 
ized. The  American  delegates  are  chosen  by  the  Division  of 
Chemistry  and  Chemical  Technology  of  the  National  Research 
Council  but  each  of  the  constituent  societies  has  the  privilege  of 
nominating  delegates  and  alternates.  This  privilege  has  not  been 
utilized  by  our  Society  since  the  London  meeting  and  in  view  of  the 
approaching  third  conference  of  the  Union  which  is  called  to  meet 
in  Lyons,  France,  in  June,  1922,  some  action  should  be  taken  to 
make  possible  the  representation  of  the  Society  at  this  conference  es- 
pecially as  some  matters  of  ceramic  interest  are  to  come  up  for 
consideration. 

The  principal  matter  of  special  interest  to  the  Society  is  a  pro- 
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posal  made  in  a  report  presented  to  the  Brussels  meeting  of  the 
Union  in  the  name  of  the  national  Belgian  committee.  A  free 
translation  of  this  report  is  presented  below. 

•  The  point  especially  emphasized  in  this  report  is  a  vital  one. 
Satisfactory  and  scientifically  reliable  methods  for  the  testing  of 
materials  can  not  be  developed  merely  from  the  discussions  of 
committees  and  the  survey  of  results  of  experience.  Every 
problem  of  this  character  should  receive  a  critical  study  in  a 
laboratory  properly  equipped  and  staffed  for  such  work.  The 
final  selection  of  a  testing  method  to  be  adopted  as  a  standard  is  a 
matter  to  be  mutually  agreed  upon  by  competent  engineers  and 
chemists  representing  the  industrial  interests  involved  but  the 
critical  examination  of  proposed  methods,  the  study  of  their  errors 
and  limitations  and  the  development  of  improvements  in  accuracy, 
convenience  and  rapidity,  is  a  problem  for  the  trained  chemist  and 
physicist  working  in  a  properly  equipped  laboratory  and  with  all 
the  advice  and  assistance  which  the  technical  men  in  the  industries 
are  able  to  furnish. 

With  regard  to  a  practical  plan  for  international  cooperation 
in  this  field  the  proposal  of  the  Belgian  committee  raises  several 
important  questions.  It  is  not  probable  that  nations  which 
themselves  possess  laboratories  established  for  work  of  this  charac- 
ter would  care  to  make  any  considerable  financial  contribution 
toward  the  establishment  and  maintenance  of  an  international 
testing  laboratory-  but  nations  which  do  not  have  such  facilities 
might  well  cooperate  in  this  way.  One  of  the  prime  functions  of 
our  own  Bureau  of  Standards  is  the  study  of  problems  of  this 
character  and  we  could  doubtless  contribute  most  effectively  to 
an  international  program  in  this  field  by  cooperative  arrangements 
between  the  Bureau  of  Standards  and  other  similar  laboratories 
now  in  existence  or  which  may  in  the  future  be  established  in  the 
other  countries  of  the  world.  Such  international  cooperation  in 
connection  with  electrical  standards  has  been  in  existence  for  a 
number  of  years. 

With  regard  to  the  specific  recommendations  of  Messieurs  Le- 
crenier  and  Huybrechts  only  one  other  adverse  criticism  seems 
to  us  to  be  called  for  and  that  is  with  respect  to  the  directive 
machinery  which  they  propose  for  such  a  laboratory.     Their  plan 
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provides  for  a  representative  committee  of  chemists  who  would 
direct  the  work  of  the  laboratory.  Such  a  method  of  control 
seems  to  us  inadvisable.  An  advisory  committee  of  chemists  and 
engineers  representing  all  the  interests  involved  is  both  necessary 
and  desirable  but  the  directive  authority  should  be  vested  in 
the  man  chosen  as  the  director  of  the  laboratory,  and  while  it 
is  to  be  expected  that  he  will  work  in  close  harmony  and  constant 
contact  with  his  advisory  committee  he  should  have  a  large 
measure  of  authority  in  determining  the  policies  and  methods  of 
work  of  the  laboratory. 

In  acting  upon  this  report  the  Union  provided  for  the  nomina- 
tion of  a  permanent  committee  with  at  least  three  members 
from  each  country  to  be  designated  by  the  National  Research 
Council  (or  its  equivalent).  In  each  instance,  of  the  three  mem- 
bers thus  chosen,  one  is  to  be  an  expert  on  solid  fuels,  one  on 
liquid  and  gaseous  fuels  and  the  third  on  ceramics.  The  American 
members  of  this  committee  have  not  yet  been  selected  and  the 
Society  should  study  the  questions  involved  and  be  prepared  to 
make  suggestions  concerning  American  representation  and  con- 
cerning all  the  questions  involved  in  the  proposal. 

The  Establishment  of  National  and  International  Laboratories 
for  Ceramic  and  Fuel  Investigations 

A  REPORT  PRESENTED  TO  THE  SECOND  CONFERENCE  OF  THE  INTER- 
NATIONAL UNION  OF  PURE  AND  APPLIED  CHEMISTRY  IN  THE  NAME 
OF  THE  NATIONAL  BELGIAN  COMMITTEE 

Chemists  seem  to  be  in  accord  with  respect  to  the  inestimable  advantages  of 
approved  methods  for  the  analysis  of  minerals  and  industrial  products.  In  a 
report  presented  to  the  First  International  Chemical  Conference  held  in  Rome 
in  1921,  M.  Nicolardot  summarized  the  results  which  have  thus  far  been  ob- 
tained in  this  direction.  He  demonstrated  that  the  labors  of  commissions 
which  have  at  various  times  been  created  with  this  end  in  view  have  yielded  no 
practical  results.  He  attributes  this  failure  to  lack  of  financial  resources,  to 
the  absence  of  a  central  laboratory,  and  to  the  lack  of  authority  on  the  part  of 
the  commissions  to  compel  the  adoption  of  their  recommendations. 

We  should,  however,  not  lose  sight  of  the  great  scientific  value  of  experi- 
mental results  which  have  been  brought  together,  compared  and  discussed 
and  the  conclusions  which  have  thus  been  reached.  Unfortunately  these  are 
known  to  but  few  chemists  and  the  pains  which  certain  of  them  have  taken  to 
make  these  results  and  conclusions  more  generally  known  have  had  no  ap- 
preciable success. 
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Such  work  ought  to  be  very  productive  and  in  our  opinion  it  should  be 
continued  under  a  different  type  of  organization,  free  from  the  defects  of  past 
attempts.  The  new  organization  should  provide  especially  for  the  estab- 
lishment of  national  and  international  laboratories  supported  by  subsidies  from 
the  State  and  the  industries  and  these  laboratories  should  be  directed  by  a 
representative  committee  of  chemists. 

In  order  to  insure  a  maximum  output  such  a  laboratory  should,  at  least  at 
the  start,  concentrate  its.  efforts  upon  a  comparatively  small  number  of  pro- 
jects. We  believe  that,  because  of  their  great  industrial  importance,  the  first 
problems  to  be  attacked  should  be  those  relating  to  fuels  and  to  ceramic  raw 
materials  and  products,  especially  refractory  materials.  The  study  should 
cover  products  including  a  wide  range  of  compositions  and  the  various  testing 
methods  should  be  compared  from  the  point  of  view  of  accuracy  and  rapidity. 

One  of  the  first  consequences  of  such  a  study  of  testing  methods  would  be 
the  disappearance,  in  a  large  measure,  of  existing  disagreements  and  it  would 
also  carry  with  it  a  consequent  economy  for  the  industries,  since  the  latter 
would  then  be  in  a  position  to  carry  out  in  their  own  laboratories  many  routine 
tests  for  which  at  present  they  are  dependent  upon  outside  laboratories. 

If  one  wished  to  sketch  briefly  the  procedure  for  such  an  investigation  one 
would  include  the  sampling,  the  preparation  of  the  test  piece,  and  the  analysis 
proper.  The  procedures  elaborated  should  be  described  in  detail  and  the 
reason  for  each  step  explained  and  scientifically  justified.  The  results  ob- 
tained by  different  procedures  should  be  compared  and  should,  of  course,  be 
stated  in  uniform  terms.  The  additional  tests,  of  a  physico-chemical 
character,  such  as  mechanical  analysis,  pyrometric  tests,  the  resistance  of 
refractories  to  attack  by  gases  and  fluxes,  etc.,  should  be  carried  out  for  the 
purpose  of  ascertaining  the  relation  between  the  physical  properties  of  such 
materials  and  their  chemical  and  mineralogical  composition.  The  program 
which  we  have  sketched  above  is  not  intended  to  restrict  the  field  of  investiga- 
tion but  merely  to  emphasize  some  of  the  more  important  problems. 

In  the  case  of  fuels  it  would  be  advisable,  in  our  opinion,  to  cover  methods 
of  sampling,  preparation  of  the  sample  for  analysis,  the  chemical  analysis 
proper,  the  determination  of  the  calorific  power,  the  determination  of  such 
physical  properties  as  density,  viscosity,  ignition  point,  etc.  (in  the  case  of 
liquid  fuels),  methods  of  using  the  fuel,  its  coking  behavior,  the  agglutinating 
power  of  oils,  the  conservation  of  coal,  the  testing  of  illuminating  gas,  the 
manufacture  of  coke,  its  by-products,  briquetting,  pulverized  fuels,  and  finally 
the  combustion  apparatus. 

After  these  systematic  investigations  on  refractories  and  fuels,  other  prob- 
lems should  be  taken  up  in  accordance  with  a  well-thought-out  program. 
The  results  of  the  work  should  be  published  and  widely  distributed  so  that  they 
may  be  read  by  everyone  interested.  The  methods  of  analysis  and  testing 
would  not  be  compulsory  upon  chemists  but  we  are  convinced  that  such  pro- 
cedures, established  with  scientific  disinterestedness  and  as  a  result  of  the 
collaboration  of  all  competent  chemists,  would  acquire  such  a  prestige  as  to 
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insure  their  general  adoption.  They  would,  of  course,  always  betsubject  to 
future  modifications  and  would  be  regarded  not  as  a  final  solution  of  the  analy- 
tical problems  but  as  a  point  of  departure  for  future  progress. 

(Signed)  A.  LecrEnier 

M.    HUYBRECHTS 


ABSTRACTS  FROM  THE  JOURNAL  OF  THE   JAPANESE 
CERAMIC  SOCIETY 

The  members  of  the  Society  will  be  glad  to  learn  that  through 
an  arrangement  with  Professor  Seiji  Kondo,  Director  of  the 
Ceramic  Department  of  the  Tokio  Higher  Technical  School, 
Asakusa,  Tokio,  Japan,  all  papers  published  in  the  Journal  of  the 
Japanese  Ceramic  Society  will  be  regularly  abstracted  in  English 
and  the  abstracts  will  be  published  in  Ceramic  Abstracts. 


ORIGINAL  PAPERS  AND  DISCUSSIONS 


A  DEVICE  FOR  TESTING  THE  RESISTANCE  OF  CHINA 
TO  CHIPPING1 

By  Edward  Schramm 
ABSTRACT 

The  device  (shown  in  the  figure)  measures  the  blow  required  to  chip  the 
edge.  Results  are  reproducible  to  within  about  10%,  this  variation 
being  due  to  lack  of  uniformity  in  the  pieces  tested.  Vitrified  china  is  more 
resistant  to  chipping  than  is  semi-porcelain  or  European  true  porcelain. 

In  a  paper2  by  H.  F.  Staley  and  J.  S.  Hromatko  the  modes  of 
failure  of  tableware  in  service  are  discussed  at  length  and  a  pen- 
dulum impact  test  designed  to  approximate  service  conditions  is 
described.  The  work  was  confined  to  heavy  hotel  china  plates 
of  various  makes.  It  was  found  that  the  design  of  the  plates  was 
an  important  factor  in  their  resistance  to  impact.  All  the  data 
given  refer  to  the  true  impact  test,  i.  e.,  to  the  determination  of 
the  energy  Qf  the  blow  required  to  produce  total  failure ;  however, 
in  the  summary  it  is  pointed  out  that  one  characteristic  difference 
between  vitrified  and  semi-porcelain  ware  lies  in  the  greater  re- 
sistance of  the  former  to  chipping  under  light  blows.  No  attempt 
was  made  to  estimate  resistance  to  chipping  quantitatively.  Now 
for  certain  classes  of  service,  notably  thin  dinner  ware,  this  property 
is  at  least  equal  in  importance  to  the  ability  to  withstand  heavy 
blows  without  fracture. 

Accordingly  an  apparatus  of  the  pendulum  type  was  constructed 
especially  adapted  to  chipping  tests.  The  photograph  will  make 
the  principle  clear.  The  stand  is  built  of  2V2-inch  seasoned  oak. 
It  consists  of  a  base  piece  with  a  short  upright  at  one  end  carrying 

1  Received  January  18,  1922. 

2  This  Jour.,  2,227(1919). 
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a  shelf  on  a  pair  of  heavy  hinges.  The  shelf  can  be  adjusted  to 
any  desired  angle  by  turning  the  supporting  screw  which  works 
into  a  thread  in  the  base.  By  this  means  the  leaf  of  the  plate  can 
readily  be  brought  into  a  horizontal  position  regardless  of  its 
angle.  The  backing  for  the  plate  is  provided  by  a  block,  cut  into 
a  V  on  one  side  and  faced  with  hardened  steel  plates.  The  block 
is  clamped  to  the  shelf  by  means  of  a  threaded  bolt  which  travels 
in  a  slot  in  the  shelf ;  this  block  is  guided  by  two  small  dogs  sliding 


Fig.  1. 
on  the  sides  of  the  shelf  in  such  a  manner  that  the  point  of  the  V 
moves  in  the  plane  of  the  pendulum.  The  block  is  clamped  in 
the  position  appropriate  for  the  particular  size  of  plate  being 
tested.  It  provides  a  backing  for  the  plate  and  also  serves  to 
center  the  latter  so  that  the  pendulum  always  strikes  at  90°.  The 
pendulum  is  rigid  and  is  supported  by  a  bronze  collar  rotating  on 
a  steel  shaft  which  is  clamped  to  a  heavy  post.  The  post  also 
carries  the  arc  of  1  foot  radius  graduated  in  degrees.  The  pendu- 
lum collar  is  made  2x/a  inches  long  to  give  a  true  guide,  but  is  hoi- 
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lowed  out  in  the  center  to  reduce  the  bearing  surface.  A  brass 
rod  four  inches  long  screws  into  the  middle  of  the  collar  and  over 
this  slides  a  3/8-inch  brass  tube  split  at  the  top  and  provided  with 
a  clamping  nut  to  allow  adjustment  in  length.  The  bob  (which 
may  be  changed  to  suit  conditions)  is  a  piece  of  l1/i-inch  steel 
rod,  case  hardened  and  threaded  to  fit  the  brass  tube.  The 
position  of  the  pendulum  is  read  by  means  of  a  small  indicator 
attached  to  the  tube. 

In  use  the  plate  to  be  tested  is  placed  on  the  shelf,  being  held 
in  place  by  a  steel  spring,  and  the  shelf  raised  or  lowered  to  bring 
the  top  of  the  leaf  horizontal.  The  backing  block  is  adjusted  to 
bring  the  edge  of  the  plate  in  contact  with  the  bob  in  its  zero 
position,  and  a,  the  angle  of  swing  at  which  the  first  chipping 
occurs,  is  noted.  Trials  are  made  at  ten  points  around  the  cir- 
cumference of  the  plate  and  the  average  value  taken.  From  the 
angle  a  the  corresponding  energy  of  the  blow  can  be  readily  com- 
puted ;  or  if  the  length  and  mass  of  the  pendulum  are  fixed  we  may 
take  as  the  resistance  to  chipping,  1-cos  a. 

Judging  from  experience  to  date  we  may  state  that  the  chief 
difficulty  in  the  way  of  securing  consistent  results  lies  in  lack  of 
uniformity  of  the  pieces  tested  rather  than  in  the  apparatus  or 
method.  Variations  in  shape  and  thickness  have  a  marked  effect, 
and  if  these  can  not  be  controlled  we  must  depend  on  the  averages 
of  a  large  mass  of  data.  This  holds  true  in  almost  equal  degree 
for  the  true  impact  test  employed  by  Staley  and  Hromatko.  The 
latter  expressed  their  results  in  terms  of  the  energy  per  unit  thick- 
ness on  the  assumption  that  strength  is  directly  proportional  to 
thickness  but  there  is  no  evidence  in  support  of  this  assumption. 
Before  comparisons  can  be  made  of  pieces  of  different  weights  or 
shapes  the  effect  of  these  variations  will  have  to  be  worked  out. 
In  studying  the  comparative  behavior  of  different  bodies  we  used 
the  expedient  of  numbering  the  moulds  and  making  plates  of  the 
several  bodies  on  the  same  mould  and  under  otherwise  identical 
conditions. 

Some  typical  results  are  given  in  the  following  table  showing 
in  each  instance  the  mean  of  ten  measurements,  the  average  and 
the  maximum  deviations  from  the  mean  and  the  corresponding 
value  for  1-cos  a. 
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Table   I 


Mean  a 

Av.   dev. 

Max.    dev. 

l-cos  a 

Body 

(degrees  of  arc' 

) 

Body  A,   Mould  N. 

Edge 

of  leaf  0.09  inch 

15.0 

2.3 

6.0 

0.0342 

Body  B,  Mould  N 

21.0 

1.6 

3.0 

0.0664 

Body  A,  Mould  P 

18.2 

3.4 

6.0 

0.050c 

Body  B,  Mould  P 

21.3 

2.1) 

6.0 

O.O683 

French       porcelain, 

same 

thickness  as  above 

11.1 

0.9 

4.0 

0.0187 

English    bone    china 

25% 

thicker  than  above 

16.1 

1.6 

4.0 

0.0392 

From  our  work  to  date  the  indications  are  that  in  resistance 
to  chipping  vitrified  china  is  not  only  superior  to  semi-porcelain 
as  shown  by  Staley  and  Hromatko,  but  is  also  better  than  the 
European  type  of  true  porcelain. 

It  will  be  obvious  that  the  apparatus  as  described  will  serve 
equally  well  for  true  impact  tests  if  a  ball  is  substituted  for  the 
cylindrical  bob  and  an  auxiliary  vertical  plate  support  is  provided. 

Onondaga  Pottery  Co., 
Syracuse,  New  York 


THE    DEVELOPMENT    OF    CERAMIC    WORK    AT    THE 
UNIVERSITY  OF  NORTH  DAKOTA1 

By  Margaret  Kelly  Cable 
ABSTRACT 

The  development  of  the  Ceramics  Department  of  the  University  of  North 
Dakota;  correlation  of  research  in  chemical  and  experimental  laboratories 
and  cultural  value  of  the  work;  inexhaustible  supplies  of  the  state  being 
utilized. 

The  ceramic  work  at  the  University  of  North  Dakota  had  its 
conception  in  the  research  work  of  the  School  of  Mines  on  the 
high  grade  clays  of  the  State. 

There  are  many  different  types  of  clays  in  North  Dakota  unde- 
veloped, yet  suited  to  the  manufacture  of  a  great  variety  of  ceramic 
products  from  common  brick  to  those  higher  grades  of  pottery 
which  are  the  most  exacting  in  their  chemical  and  physical  re- 
quirements. 

As  North  Dakota  is  relatively  a  young  State  there  has  no"  been 
time  to  thoroughly  investigate  and  develop  many  of  its  resources. 
This  is  particularly  true  of  its  great  deposits  of  lignite  and  its 
varied  and  valuable  clays,  seme  of  the  finest  of  which  are  found  in 
close  proximity  to  extensive  deposits  of  lignite  capable  of  supply- 
ing abundant  and  cheap  fuel,  so  important  in  the  development 
and  economies  of  a  ceramic  industry. 

The  preliminary  investigations  of  the  School  of  Mines  made  so 
evident  the  high  quality  of  many  of  these  clays  that  it  seemed  de- 
sirable to  provide  facilities  for  their  more  detailed  technical  and 
practical  study.  As  a  result  the  Ceramic  Department  of  the 
vSchool  of  Mines  was  established. 

Although  its  primary  purpose  was  to  afford  better  research  fa- 
cilities in  ceramics,  it  soon  became  evident  that  this,  both  for  tech- 
nical and  economic  reasons  could  be  coupled  advantageously  with 
instructional  work,  utilizing  thereby  the  equipment,  the  technical 
1  Received   December  26,    1921. 
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Fig.  1. — Slip  room,  Ceramic  Department,  School  of  Mines, 
University  of  North  Dakota. 


Fig.  2. — Art  pottery  made  at  the  School  of  Mines, 
University  of  North  Dakota. 
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Fig.  3. — Brick  machinery,  Ceramic  Department,  School  of  Mines, 
University  of  North  Dakota. 


Fig.  4. — Kiln  room,  Ceramic  Department,  School  of  Mines, 
University  of  North  Dakota. 
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Fig.  5. — Pottery  laboratory,  Ceramic  Department,  School  of  Mines, 
University  of  North  Dakota. 


Fig,  6,     Stoneware,  tile,  etc.,  made  at  the  School  of  Mines, 
University  of  North  Dakota. 
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force  and  later,  the  contributions  of  advanced  students  in  securing 
a  larger  volume  of  research  work,  while  at  the  same  time  affording 
an  opportunity  for  instruction  and  training  to  young  people  inter- 
ested in  the  great  field  of  ceramic  technology. 

From  time  to  time  the  courses  of  instruction  originally  out- 
lined have  been  extended  and  other  courses  added  although  they 
have  not  as  yet  been  developed  into  a  curriculum  leading  to  a 
ceramic  degree.  On  the  other  hand  students  in  mining  and  in- 
dustrial engineering  are  given  an  opportunity  to  take  some  of 
these  technical  courses  as  ceramic  electives.  Other  courses  are 
open  as  electives  to  students  in  the  College  of  Liberal  Arts  and  in 
Teachers'  College. 

As  the  pottery  industry  is  one  of  the  best  illustrations  of  the 
combination  of  industry,  science  and  art,  its  study  is  there- 
fore very  worthy  of  a  place  in  a  university  curriculum.  For 
this  reason  we  have  emphasized  somewhat  the  pottery  phase  of 
the  industry  and  have  aimed  to  keep  constantly  before  the  stu- 
dents its  scientific  and  cultural  value  as  well  as  its  practical  value. 
We  have  also  felt  that  if  we  could  prove,  in  our  research  work 
with  our  higher  grade  clays,  their  fitness  for  the  more  exacting 
and  more  beautiful  types  of  products  we  could,  with  comparative 
ease,  work  downward  in  our  research  into  those  types  of  clays 
fitted  for  the  more  common  products.  This  plan  has  proved 
very  successful.  Our  students  have  taken  a  deep  interest  in  the 
work  because  they  are  dealing  with  actual  problems  concerning 
our  undeveloped  resources,  and  because  they  are  lead  to  see  the 
direct  application  of  science  to  this  study  and  the  really  artistic 
and  beautiful  products  which  may  be  created  by  the  application 
of  technical  methods  combined  with  careful  design  and  manipu- 
lation. 

The  result  has  been  a  much  larger  demand  for  the  work  than 
we  have  been  able  to  accommodate.  We  have  reached  an  en- 
rollment in  these  various  courses  of  over  sixty,  with  a  waiting 
list  of  nearly  as  many  more. 

We  have  endeavored  to  put  our  work  on  a  scientific,  technical 
and  practical  basis  from  the  start  using  the  methods  of  investiga- 
tion and  operation  which  would  be  employed  in  the  most  up-to- 
date  industrial  plants.     Our  chemical  and  experimental  labora- 
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tories  have,  therefore,  been  well  equipped  for  clay  testing,  and  the 
clay-working  laboratories  have  been  provided  with  standard 
types  of  machinery  for  actual  production  by  the  same  methods  as 
employed  in  the  various  lines  of  ceramic  industries.  We  have 
endeavored  to  make  our  clay-working  laboratories  what  might 
be  called  small  working  plants  and  in  so  doing  we  have  developed 
on  the  one  side  a  small  brick  and  tile  unit  for  the  practical  working 
of  clays  adapted  to  construction  material  and  on  the  other  side 
a  pottery  unit.  In  this  way  all  of  the  essential  operations  can 
be  carried  on  in  either  line  of  work  by  standard  methods  and  by 
standard  equipment. 

The  character  of  the  work  has  steadily  improved  until  the  prod- 
ucts, especially  in  our  classes  in  practical  pottery,  are  of  excellent 
quality  and  of  such  a  character  as  to  prove  beyond  a  doubt  that 
there  are  many  deposits  of  exceptional  clays  in  North  Dakota 
well  fitted  for  the  production  of  high  grade  stoneware,  earthen- 
ware, art  pottery,  etc.  In  addition  to  our  instructional  work 
we  are  accumulating  a  large  amount  of  technical  and  practical 
data  on  our  undeveloped  clays. 

When  we  consider  the  quality  and  the  proximity  of  some  of 
these  deposits  to  inexhaustible  supplies  of  fuel  there  seems  to  be 
no  reason  why  in  the  near  future  North  Dakota  should  not  be 
ranked  among  the  important  states  in  the  ceramic  industry. 

University  op  North  Dakota 
Grand  Forks,  N.  Dak. 


THE  HANDLING,  STORING  AND  SETTING  OF  GLASS 

POTS1 

By  Wm.  M.  Clark  and  J.  H.  Forsyth 
ABSTRACT 

"A  glass  pot  is  a  wonderful  piece  of  engineering:"  It  is  an  expensive  article 
and  deserves  the  most  careful  treatment.  The  precautions  indicated  are; 
careful  packing  for  shipment  in  rain  proof  box  cars,  well  padded  pot  carriages 
equipped  with  the  spring  suspensions,  storage  in  a  warm,  dry  room,  careful 
preparation  of  furnace  bench  to  insure  an  even  distribution  of  load  on  the 
bottom  of  the  pot  and  to  make  certain  that  the  pot  is  level,  or  tilted  slightly 
forward.  Unnecessary  jolts  often  result  in  damage  which  only  becomes 
apparent  when  the  pot  is  heated  up. 

Introduction — Preliminary  Precautions 

The  point  that  should  always  be  held  uppermost  in  mind  con- 
cerning a  glass  melting  pot  is  that  it  is  really  a  marvelous  piece 
of  engineering.  A  mass  of  clay  weighing  around  one  and  one- 
half  tons,  moulded,  shaped  and  carefully  dried,  which  will  stand 
the  rough  treatment  necessitated  in  shipment  is  remarkable. 
This  body  of  clay  has  been  nursed  and  petted  from  the  laying  of 
the  bottom  to  the  state  of  final  drying  in  the  pot  room  and  from 
its  very  nature  is  fragile,-  and  its  mechanical  strength,  weak. 

The  fact  that  the  pot  must  be  shipped  by  box  car,  is  an  un- 
fortunate necessity  but  all  possible  means  should  be  used  to  pro- 
tect this  mass  of  unburned  clay  both  in  the  car  and  up  to  final 
setting  in  the  furnace. 

Shipment 

The  presumption  is  that  a  water  tight  box  car  has  been  selected 
for  shipment  and  it  may  be  well  to  have  water  from  a  hose  flow 
over  the  roof  of  .the  car  to  fully  demonstrate  that  it  is  rain  proof. 

The  pots  should  be  set  on  dry  packing  hay  and  well  braced  so 
that  they  can  not  shift  position  or  be  jarred  during  transit. 
1  Received  November  14,   1921. 
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Unloading  and  Storage 

When  the  car  is  received  in  good  order  it  is  well  to  have  a  yoke 
or  block  and  tackle  arrangement  to  raise  the  bottom  of  the  pots 
up  to  the  level  of  the  pot  carriage.  Cairiages  should  be  well 
padded  with  canvas  strips  or  rubber  hose,  and  it  has  been  found 
advantageous  to  have  spring  suspensions  and  roller  bearings  to 
avoid  jolts  when  crossing  thresholds,  rough  flooring  and  other 
irregular  surfaces.  All  straining,  jolting  and  jarring  should  be 
eliminated  whenever  possible. 

Possibly  the  careless  maner  in  which  pots  are  sometimes  handled 
is  due  to  the  fact  that  the  result  of  jars  or  strains  is  ofttimes  not 
apparent  while  handling  the  pot  but  shows  up  at  later  stages, 
for  instance  during  the  heating-up  period  in  the  pot  arch.  In 
such  cases  cracks  due  to  the  release  of  strains  set  up  in  handling 
can  be  very  easily  accounted  for  by  a  number  of  different  causes 
and  the  real  origin  remain  a  mystery. 

Pots  should  be  stored  in  a  dry  place  selected  for  this  sole  pur- 
pose, such  as  beneath  the  furnace  room.  This  space  should  be 
fenced  off  with  wire  netting  and  provided  with  a  door  and  lock 
so  that  only  the  furnace  man  has  access  to  the  room.  The  bot- 
toms should  be  raised  on  blocks  to  give  opportunity  for  air  to 
circulate  beneath.  Naturally  the  oldest  pots  should  be  used 
first  and  the  storage  room  should  be  so  arranged  that  they  will 
be  withdrawn  in  natural  sequence. 

A  card  record  giving  the  life  history  of  each  pot  from  the  time 
it  is  received  until  it  is  removed  from  the  furnace  is  advisable 
so  that  the  individual  performance  of  each  pot  is  known,  its 
inferior  or  superior  qualities  may  be  traced  and  the  results  trans- 
ferred to  a  summary  sheet. 

A  typical  card  may  be  arranged  as  follows: 
POT  RECORD  Glass  Co.  DATE 

Furnace  No. Arch    No. 

Pot  Broken Maker No. 

Remarks 

How  Broken,  etc. 
Size,  etc. 
Pot   Set Maker— No. 
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Summary  Pot  Record Glass  Co.  Arch  No.- 


Maker's  Name 

Set 

Broke 

Life 

Remarks 

Melts. 

and    No.         / 

/ 

/             / 

/ 

//       /       / 
Total 

/     /  / 

Etc. 

The  majority  of  plants  have  only  hand  drawn  pot  carriages. 
If  the  volume  of  business  warrants,  however,  it  is  advisable  to 
adopt  power  driven  carriages,  either  electric  trucks,  or,  for  fur- 
nace room  work,  steam  driven  pot  handling  machines. 

A  successful  departure  from  usual  practice  followed  at  one 
plant  was  to  construct  a  pot  room  alongside  of  a  checker  chamber 
by  merely  enclosing  the  space  for  a  few  bays  with  a  brick  or  tile 
wall.  The  waste  radiated  heat  from  the  checker  chamber  kept 
this  room  warm  and  pots  were  transferred  here  from  the  storage 
room  preliminary  to  introduction  in  the  pot  arch,  so  that  they 
were  evenly  and  well  dried  out  and  somewhat  heated  when  ready 
for  the  pot  arch. 

Contrast  this  care  with  what  is  sometimes  found  around  glass 
works:  pots  stored  in  cold  warehouses,  or  any  odd  space  in  the 
plant,  sometimes  near  broken  windows  where  snow  and  rain 
beat  in  and  other  exposure  to  moisture  is  present. 

A  glass  pot  is  a  wonderful  piece  of  engineering  skill  when  we 
consider  the  great  weight,  thick  walls,  long  time  required  to  manu- 
facture and  severe  treatment  to  which  it  is  to  be  subjected.  There 
is  no  other  appliance  or  tool  worth  one  hundred  dollars  around 
a  glass  house  which  is  not  given  better  care  or  more  closely  watched 
lest  it  be  damaged,  and  yet  the  pots  are  the  main-springs  of  the 
business.  Considering  the  loss  of  production  and  the  arduous 
labor  resulting  from  the  loss  of  pots,  is  there  any  reason  why  all 
precautions  should  not  be  taken  to  prolong  the  life  of  the  pot? 
Consequently  elimination  of  every  cause  of  jolts,  jars  and  rough 
handling  is  most  desirable. 

Pot  Setting 

The  setting  of  pots  is  an  operation  carried  out  by  a  well  trained 
crew  in  fifteen  or  twenty  minutes  where  a  skillful  foreman  is  in 
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charge  and  a  proper  subdivision  of  labor  is  maintained  so  that 
each  man  knows  his  specific  duties.  It  is  one  of  the  most  spec- 
tacular features  in  connection  with  glass  house  operation. 

It  is  well  to  remove  the  regular  sheet  metal  doors  just  before 
pot  setting,  and  to  hang  on  the  hinges  an  old  set  of  doors  which 
have  been  warped  and  scaled  by  exposure  to  the  high  temper- 
atures and  which  are  used  only  at  the  time  of  pot  setting.  The 
jack  bricks  composing  the  breast  wall  are  torn  out  and  piled  con- 
veniently at  one  side  of  the  arch.  Lastly  the  breast  wall  bricks 
are  loosened  by  leverage,  a  carriage  is  inserted  under  them  and 
they  are  wheeled  to  one  side  of  the  opening.  The  sheet  metal 
doors  serve  as  shadow  pans  in  retaining  heat  within  the  furnace 
and  thus  protect  the  operators.  Chain  screens  or  wire  gauze 
screens  may  be  used  advantageously  for  heat  protection,  com- 
fort, and  retention  of  heat  within  the  furnace. 

When  the  breast  wall  is  clear  the  old  pot  is  attacked.  If  glass 
has  leaked  out  through  a  crack  and  frozen  the  pot  to  the  bench 
considerable  exertion  may  be  required  to  remove  this  glass  with 
rakes,  shovels  and  hoes.  Finally  a  pry  is  applied  beneath  the 
mouth  of  the  pot  until  it  can  be  raised  and  the  prongs  of  the  pot 
carriage  forced  beneath  the  bottom.  Then  the  long  handle  of 
the  pot  carriage  serves  as  a  lever  and  the  wheels  as  a  fulcrum 
and  the  pot  is  lifted  and  carted  off  to  the  dump. 

Meanwhile  the  other  men  start  cleaning  the  bench  and  remov- 
ing all  traces  of  any  glass  that  has  leaked  out.  When  they  have 
"an  even  clay  bottom  a  cushion  of  clean  sand  is  thrown  over  the 
bench  and  it  is  ready  to  receive  the  new  pot.  This  is  brought 
from  the  pot  arch  on  the  pot  carriage  and  placed  in  approximate 
position  and  then  gently  lowered  into  place  and  the  pot  carriage 
withdrawn. 

Care  must  be  exercised  that  the  pot  is  level.  This  is  usually 
accomplished  by  the  foreman  taking  special  pains  when  the  bench 
is  cleaned  to  see  that  sufficient  sand  is  used  so  that  when  the  pot 
has  settled  into  place  only  a  small  amount,  if  any,  additional 
filling  will  be  necessary. 

The  arduous  labor  of  raking,  hoeing,  and  spreading  of  sand  in 
the  above  operations  is  greatly  lessened  if  the  leverage  principle 
is  used  to  full  extent.     This  may  be  done  by  having  extra  long 
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handled  tools  and  employing  a  "Lazy  Bones"  as  the  fulcrum 
point. 

Carelessness  in  cleaning  the  bench  will  result  in  the  bench  grad- 
ually becoming  so  high  that  the  pot  will  not  enter  the  arch  of 
the  furnace  while  still  on  the  carriage.  This  means  that  the 
pot  must  be  unloaded  in  the  arch  opening  and  shoved  on  the  bed 
of  sand  into  the  furnace.  Bunting  the  pot  just  under  the  hood 
with  the  pot  carriage  is  the  usual  method  of  accomplishing  this 
end.  Although  the  pot  at  this  point  has  been  burned  and  pos- 
sesses considerable  mechanical  strength  vibrations  set  up  by  such 
rough  treatment  ought  certainly  to  be  discouraged. 

The  method  practiced  by  one  old  hand  at  setting  pots  is  to  have 
the  bench  thoroughly  cleaned  and  enough  sand  placed  at  the 
back  of  the  pot  so  that  the  pot  can  be  settled  down  to  the  proper 
level.  The  front  of  the  pot  can  be  easily  barred  up  and  sand 
thrown  under  to  raise  it  but  it  is  next  to  impossible  to  do  this 
at  the  back.  When  the  pots  are  not  completely  worked  out  it 
is  a  good  plan  to  tilt  the  pot  slightly  towards  the  mouth  thus 
relieving  the  back,  or  the  weakest  part  of  the  pot  when  in  the 
furnace,  of  the  added  pressure  of  the  glass. 

After  the  pot  is  properly  leveled  the  breast  wall  bricks  are 
wheeled  into  position  on  the  block  carriage.  The  jack  bricks 
are  lifted  by  means  of  forked  rods  into  their  proper  positions  so 
that  a  neat  fitting  breast  wall  results  and  the  few  interstices  be- 
tween the  blocks  are  mudded  up  with  clay  in  order  to  make  a 
gas  tight  closure  around  the  pot.  Accurate  placing  of  these* 
jack  brick  is  easily  accomplished  by  using  a  bar  as  fulcrum  for 
the  jack  brick  fork.  The  bar  can  be  held  by  two  men  or  a  stand 
for  the  same  purpose  may  be  employed. 

It  will  be  seen  that  only  the  very  greatest  pains  can  be  ad- 
vocated in  all  handling  of  pots  if  the  best  service  is  desired.  Plants 
pursuing  such  care  may  be  exceptional,  but  records  from  such 
plants  prove  that  the  results  attained  will  justify  the  precautions 
taken. 

Glass  Technology  Dept. 
National  Lamp  Works  op  General  Electric  Co. 
Nela  Park,   Cleveland,  Ohio 


SUGGESTED  NEW  METHODS  IN  THE  PREPARATION  OF 
DUST-PRESSED  BODIES1 

By  H.  Spurrier 
ABSTRACT 

Milling. — A  continuous  pebble  mill  of  the  self-feeding  type  is  recommended. 
Segregation  due  to  difference  in  density  is  not  to  be  feared. 

Drying. — Instead  of  drying  completely,  wetting  down,  tempering,  aging 
and  grinding  the  author  recommends  drying  the  press  cake  only  down  to 
a  water  content  of  16%,  followed  immediately  by  disintegrating  and  pressing. 
The  pressed  ware  produced  by  this  shortened  procedure  is  very  satisfactory. 

A  Combined  Disintegrator  and  Dryer. — The  author  suggests  the  application 
of  a  hot  blast  to  the  clay  as  it  leaves  the  mill  for  the  disintegrator  thus  drying 
and  disintegrating  it  in  one  operation.  This  suggestion  has  not,  however, 
been  tried  out. 

It  is  frequently  of  mutual  advantage  for  a  worker  to  be  brought 
suddenly  into  contact  with  new  phases  of  industry,  because  during 
the  necessary  learning  process  old  activities  will  be  viewed  from 
new  angles,  and  hoary  trade  practices,  which  have  the  stability 
of  the  pyramids,  will  be  investigated  apart  from  the  blinding 
glare  of  universal  assent,  that  damning  attitude  of  mind  which 
gave  rise  to  the  "As  it  was  in  the  beginning,  is  now,  and  ever  shall 
be,"  spirit  which  so  successfully  shackles  human  progress. 

The  writer  had  the  good  fortune,  about  a  year  ago,  to  be  the 
worker  end  of  the  couplet  above  alluded  to.  In  the  preparation 
of  clay  for  dust-press  operations  it  soon  became  evident  that,  in 
order  to  secure  constancy  of  finished  dimensions,  it  was  necessary 
to  control  the  moisture  content  of  the  dust  as  this  was  found  to 
be  the  greatest  factor  in  controlling  shrinkage.  It  is,  however, 
quite  difficult  to  do  this,  under  current  procedure  where  finished 
sizes  of  large  pieces  must  be  controlled  within  narrow  limits,  in 
order  to  avoid  rejections. 

On  reflection  it  became  evident  that  there  were  other  points  in 
current  practice  that  might  advantageously  be  revised.  For 
instance  the  drying  of  clay,  always  inimical  to  the  best  working 
1  Received  January  30,  1922. 
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properties  of  plastic  bodies  might  be  so  controlled  as  to  avoid  the 
usual  injury  to  the  essential  and  delicate  hydrogel  constituent. 
The  nearly  complete  drying  of  clay  renders  re-handling,  wetting 
down,  and  tempering  necessary,  and  these  operations,  as  usually 
carried  out,  are  commonly  erratic,  on  account  of  insufficient  time 
being  allowed,  and  the  varying  water  content  of  the  prepared  dust. 
The  following  plan  was  developed  so  that  better  dust  could  be 
prepared  more  rapidly  at  less  expense  and  with  a  more  accurately 
controlled  moisture — body  ratio. 

In  preparing  clay  for  working  in  the  plastic  condition  the  pebble 
mill  is  now  very  commonly  used,  and  those  using  these  mills  have 
experienced  advantages  commensurate  with  the  extra  outlay. 
There  is  no  reason  against,  and  several  good  reasons  for,  the  use 
of  a  mill  in  preparing  slip  intended  for  dust  press  operations. 
For  this  purpose  I  would  recommend  the  continuous  mill  of  the 
Hardinge  type  equipped  with  a  self  feeding  device.  Some  mis- 
giving was  felt  as  to  the  uniformity  of  the  slip  delivered;  would 
the  mixture  be  complete,  or  would  the  easily  supported  clay  parti- 
cles be  discharged  more  readily  than  the  spar  or  flint?  Would 
the  difference  in  specific  gravity  of  the  materials  influence  the 
result  unfavorably?  Would  the  vegetable  matter,  small  pieces 
of  wood  and  the  like  do  harm  if  milled  up  with  the  body  ? 

So  far  as  segregation  in  any  form  is  concerned  there  need  be 
no  concern  as  the  slip  produced  is  perfectly  uniform.  Differences 
in  specific  gravity  of  the  several  constituents  of  the  mix  need  give 
no  concern  as  the  gravities  vary  only  between  2. 58  and  2.65. 
Other  proof  of  this,  if  needed,  can  be  found  in  the  fact  that  litho- 
pone  consisting  of  barium  sulphide  and  zinc  oxide  has  for  some 
years  been  ground  in  a  60  x  22  cone  type  mill  to  a  fineness  of  96  per 
cent  through  a  200  mesh  screen.  When  these  mills  are  used  in 
the  mining  industry  it  is  necessary  to  use  Dorr  or  other  classifiers  to 
separate  fines  of  very  great  specific  gravity  differences. 

In  regard  to  chips  of  wood  and  other  vegetable  matter:  it  is 
astonishing  how  little  effect  a  pebble  mill  will  have  on  moderately 
soft  material — corks,  pieces  of  wood,  rubber  pump  valves,  in- 
tentionally put  into  mills,  have  sustained  remarkably  little  abra- 
sion on  even  long  mill  runs.  On  one  occasion  a  four  fold  12-inch 
ivory  pocket  rule  was  accidently  included  in  a  mill  charge  which 
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ran  8  hours.  Even  this  did  not  suffice  to  completely  erase  the 
marks  on  the  rule;  no  other  damage  was  noted  except  a  very 
slight  rounding  of  the  edges — even  the  German  silver  end  pieces 
and  hinges  suffered  no  injury. 

The  mill  should  discharge  directly  through  a  strainer  into  the 
electro-magnet  box  and  thence  flow  directly  to  the  lawn.  The 
usual  agitator  would  receive  the  slip  from  the  lawn,  followed  by 
the  customary  filter  pressing  operation,  which  however,  should 
be  pressed  up  pretty  well  so  as  to  give  a  cake  carrying  as  little 
water  as  possible,  and  as  small  a  soft  core  as  practicable — if  this 
is  not  removed. 

Ordinarily  the  clay  on  leaving  the  presses  will  contain  from 
21-22  per  cent  water  on  the  wet  basis.  In  common  current 
practice  this  clay  would  be  dried,  then  wetted  down,  tempered, 
aged  and  ground.  Instead  of  drying  out  so  much  water  a  great 
economy  of  time  and  steam  can  be  effected  and  better  dust  ob- 
tained if  the  clay  is  put  into  a  drier  and  only  so  much  water  dried 
out  as  it  is  necessary  to  remove  for  the  desired  end  in  view,  viz.,  a 
product  containing  about  1(5  per  cent  water.  This  means  the 
removal  of  only  5-7  per  cent  of  water,  That  this  is  not  only 
possible  but  also  highly  desirable  is  attested  by  the  results. 

Two  hundred  and  twenty-one  pounds  of  freshly  pressed  leaves 
were  weighed  up  on  a  rack  and  put  into  an  ordinary  dry  room 
with  steam  coils  running  around  the  sides — direct  weighings 
showed  that  sufficient  moisture  had  been  removed  in  51  i  hours 
after  which  period  the  clay  was  immediately  disintegrated  and 
pressed  into  bushings.  The  pressman  volunteered  approval  of 
the  dust  (which  in  itself  is  noteworthy).  The  pressed  bushings 
were  dried,  cleaned,  glazed  and  fired  as  usual  and  produced  very 
good  ware.  It  is  well  to  note  that  in  drying  clay  the  first  few 
per  cents  of  water  are  the  easiest  of  all  to  remove.  If  properly 
controlled  an  ordinary  dry  room  may  be  operated  quite  success- 
fully. Under  proper  care  the  filter  presses  may  be  made  to 
deliver  leaves  of  very  constant  average  moisture  content  which 
renders  dry  room  operation  more  easy  and  certain. 

In  another  experiment  250  pounds  of  press  leaves  were  treated 
in  the  same  way  taking  again  51/a  hours  to  dry  sufficiently  and  the 
results  were  entirely  satisfactory  in  every  way. 
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Clay  so  handled  seems  to  be  a  little  easier  on  the  dies  and  fills 
out  better  although  no  tests  have  been  made  to  see  if  the  more 
difficult  pieces  could  be  made  better  with  this  clay.  It  may  be 
safely  predicted  that  an  advantage  in  this  respect  would  be  gained 
also.  A  further  drying  test  was  made  using  a  commercial  humid- 
ity drier  which  required  6V2  hours  to  reduce  the  moisture  from 
21.9  per  cent  to  16  per  cent  and  tests  showed  that  the  clay  was 
delivered  very  uniformly  indeed. 

Supposing  now  we  wish  a  clay  having  16  per  cent  of  moisture: 
it  is  necessary  to  remove  from  106.3  pounds  of  wet  clay,  6.3 
pounds  of  water  to  yield  100  pounds  of  dust  carrying  the  pre- 
determined 16  per  cent  moisture.  A  universally  felt  difficulty 
in  drying  clay  at  high  speed  is  the  difficulty,  of  establishing  and 
maintaining  even  distribution  and  a  practical  industrial  device 
that  can  be  regulated  and  depended  upon  to  do  this  is  very  de- 
sirable. As  we  know,  the  disintegrator  is  likewise  a  pretty  good 
fan.  As  it  disintegrates  and  delivers  the  clay  it  also  delivers  con- 
siderable air  which,  experiment  has  shown,  has  very  little  drying 
effect  on  the  dust.  Now  a  good-  high  speed  disintegrator  with 
properly  inclined  blades  will  disintegrate  clay  direct  from  the 
press  provided  the  moisture  is  not  much  in  excess  of  21  per  cent. 
A  machine  having  6  blades  and  travelling  1800  R.P.M.  with  a  26- 
inch  rotor  did  this  quite  nicely. 

By  applying  hot  blast  in  a  suitable  manner  to  the  clay  dust 
leaving  the  mill  outlet  the  clay  might  be  air  supported  at  high 
temperature  long  enough  to  dry  it  sufficiently.  This  at  first  sight 
seems  visionary  but  considering  the  enormously  extended  surface 
of  the  clay  when  broken  into  fine  particles  no  insuperable  diffi- 
culties present  themselves.  For  example  consider  the  before- 
mentioned  case  where  6.3  pounds  of  water  had  to  be  removed 
from  106.3  pounds  of  wet  clay.  Suppose  that  we  are  using  a  fan 
delivering  air  at  192°F.  This  will  take  up  slightly  more  than  its 
own  weight  of  water  in  becoming  saturated  at  this  temperature. 
The  actual  ratio  is  0.0205  pound  of  air  to  0.0254  pound  of  water; 
therefore  we  should  require  4099  cubic  feet  of  air,  theoretically, 
but  allowing  for  unavoidable  loss  and  necessary  safety  factor,  we 
will  assume  an  input  of  8,000  cu.  ft.  of  air  at  192  °F.  To  heat 
this  air  from  70  °F  to  192  °F  will  require  between  1200  and  1300 
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B.t.u.  or  in  terms  of  coal  it  is  about  equivalent  to  one  pound  of 
fairly  good  coal.  Now  the  drying  of  press  leaves  in  drying  rooms 
is  not  nearly  so  efficient  as  this  because  of  the  enormous  losses 
incurred,  but  the  present  toleration  of  these  losses,  is  no  argument 
for  a  continuation  of  such  wasteful  methods.  Indeed  the  modern 
spirit  of  conservation  demands  that  such  methods  be  abandoned. 
The  procedure  here  suggested  is  very  much  like  that  success- 
fully practiced  in  the  preparation  of  milk  powder;  in  this  industry 
the  milk  is  concentrated  in  vacuum  evaporators  till  a  certain  pre- 
determined density  has  been  attained,  at  which  time  it  is  dis- 
charged with  the  aid  of  a  blast  into  a  large  space.  This  operation 
produces  a  cloud  which  on  settling,  is  the  milk  powder  of  commerce. 
Several  considerations  brought  about  this  very  beautiful  industrial 
method,  chief  of  which  was  the  fact,  that  by  this  means  the  un- 
desirable flavor  brought  about  by  too  high  concentration  in  the 
liquid  state  is  avoided.  The  sudden  exposure  of  the  hot,  thick 
milk  in  a  finely  divided  state  causes  the  final  removal  of  moisture 
that  changes  the  liquid  suddenly  into  a  powder;  this  sudden  evap- 
oration causes  also  a  sudden  cooling  which  is  one  desirable  feature 
of  the  process. 

.  The  problems  of  producing  milk  dust  and  clay  dust  by  this 
process  are  quite  closely  analogous,  the  clay  problem  being  far 
the  easier.  It  should  be  borne  in  mind  that  while  the  air  is 
assumed  to  be  at  192  °F  the  clay  would  never  approach  this  tem- 
perature as  it  would  perform  the  wet  bulb  function  of  the  hygrom- 
eter. The  arrangement,  proportions,  and  construction  of  the 
suggested  drying  shafts  need  not  be  dealt  with  here,  as  they  would 
depend  largely  on  local  circumstances. 

In  a  plant  producing  slip  and  dust  by  the  methods  here  outlined 
the  time  saving  would  be  very  material.  The  following  figures 
have  already  been  obtained  for  one  ton  of  clay  mix  figured  dry. 

Hrs.  Min. 

Milling 1 

Lawning 0  50 

Filter  pressing 1  10 

Drying  (ordinary  drier) 5  15 

Disintegrating 0  30 

8  45 
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Eight  hours  and  45  minutes  from  bin  to  press  room.  If  the  dust 
is  made  directly  from  the  press  cake  at  least  41,'2  hours  could  be 
deducted  from  this  figure  making  the  time  for  the  clay  in  process 
four  hours  and  fifteen  minutes  with  clay  dust  coming  along  at 
the  rate  of  2320  pounds  per  hour  on  the  basis  of  the  size  of  the  mill 
assumed  together  with  its  complement  of  lawn,  filter  presses  and 
disintegrator.  This  would  make  it  easily  possible  to  place  pressed 
ware  in  the  dry  rooms  the  same  day  that  the  clay,  etc.,  was  made 
into  slip. 

It  is  important  to  bear  in  mind  that  dust  made  in  this  way  is 
considerably  better  than  dust  as  ordinarily  made.  There  would 
be  better  time  made  at  the  presses,  less  loss,  less  scrap  and  in  the 
trucking  and  cleaning  less  breakage  would  be  incurred  and  better 
ware  secured.  The  only  point  that  has  not  been  experimentally 
established  is  the  hot  air  blast  drying  and  it  would  appear  that 
any  pottery  would  be  more  than  justified  in  incurring  the  necessary 
expense  involved  in  standardizing  this  one  feature  in  view  of  the 
economies  already  demonstrated. 


A  SMALL  GLASS  TANK1 

>  By  H.  T.  Bellamy 

ABSTRACT 

The  construction  of  the  furnace  is  shown  in  the  figure.  It  is  fed  from 
the  3  burners  and  uses  about  24,000  cu.  ft.  of  B.t.u.  gas  per  24  hours.  It 
successfully  melts  high  lead  crystal,  alabaster,  opal,  gold  ruby  opalescent, 
and  green  opalescent  glasses. 

The  small  glass  tank  to  be  described  was  built  to  be  used  in 
place  of  small  pot  furnaces  for  the  manufacture  of  lead  glasses. 
An  output  of  about  500  pounds  per  day  was  desired  and  a  melting 
chamber  of  this  capacity  was  devised  with  standard  tank  blocks. 
The  method  of  heating  was  given  special  consideration,  for  the 
strong  assertions  in  the  literature,  that  lead  glass  can  not  be  melted 
in  open  pots  or"  in  tanks  without  discoloration,  raised  some  un- 
certainty as  to  the  success  of  the  furnace. 

We  had  made  quite  a  variety  of  lead  glasses  in  small  open  pots 
with  only  occasional  signs  of  discoloration,  but  the  greater  area 
of  glass  exposed  to  the  flame  and  to  the  products  of  combustion 
would  of  course  tend  to  increase  the  reduction  of  the  glass  by  the 
gases.  It  was  decided  to  fire  the  furnace  in  such  a  manner  that 
combustion  might  be  as  complete  as  practicable.  Uncarburetted 
blue  water  gas  was  the  fuel  available  and  various  systems  of  pre- 
mixing  air  with  this  gas  were  considered.  The  Surface  Combus- 
tion Company's  equipment  was  finally  decided  upon.  In  this 
system  the  gas  pressure  is  boosted  to  10  or  12  pounds  by  a  water- 
sealed  pump.  A  valve  and  a  gauge  at  each  burner  control  the 
distribution  of  the  gas.  As  the  gas  passes  through  the  burner 
nozzle  into  a  throat  at  high  velocity,  the  pressure  energy  is  trans- 
formed into  velocity  energy  and  air  is  induced  into  the  throat 
through  an  adjustable  shutter.  The  gas  and  air  mixture  then 
goes  through  a  Venturi  tube  to  facilitate  thorough  mixing  before 
passing  on  to  the  burners. 
1  Received  January  25,  1922. 
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To  obtain  the  best  combustion,  especially  at  low  temperatures, 
even  with  the  proper  mixture  of  gas  and  air,  the  gases  issuing 
from  the  burner  should  be  obstructed  in  some  manner  such  as  by 
impinging  on  or  brushing  against  a  surface  or  by  the  impact  of 
opposing  flames.  It  was  at  first  planned  to  have  the  flames  from 
burners  on  opposite  sides  meet  a  few  inches  above  the  surface  of 
the  glass.  This  idea  was  abandoned  on  account  of  the  difficulty 
of  accurate  adjustment  of  opposing  burners,  and  in  its  place  was 
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substituted  the  plan  of  inclining  the  burners  at  an  angle  of  30° 
from  the  horizontal  so  that  the  flames  would  brush  against  the 
arch.  This  scheme  was  followed  when  the  furnace  was  installed 
and  has  given  very  satisfactory  results.  The  furnace  was  first 
built  with  five  burners  staggered,  two  on  one  side  and  three  on  the 
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other  but  later  two  of  the  latter  were  removed,  as  three  burners 
were  found  to  be  adequate. 

The  accompanying  sketch  is  a  cross  section  of  the  furnace  as 
it  was  put  into  service.  The  first  arch,  built  of  silica  brick, 
spalled  and  cracked  badly  on  heating  up.  The  silica  brick  were 
replaced  with  an  arch  of  zirconium  silicate  brick,  laid  in  zirconium 
silicate  containing  about  5%  clay.  This  arch  has  been  in  service 
about  one  year  and  is  still  in  very  good  condition.  When  it  is 
necessary"  to  replace  corroded  tank  blocks,  the  arch  is  removed 
brick  by  brick  and  set  up  again.  This  is  possible  because  there 
is  no  fluxing  of  the  bonding  material  or  the  brick. 

The  time  required  to  bring  the  furnace  up  to  glass  melting  tem- 
perature depends  on  the  moisture  in  the  refractories.  A  newly 
constructed  furnace  should  not  be  heated  up  in  less  than  four 
days  but  thereafter  the  furnace  may  be  cooled  off  and  heated  up 
over  the  week  end  without  greatly  increasing  the  depreciation. 
This  feature  is  quite  an  advantage  in  the  making  of  glass  period- 
ically without  pot  arches.  It  permits  the  making  of  repairs  on 
the  furnace  equipment  or  the  fuel  and  power  lines  without  an 
excessive  loss  of  time  in  bringing  the  furnace  up  to  tempera- 
ture. 

The  operator  controls  the  temperature  and  combustion  condi- 
tions of  the  furnace  with  a  valve  in  the  gas  line  and  a  shutter  on 
the  burner.  At  each  burner  are  spring  gauges  sufficiently  sensi- 
tive to  permit  adjustment  to  fractions  of  an  ounce.  The  gas 
pressure  indicated  by  the  gauge  in  the  by-pass  is  quite  constant 
and  with  the  accurate  adjustment  of  burners  to  a  predetermined 
pressure,  a  very  constant  temperature  is  maintained  for  long  peri- 
ods without  attendance. 

In  operating  the  furnace,  the  batch  is  shoveled  into  the  tank  at 
intervals  until  the  melted  glass  is  up  to  the  glass  line  giving  a 
•depth  of  seven  inches  when  the  tank  blocks  are  first  put  in  service. 
This  depth  increases  as  the  bottom  blocks  are  dissolved  by  the 
glass.  The  initial  cubical  content  of  the  glass  melting  space  is 
about  41/o  cubic  feet.  We  have  melted  in  this  tank  high  lead 
crystal  glass,  alabaster,  opal,  gold  ruby  opalescent  and  green 
opalescent  glasses.  Occasionally  there  is  a  slight  tinge  of  green 
to  the  crystal  and  alabaster  glasses  due  apparently  to  too  rich  gas 
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mixture.  Accurate  records  on  the  gas  consumption  are  not 
available,  but  from  the  data  on  hand  the  fuel  required  per  24  hour 
period  is  approximately  24,000  cubic  feet  of  300  B.t.u.  gas. 
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'A  Comparative  Study  of  American  and  German  Quartzites 
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EDITORIALS 

THE  CHEMISTRY  AND  PHYSICS  OF  HIGH 
TEMPERATURES 

The  importance  of  the  economical  production  and  exact  con- 
trol of  high  temperatures  to  the  industrial  life  of  a  nation  can 
scarcely  be  over-emphasized.  An  English  writer  has  recently 
gone  so  far  as  to  state  that  "the  future  industrial  success  of  any 
country  will  largely  depend  upon  the  extent  to  which  it  develops 
high  temperature  processes."  The  interest  of  the  ceramic  pro- 
fession in  this  subject  is  two-fold.  In  the  first  place  it  has  a 
primary  interest  arising  from  the  fact  that  practically  all  of  the 
ceramic  industries  belong  themselves  to  the  class  of  high  tem- 
perature industries  and  all  matters  relating  to  the  economical 
production  and  control  of  high  temperature  are  therefore  of 
paramount  importance  to  the  profession.  In  the  second  place 
all  high  temperature  industries  are  dependent  upon  the  ceramic 
profession  for  their  supplies  of  that  sine  qua  non  of  high  tem- 
perature processes,  refractory  materials. 

It  is,  therefore,  not  sufficient  that  the  ceramic  engineer  be 
thoroughly  conversant  with  the  chemistry  and  physics  of  the 
manufacture  of  refractory  materials.  If  he  is  to  be  of  the  great- 
est assistance  to  the  high  temperature  industries  which  he  serves, 
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he  must  be  familiar  also  with  the  chemistry  of  these  industries 
because  the  refractories  which  he  undertakes  to  produce  must 
be  capable  not  only  of  withstanding  high  temperatures  alone 
but  capable  also  of  withstanding  a  variety  of  chemical  influences. 
Moreover,  the  refractory  must  not  introduce  harmful  materials 
into  the  manufactured  products.  The  ceramic  profession  has 
therefore  a  vital  interest  in  the  whole  field  of  high  temperature 
research. 

Among  the  non-ceramic  industries  which  employ  high  temper- 
atures may  be  mentioned  the  coke  industry  with  its  numerous 
by-products,  the  gas  industry,  the  fixed  nitrogen  industries,  the 
electric  furnace  industries  and  nearly  all  of  the  metallurgical 
industries.  High  temperature  chemistry  and  physics  is  thus 
far-reaching  in  its  importance  to  modern  civilization  and  is  an 
attractive  field  for  the  investigator.  Perhaps  some  millionaire 
(?)  brick  manufacturer  will  sometime  wish  to  establish  a  perma- 
nent memorial  by  founding  and  endowing  an  institute  for  re- 
search in  the  chemistry  and  physics  of  high  temperatures.  Such 
an  institution  would  be  a  great  boon  to  all  industries  having 
high  temperature  problems  to  meet. 

1922  CONVENTION  A  RECORD 

The  24th  Annual  Convention  held  February  27  to  March  3, 
inclusive,  at  St.  Louis,  Missouri,  was  a  record  breaker  in  more 
than  one  respect.  The  attendance  was  417,  registered;  original 
papers  on  the  program  were  164,  aside  frbm  the  22  which  were 
listed  as  having  been  previously  published  and  to  be  discussed; 
the  entertainment  furnished  by  the  local  committee  was  replete 
with  novel  and  highly  pleasing  numbers;  the  meetings  of  the 
seven  Divisions  and  those  of  the  general  sessions  were  conducted 
on  schedule  and  with  a  smoothness  that  was  unusual,  and  harmony 
and  singleness  of  purpose  was  in  every  heart,  mind  and  act. 
Too  much  praise  can  not  be  given  to  the  local  committee  for 
their  superb  management. 

By  divisions  the  attendance  was  as  follows:  Art  Division,  25; 
Enamel  Division,  87;  Glass  Division,  55;  Heavy  Clay  Products 
Division,  67;  Refractories  Division,  82;  Terra  Cotta  Division,  33; 
White  Wares  Division,  65;  making  a  total  of  414. 
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THE  INFLUENCE  OF  GRIND  AND  BURN  ON  THE 
CHARACTERISTICS  OF  SILICA  BRICK1 

By  R.  M.  Howe  and  W.  R.  Kerr2 
ABSTRACT 
Finer  grinding  improves  the  appearance  of  the  brick  and  increases  their 
strength  somewhat  but  not  in  any  marked  degree,  within  the  commercial 
limits  of  grinding.  A  grinding  of  from  15  to  20  minutes  seems  most  desira- 
ble. The  time  of  grinding  does  not  affect  the  porosity  appreciably.  The 
firing  temperature  is  the  principal  factor  governing  the  final  strength  and  also 
the  permanent  residual  expansion.  The  maximum  temperature  cone  19, 
yielded  the  highest  strength  and  the  lowest  expansion. 

An  earlier  investigation  showed  that  17  standard  brands  of 
commercial  silica  brick  possessed  moduli  of  rupture  varying 
from  401  to  921  pounds  per  square  inch.  Certain  of  these  brick 
were  made  to  meet  special  conditions  where  high  strength  was 
unnecessary.  In  other  cases  the  variation  between  brands  was 
entirely  due  to  different  manufacturing  conditions.  The  present 
investigation  was  instigated  to  determine  the  effect  of  two  very 
important  steps  in  the  process  of  manufacture — grinding  and 
burning. 

The  samples  used  in  this  investigation  were  made  by  taking 
mud  from  the  same  batch  after  grinding  for  10,  15  and  20  minutes. 
Samples  of  each  grind  were  burned  at  each  of  six  temperatures 
ranging  from  cone  11  to  cone  19. 

McDowell3  has  already  reported  the  results  of  a  similar  investiga- 

1  Received  Jan.  30,  1922. 

2  Fellows,  Refractories  Manufacturers'  Association    Fellowship  5,  Mel- 
lon Institute  of  Industrial  Research,  University  of  Pittsburgh,  Pittsburgh,  Pa. 

3  "A  Study  of  the  Silica  Refractories,"  G.  S.  McDowell,  Bull.  Am.  Inst. 
Mining  Eng.,     1916,  2019. 
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tion,  although  the  same  procedure  was  not  involved.  Instead  of 
burning  different  samples  from  cones  11  to  19  he  burned  the  same 
samples  one,  two,  or  three  times  at  cone  14  or  15.  He  reported 
that  "the  fine  grind  shows  little  if  any  advantage  over  the  reg- 
ular grind,"  "there  is  an  advantage  in  burning  the  brick  a  second 
time,"  and  "it  is  probable  that  stronger  brick  would  be  produced 
by  maintaining  the  maximum  temperature  a  greater  length  of 
time  during  a  single  burn  than  by  resorting  to  repeated  burning." 
The  effect  of  time  upon  the  grind  of  the  mud  is  shown  by  Table  I. 

Table  I — Screen  Analyses  of  Silica  Mud  after  10,  15  and  20  Minute 

Grinds 

Time  of  grind  in  minutes  10  15  20 

Remaining  on  10  mesh 17.8%  10.0%  3.0% 

Remaining  on  20  mesh 6.0%  8.0%  7.6% 

Remaining  on  40  mesh 10.7%  11.5%  12.5% 

Remaining  on  60  mesh 17.2%  19.0%  18.5% 

Remaining  on  80  mesh 12.0%  12.7%  13.0% 

Remaining  on  100  mesh 5.0%  5.2%  6.0% 

Remaining  on  120  mesh 3.8%  5.0%  4.8% 

Remaining  on  140  mesh .  5%  .  5%  .  5% 

Passing  through  140  mesh 27.0%  28. 1%  34. 1% 

The  effect  of  the  grind  and  burn  upon  the  modulus  of  rupture  is 
shown  in  Table  II.     Each  of  the  figures  in  columns  2,  3  and  4 

Table  II — Influence  of  Grind  and  Burn  upon  the  Modulus  of  Rupture 

of  Silica  Brick 

Average  modulus  of  rup- 
Time  of  grind  in  minutes  ture  for  all  grinds  at  each 

Temperature  of  burn  in  cones         10  15  20  cone 

11  295  285  330  303 

14-15  324  400  381     ■  368 

16-17  436  372  523  444 

17  526  605  585  572 

18  525  513  581  533 

19  531  618  094  514 
Average    modulus   of   rup- 
ture for  each  grind  at  all 

cones  440        446        499 

represents  an  average  of  at  least  seven  observations.  The  fig- 
ures in  the  fifth  column  represent  the  average  strengths  of  21 
brick  of  3  grinds  burned  at  the  indicated  temperature.     The  fig- 
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ures  in  the  bottom  row  of  this  table  (II)  represent  the  average 
strengths  of  42  samples  of  each  grind  burned  at  6  different  temper- 
atures. Consequently  these  last  two  sets  of  figures  are  particu- 
larly significant. 

Table  III  and  IV  are  compiled  in  the  same  way  as  Table  II. 

Table  III — Influence  of  Grind  and  Burn  upon  the  Specific  Gravity  of 

Silica  Brick 


Temperature  of  burn  in  cones 

Time  of 
10 

grind  in  mi 
15 

nutes     Average  specific  gravity  for 
20         all  grinds  at  each  cone 

11 

2.49 

2.52 

2.50 

2.50 

14-15 

2.38 

2.39 

2.38 

2.38 

16-17 

2.36 

2.35 

2.36 

2.36 

17 

2.33 

2.33 

2.33 

2.33 

18 

2.31 

2.31 

2.32 

2.31 

19 

2.30 

2.31 

2.30 

2.30 

Average  specific  gravity  for 

each  grind  at  all  cones 

2.362 

2.368 

2.365 

They  refer  to  the  porosity  and  specific  gravity  of  the  various 
samples. 

Tables  V  and  VI  combine  the  average  results  expressed  in  Tables 

Table  IV — Influence  of  Grind  and  Burn  upon  the  Porosity  of  Silica 

Brick 


Temperature  of  burn 

in  cones 

Time  of  grind  in  minutes     Average  porosity  for  all 
10                15                20         grinds  at  each  cone 

11 

27.15 

28.46 

28.13 

27.91 

14-15 

27.27 

28.19 

29.45 

28.30 

16-17 

26.68 

28.40 

29.08 

28.05 

17 

26.90 

26.95 

30.40 

23.08 

18 

25.15 

26.78 

28.23 

26.72 

19 

28.00 

27.80 

26.96 

27.59 

Average  porosity 

for 

each 

grind  at  all  cones 

26.86 

27.76 

28.71 

Table  V — Influence  of  Grind  upon  Several  Characteristics  of  Silica 

Brick 

Average  value  for  all  burns  and  one  grind 
Residual 


Time  of  grind  in  minutes 

Specific 
gravity 

permanent 
expansion 

Modulus  of 
rupture 

Per  cent 
porosity 

10 

2.362 

1-5% 

440 

26.83 

15 

2.368 

1.6%. 

4:6 

27.76 

20 

2.365 

1.6% 

499 

28.71 
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II,  III,  and  IV.  Each  of  the  values  in  Tables  V  and  VI  there- 
fore represents  the  average  of  from  21  to  42  observations.  The 
permanent  expansion  remaining  in  the  brick  has  been  calculated 
from  the  tables  of  F.  A.  Harvey  and  E.  N.  McGee1  and  these  values 
are  also  included. 

Table  V  shows  conclusively  that  the  time  of  grinding  Medina 
Ouartzite  may  be  varied  100  per  cent  without  seriously  changing 
the  strength  of  the  bricks.  The  texture,  to  be  sure,  varied  to  the 
degree  shown  in  Table  I  and  this  characteristic  affected  the 
workmanship  somewhat.  Generally  speaking,  the  bricks  of  the 
finer  grinds  had  better  appearances.  The  modulus  of  rupture, 
however,  varied  only  14  per  cent,  the  porosity  2  per  cent,  and  the 
expansion  practically  none.  These  conclusions  are  deduced 
from  this  table  in  preference  to  the  others  because  each  figure 
represents  so  many  observations. 

Table  VI — Influence  of  Burn  upon  Several  Characteristics  of  Silica 

Brick 

Average  value  for  all  grinds  at  each  cone 
Residual 


Temperature  of  burn  in  cones 

Specific 
gravity 

permanent 
expansion 

Modulus  of 
rupture 

Per  cent 
porosity 

11 

2.50 

4.2% 

303 

27.91 

14-15 

2.38 

2.0% 

358 

28.30 

16-17 

2.35 

1.3% 

444 

28.05 

17 

2.33 

•  8% 

572 

28.08 

18 

2.31     ' 

•  4% 

533 

26 .  72 

19 

2.30 

•  2% 

614 

27.59 

Table  VI,  however,  shows  that  the  burning  temperature  exerts 
a  tremendous  influence  upon  the  characteristics  of  the  finished 
brick.  The  porosity  was  not  affected  by  the  burning  temperature 
but  the  expansion  and  strength  varied  more  than  100  per  cent 
over  a  range  of  6  cones. 

A  second  lot  of  brick  was  made  from  similar  quartzite  and  the 

general  method  of  procedure  was  the  same.     The  grinds  included 

6,   13,  and  20  minute  periods  and  therefore  covered  a  broader 

range.     The  burns  were  restricted  to  one  at  cone  14-15,  one  at 

cone  17,  and  one  at  cone  19.     The  screen  analyses  of  the  mud 

1  "Testing  Coke  Oven  Refractories,"  Harvey  and   McGee,  This  Jour., 
4,  475  (1921). 
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and  the  average  physical  characteristics  of  the  brick  are  given  in 
Tables  VII  and  VIII.     The  results  of  the  tests  made  upon  the 

Table  VII — Effect  of  Grind  upon  Mud  and  Brick  of  Series  II 

Time  of  grind  in  minutes 

Per  cent  mud  on  10  mesh 

Per  cent  mud  on  20  mesh 

Per  cent  mud  on  40  mesh 

Per  cent  mud  on  60  mesh 

Per  cent  mud  on  80  mesh 

Per  cent  mud  on  100  mesh 

Per  cent  mud  on  120  mesh 

Per  cent  mud  on  140  mesh 

Per  cent  through  140  mesh 


6 

13 

20 

29.7 

19.5 

13.0 

3.7 

4.0 

4.0 

7.5 

7.3 

7.1 

16.8 

19.8 

21.3 

12.4 

14.4 

15.7 

5.0 

5.6 

5.8 

3.3 

4.0 

3.0 

.3 

.3 

.3 

21.3 

25.1 

28.6 

Average 
values 

Modulus  of 
rupture 

389 

655 

701 

for  brick 
of  one 

Specific 
gravity 

>      2.340 

2.343 

2.343 

grind  and 

■          Residual 

three 

permanent 

■         .00 

1.20 

1.20 

burns 

expansion 

(cone  15 
to  cone  19) 

Per  cent 
porosity 

>    26.70 

27.94 

25.53 

Table  VIII— Effi 

:ct  of  Burn  upon  Ch^ 

iRACTERISTICS  OF  BRICK 

of  Series  II 

Average 

value  for  all  grinds  at  each 

cone 

Residual 

Temperature  of  burn 

Specific 
in  cones              gravity 

permanent 
expansion 

Modulus  of 
rupture 

Per  cent 
porosity 

14-15 

2.38 

2.0% 

533 

26.38 

17 

2.33 

•8% 

590 

26.49 

19 

2.32 

•6% 

622 

27.30 

second  lot  of  samples  confirmed  those  already  reported,  although 
the  effect  of  grinding  6  minutes  should  be  discussed  more  in  detail. 
The  results  of  all  the  tests  were  plotted  so  as  to  study  the 
influence  of  the  time  of  grinding  upon  the  strengths  of  the  brick. 
It  developed  that  there  was  a  slight  increase  in  strength  (14 
per  cent)  when  the  first  mix  was  ground  20  minutes  instead  of  10. 
It  also  developed  that  there  was  a  marked  increase  in  strength  (68 
per  cent)  when  the  grind  of  the  second  lot  was  increased  from  6  to 
13  minutes.  No  important  increase  (7  per  cent)  was  noted  when 
the  grind  was  extended  from  13  to  20  minutes.     It  might  be  stated, 
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however,  that  the  10,  13,  15,  and  20  minute  grinds  for  this  ma- 
terial are  within  the  limits  of  commercial  work  which  the  6  min- 
ute grind  is  not. 

An  attempt  was  then  made  to  determine  to  what  degree  the 
mud  should  be  ground  in  order  to  produce  a  strong  brick.  The 
mixes  studied  were  properly  ground  after  10  and  13  minutes  but 
were  not  sufficiently  ground  after  6  minutes.  Other  raw  mate- 
rials, however,  grind  with  more  or  less  difficulty.  The  terms  fine, 
coarse,  and  medium  are  not  exact.  When  the  screen  analyses 
were  studied  it  was  found  that  the  10  and  13  minute  grinds  gave 
muds  with  remarkably  similar  analyses.     These  analyses  follow: 

Table  IX 

Time  of  grind  in  minutes  10                           13 

Per  cent  on  10  mesh 17.8  19.5 

Per  cent  on  20  mesh 6.0  4.0 

Per  cent  on  40  mesh 10.8  7.3 

Per  cent  on  60  mesh 17.2  19.8 

Per  cent  on  80  mesh 12.0  14.4 

Per  cent  on  100  mesh 5.0  5.6 

Per  cent  on  120  mesh 3.8  4.0 

Per  cent  on  140  mesh .5                      .3 

Through  140  mesh 27.0  25. 1- 

While  this  remarkable  similarity  may  be  simply  a  coincidence  it 
is  known  that  when  silica  mud  has  an  analysis  similar  to  these 
little  additional  strength  can  be  gained  by  longer  grinding.  When 
the  mud  is  coarser  (as  shown  by  the  analysis  of  the  6  minute 
grind)  the  bricks  may  be  weak  because  of  insufficient  grinding. 

From  the  practical  standpoint  it  might  be  stated  that  changes 
in  commercial  grinds  as  now  made,  do  not  seriously  change  the 
strength  of  silica  bricks.  The  porosity  of  silica  bricks  is  not  seri- 
ously affected  by  the  grind.  The  strength  and  amount  of  re- 
sidual expansion  of  silica  bricks  is  controlled  almost  entirely  by  the 
burning  temperature. 

Mellon  Institute  of  Industrial  Research 
University  oe  Pittsburgh 
Pittsburgh,  Pa. 


RESISTANCE  TESTS  ON  FIRE  BRICKS  UNDER  LOADS  AT 
HIGH  TEMPERATURES1 

By  E.  Sieurin  and  Fredr.  Carlsson* 
Experiments  carried  out  by   B.  Kjeixgren 

ABSTRACT 

Method. — Mixtures  of  fine  ground  china  clay  and  ball  clay  with  grog  (called 
by  the  author  "chamotte")  of  the  same  materials  were  made  into  3  cm.  cubes 
and  subjected  to  a  pressure  of  2  kg.  per  sq.  cm.  at  temperatures  which  sufficed 
to  bring  about  a  linear  contraction  of  0.3  per  cent  in  2  hours.  Definite  quanti- 
ties of  silica,  alumina,  ferric  oxide,  lime  and  magnesia  were  added  and  both 
the  deformation  and  the  usual  softening  points  determined. 

Results. — Even  very  small  amounts  of  the  oxides  of  iron,  calcium  and  mag- 
nesium brought  about  a  considerable  reduction  in  the  resistance  to  pressure. 
A  minimum  in  the  resistance  was  observed  with  silica  contents  between  60-70 
per  cent,  which  does  not  correspond  to  the  minimum  softening  point  or  melt- 
ing point  of  clay-silica  mixtures.  Additions  of  alumina  increased  the  temper- 
ature required  to  deform  the  specimens  but  with  high  alumina  content  mechan- 
ical failure  due  to  lack  of  bonding  material  occurred.  For  many  purposes 
clay  fire  brick  will  have  to  be  replaced  by  more  resistant  materials,  such  as 
brick  made  from  silica,  aluminous  mixtures  and  silicon  carbide. 

Formerly,  when  judging  the  properties  of  fire  bricks,  great 
importance  was  attached  to  the  melting  point  (shown  by  Seger 
cones)  and  to  the  chemical  composition,  as  regards  ordinary 
fire  bricks  to  the  alumina  contents  particularly.  Experience, 
however,  has  shown  that  such  determinations  do  not  fully  indicate 
the  properties  of  these  refractory  products.  It  has  become  more 
and  more  evident  that  the  importance  of  determining  the  melting 
points  by  Seger  cones  has  been  over-estimated.  This  is  especially 
the  case  with  fire  clay  material  owing  to  the  fact  that  this 
material  shows  a  considerable  softening  interval  between  300  °  and 
400  °C. 

Investigators,  therefore,  soon  endeavored  to  find  other  methods 
which  would  better  illustrate  the  real  properties  of  the  materials 

1  Received  December  31,  1921. 

2  Communicated  by  the  Laboratory  of  the  Hoganas  Works  at  Hoganas, 
Sweden. 
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and  they  discovered  a  particularly  good  method  for  this  purpose 
in  the  determination  of  the  resistance  under  load  at  high  temper- 
atures.1. 

In  carrying  out  such  investigations  it  will  frequently  be  noticed 
that  even  slight  variations  in  the  chemical  composition  cause 
important  changes  in  the  resistance  under  load  at  high  tempera- 
tures. It  may  therefore  be  of  interest  to  examine  the  influence 
of  variations  in  the  chemical  composition.  The  following  in- 
vestigations have  been  carried  out  with  this  object. 

As  is  known  a  fire  brick  is  made  of  a  mixture  of  raw  clay  and 
grog.  Obviously  when  investigating  the  influence  of  a  substance 
upon  the  properties  of  a  material,  this  substance  must  be  extremely 
intimately  mixed  with  the  binding  clay  as  well  as  with  the  grog. 
These  investigations  were  therefore  carried  out  in  such  a  manner 
that  a  normal  clay  of  known  composition  was  minutely  wet- 
ground  during  12  hours  in  a  ball  mill  along  with  the  substance  being 
examined.  By  means  of  screening,  it  was  found  that  no  residue 
was  left  after  passing  through  a  10,000  meshes  per  square  centi- 
meter. 

One  part  of  this  very  finely  ground  mixture  was  burnt  to 
ehamotte  at  cone  14  (1410°C),  then  crushed  and  screened  partly  to 
grains  between  screens  No.  4  and  No.  20  (i.  e.,  4  and  20  meshes  per 
lineal  inch,  respectively),  partly  to  a  product  finer  than  No.  7  (i.  e., 
7  meshes  per  lineal  inch) .  The  different  kinds  of  ehamotte  were 
then  mixed  with  raw  clay  in  the  proportions  of  one  part  ehamotte 
to  one  part  raw  clay  and  cubes  a  little  more  than  30  mm.  square 
were  formed  with  this  mixture.  Cubes  were  made  of  each  mixture 
partly  with  ehamotte  screened  through  7  meshes  and  partly  with 
ehamotte  in  grains  between  4  and  20  meshes,  i.  e.,  with  the  fine 
powder  sieved  away.  These  cubes  were  then  burnt  at  cone  14 
and  afterwards  cut  as  exactly  as  possible  to  30  mm.  square. 

Certain  quantities  of  Si02,  A1203,  Fe203,  CaO  and  MgO  were 
added  to  the  raw  mixture.  With  each  mixture  the  fusion  point 
was  determined  in  the  usual  manner  by  cone  as  was  also  the  soften- 
ing temperature.  The  latter  is  defined  as  "the  temperature  at 
which  the  test  cube  exposed  during  two  hours  to  a  load  of  2  kilos 

1  Cf.  K.  Endell,  "Uber  das  Verhalten  feuerfester  Steine  unter  Belastung 
bei  hohen  Temperaturen,"  Stahl  u.  Eisen,  1921  H.  1. 
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per  square  cm.  experiences  a  lineal  contraction  of  0.3  per  cent  of 
the  original  length." 

The  heat  took  place  in  an  electric  resistance  furnace,  the  resistor 
consisting  of  granular  (14-29  mesh)  retort  carbon  contained 
between  two  vertical  coaxial  tubes  of  carborundum. 

A  carborundum  rod  with  its  upper  surface  at  the  center  of  the 
furnace  served  as  the  support  for  the  test  tube  and  the  Seger  cones. 
Pressure  was  applied  to  the  test  piece  by  means  of  a  loaded  rod  of 
carborundum. 

Investigations  proceeded  simultaneously  in  -A  furnaces,  connected 
as  shown  in  Fig.   1,  so  that  an  exact  regulation  of  the  electric 

current  could   be    arranged    by 


Coupling  scheme. 


Fig.  1. — T,  Transformer;  A,  Ampere- 
meter; Mi,  Iron  wire  resistance; 
M2,  Liquid  resistance;  U,  Fur- 
nace. 


means  of  a  liquid  resistance. 
The  main  current  from  the  trans- 
former was  regulated  by  means 
of  a  water-cooled  iron  wire  resis- 
tance. The  furnaces  were  coupled 
on  a  transformer  with  a  secon- 
dary tension  of  110  volts;  conse- 
quently each  furnace  received 
about  55  volts.  The  load  for 
each  furnace  was  about  35  kw. 
at  1500 °C  and  about  20  kw.  at 
1350 °C. 

The  tests  were  carried  out  in 
these   comparatively  large   fur- 


naces in  order  to  enable  the  temperature  to  be  kept  as  steady  as 
possible.  The  temperature  was  determined  by  means  of  Seger 
cones  which  were  placed  in  the  furnaces  at  certain  intervals. 

The  tubes,  as  well  as  the  pressing  rod  of  silicon  carbide  proved 
to  be  extremely  suitable  for  the  purpose.  The  tubes  were  used 
during  months  of  testing  and  they  were  often  suddenly  cooled 
without  cracking.  When  the  cubes  were  changed,  the  pressing 
rods  were  frequently  taken  out  while  white  hot,  but  in  spite  of 
this  they  did  not  crack. 

The  temperature  was  regulated  in  the  following  manner: 
For  the  determination  of  the  desired  temperature,  for  instance 
that  of  cone  10,  the  cones  numbers  9,  10  and  11  were  set  down  in 
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the  furnace  whereupon  cone  9  bent  down  suddenly,  cone  10  bent 
little  by  little  until  the  point  touched  the  bed,  while  cone  11  did 
not  bend.  The  furnace  being  so  exactly  regulated  that  cone  11 
remained  unbent,  the  temperature  was  considered  as  having  been 
reached.  During  the  carrying  out  of  the  experiments,  new  cones 
numbers  9  and  10  were  set  down  every  hour,  and  in  this  manner 
the  temperature  could  easily  be  kept  practically  constant  during 
each  testing  period.  The  furnaces  were  often  running  day  and 
night  in  order  to  avoid  the  heating  periods.  As  showing  the 
exactness  of  the  regulation  of  the  temperature  it  may  be  stated 
that  during  a  period  of  6  to  8  hours  the  point  of  each  new  cone  10 
touched  the  bed  after  one  hour  exactly. 

In  order  to  determine  the  softening  temperature  for  a  test 
mixture,  a  series  of  pressure  tests  was  carried  out,  first  at  high 
temperature  and  then  at  temperatures  lower  and  lower,  until, 
finally,  the  test  cube  was  no  longer  compressed.  The  softening 
temperature  was  considered  to  have  been  reached  at  a  contraction 
of  0.3  per  cent.  For  instance,  on  pressing  the  original  material, 
the  following  results  were  obtained: 


Cone 

Per  cent 

contraction  at  the  end  of  2  hours 

11 

2.9 

11 

3.2 

10 

0  9 

10 

1.2 

9 

0.3 

9 

0.2 

8 

0.0 

8 

0.0 

The  softening  temperature  is  consequently  to  be  found  between 
cone  9  and  cone  10,  but  nearer  cone  9. 

The  primary  mass  consisting  of  1  part  blue  clay  and  1  part 
washed  china  clay,  gave  the  following  analysis  (after  calcination). 

Si02  A1203         Fe203       CaO         MgO  K20       Na20       Total 

54.52         43.04        0.89        0.68        traces  0.78        0.0         99.91 

Fusion  point  given  as  cone  34  (1750°C). 

To  this  mixture  certain  quantities  of  Si02,  A1203,  Fe203,  CaO, 
and  MgO  were  added  in  the  purest  possible  form.  The  silicious 
material  was  added  in  the  form  of  the  purest  quartz,  the  alumina, 
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oxide  of  iron  and  magnesia  in  chemically  pure  form,  and  the  lime 
as  chemically  pure  precipitated  chalk.  The  Seger  formula  was 
calculated  from  the  original  analysis  and  on  the  basis  of  this  a 
certain  number  of  moles  of  the  different  oxides  were  added  (see  the 
various   tables).     The   percentages   were   all   calculated. 


Increase  of  the  Percentage  of  Silica 

The  silica  was  added  in  the  form  of  quartz  with  Si02  content 
about  99  per  cent. 

The  different  mixtures  and  the  results  of  the  investigation 
are  shown  in  Table  I  and  Fig.  2.  The  underlined  figures  indicate 
the  cones  most  nearly  corresponding  to  the  temperature  in  ques- 
tion. 

Table  I 


Number 
of  SiOz 
moles 
to  the 

mixture 

Percentage  of 

Si02  in  the 

raw  clay 

Percentage 

of  Si02  in 

the  mixture 

Melting 

point  given 

as  cone 

Softening 

temp,  chamotte 

4-20  mesh       7  mesh 

Number  of 

pressure 

tests 

0 

54.52 

54.52 

34-35 

5-9 

9 

20 

5 

54.52 

57.2 

33-34 

7-8 

8-9 

24 

15 

54.52 

61.6 

32-33 

7-8 

5-9 

18 

30 

54.52 

66.7 

31-32 

6a-7 

7-8 

18 

60 

54.52 

73.8 

29-30 

8-9 

p-10 

22 

100 

54.52 

79.6 
86.8 
90.3 
93.9 
96.4 

28-20 
27-28 
26-27 
29-30 
30 

10-11 

10-J7 

24 

The  results  of  the  experiments  are  graphically  shown  in 
Fig.  2. 

From  this  sketch  it  will  be  seen  that  a  definite  minimum  for  the 
softening  temperature  exists  between  60  and  70%  silica  content. 
At  60  and  70%  silica  content  the  softening  temperature  is  almost 
the  same  and,  in  both  cases,  exceeds  the  temperature  for  about 
67%  silica  content  by  about  25  °C.  The  minimum  for  the  soften- 
ing temperature  sets  in  consequently  at  a  considerably  lower 
percentage  of  silica  (between  60  and  70  per  cent)  than  for  the  cone 
melting  point,  for  which  the  minimum  lies  at  about  90  per  cent 
of    silica. 
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Admixture  of  SiO>. 
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Fig. 


Percentage  of  Si02  in  the  brick. 
2.— Curve  I,  Softening  temperature  chamotte  4-20  m. 
Curve  II,  Softening  temperature  chamotte  7  m. 
Curve  III,  Fusion  point  given  as  cone. 


Admixture  of  AI2O3. 


Percentage  of  A1203  in  the  brick. 
Fig.  3.— Curve  I,  Softening  temperature  chamotte  4-20 
Curve  II,  Softening  temperature  chamotte  7  m. 
Curve  III,  Fusion  point  given  as  cone. 
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With  a  higher  percentage  of  silica,  the  softening  temperature 
rises  rapidly,  attaining  about  1650°C  when  the  percentage  of 
Si02  reaches  about  95  {i.  e.,  the  usual  average  for  silica  bricks). 

From  the  curves  it  will  be  seen  that  in  all  cases  the  coarse- 
grained mass  gives  a  considerably  lower  softening  temperature 
than  the  fine-grained  mass,  which  is  certainly  due  to  the  presence 
of  certain  hollows  which  cause  a  more  rapid  contraction.  The 
fact  that  the  coarse-grained  mass  shows  a  lower  softening  tempera- 
ture was  observed  in  most  of  the  tests. 

Increase  of  the  Percentage  of  Alumina 

Alumina  was  added  in  the  form  of  calcined  chemically  pure 
alumina  and  the  results  obtained  are  shown  in  Table  II  and  Fig.  4. 


Table  II 

of  AI2O3 

moles 
added  to 
mixture 

Percentage 

of  AI2O3  in 

the  raw  clay 

Percentage 
of  AI2O3  in 
the  mixture 

Melting 

point  given 

as  cone 

Softening 

temp,  chamotte 

4-20  mesh        7  mesh 

dumber   of 

pressure 

tests 

0 

43.04 

43.0 

34-35 

8-9 

9 

20 

5 

43.04 

48.4 

34-J5 

70-11 

72-13 

20 

10 

43.04 

52.9 

35-36 

77-12 

73-14 

24 

20 

43.04 

59.8 

36 

11-72 

13-74 

22 

40 

43.04 

68.9 

36 

12-13 

74-15 

22 

100 

43.04 

81.5 

36 

5a-6a 

6a-7 

28 

250 

43.04 

90.8 

39-40 

6a-7 

6a-7 

28 

With  an  increased  percentage  of  alumina,  the  softening  temper- 
ature rises  continuously.  The  sudden  fall  noticed  with  a  very- 
high  percentage  of  alumina  (about  80  per  cent  A1203)  is  probably 
due  to  the  fact  that  the  small  quantity  of  binding  clay  is  not 
sufficient  to  keep  the  alumina  grains  together.  It  is  not  a  real 
softening  temperature  which  is  observed  here  but  a  sudden  col- 
lapse owing  to  the  lack  of  binding  material.  As  in  Table  I,  the 
fine-grained  mixture  shows  a  considerably  higher  softening  tem- 
perature than  the  coarse-grained. 

Increase  of  the  Percentage  of  Oxide  of  Iron 
Chemically  pure  oxide  was  added.     The  result  of  the  investiga- 
tions are  shown  in  Table  III  and  Fig.  5. 
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Percentage  of  Fe^03  in  the  brick. 
FlG  4 —Curve  I,  Softening  temperature  chamotte  4-20  m. 
Curve  II,  Softening  temperature  chamotte  7  m. 
Curve  III,  Fusion  point  given  as  cone. 


Admixture  of  CaO. 


Percentage  of  CaO  in  the  brick. 
FlG   5  —Curve  I,  Softening  temperature  chamotte  4-20  m. 
Curve  II,  Softening  temperature  chamotte  7  m. 
Curve  III,  Fusion  point  given  as  cone. 
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Table  III 

Number 
of  Fe203 

moles 
added  to  Percentage  of     Percentage  Melting  Softening  Number  of 

the  mix-     Fe;C>3  in  the  of  FezGi  point  given  temp,  chamotte  pressure 

ture  raw  clay         in  the  mixture      as  cone  4-20  mesh         7  mesh  tests 

0  0.89  0.89  34-35              5-9                  9  20 

0.2  0.89  1.53  33-34            6a-7              6a~7  22 

0.6  0.89  2.79  32-jj            5a-6a            5<*-6a  22 

1.5  0.89  5.51  31-32             3a-4a             ^a-5a  24 

4.0  0.89  12.32  20  near          3a-Aa.             3a-^a  22 

8.0  0.89  21.40  13-14  oja-02a  O2a-01a  22 

An  increase  of  the  percentage  of  iron  oxide  by  0.64  caused  a 
lowering  of  the  softening  temperature  of  50  °C.  After  this  point 
the  softening  temperature  declines  more  slowly  so  that  it  is  nearly 
constant  between  6  and  12  per  cent  Fe203,  falling  more  rapidly  if 
the  percentage  of  iron  oxide  is  further  increased. 

Curiously  enough,  this  curve  does  not  show  the  same  difference 
between  coarse  and  fine  grains  as  do  all  the  other  mixtures = 

Increase  of  the  Percentage  of  Lime 

The  lime  was  added  as  chemically  pure  precipitated  chalk.  The 
results  are  given  in  Table  IV  and  Fig.  6. 


Table  IV 

Number 
of  CaO 
moles 
added  to 
the  mix- 
ture 

Percentage 
of  CaO  in 
the  raw  clay 

Percentage  of 

CaO  in  the 

mixture 

Melting 

point  given 

as  cone 

Soft< 

temp,  c 

4-20  mesh 

:ning 
bamotte 
7  mesh 

Number   of 

pressure 

tests 

0 

0.68 

0.68 

34-3o 

5-9 

0 

20 

0.1 

0.68 

0.79 

33-34 

7-5 

8-9 

22 

0.3 

0.68 

1.02 

32-33 

7-8 

5-9 

22 

1.4 

0.68 

2.25 

32-33 

5a-6a 

7-8 

20 

3.0  0.68  3.98  31-32  ja-4a  4a-5a         22 

The  softening  temperature  is  considerably  reduced  by  a  slight 
increase  of  the  lime  content.  For  instance  an  increase  of  0.11 
per  cent  CaO  causes  the  softening  temperature  to  fall  about  25  °C. 
With  a  further  increase,  the  softening  temperature  falls  less  rapidly, 
although,  of  course,  the  extremely  bad  influence  of  this  impurity 
is  easily  seen  from  the  diagram. 
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As  the  strong  influence  of  so  small  an  increase  of  lime  from 
0.68  to  0.79  per  cent  is  distinctly  apparent,  a  material  with  a  still 
smaller  percentage  of  lime  than  the  raw  mixture  will  certainly 
show  a  much  higher  softening  temperature.  Investigations  are 
now  being  made  to  ascertain  the  softening  temperature  with  a  lime 
content  even  lower  than  0.68  per  cent. 

In  this  case  also,  the  influence  of  the  fineness  of  the  grog  may 

be  distinctly  observed. 

Admixture  of  MgO. 
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Percentage  of  MgO  in  the  brick. 
Fig.  6. — Curve  I,  Softening  temperature  chamotte  4-20  m. 
Curve  II,  Softening  temperature  chamotte  7  m. 
Curve  III,  Fusion  point  gi/en  as  cone. 

Increase  of  the  Percentage  of  Magnesia 

The  results  of  the  investigation  are  given  in  Table  V  and  Fig.  7. 

Table  V 


Number 
of  MgO 
moles 
added  to 
the  mix- 
ture 

Percentage 
of  MgO  in 
the  raw  clay 

Percentage 
of  MgO  in 
the  mixture  • 

Melting 

point  given 

as  cone 

Softening 
temp,  cham 
4-20  mesh 

3tte 
7  mesh 

Number  of 

pressure 

tests 

0 

0.00 

0.00 

34-35 

5-9 

9 

20 

0.1 

0.00 

0.08 

34-35 

7-8 

7-8 

20 

0.3 

0.00 

0.25 

32-33 

6a-7 

7-8 

18 

1.4 

0.00 

1.14 

32-33 

</a-5a 

6a-7 

20 

3.0 

0.00 

2.41 

31-32 

4<i-5a 

5a-6a 

20 
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As  in  the  case  of  lime,  a  slight  increase  in  the  percentage  of 
magnesia  has  a  strong  influence  in  lowering  the  softening  tempera- 
ture, but  to  an  even  greater  extent  than  with  lime.  Thus  an 
increase  of  the  percentage  of  MgO  from  0  to  0.0S%  causes  the 
softening  temperature  to  fall  from  1280°  to  1240  °C. 

With  1  per  cent  of  magnesia,  the  softening  temperature  is  1220°C 
for  the  fine-grained  mixture,  while  1  per  cent  of  CaO  reduces 
the  softening  temperature  only  to  1260  °C. 

In  this  instance  also  a  great  difference  can  be  observed  between 
coarse-  and  fine-grained  masses. 


CARBORUNDUM  BRICK1 

By  M.  F.  Peters2 
ABSTRACT 

A  study  of  carborundum-clay  mixtures  with  reference  to  the  relation 
between  the  proportioning  and  sizing  of  the  constituents  and  the  properties 
of  the  refractory  as  expressed  by  the  tensile  strength,  the  load  test,  the  slagging 
and  the  spalling  tests.  For  good  working  conditions  the  amount  of  clay 
must  suffice  to  cover  the  grains  of  SiC.  When  subjected  to  crushing  the 
linear  compression  varies  as  the  second  power  of  the  percentage  of  carbo- 
rundum. Oxidizing  furnace  conditions  and  the  presence  of  iron  oxide,  lead 
oxide  and  lime  reduce  the  resistance  to  slag  action.  The  resistance  to  spalling 
depends  upon  the  content  of  SiC,  the  tensile  strength,  the  coefficient  of  ex- 
pansion and  the  thermal  conductivity  of  the  clay.  A  formula  is  proposed 
for  the  estimation  of  the  life  of  the  carborundum  refractories,  and  a  theoretical 
explanation  of  their  physical  properties  is  offered. 

I.  Introduction 
1.  Outline  of  Discussion. — That  carborundum  can  replace 
saggers,  flint,  dobies,  and  other  grog  materials  in  fire  brick  is  still 
an  open  question,  yet  one,  which  seems  to  warrant  considerable 
attention.  While  some  work  has  been  done  along  this  line,  very- 
little  has  been  published  which  covers  the  subject  as  thoroughly 
as  desirable.  In  this  paper  an  attempt  has  been  made  to  present 
the  general  idea  underlying  the  use  and  advantages  of  carborun- 
dum brick,  thus  making  it  possible  to  decide  in  advance  the  ad- 
visability of  using  this  material  under  any  given  set  of  conditions. 
Below  is  given  the  outline  which  will  be  followed  throughout  this 
discussion. 

II.     Mixtures. 

III.  Methods  adopted  for  testing  carborundum  bricks. 

IV.  Development  of  a  formula  by  which  we  may  compare 

carborundum  bricks  with  clay  bricks. 
V.     Fabrication  of  carborundum  bricks. 

1  Received   November   10,    1921. 

2  Published  by  permission  of  the  Chief  of  Research,  New  Jersey  Zinc 
Company. 
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VI.     Results  obtained  from  test  bricks. 
VII.     Theoretical  explanation  for  the  physical  properties  of 
carborundum  bricks. 
VIII.     General  conclusions. 

II.     Mixtures 

2.  Proper  Sizing  of  Carborundum. — As  data  is  obtained  on 
refractories  it  is  being  realized  that  the  inert  material  plays  a  very 
important  role.  Not  only  must  care  be  exercised  in  selecting  a 
substance  which  has  the  proper  chemical  composition,  but  judg- 
ment must  be  used  in  sizing.  From  tests  conducted  by  Fulton 
and  Montgomery1  using  bodies  which  contained  50%  St.  Louis 
Fire  Clay  and  50%  grog  by  weight,  it  was  found  that  the  modulus 
of  rupture  in  the  raw  state  increased  from  6  to  100  mesh  grog, 
and  then  decreased  with  the  200  mesh.  In  the  burned  state  up  to 
cone  15  the  strength  increased  with  decrease  of  grog  size.  The 
porosities  at  cone  15  were  10-13%  for  6-14-35  mesh  bodies,  and 
5-6%  for  100-200  mesh  bodies. 

While  strength  is  very  desirable  it  must  not  be  forgotten  that 
certain  refractories  require  a  dense  material  capable  of  with- 
standing rapid  changes  in  temperature.  The  first  is  obtained  by 
the  use  of  fine  grog,  which  however,  destroys  the  second.  It  has 
been  found  that  refractories  containing  proper  proportions  of  8 
to  40  mesh  grog- withstood  the  quenching  test  better  than  those 
with  the  finer  sizes.  Another  bad  feature  in  using  fine  grog  is 
that  the  fusion  point  is  lowered,  and  unless  care  is  used  in  selecting 
materials  the  refractories  may  fail. 

In  dealing  with  carborundum,  however,  we  have  an  entirely 
different  material.  In  the  first  place,  the  temperature  of  decom- 
position is  far  above  any  temperature  reached  in  the  furnace,  so 
that  the  fusion  point  of  the  brick  will  not  be  lowered  by  using  the 
finer  sizes.  Again,  the  rate  of  spalling  of  carborundum  brick  is 
small,  so  that  we  should  not  expect  much  trouble  from  rapid 
changes  in  temperature.  From  the  above  it  seems  that  by  using 
carborundum  we  can  obtain  a  very  dense  mass  without  the 
disadvantages  which  usually  accompany  other  grogs. 

Upon  a  second  consideration,  however,  it  may  not  be  advanta- 
1  "The  Effect  of  Grog  in  Fire  Clay  Bodies,"  Trans.  Amer.  Cer.  Soc,  17,  409. 
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geous  to  use  the  finer  sizes.  Since  one  of  the  big  arguments  in 
favor  of  carborundum  is  its  higher  thermal  conductivity  it  can  be 
seen  that  the  more  carborundum  and  the  less  clay  used  the  nearer 
will  this  condition  be  realized.  Heat  in  passing  through  the  brick 
must  pass  through  both  the  clay  and  carborundum.  Each  parti- 
cle of  carborundum  must  be  surrounded  by  clay,  so  that  the  heat 
.will  pass  through  what  might  be  considered  several  layers  of  clay, 
and  carborundum.  In  case  the  carborundum  is  fine,  the  number 
of  layers  of  clay  will  be  great,  the  heat  conductivity  being  thus 
impaired.  On  the  other  hand,  if  the  material  is  coarse,  the  num- 
ber of  layers  of  clay  will  be  small,  and  the  conductivity  great.  Of 
course,  if  only  one  size  of  coarse  material  is  used  we  will  need  con- 
siderable clay  to  fill  the  voids,  but  this  can  be  remedied  by  adding 
sufficient  fine  carborundum.  Our  problem  then  is  to  so  proportion 
the  sizes  of  carborundum  particles  that  we  will  obtain  a  mixture  of 
maximum  density,  as  it  is  very  essential  that  the  thermal  conduc- 
tivity of  these  brick  be  high.  A  few  experiments  will  bring 
this  out  more  clearly  and  show  us  what  sizes  should  be  mixed 
together. 

If  100  grams  of  carborundum  which  has  passed  through  200 
mesh  is  put  into  a  graduated  tube  so  that  its  volume  may  be  ac- 
curately measured  we  find  that  it  occupies  65  cc.  As  we  continue 
to  measure  the  volume  of  these  mixes  we  find  that  as  the  size  in- 
creases the  volume  decreases,  and  for  35  mesh  the  volume  is  58  cc. 
per  100  grams.  If  now  30  grams  of  28  mesh  carborundum  are 
mixed  with  10  grams  of  each  of  the  following,  35,  48,  65,  100,  150, 
200, +200  mesh  we  find  that  its  volume  has  been  reduced  to  48 
cc,  in  other  words,  for  a  brick  composed  entirely  of  carborundum 

(65  -  48)  M 

we  can  increase  its  weight — =  35.4%.     Since   clay  must 

4o 

be  added  as  a  bond  these  figures  will  change,  the  change  tending 

to  make  this  ratio  greater.     In  the  case  of  fine  material  40% 

clay  must   be   added  while  in   the  latter  only  25%    should  be 

used.     This  percentage  of  clay  will  be  discussed  in  the  following 

section. 

From  the  above  it  is  quite  evident  that  to  increase  the  thermal 

conductivity  the  sizes  should  be  so  proportioned  that  we  have 

a  maximum  amount  of  coarse,  but  sufficient  fines  must  be  added 
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to  fill  the  voids.  It  will  be  shown  later  that  this  mixture  stood  up 
the  most  satisfactorily  during  the  test,  and  that  this  is  the  proper 
mixture  from  a  theoretical  standpoint. 

3.  Percentage  of  Clay  to  Add  to  Carborundum. — Whenever 
two  substances  are  mixed  in  which  one  is  the  inert  material  and 
the  other  is  the  bond,  it  is  necessary  and  sufficient  to  fulfill  these 
two  requirements:  (1).  cover  each  particle  of  inert  material  with 
bond,  (2)  fill  the  voids  between  these  particles. 

To  accomplish  the  first  and  use  a  minimum  amount  of  bond  it 
is  necessary  to  use  a  very  coarse  material,  as  the  ratio  of  surface 
to  volume  is  small.  With  a  decrease  in  size,  however,  this  in- 
creases very  rapidly.  To  use  a  minimum  amount  of  bond  in  the 
second  case  it  requires  a  very  fine  material,  for  here  the  voids1  are 
small.  Since  the  quantity  of  bonding  material  is  the  sum  of  these 
two  factors,  and  when  the  first  case  requires  a  minimum  the  second 
requires  a  maximum,  or,  vice  versa,  we  know  that  there  is  some 
size  where  the  sum  of  the  two  is  a  minimum.  What  seems  to  be 
a  more  reasonable  solution  than  this  is  one  in  which  we  have  a 
mixture  of  several  sizes.  In  this  case  we  have  the  coarse  material 
requiring  very  little  bond  to  cover  its  surface,  while  the  smaller 
sizes  fill  up  the  voids.  Perhaps  the  best  method  of  answering 
this  question  is  to  follow  out  a  few  cases  of  proportioning  sizes, 
together  with  the  method  adopted  for  calculating  the  quantity  of 
clay  required. 

Method:  When  sufficient  water  is  added  to  carborundum  it 
wets  the  surface  of  each  particle  and  fills  the  voids,  the  quantity  of 
water  varying  with  these  two  factors.  The  quantity  of  water  is 
then  a  measure  of  the  required  volume  of  clay,  for  it  distributes 
itself  throughout  the  mix  in  the  same  manner  as  the  bond.  Know- 
ing the  specific  gravity  of  clay  (2.55)  and  the  volume  required, 
the  product  of  these  two  factors  will  give  the  weight.  Four 
problems  will  bring  this  out  more  fully. 

(1) — It   requires  27  cc.  of  water  to  cover  100  grams  of  carbo- 

1  If  we  have  spherical  particles  of  diameter  A  the  ratio  of  volume  to 
voids  is  a  constant  regardless  of  the  values  given  to  A.  With  carborundum 
the  ratio  of  volume  to  voids  is  not  a  constant  but  increases  with  an  increase 
in  size.  This  is  probably  due  to  the  irregular  shape  of  the  carborundum 
particles. 
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rundum  which  has  passed  through   a  200  mesh  screen.     What 

weight  of  clay  is  required?     What  is  the  percentage  of  clay  in  the 

mixture  ? 

27X2.55  =  68.8  grams  of  clay  per  100  grams  of  carborundum 

or,  688  pounds  of  clay  per  1000  pounds  carborundum. 

688 
-y^T  =  40.7%  clay  in  mix. 

(2) — Some  coarse  material ,  required  32  cc.  of  water  per  100 
grams  of  carborundum.  What  weight  of  clay  is  required  and  what 
is  the  percentage  of  clay  in  the  mixture? 

10X32X2.55  =  816  pounds  of  clay  per  1000  pounds  of  car- 
borundum. 

816 
lsir   =  44.9%  clay  in  mix. 

(3) — The  carborundum  used  in  problem  (2)  was  ground  and 
made  into  bricks.  It  was  found  to  require  17  cc.  of  water  to  cover 
100  grams  of  the  material.  What  weight  of  clay  should  be  used 
per  1000  pounds  of  carborundum?  What  was  the  percentage  of 
clay  in  the  mixture? 

10X17X2.55  =  434  pounds. 

434 
— —  =  30.2%  clay  in  mix. 
1433 

(4) — When  30  grams  of  28  mesh  and  10  grams  each  of  35,  48, 
65,  100,  150,  200,  +200  mesh  were  mixed  it  was  found  to  require 
13  cc.  of  water.  What  weight  of  clay  is  required  per  1000  pounds 
of  carborundum?     What  per  cent  of  the  mix  is  clay? 

10  X  2.55  X 13  =  332  pounds. 

S3  2 

— —  =  24.9%0  clay. 
1332 

In  using  this  method  to  determine  what  percentage  of  clay  is 
required  the  following  procedure  is  recommended:  (a)  Weigh 
up  a  definite  weight  of  carborundum,  say  100  grams.  (6)  Add 
100  cc.  of  water,  (c)  Remove  all  entrapped  air.  (d)  Allow  to 
stand  until  settled,  (e)  Subtract  water  above  carborundum 
from  100.  (/)  Multiply  (100 — water  above  carborundum)  by 
25.5  which  gives  number  of  pounds  of  clay  to  add  to  1000  pounds 
of  carborundum. 
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4.  Tensile  Strength  of  Various  Mixtures  of  Carborundum 
and  Clay. — In  Fig.  1  we  have  a  curve  showing  the  relation  be- 
tween the  tensile  strength  of  various  percentages  of  carborundum 
and  Grand  View  Fire  Clay.     These  briquettes  were  all  mixed 

from  the  raw  materials,  rotted, 
moulded,  dried  and  burned  to- 
gether at  1000  °C.  These  tests 
show  that  as  the  percentage  of 
carborundum  is  increased  the 
tensile  strength  increases  very 
rapidly  at .  first,  then  remains 
practically  constant  and  finally 
falls  off  very  rapidly.  In  this 
particular  case  the  maximum 
0  10  20  30  40  50  60  70  80  strength  is  obtained  with  approx- 
imately 45%  carborundum.  In 
mixtures  of  carborundum  and 
Tensile  strength  of  Grand  View  certain  ball  clays  the  maximum 
fire  clay.  tensile    strength    was    obtained 

with  70%  carborundum,  so  that 
it  is  impossible  to  say  what  proportions  of  carborundum  should 
be  used  with  any  clay  to  obtain  the  maximum  tensile  strength, 
unless  briquettes  have  actually  been  made  and  broken. 


Per  cent  carborundun. 
Fig.    1. 


III.     Methods  Adopted  for  Testing  Carborundum  Bricks 

While  there  are  a  great  many  reasons  for  fire  bricks  failing  it 
was  thought  that  in  this  particular  furnace  where  these  bricks 
were  used  failure  would  be  due  to  a  combination  of  the  decrease 
in  resistance  to  deformation  at  high  temperatures,  slagging,  and 
spalling. 

It  was  found  after  the  work  had  been  completed  that  the 
abrasive  action  while  small  should  have  been  considered.  This 
will  be  discussed  later. 

5.  Decrease  in  Resistance  to  Deformation  at  High  Tempera- 
tures.— -A  measurement  of  the  resistance  to  deformation  at  high 
temperatures  of  a  refractory  material  is  really  a  measure  of  the 


CARBORUNDUM  BRICK 


187 


decrease  in  its  viscosity.1  These  measurements  were  made  using 
the  furnace  shown  in  Fig.  2  which  is  the  improved  Case  Melting 
Furnace  No.  24  of  the  Denver  Fire  Clay  Company.  It  is  heated 
by  2  low  pressure  burners  using  fuel  oil.  The  burner  is  supplied 
by  the  same  company.  The  brick  to  be  tested  is  dried  at  110°C 
for  5  hours,  measured,  and  then  placed  upon  a  heavy  carborun- 
dum brick  held  in  place  by  carborundum  cement.  A  half  car- 
borundum brick  is  placed  upon  the  test  brick  and  then  high  grade 
fire  brick  built  up  which  extends  through  a  hole  in  the  cover. 


Fig.  2. 


Upon  the  upper  brick  is  placed  a  cast  iron  knife  edge  through 
which  the  load  is  applied  by  means  of  an  I  beam  G  feet  long.  The 
distance  between  the  knife  edge  taking  the  upthrust  and  the 
fulcrum  is  2  feet,  and  the  distance  between  the  fulcrum  and  the 
point  of  application  of  the  load  is  4  feet.  The  downward  thrust 
at  the  fulcrum  due  to  the  weight  of  the  beam  was  determined  by 
means  of  a  platform  scale  placed  in  the  same  position  as  the  brick. 
The  applied  load  consisted  of  circular  iron  plates  and  was  also 
calibrated  within  the  limits  of  the  scales.  The  knife  edge  taking 
lBur.  Standards,  Tech.  Paper,  No.  7.  "The  Testing  of  Clay  Refractories 
with  Special  Reference  to  Their  Load  Carrying  Capacity  at  Furnace 
Temperatures." 
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the  upthrust  acted  against  a  screw  so  that  the  beam  could  be  kept 
level  throughout  the  test.  The  load  upon  the  test  brick  was  50 
pounds  per  square  inch. 

With  the  test  brick  in  place,  the  temperature  was  raised  to 
1350 °C  at  the  rate  of  6.50  °C  per  minute.  This  temperature  was 
maintained  for  2  hours,  after  which  the  supply  of  heat  was  shut 
off.  The  load  was  not  removed  from  the  brick  until  the  furnace 
had  cooled  down. 

6.  Slagging  Test.1 — Upon  the  smooth  side  of  the  bricks  se- 
lected for  the  test  2  rings  were  placed  so  that  their  centers  did  not 
approach  closer  than  2  inches  from  the  sides  of  the  brick,  or  their 
centers  lie  closer  than  4y2  inches  apart. 

The  rings  were  2y2  inches,  inside  diameter,  l/%  inch  deep,  and 
had  walls  l/z  inch  thick.  They  were  made  from  the  same  material 
as  the  brick  under  test  and  were  cemented  on  with  carborundum 
cement. 

The  slag2  used  was  mixed  from  chemically  pure  materials, 
melted  in  a  plumbago  crucible,  and  crushed  to  pass  a  48  mesh 
screen.  The  analysis  of  the  slag  showed  it  to  have  the  following 
composition : 

Si02         Fe203        A1203        CaO        MgO      MnO      Na20       Total 
23.26       16.27       17.35       25.00       8.54      3.90      6.20       100.52 

This  conforms  closely  to  slags  encountered  in  metallurgical 
work.3  Thirty -five  grams  of  the  powdered  slag  were  put  in  the 
ring  and  equally  distributed.  The  brick  was  then  placed  upon  a 
level  hearth,  cold,  and  the  temperature  gradually  raised  to  1350  °C, 
5  hours  being  allowed  to  bring  the  brick  to  the  above  temperature. 
This  temperature  was  maintained  for  2  hours. 

When  cold  the  bricks  were  broken  so  that  one  of  the  broken 
surfaces  bisected  the  center  of  the  rings.  The  distance  which 
the  slag  had  penetrated  or  discolored  the  bricks  was  measured 
and  the  area  calculated  by  Simpson's,4  or  the  trapezoidal  rule. 

1  Taken  from  the  American  Society  for  Testing  Materials,  19,  586. 

2  This  is  approximately  the  slag  recommended  by  the  A.S.T.M. 

3  According  to  A.S.T.M.  the  brick  should  be  placed  on  the  cold  level 
hearth  of  a  furnace  and  allowed  not  less  than  5  hours  to  attain  1350  °C. 
The  thirty-five  grams  of  slag  are  then  introduced.  Due  to  the  construction 
of  our  furnace  it  would  be  very  difficult  to  introduce  the  slag  at  1350  °C. 

4  Planimeter   recommended. 
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7.  Spalling  Test. — The  spalling  tests  were  made  as  follows: 
A  brick  free  from  cracks  was  dried  for  at  least  5  hours  at  110°C. 
This  brick  was  placed  in  the  furnace  which  was  heated  to  1350  °C 
so  that  one-half  of  it  was  exposed  to  the  flame,  one-fourth  im- 
bedded in  the  cover  of  the  furnace,  and  one-fourth  projected  clear 
through.  The  brick  was  heated  for  30  minutes,  removed  and  the 
half -heated  portion  was  plunged  into  6  kg.  of  water  whose  initial 
temperature  was  20  °C  and  allowed  to  remain  3  minutes.  The 
brick  was  then  removed  from  the  water  and  all  loose  pieces  were 
broken  off.  After  cooling  in  the  air  for  three  minutes  the  brick 
was  replaced  in  the  furnace.  The  pieces  broken  off  after  each 
cooling  were  weighed.  This  heating  and  cooling  of  the  brick  was 
repeated  10  times  unless  the  brick  failed  before. 

The  furnace  used  in  this  test  was  the  one  with  the  beam  removed 
described  above.  Brick  work  was  built  up  to  within  one-half 
brick  length  of  the  top  of  the  furnace.  Two  bricks  were  tested 
at  a  time  by  placing  them  on  top  of  this  column  of  brick,  the  free 
ends  passing  through  the  cover.  Gases  were  prevented  from 
rising  between  the  bricks  and  the  cover  by  means  of  small  bri- 
quettes set  in  to  fill  the  cracks. 

IV.     Development  of  a  Formula  by  Which  We  May  Compare 
Carborundum  Bricks  with  Clay  Bricks 

Before  subjecting  any  bricks  to  these  tests  it  was  thought  ad- 
visable to  see  if  a  relation  could  not  be  found  between  the  results 
obtained  from  the  test  bricks  and  the  length  of  time  similar  bricks 
would  last  in  the  furnace.  This  relation  should  be  expressed  by 
some  numerical  value  and  could  then  easily  be  compared  with 
other  brick  whose  numerical  value  had  been  determined.  This 
numerical  value  should  be  based  upon  results  obtained  from 
standard  tests,  thus  making  it  possible  to  calculate  the  value  from 
previous  work.  It  should  take  into  consideration  the  various 
agents  of  destruction  which  the  brick  must  be  called  upon  to  resist, 
and  should  be  applicable  to  any  brick  for  any  work. 

In  consideration  of  this  problem  it  is  natural  to  look  upon  the 
life  of  a  brick  as  a  function  of  the  various  destructive  agents.  If 
we  accept  this  analogy  as  holding  true,  at  least  formally  so,  then 
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the  life  of  a  brick  is  proportional  to  the  sum  of  all  the  destructive 
forces  and  our  first  step  will  be  to  define  some  of  the  terms  which 
will  be  used  throughout  this  discussion. 

The  predicted  life  of  a  brick  may  be  defined  as  that  number  which 
represents  the  total  number  of  days  the  brick  may  be  expected  to 
give  useful  service. 

The  destructive  action  may  be  defined  as  the  sums  of  all  the 

destructive  forces  when  each  force  is  weighted  according  to  the 

results  of  the  test. 

destructive  action  AS 

The  rate  of  destruction  =  — =  Trr 

AT  AT 

The  relation  between  the  predicted  life  of  a  brick  and  the  de- 
structive action  may  best  be  shown  by  the  expressions : 

K  '_ 

destructive  action  = ..  ^    ,  ... — : — ; — r~r' 

predicted  life  of  a  brick 

or,  predicted  life  of  a  brick  = 


destructive  action 

This  expression  states  that  the  life  of  a  brick  is  inversely  pro- 
portional to  the  destructive  action,  and  that  when  the  destructive 
action  is  small  the  life  of  a  brick  becomes  great,  and  vice  versa. 

Let  us  consider  a  brick  which  has  been  subjected  to  some  one 
destructive  agent,  say  slagging,  and  the  length  of  time  it  has  re- 
sisted this  action  before  failing  be  known.  Let  us  represent  the 
result  from  the  slagging  test  on  this  brick  by  Ap.  Then  Ap  is 
a  measure  of  its  resistance  to  destruction  by  slagging,  and  its 
rate  of  destruction  over  the  test  period  may  be  expressed  by  the 
secant  Ap/ At,  where  the  curve  t=f(p)  represents  the  relation 
between  slag  penetration  and  time.  The  actual  shape  of  this 
curve  is  not  known  or  required,  because  we  are  only  interested  in 
the  secant  Ap/  At  which  is  obtained  from  the  test  brick. 

If  now  the  secant  Ap'/  At  for  some  unknown  brick  is  obtained 

we  have,  since  destructive  action  =  Ap,  the  life  L'P  of  the  unknown 

K 
equal  to  — 7~ — jr~  • 
H  x(Ap') 

By  a  similar  process  of  reasoning  we  may  obtain  similar  ex- 
pressions for  Lc  and  Ls  where 

Lc  =  Kz/xiiAc)  and  Ls  =  K3/x3(As) 
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if  Lc  =  the  predicted  life  when  the  brick  is  subjected  to  pressure 
alone,  and  Ls  =  the  predicted  life  when  the  brick  is  subjected  to 
changes  in  temperature  alone. 

If  now  we  have  two  destructive  forces  acting,  say  slagging  and 
compression,  the  total  destructive  action  may  be  given  approxi- 
mately by  the  expression  yi(As)-\-yi(Ac)  and  for  any  number  of 
such  agents  we  have  approximately  Zi(  As)  +  z%(  Ac) -{- z3(  Ap) 

By  definition  the  life  becomes : 

Kn 

L  = 


Zx(As)  +  z2(Ac)  +  z3(Ap) 


where  Z\,  02,  S3,  represents  the  relative  importance  of  the  destruc- 
tive action  for  any  particular  use  to  which  the  bricks  are  to  be 
put,  and  will  be  referred  to  as  the  weight  assigned  to  these  de- 
structive forces. 

Let  the  quantity  Ac  represent  the  results  from  the  load  test, 
Ap  the  results  from  the  slagging  test,  and  As  the  results  from  the 
spalling  test.  It  is  perfectly  obvious  that  if  a  given  brick  were 
subjected  to  the  above  3  destructive  agents  it  would  outlast  a 
similar  brick  subjected  to  a  fourth  destructive  agent  such  as  abra- 
sion. Again,  if  this  same  brick  were  subjected  to  one  of  the  above 
destructive  agents  it  would  last  longer  than  when  all  3  were  acting. 
In  this  way  it  can  be  easily  seen  that  the  greater  the  number  of 
destructive  agents  the  shorter  will  be  the  life  of  the  brick.  Hence, 
in  selecting  a  brick  for  any  one  job  we  must  consider  the  destruc- 
tive agents  which  are  called  into  play.  As  an  example,  bricks 
which  are  used  for  lining  flues,  have  a  temperature  which  is 
fairly  constant  and  the  spalling  action  may  be  neglected.  The 
load  upon  the  brick  is  small  but  the  slagging  and  abrasive  action 
is  appreciable.  In  this  case  the  predicted  life  of  a  brick  is  equal 
to  k/(zi(Ap)-\-z»(Aa))iwhere  Aa  represents  the  results  from  the 
abrasion  test. 

In  the  case  of  a  blast  furnace  where  we  have  a  load  acting, 
fluctuations  in  temperature,  slagging,  and  abrasion,  the  average 
predicted  life  of  the  brick  is  equal  to 

kill 


Si(Ac)  +  s2(As)  +  z3(Ap)  +s,(Aa) 
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Having  obtained  Ac,  As,  and  Ap,  from  the  test,  it  is  necessary 
to  put  these  values  into  a  suitable  form  to  substitute  in  the  equa- 
tion. We  shall  follow  2  rules  in  this  calculation,  first,  that  a 
brick  which  fails  completely  is  100%  imperfect  and  one  which 
stands  up  absolutely  is  0%  imperfect;  second,  a  brick  which  fails 
partly  during  any  period  of  a  test  is  better  than  one  which  fails 
completely. 

8.  Calculations  of  Ac,  A^  and  As. — If  a  brick  were  com- 
pletely crushed  or  failed  during  the  load  test  we  would  record  it 
as  a  100%  imperfect  brick.  If  out  of  3  bricks  tested  3  should  fail 
then  this  would  be  recorded  as  a  grade  of  brick  100%  imperfect 
as  far  as  the  load  test  was  concerned.  If  two  should  fail  we  would 
multiply  the  per  cent  linear  compressions  of  the  brick  which  did 

3  L  X  T 

not  fail  by  — —   =  3  so  that  Ac  becomes— -•   L  =  average 

3  —  2  T  —  F 

per  cent  linear  compression  of  the  brick  which  did  not  fail,  T  = 
number  of  bricks  tested,  and  F  =  number  of  bricks  which  failed. 

To  calculate  Ap  we  shall  assume  that  when  the  slag  has  pene- 
trated the  depth  of  the  brick  straight  down  from  the  inner  sides 
of  the  ring  the  brick  has  completely  failed.  If  on  the  other  hand 
no  penetration  has  taken  place  the  brick  has  failed  0  per  cent. 
Hence  to  calculate  the  above  quantity  we  need  only  find  the  per- 
centage of  area  destroyed.  The  expression  for  this  is  p  =  AA/A  X 
100.  Where  A  =  depth  of  brick  X  diameter  of  ring  =  36  sq.  cm.  in 
these  test  brick,  A  =  area  destroyed  by  slag. 

To  calculate  As  we  proceed  as  follows:  Let  the  maximum 
number  of  coolings  to  which  we  intend  to  subject  the  brick  be 
designated  C.     Then  a  brick  may  be  considered  to  have  failed 

100% 

when  it  has  lost  — ~ —  of  its  initial  weight.     Thus  if  C  is  taken 

100 

as  5  we  shall  assume  the  brick  has  failed  when  it  has  lost  — ~  — 

o 

20%  of  its  weight.  If  we  select  10  coolings  then  the  brick  is  con- 
sidered to  have  failed  when  it  has  lost  10%  of  its  weight.     If  we 

100% 
assume    the   brick  has   failed   100%  when   it  loses  — ~ —  of  its 

weight  after  the  first  cooling  we  will  have  the  expression 
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100  10 


100  =  —  X  (C-T)  +—  X  W, 

where  IT  =  loss  in  weight  =  C  at  complete  failure,  and  if  we  assume 

that  the  brick  has  failed  0%  when  it  has  lost  none  of  its  initial 

weight  after  C  coolings,  we  have 

100  10 

0  =  —  X(C-C)  +—  X  w 

and  the  expression 

100  •  10 

5  =  —  X  (C  -  T)  +  —  X  W 

shows  the  percentage  failure.  The  weights  Z\  Zi  zs  to  be  assigned 
Ac,  Ap  and  As  may  be  most  easily  determined  after  the  results 
from  the  test  brick  have  been  given. 

V.     Fabrication  of  Carborundum  Brick 

Whenever  sufficient  clay  is  added  to  carborundum  so  as  to  fill 
the  voids  and  surround  each  particle  with  clay  there  will  be  no 
trouble  experienced  in  pugging  or  moulding  the  mixture.  How- 
ever, when  these  conditions  are  not  fulfilled  trouble  begins  and 
continues  to  increase  as  the  percentage  of  clay  is  diminished. 
In  the  case  of  carborundum  and  Grand  View  Fire  Clay  it  is 
almost  impossible  to  pug  a  mixture  containing  5%  less  clay 
than  the  theoretical  requirement,  but  with  certain  plastic  fire 
clays  mixtures  containing  considerable  less  than  the"  theoretical 
amounts  may  be  successfully  pugged.  The  reasons  for  this  are 
obvious. 

The  bricks  tested  and  given  in  Table  I  were  mixed,  rotted,  and  so 
forth,  together  so  as  to  insure  the  same  treatment  throughout  their 
fabrication.  Due  to  the  high  percentage  of  carborundum  bricks 
15  and  16  had  to  be  built  up  while  the  others  were  moulded  by  an 
expert  brick  maker,  and  it  is  reasonably  certain  that  they  were  all 
wedged  alike. 

Considerable  trouble  was  experienced  with  bricks  15  and  10  by 
failing  along  the  cleavage  planes,  and  whenever  a  failure  was  due  to 
these  cleavage  planes  the  result  was  discarded.  This  action  was 
justified  because  there  is  a  difference  between  a  brick  failing  by  a 
break  down  of  the  material  itself,  and  one  failing  by  improper 
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fabrication.     To  eliminate  these  cleavage  planes  great  pressures 
are  required. 

The  different  bricks  which  were  subjected  to  these  tests  are 
given  in  Table  I.  The  test  of  deformation  at  high  temperature 
was  conducted  upon  bricks  5-8  inclusive,  21,  22,  24,  25  and  26.' 
The  slagging  test  was  conducted  upon  bricks  1-10  inclusive,  26 
and  27.  The  spalling  test  was  conducted  upon  bricks  1,  5-9  in- 
clusive, 13,  17—22  inclusive,  24-26  inclusive.  In  Table  II,  are 
given  the  various  screen  analyses  of  the  carborundum  used  in  the 
different  mixtures.  The  second  column  of  Table  I  designates 
which  screen  analysis  was  used. 

Table  I — Mixtures  of  Carborundum  Clay 


No. 

No.  of 
screen 
analysis 

Carb 

Percentage 
orundum 

Clay 

Cla3r  used 

1 

1 

50 

50 

G.  V.  Fire  Clay 

2 

60 

40 

3 

70 

30 

4 

80 

20 

5 

2- 

50 

50 

G.  V.  Fire  Clay 

6 

• 

60 

40 

7 

70 

30 

8 

80 

20 

9 

3 

50 

50 

G.  V.  Fire  Clay 

10 

60 

40 

11 

70 

30 

12 

80 

20 

13 

4 

50 

50 

G.  V.  Fire  Clay 

14 

60 

40 

15 

70 

30 

16 

80 

20 

17 

2 

"50 

50 

Illinois  Kaolin  Non-Se- 
lected 

18 

60 

40 

19 

70 

30 

20 

80 

20 

21 

2 

50 

50 

Washed  G.  V.  Fire  Clay 

22 

2 

65 

35 

Non-vSelected  17.5%  G. 
Clay    17. V, 

23 

5 

45 

55 

G.  V.  Fire  Clay 

24 

Old  Bricks 

Crushed 

Washed  G.  V.  Fire  Clay 

Bricks 

70% 

Carb. 

Coated  with  slag 
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30% 

Clay 

o 

60 

40 

25             Old  Bricks      Crushed 

Washed  G. 

V. 

Fire  Clay 

Bricks 

70% 

Carb.      wil 

:h  slag  removed 

26            30%  Claj 

60 

40 

G.  V 

.  Fire  Clay 

0 

100 

27            2 

70 

30 

Washed  G. 

V 

.  Fire  Clay 

Table' II — Screen  Analysis 

No.  of  screen . 

Per  cent         No. 

of  screen 

Per  cent 

analysis 

Mesh 

weight                analysis 

Mesh 

weight 

1 

On 

14 

20 
28 
35 
48 
65 
100 
120 

.18 

2.54 

32.52 

25.19 

15.51 

14.23 

7.12 

2.54 

99.78 

o 

On 
thru 

14 

20 

28 

35 

48 

65 

100 

150 

200 

200 

.12 
3.22 

29.19 

21.19 

12.59 

12.34 

7.06 

6.17 

2.68 

4.98 

99.54 

3 

On 

14 
20 

.32 
6.66 

4 

On 

150 
200 

43.3 
22/2 

28 

23.80 

thru 

200 

34.5 

35 

14.42 

100.0 

48 

8.29 

5 

On 

14 

.08 

65 

8.03 

20 

2.53 

100 

4.64 

28 

17.30 

150 

14.44 

35 

16.82 

200 

7.53 

48 

13.84 

thru 

200 

11.72 

65 

16.00 

99.85 

100 
150 
200 

20.00 

10.77  ' 
2.94 

VI.     Results  Obtained  from  Test  Brick 


101  .28 


9.  Decrease  in  Resistance  to  Deformation  at  High  Tempera- 
tures.— The  decrease  in  resistance  to  deformation  at  high  temper- 
atures are  given  in  Table  III.  From  this  table  it  is  perfectly 
obvious  that  the  greater  the  percentage  of  carborundum  the 
greater  is  the  resistance  to  this  deformation.     The  failure  of  bricks 
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7  and  S  was  due  to  spalling  along  the  cleavage  planes.  In  the  3 
failures  recorded  the  bricks  split  in  two  lengthwise  through  the 
center.  These  failures  as  mentioned  before  were  due  to  the 
method  employed  in  making  the  bricks,  and  could  probably  be 
eliminated  by  making  them  under  great  pressure. 


Table 

III 

Per  cent  linear 

Per  cent  linear 

No. 

compression 

No. 

compression 

5 

1.6 

21 

1.92 

5 

3.0 

21 

1.75 

5 

2.2 

22 

2.42 

6 

1.00 

22 

2.65 

6 

1.51 

22 

2.44 

6 

2.01 

24 

failed 

7 

failed 

24 

7.26 

7 

failed 

24 

failed 

7 

.96 

25 

failed 

8 

.86 

25 

failed 

8 

failed 

26 

7.6 

21 

1.8 

26 
26 

10.1 
12.3 

The  results  of  the  deformation  test  on  bricks  5-S  inclusive,  and 

26  are  shown  graphically  in  Fig.  3. 
This  curve  represents  the  resis- 
tance offered  to  the  linear  compres- 
sion of  the  bricks  and  may  be 
expressed  in  terms  of  the  per  cent 
carborundum  as  follows: 

R    =   0.03775  (80-C7)2+.86. 

R  =  The  effect  of  linear  com- 
pression. 

¥-  =  life. 
R 

C  =  per  cent  carborundum. 
From  this  curve  it  is  evident  that 
where  great  loads  are  to  be  sus- 
tained at  high  temperatures  a  high 
percentage  of  carborundum  is  desirable.  Brick  21  which  contains 
washed  Grand  View  Fire  Clay  stood  up  in  excellent  shape.     Brick 


0  10   20  30  40  50  60  70 
Per  cent  carborundum. 
Fig.  3. 
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22  is  also  an  excellent  brick,  its  appearance  after  the  test  being 
much  better  than  any  other  brick  tested. 

10.  Slagging. — Table  IV  shows  the  effect  of  slagging  upon 
different  mixtures  of  carborundum  and  clay,  together  with  dif- 
ferent sizes  of  carborundum.  There  seems  to  be  no  general  law 
followed  except  that  the  mixtures  high  in  clay  stand  up  a  trifle 
better  than  those  containing  a  great  deal  of  carborundum. 

Table  IV — -Slagging  Test  on  Mixtures  of  Carborundum 


and  Clay  Bricks 

No.  of  brick 
tested 

Brick   no. 

Average  area  penetration  in 
square  cm. 

3 

1 

2.04 

3 

2 

1.51 

3 

3 

3.33 

3 

4 

3.44 

3 

5 

2.04 

3 

6 

3.80 

3 

7 

2.10 

3 

8 

2.74 

3 

9 

1.23 

3 

10 

2.32 

3 

11 

2.08 

3 

12 

2.82 

3 

13 

2.10 

3 

14 

2.11 

3 

15 

1.75 

3 

16 

2.46 

3 

26 

2.00 

3 

27 

1.53 

The  results  from  the  slagging  test  on  bricks  5-8  inclusive,  and 
26  are  shown  graphically  in  Fig.  4.  The  penetrations  were  small 
and  difficult  to  measure  and  for  this  reason  there  is  considerable 
uncertainty  about  each  point.  It  is  very  improbable  that  the 
law  followed  is  indicated  by  the  jagged  line  and  for  this  reason 
the  dotted  line  B  was  selected.  This  line  is  of  the  first  degree  and 
probably  represents  the  results  as  close  as  they  can  be  determined 
with  the  present  method  of  making  these  measurements.  These 
results  were  so  different  from  what  had  been  expected  that  it  was 
thought  advisable  to  make  a  further  study  of  the  action  of  slags 
upon  carborundum.  Only  a  brief  summary  will  be  considered 
here. 
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It  was  found  that  carborundum  would  resist  the  action  of  most 
slags   better   under   reducing   than   oxidizing    conditions.     That 

slags  high  in  lead  would 
quickly  oxidize  the  carbon 
and  unite  with  the  silicon, 
in  fact,  wThen  25  grams  of 
carborundum  was  mixed 
with  50  grams  of  lead  oxide 
and  heated  at  1350 °C  for 
30  minutes  a  12-gram  lead 
button  was  obtained  in  the 
crucible.  Slags  high  in  iron 
and  silica  also  destroyed  car- 
borundum. On  the  other 
hand,  slags  high  in  silica 
and  low  in  lead,  iron  and  lime  had  practically  no  effect  upon  the 
carborundum. 

11.  Spalling. — The  results  from  the  spalling  test  are  given 
in  Table  V.  In  Fig.  5  the  results  for  the  various  mixtures  of  car- 
borundum (No.  2  screen  kjo' 
analysis)  and  Grand  View 
Fire  Clay  are  shown  graph- 
ically and  also  brick  26. 

Here  an  attempt  was  ■» 
made  to  test  bricks  which  •■ 
were  alike  in  every  respect  c- 
except  for  the  different  per-  < 
centages  of  carborundum  •} 
used  in  the  mixtures.     It  is   : 

XJ 

obvious  from  this  curve 
that  up  to  a  certain  point 
the  additions  of  small  per- 
centages of  carborundum 
greatly  decreases  the  rate 
of  spalling.  As  more  car- 
borundum is  added  the 
change  is  less  great  and  at 
last  a  point  is  reached  where  the  addition  of  more  carborundum 


0 
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Per  cent  carborundum. 
Fig.  5. 
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Table  V — Effects  of  Quenching 


No. 

Temp. 

of  fur. 

°C 

Number 

of 
queneliiuj. 

No 

effect 

Small 

cracks 

Large 

cracks                Fai 

ed 

1 

13,50 

8 

1-2- 

-3—4—5-6 

7                      8 

1 

1350 

10 

1-2 

3-4-5-6-7-8-9 

10 

1 

•  1350 

10 

1 

2-3-4-5-6- 

-7-8-9 

10 

5 

1350 

9 

1-2 

3-4-5-6 

7-8                  9 

5 

1350 

10 

1-2 

3-4-5-6-7 

8-9                 10 

5 

1350 

8 

1-2 

3-4-5-6 

7                      8 

6 

1350 

9 

1-2 

3-4-5-6-7 

8                      9 

6 

1350 

6 

1-2-3-4 

5                      6 

7 

1350 

6 

1-2-3-1 

5                      6 

7 

1350 

3 

1 

2                      3 

7 

1350 

9 

1-2-3-4-5- 

-6 

7-8                  9 

8 

1350 

3 

1 

2                      3 

8 

1350 

1 

1 

8 

1350 

5 

1-2 

3-4                  5 

9 

1350 

7 

1 

2-3-4-5-6       7 

9 

1350 

10 

1-2-3-4-5- 

-6-7-8- 

-10     ...  . 

9 

1350 

10 

1-2-3-4-5-6-7-8- 

-10     .... 

13 

1350 

9 

1-2-3-4-5 

6-7-8              9 

13 

1350 

9 

1-2 

3-4-5-6-7-8  9 

13 

1350 

6 

1-2-3-4-5 

6 

17 

1350 

5 

1-2 

3-4                  5 

18 

1350 

10 

1-2 

3-4-5-6 

7-8-9             10 

19 

1350 

9 

1-2- 

-3-4-5 

6-7 

8                       9 

20 

1350 

10 

1-2- 

-3-4-5-6 

7-8-9-10 

21 

1350 

10 

1 

2-3 

4-5-6-7-10    . 

21 

1350 

10 

1 

2-3 

4-5-6-7-10   . 

22 

1350 

10 

1-2- 

-3-4 

5-6-7-8-9- 

-10 

22 

1350 

10 

1-2- 

-3-4 

5-6-7-8-9- 

-10 

22 

1350 

10 

1-2- 

-3-4 

5-6-7-8-9- 

-10 

24 

1350 

10 

1-2- 

-3 

4-5-6 

7-8-9-10 

24 

1350 

10 

1-2- 

-3 

4-5-6 

7-8-9-10        . 

25 

1350 

8 

1-2 

3-4-5-6-7 

8 

2r, 

1350 

10 

1-2- 

-3 

4-5-6-7 

8-9                  10 

26 

1350 

4 

1 

2 

3                      4 

26 

1350 

6 

1-2-3-4-5       6 

26 

1350 

4 

1-2-3 

4 

becomes  a  detriment  and  increases  the  spalling.  This  curve  rep- 
resents the  resistance  offered  to  the  spalling  action  of  the  various 
bricks  and  is  expressed  by  the  equation : 

so-  C 
R--V-»-'->'V+1.B  +  ,,BxC 
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where  R  =  effect  of  spalling  action,  K  =  a  constant,  C  =  %  carbo- 
rundum. 

The  carborundum  from  the  No.  2  screen  analysis  represents 
the  regular  proportion  of  sizes  received  and  is  the  only  one  on  which 
a  spalling  test  was  made  upon  a  series  of  different  mixtures.  The 
spalling  tests  were  also  run  upon  bricks  1,  9,  13  and  are  shown  in 
Fig.  5.  From  this  test  it  is  seen  that  the  material  should  contain 
a  little  more  fines  so  as  to  conform  to  screen  analysis  No.  3.  (See 
point  9.)  Point  1  represents  the  coarse  material  which  apparently 
resists  spalling  better  than  brick  13  which  contains  all  the  fine 
material.  (Screen  analysis  No.  4.)  Referring  to  bricks  17-20 
inclusive,  we  see  that  in  the  case  of  Illinois  kaolin  50%  carborun- 
dum is  not  sufficient  while  60,  70  and  80%  is  much  better.  Brick 
20  which  contains  80%  carborundum  stood  up  best  in  these  tests. 

Only  one  brick  of  the  various  mixtures  of  Illinois  kaolin  and 
carborundum  were  tested,  and  for  this  reason  very  little  weight 
can  be  given  to  any  particular  results. 

Having  tested  our  brick  and  obtained  Ac,  Ap  and  As  we  are 
now  ready  to  determine  Z\,  s2  and  z3.  If  the  life  of  a  carborundum 
brick  is  greater  than  that  of  a  clay  brick  it  must  be  due  to  a  dif- 
ference in  their  properties.  Thus  if  the  clay  and  carborundum 
bricks  each  resist  slagging  equally  well  we  could  not  say  that  the 
superiority  of  the  carborundum  brick  was  due  to  its  resistance  to 
slagging.  But  on  the  other  hand,  if  the  difference  between  their 
linear  compressions  was  great,  then  this  must  be  a  very  important 
factor  in  increasing  the  life,  and  the  weight  assigned  to  linear 
compression  should  be  a  function  of  the  ratio  of  compression  be- 
tween a  carborundum  and  a  clay  brick.  Since  the  linear  com- 
pression of  the  carborundum  brick  varies  as  the  second  power  of 
the  per  cent  carborundum  present,  it  is  only  reasonable  to  weight 
it  as  the  square  of  the  ratio  between  a  clay  brick  and  a  clay  car- 
borundum brick.  In  the  same  manner  the  weight  assigned  to  the 
spalling  tests  was  taken  as  the  ratio  of  the  spalling  tests  raised  to 
the  fourth  power.  The  weight  assigned  to  the  slagging  test  was 
taken  as  the  ratio  of  the  two  to  the  first  power. 

Having  determined  the  method  of  weighting  these  different 
results  the  next  step  was  to  decide  which  mixture  of  carborundum 
should  be  used  in  this  ratio.     The  most  logical  one  to  use  is  that 
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one  which  will  bring  out  most  strongly  the  properties  which  char- 
acterize a  carborundum  brick.  For  this  reason  a  brick  containing 
the  proper  proportion  of  clay  from  a  theoretical  standpoint  was 
used.  According  to  the  void  test  it  was  found  that  68%  carborun- 
dum was  required.  To  determine  the  action  of  a  brick  containing 
08%  carborundum  we  shall  refer  to  Figs.  3,  4  and  5. 

Fig.  3.    We  have  Ac   =      1.02  Linear    compression    for    brick 

containing  08%  carborundum. 
Ac  =    10         Linear    compression    for    brick 
containing  0%  carborundum. 
Fig.  4.    We  have  Ap  =   7.3       Slagging  test  for  brick  contain- 
ing 08%  carborundum. 
Ap    =   5 .  56     Slagging    test    for    brick    con- 
taining 0%  carborundum. 
Fig.  5.    We  have  As   =   45         Spalling  test  for  brick  containing 

68%  carborundum. 
As  =    63         Spalling  test  for  brick  contain- 
ing 0%  carborundum. 
Forming  the  above  ratios  we  have: 


(f)' 


=  3 .  84 

2 


=  96 


5.56 

TT=.762 

Reducing  these  to  whole  numbers  by  dividing  each  factor  by 
the  smallest  one  (0.7(52)  and  taking  the  closest  to  5  which  is  as 
close  as  the  results  warrant,  we  have:  Weight  for  Spalling  Test, 
5  or  5,  Linear  Compression  Test,  120  or  125,  Slagging  Test,  1  or  1, 
so  that  our  formula  becomes  for  these  three  destructive  agents, 

l- £ 

125.  As +  5.  Ac  +  Ap 
Having  now  determined  numerical  values  for  all  of  our  unknowns 
we  are  ready  to  calculate  the  predicted  life  of  the  carborundum 
bricks.  According  to  the  operating  report  the  life  of  the  clay 
bricks  in  this  furnace  was  151  days.  Referring  to  Figs.  3,  4  and 
5,  we  have: 
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K 


Life  of  clay  brick  = 

25  X  10  +  5  X  63 +  5.6 

and  for  the  carborundum  bricks  we  have 

237220 


237220 
1571 


151  days 


Life  - —  brick  =  -  =  600  davs. 

50  125  X  2. 3  + 5.X  20 +  7 

t-*     (i,)  u  ■  1  237220 

Life brick  = =  b40  davs. 

40  125X1.52  +  5X35  +  7 


70                                   237220 
Life brick  =  — 

30  125X0.96  +  5X50  +  7 


Life  — ■  brick 


237220 


125  X  0.86  +  5  X  SO +  8 


-  =  029  days. 
=  459  days. 


Curve  (B)  Fig.  6  shows  these  values  plotted.  Curve  (A)  shows 
the  actual  life  of  these  bricks  in  Furnace  No.  25.  According  to  the 
theoretical  curve  the  increase  in  life  is  very  small  after  50%  car- 
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Fig.  6. 

A. — Curve  showing  life  of  bricks  in  furnace  #25. 

B. — Curve  showing  life  of  bricks  as  calculated. 

borundum  has  been  added  and  decreases  very  rapidly  after  the 
addition  of  65%.  In  curve  (A),  the  bricks  containing  60%  car- 
borundum show  a  much  greater  life  than  any  other  mix,  but  it 
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seems  very  improbable  that  this  great  life  will  be  maintained  over 
a  longer  period.  It  may  be  well  to  note  here  that  the  mixtures  used 
in  the  furnace  were  taken  from  curve  (B)  and  that  curve  (A)  is 
really  a  check  on  the  information  given  in  this  report. 

As  mentioned  previously  the  abrasive  action  was  not  considered 
in  calculating  the  life  of  these  brick.  If  it  had  it  is  apparent  that 
the  calculated  values  would  have  been  greater,  thus  making  the 
two  curves  practically  identical. 

When  this  expression  was  developed  and  the  predicted  life  cal- 
culated for  the  various  mixtures  it  was  hardly  expected  that  the 
true  values  would  check  out  as  closely  as  they  did.  It  was  hoped 
however  that  the  curve  would  show  the  relative  value  of  each 
brick,  so  that  an  approximation  to  the  most  suitable  mixture 
could  be  obtained  under  operating  conditions.  It  is  apparent 
that  these  expectations  were  realized.  Brick  No.  9  stood  up  best 
in  the  spalling  test  on  mixtures  of  carborundum  and  Grand  View 
Fire  Clay,  and  while  its  screen  analysis  does  not  exactly  conform 
to  that  given  in  problem  No.  4  of  this  paper  it  approaches  nearer 
to  it  than  the  other  three. 

VII.     Theoretical    Explanation   for  the  Physical  Properties  of 
Carborundum  Bricks 

12.  The  results  from  the  spalling  test  indicate  that  the  addi- 
tion of  a  certain  amount  of  carborundum  reduces  the  spalling, 
while  if  too  much  is  added  the  spalling  is  increased.  This  may  be 
accounted  for  as  follows:  Let  us  pass  two  parallel  planes,  AB  and 
CD  (see  Fig.  7),  through  a  refractory  material  and  let  the  distance 
between  these  two  planes  be  As.  Let  us  also  A  ttAt 
assume  that  heat  is  flowing  from  plane  AB  to 
the  plane  CD.     Then  the   temperature  of  the  *s 

face  AB  must  be  greater  than  CD  by  At.     If  we     [__ 

denote  the  coefficient  of  expansion  of  the  mix- 
ture  by  e,  then  the  face  AB,  is  longer  than  CD 
by   the  amount  e  X  At  and  the  increased  length  per  unit  is  c  X 

At 
——  —e  multiplied  by  the  (temperature  gradient). 

If  we  multiply  this  by  some  constant  K  we  may  change  this 
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increase  in  length  to  pounds  pressure  per  unit  area  set  up  in  the 
clay.  When  the  strain  set  up  is  less  than  the  tensile  strength  of 
the  mixture  we  have  no  cracking,  when  greater  than  the  tensile 
strength  we  have  cracking.  This  may  be  expressed  more  con- 
cisely in  the  form 

K.e. —  —T=i 
i        As 

when  Y  is  —  we  have  no  cracking;  when  Y  is  +  we  have  cracking. 

(The  coefficient  of  expansion  e,  the  temperature  gradient  — ,   and 

As 

the  tensile  strength  T)  are  all  functions  of  the  quantity  of  car- 
borundum in  the  mixture,  the  physical  characteristics  of  the  clay, 
the  wedging  of  the  mixture  in  fabricating  the  brick,  and  the  tem- 
perature under  which  the  refractory  is  working. 

Fig.  1  shows  the  tensile  strength  of  different  mixtures  of  car- 
borundum and  Grand  View  Fire  Clay.  It  will  be  noted  here  that 
the  spalling  is  least  when  the  tensile  strength  is  nearly  a  maximum. 
In  case  of  Illinois  kaolin1  the  tensile  strength  is  much  greater  than 
that  of  Grand  View  Fire  Clay,  and  the  maximum  tensile  strength 
is  obtained  with  a  higher  percentage  of  carborundum. 

We  know  that  as  the  ratio  of  carborundum  to  clay  is  increased 

At 
e  X is   diminished.     In   the   case   of    Illinois    kaolin    T  is   a 

As 
maximum  when  the  percentage  of  carborundum  is  high,  so  that 
we  would  predict  that  a  higher  percentage  of  carborundum  is 
required  than  with  Grand  View  Fire  Clay.     This  was  borne  out 
by  Brick  20  in  the  test. 

From  the  equation  Ke. —  T  =  Y,  we  may  draw  the  follow- 
As 

ing  conclusions:  (a)  The  coefficient  of  expansion  of  the  mixture 
should  be  made  as  small  as  possible.  With  most  clays  this  can 
be  done  by  increasing  the  percentage  of  carborundum;    (b)     The 

a; 

temperature  gradient is  a  function  of  the  percentage  of  ear- 
As 

borundum  present,  and  decreases  as  the  percentage    of    carbo- 

1  The  curve  for  Illinois  kaolin  is  not  shown. 
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rundum  is  increased;     (c)  K  is  a  constant  independent  of  e  or 

— -  •     For  this  reason  it  is  desirable  to  make  the  product  e. ■ 

As  As 

as  small  as  possible  and  this  is  done  by  making  the  per- 
centage of  carborundum  great;  (d)  T,  however  increases  until  a 
certain  amount  of  carborundum  has  been  added  and  then  de- 
creases very  rapidly.  The  mixture  of  carborundum  and  clay  which 
will  withstand  the  changes  in  temperature  to  the  best  advantage 
is  that  which  will  make  Y  sl  minimum  and  is  shown  graphically 
in  Fig.  .">  for  Grand  View  Fire  Clay. 

From  these  conclusions  it  is  quite  evident  that  the  resistance 
offered  to  spalling  by  any  mixture  of  clay  and  carborundum  de- 
pends upon  its  coefficient  of  expansion,  thermal  conductivity  and 
tensile  strength,  and  that  if  two  clays  have  the  same  coefficient 
of  expansion,  the  same  thermal  conductivity,  and  are  mixed  with 
equal  percentages  of  carborundum,  the  one  with  the  greater  ten- 
sile strength  will  spall  the  least.  Other  comparisons  are  obvious. 
From  this  it  is  evident  that  carborundum  decreases  the  spalling 
action  by  increasing  the  tensile  strength,  increasing  the  thermal 
conductivity  and  decreasing  the  coefficient  of  expansion  of  the 
mixture. 

We  are  now  ready  to  consider  why  it  is  so  important  to  have 
suitable  mixtures  of  various  sizes.  As  an  exaggerated  case  let 
us  consider  a  mixture  of  very  coarse  material  containing  very  little 
fines  (Fig.  8)  in  which  the  voids  are  filled  with  clay.  Let  a  =  the 
coefficient  of  expansion  of  the  carborundum ;  b  =  the  coefficient  of 
expansion  of  the  clay.  Lq  =  distance  between  two  arbitrary  planes 
Pand  Q.  AL0  =  2£  where  ^  represents  the  width  of  the  layers  of 
clay  separating  each  carborundum  particle  along  the  line  EF. 
AC0  =  2  5  where  5,-  represents  the  width  of  any  particle  of  carbo- 
rundum along  the  line  GH.     When  1  =  0  we  have 

(Lo-ALo)(l+a/o)4-ALo(l+6/o)-(L0-Ac-o)(l+6/o)=0 
or  (L0-  AL0-  AC0)(a-b)t0  =  () 

and  there  is  no  strain  between  the  two  surfaces  EF  ?nd  GH.  If 
now  the  temperature  is  raised  to  t\,  we  have 

(Lo-ALe-ACo)(a-&)*i=0=t=O  if  a^zb 
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so  that  a  strain  will  be  set  up  between  the  two  planes  which  equals 

kz  kz 

—  pounds  per  unit  area.  When  — —  >  T  the  brick  will  crack. 
As  As 

At  high  temperatures  the  clay  becomes  more  or  less  plastic  and 
the  particles  will  so  adjust  themselves  that  the  strain  is  less  than 
that  expressed  by  the  formula.  To  adjust  themselves  the  parti- 
cles along  the  line  EF  must  move  relative  to  those  along  GH  so 
that  we  have  a  sliding  action  going  on  within  the  brick.  This 
movement  of  the  particles  is  as  undesirable  as  the  strain. 

If  the  voids  in  Fig.  8  are  filled  with  carborundum  the  difference 
between  the  2  terms  in  the  above  expression  becomes  less  for  any 
temperature  t,  and  if  the  sizes  of  the  particles 
of  carborundum  are  so  selected  that  they  fill  the 
voids  the  above  expression  will  become  very 
nearly  equal  to  zero,  and  will  equal  zero  when 
EF  and  GH  have  the  same  amount  of  clay  and 
carborundum. 

Fig.  8.  Xhe  quantity  of  heat  transmitted  from  the 

surface  FH  to  the  surface  GH  will  be  greatest  when  the  voids  are 
filled  with  carborundum,  so  that  from  a  theoretical  standpoint 
the  best  results  are  obtained  when  the  sizes  are  mixed  so  as  to 
produce  a  minimum  of  voids.  These  conclusions  have  been  borne 
out  by  the  test  brick  and  mentioned  elsewhere. 

From  a  consideration  of  Fig.  3  it  is  quite  evident  that  the  linear 
compression  varies  as  the  second  power  of  the  percentage  of  car- 
borundum present.  This  may  be  readily  explained  as  follows: 
Let  us  consider  a  clay  brick  in  which  both  the  grog  and  binding 
material  have  approximately  the  same  softening  point.  If  now 
a  load  is  applied  to  the  brick  linear  compression  will  take  place. 
Both  the  particles  of  clay  and  grog  will  flatten  out  in  proportion 
to  the  percentage  of  compression.  Let  us  now  replace  the  grog 
with  carborundum.  As  the  temperature  is  raised  the  clay  will 
soften  as  before,  but  the  carborundum  remains  rigid.  In  order 
for  linear  compression  to  take  place  the  clay  must  now  spread 
out  around  the  particles  of  carborundum.  This  causes  a  much 
greater  movement  of  the  clay  for  a  given  compression  of  the  brick 
and  of  course  the  rate  of  compression  must  be  much  slower.  Since 
the  movement  of  the  clay  around  the  carborundum  is  in  a  plane 
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we  should  expect  it  to  vary  as  a  function  of  the  second  degree  which 
is  borne  out  by  the  curve.  Much  trouble  was  experienced  in 
testing  the  bricks  containing  considerable  carborundum.  This 
was  due  to  the  fact  that  the  bonding  strength  was  so  low  that  the 
horizontal  strains  set  up  in  the  bricks  caused  it  to  rupture.  Most 
of  the  trouble  found  in  the  80-20  bricks  would  have  been  eliminated 
if  better  facilities  could  be  had  for  fabricating  them.  It  simply 
points  out  the  fact,  however,  that  the  addition  of  too  much  car- 
borundum makes  difficulties  which  can  not  be  overcome. 

The  results  from  the  slagging  test  do  not  show  a  great  deal  of 
variation  between  clay  bricks  and  clay  carborundum  bricks.  Not 
only  was  this  borne  out  by  the  test  bricks  but  it  has  been  found 
true  in  practice.  In  fact,  in  many  cases  the  clay  bricks  have  proven 
superior  to  the  carborundum  bricks  from  the  standpoint  of 
slagging. 

Unless  the  slagging  action  is  extremely  great,  however,  carbo- 
rundum is  an  excellent  body  for  bricks  where  these  physical  de- 
structive agents  are  severe.  The  fact  that  they  resist  abrasion, 
spalling,  and  deformation  are  the  main  reasons  for  their  increased 
life  in  ordinary  furnace  work. 

VIII.     General  Conclusions 

(a)  The  various  sizes  of  carborundum  should  be  so  pro- 
portioned that  we  have  a  maximum  amount  of  coarse  material 
with  a  minimum  of  fines,  but  sufficient  fines  must  be  added  to 
fill  the  voids  of  the  preceding  coarser  sizes.  To  realize  this  prac- 
tically the  dimensions  of  the  finer  sizes  must  approach  zero  as  the 
voids  become  smaller  and  smaller.  Therefore  these  conditions 
can  only  be  approximately  approached. 

(b)  The  percentage  of  clay  which  should  be  added  to  the  car- 
borundum to  fill  the  voids  will  depend  upon  the  ratio  of  the  sizes 
of  the  carborundum  particles. 

(c)  Other  things  being  equal  the  tensile  strength  of  any  mix- 
ture of  carborundum  and  clay  is  proportional  to  the  bonding 
power  of  the  clay.  When  different  percentages  of  carborundum 
and  clay  are  mixed  together  the  tensile  strength  increases  rapidly 
at  first,  then  remains  practically  constant,  and  finally  decreases 
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very  rapidlv.  The  proper  percentage  of  carborundum  to  use  in 
any  mixture  to  obtain  the  maximum  tensile  strength  will  depend 
upon  the  physical  characteristics  of  the  clay. 

(d)  When  sufficient  clay  is  added  to  carborundum  to  fill  the 
voids  and  surround  each  particle  with  carborundum  there  will  be 
no  trouble  in  pugging  or  moulding  the  mixture.  When  these 
conditions  are  not  fulfilled  trouble  begins  and  increases  as  the 
percentage  of  clay  is  diminished. 

(e)  The  linear  compression  varies  as  the  second  power  of  the 
percentage  of  carborundum  present,  so  that  where  bricks  are  to 
be  subjected  to  great  pressures  the  percentage  of  carborundum 
should  be  as  high  as  possible. 

(/)  Carborundum  will  resist  the  action  of  most  slags  better 
under  reducing  than  oxidizing  conditions.  It  will  not  resist  slags 
high  in  iron,  lead  or  lime,  but  will  resist  those  high  in  silica. 

(g)  The  length  of  time  a  brick  will  resist  spalling  depends 
upon  the  percentage  of  carborundum  in  the  brick,  the  tensile 
strength,  coefficient  of  expansion,  and  thermal  conductivity  of 
the  clay. 

(h)  Each  bond  clay  presents  a  different  problem  and  the 
proportions  to  use  can  only  be  determined  by  trial. 

(i)  The  formula  shows  that  a  good  bond  clay  should  have  the 
following  properties:  (1)  High  tensile  strength,  (2)  high  softening 
point,  (3)  low  coefficient  of  expansion,  (4)  high  thermal  con- 
ductivity, and  that  a  good  body  should  have  (1)  rigidity  at  high 
temperatures,  (2)  low  coefficient  of  expansion,  (3)  high  thermal 
conductivity. 

(/)  And  finally,  if  the  refractories  are  to  be  used  where  the 
physical  destructive  forces  are  great  (spalling,  compression,  abra- 
sion, etc.)  and  the  chemical  forces  small,  carborundum  will  make 
an  excellent  grog.  If  the  slags  which  come  in  contact  with  the 
refractories  are  high  in  silica  carborundum  may  still  be  used.  If 
the  slags  are  high  in  iron,  lead  and  lime  and  occur  in  great  amounts, 
then  carborundum  should  not  be  used. 


THE  TESTING  OF  SILICA  BRICK 

Bv  K.  H.  Endell1 
ABSTRACT 

The  Steger  Load  Test  Apparatus. — Pressure  was  applied,  in  a  granular-car- 
bon resistance  furnace,  to  the  small  test  cylinders  by  means  of  a  hollow  carbo- 
rundum rod.  The  temperature  was  read  with  an  optical  pyrometer  sighted 
through  this  hollow  pressure  rod.  The  volume  changes  were  indicated  by  a 
pointer  and  scale  and  recorded  by  means  of  a  rotating  drum.      (See  Fig.   1.) 

Estimation  of  Quartz  and  Cristobalite  in  the  Finished  BrV.. — The  areas  oc- 
cupied by  each  type  of  crystal  on  the  photomicrograph  were  determined  with 
the  aid  of  a  transparent  cross-section  grating. 

Suggested  Specifications  for  Al  Silica  Brick. — -T-n:  r^ecifie  gravity  not 
greater  than  2.38;  not  more  than  2%  perraan  nt  lin:  ar  expansion  after 
heating  to  1600 °C  in  one  and  one-half  hours,  and  holding  at  that  tempera- 
ture for  one-half  hour;  the  amount  of  quartz  ("and  silicates)  as  determined 
by  the  grating  method  applied  to  photomicrogiapb  should  not  exceed  15%. 

Silica  brick  are  assuming  a  position  of  ever-increasing  impor- 
tance among  refractory  materials.  The  greater  value  of  silica 
brick  as  compared  with  fire-clay  brick  in  resistance  to  high  tem- 
peratures under  load  conditions  and  as  regards  their  heat  con- 
ductance is  generally  admitted.  Silica  brick  are  being  used  in 
ever-increasing  numbers  not  only  in  steel  furnaces,  but  also  in 
coke  ovens  and  for  segments  in  the  making  of  gas  retorts. 

Consonant  with  their  great  economic  value  for  technical  pur- 
poses, scientific  investigations,  during  the  last  few  years,  have 
dealt  with  the  determination  of  the  properties  of  silica  brick. 
Especially  in  the  United  States  of  America  contributions  of  high 
value  have  been  published  on  this  subject,  among  others  by 
Kenneth  Seaver,  J.  Spotts  McDowell,  A.  V.  Bleininger,  D.  W. 
Ross,  H.  Insley  and  A.  Klein,  R.  J.  Montgomery  and  L.  R. 
Office,  and  F.  A.  Harvey  and  B.  N.  McGee. 

But  in  other  countries  also  many  experimental  tests  have  been 
made  and  a  great  deal  of  research  work  on  silica  brick  has  been 
going  on.  Proper  mixing  of  the  raw  materials  and  a  sufficiently 
1  Received  February  2,  1922. 
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long  firing  period  are  essential  to  the  utilizability  of  silica  brick. 
In  Germany,  where  the  conditions  are  best  know  to  me,  quite  a 
different  class  of  quartzite  is  used  than  in  America.  Some  brief 
comparative  tests  made  by  me  with  German  and  American 
quartzites  were  published  recently  in  the  Journal.1  German 
tertiary  quartzites,  so-called  erratic-block  quartzites,  mostly 
show  under  the  microscope,  in  a  finely  crystallized  basal  cement, 
peripherally  corroded  quartz  crystals,  which  increase  greatly  in 
volume  in  the  "first  fire"  up  to  Seger  Cone  14.  The  American 
silurian  and  devonian  quartzites  on  their  part  show  in  thin 
sections  under  the  microscope,  closely  packed  grains  of  quartz, 
which  increase  far  less  in  volume  during  the  first  stage  of  heating. 
But  as  a  maximum  of  transformation  in  the  initial  stage  of  burn- 
ing is  a  consummation  highly  to  be  desired,  brick  of  American 
quartzite  demand  treatment  either  at  considerably  higher  tem- 
peratures or  for  a  much  longer  period  than  the  German  erratic- 
block  quartzite.  The  utilization  of  the  more  favorable  tertiary 
quartzites  of  Germany,  therefore  gives,  as  compared  with  Ameri- 
can quartzites,  a  saving  of  coal. 

A  useful  schedule  of  silica  brick  tests  in  the  laboratory  was 
drawn  up  in  1918  by  R.  J.  Montgomery  and  L.  R.  Office  (as 
well  as  other  speakers  who  joined  in  the  discussion)  and  in  1921 
by  F.  A.  Harvey  and  E-  X.  MeGee.  For  a  period  of  ten  years 
I  have  been  engaged  in  examining  the  polymorphic  structure  of 
silica  and  in  studying  silica  brick  and  that  not  only  from  a 
physico-chemical  and  mineralogical  point  of  view,  but  also  from 
the  standpoint  of  the  technique  of  practical  testing. 

Especially  during  the  last  few  years  I  have  tested  a  great 
number  of  silica  brick  in  various  connections.  My  researches 
were  in  the  main  confined  to  German  silica  brick,  made  partly 
by  the  factories  of  refractory  materials  attached  to  some  great 
German  steel  works,  supplying  only  the  direct  needs  of  those 
works,  or  by  factories  producing  refractory  materials  for  the 
market. 

For  purposes  of  comparison  I  submitted  some  American, 
English  and  Swedish  silica  brick  to  comparative  tests. 

My  experiments  covered  the  following  properties: 
1  This  Jour.,  4,  053(1921). 
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1.  Specific  gravity  (determined  volumetrically  in  the  specific 
gravity  bottle). 

2.  Determination  of  the  temperature  of  rupture  and  the 
softening  temperature  under  a  load  of  1  kg.  per  sq.  cm.  (equivalent 
to  about  15  lbs.  per  sq.  in.). 

3.  Linear  expansion  after  repeated  heating  up  to  1000 °C. 

4.  Microstructure,  especially  the  proportion  of  quartz  to 
cristobalite  and  tridymite. 

The  chemical  analysis,  the  temperature  of  fusion  expressed  in 
Seger  cones,  the  porosity,  and  the  mechanical  strength  when 
cold,  I  do  not  consider  of  great  importance. 

The  following  details  may  be  given  concerning  the  special 
tests : 

1.  Specific  Gravity. — All  tests  were  made  on  finely  powdered 
material  in  small  pycnometers  of  3  ccm.  capacity  using  the  boiling 
procedure.  Volumetric  tests  by  the  boiling  method  have  fre- 
quently led  to  too  low  results,  thereby  creating  a  false  impression 
of  a  degree  of  transformation  not  warranted  by  the  facts.  In 
some  100  determinations,  for  the  most  part  repeated  several 
times,  the  difference  in  check  determinations  involved  only  the 
second  decimal. 

2.  Determination  of  the  Temperature  of  Rupture  or  the 
Softening  Temperature  under  Load  Conditions. — The  tests  were 
carried  out  partly  with  the  lever-press  previously  described1  and 
partly  by  the  method  of  Dr.  W.  Steger,  details  of  which  are  given 
in  Fig.  1.  By  the  first  method  the  temperature  of  rupture  was 
determined;  by  the  second  the  softening  temperature.  The 
temperature  measurement  being  quite  different,  a  comparison  of 
the  absolute  temperature  range  is  not  admissible. 

To  shorten  the  apparatus  a  one-armed  lever  was  used.  The 
load-bearing  wagon  is  detachable  so  that  it  can  be  separated 
from  the  electric  furnace,  thus  allowing  the  latter  to  be  worked 
alone.  The  changes  of  volume  of  the  fire  brick  cylinder  are 
indicated  on  a  scale.  Recording  is  also  possible  by  means  of  a 
rotating  drum.  The  accurate  measurement  of  the  temperature 
is  carried  out  with  the  aid  of  the  Holborn-Kurlbaum  pyrometer 
by  means  of  the  axis  of  the  upper  pressure  rod  through  the  center 
1  K.  Endell,  Stahl  it  Risen,  41,  6  'H  L921):  cf,  This  Jour.,  4,  417(1921 
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of  which  a  perforation  of  15  mm.  in  diameter  passes.  The  appara- 
tus that  records  the  change  in  volume  is  constructed  so  as  to 
admit  a  variation  in  the  range  of  the  pointer  by  changing  the 
lever  ratio.  The  load  was  1  kg.  per  sq.  cm.  which  is  a  very  close 
approximation  to  practical  conditions.  Occasionally  a  load  of 
2  kgs.  per  sq.  cm.  was  applied  without  ;.ny  material  alteration 
of  the  results.  Hence  it  is  possible  to  compare  directly  the  re- 
sults with  those  obtained  in  America,  as  these  are  mostly  ob- 


Fig.   1. — Dr.  Steger's  iever  press  with  the  carbon   resistance  furnace 
and  the  prism  of  the  optical  pyrometer. 


tained  with  1.7  kg.  per  sq.  cm.  which  corresponds  to  25  lbs.  per 
sq.  in.  The  test  cylinders  were  uniformly  made  in  the  German 
Staatliches  Materialprufungsamt  by  cutting  them,  with  a  dia- 
mond drill  cylinder  50  mm.  in  diameter  and  50  mm.  high,  out  of 
standard  burnt  brick  ready  for  use.  The  ends  of  the  cylinders 
were  ground  down  and  polished  off  smooth  to  the  required  height. 
I  am  quite  aware,  however,  that  this  procedure  results  in  de- 
stroying the  outer  integument  of  the  brick  which  is  of  such  great 
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value  to  all  ceramic  substances.  To  compensate  for  this,  how- 
ever, I  had  a  uniform  testing  material.  At  times  also  cylinders 
of  the  same  size  were  made  in  the  laboratory  in  soft  steel  rings 
out  of  a  mixture  of  silica  raw  material  under  a  pressure  of  300 
kgs.  per  sq.  cm.  These  were  then  burnt  at  a  temperature  of 
1450  °C  in  the  large  porcelain  furnace. 

As  the  method  worked  out  by  the  American  Society  for  Test- 
ing Materials,  by  which  after  a  fixed  period  of  preheating  a  load 
of  1.7  kg.  per  sq.  cm.  acts  on  silica  brick  for  a  period  of  one  and  a 
half  hours  at  1500  °C  or  4  hours  at  1400°C,  produces  no  values 
that  will  bear  comparison — for  most  bricks  can  stand  so  com- 
paratively light  a  test — for  a  crucial  test  I  adopted  the  determi- 
nation of  the  temperature  of  rupture  or  softening  under  the 
given  conditions  with  a  load  of  1  kg.  per  sq.  cm.  In  this  connec- 
tion it  should  not  be  forgotten  that  the  testing  of  a  cylinder 
which  is  heated  without  any  lateral  support  whatsoever  takes 
place  under  far  more  severe  conditions  than  when  the  silica  brick 
in  the  wall  is  attacked  only  from  one  side  by  the  direct  influence 
of  the  heat.  However,  that  may  be,  it  is  possible  to  establish 
comparative  values.  The  determination  of  the  temperature  of 
rupture  or  softening  under  load  conditions  renders  the  determi- 
nation of  the  Si02  content  and  the  melting  temperature  expressed 
in  Seger  cones  superfluous. 

3.  Determination  of  the  Linear  Expansion  after  Repeated 
Heating  up  to  1600  °C. — I  quite  agree  with  Mr.  R.  M.  Howe1 
that  it  is  of  paramount  importance  to  find  out  the  degree  of 
expansion  after  repeated  firing.  Heating  as  in  the  U.  S.  A.  for 
4  hours  at  a  temperature  of  1400  °C  or  for  one  and  a  half  hours  at 
1500  °C  seems  to  be  insufficient.  In  steel  furnaces  silica  brick 
are  subjected  to  a  temperature  of  at  least  1600  °C  and  coke 
ovens  too,  under  the  forced  firing  of  today  are  often  operated 
at  a  temperature  exceeding  1500°.  To  raise  the  temperature 
for  testing  up  to  1600°  seemed,  therefore,  the  better  way. 

The  experiment  was  conducted  under  the  following  conditions. 
The  test  cylinders  (described  in  paragraph  3)  of  50  mm.  height 
and  diameter  were  heated  in  granular  carbon  resistance  furnaces 
for  about  one  hour  and  a  half  up  to  1600  °C.     This  temperature 

1  This  Jour.,  1,  348  (1918). 
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was  kept  constant  for  half  an  hour  before  cooling.  Later  on  the 
electric  muffle  furnace  pictured  below  was  made  use  of.  The 
carborundum  muffle,  embedded  in  granular  carbon  has  a  work- 
ing space  which  admits  of  uniform  heating  and  permits  the  use 
of  standard  bricks  6  x  12  x  25  cm.  With  the  test  cylinders  it  was 
possible  to  heat  six  at  a  time.  With  120  volts  and  100  amperes 
1600  °C  was  reached  in  an  hour  and  a  half.  The  linear  expansion 
of  the  test  cylinders  heated  up  to  1600  °C  was  measured  with  a 
sliding  gauge  after  cooling.     The  corresponding  determination 


Fig.  2. — Electrically  heated  muffle  furnace.     Designed  by  the  Didier 
Fire  Brick  Works  of  Stettin. 

of  the  specific  gravities  in  most  cases  gave  a  result  of  2.32-2.35. 
Thus  the  maximum  expansion  was  almost  reached.  The  exami- 
nation of  the  microstructure  in  thin  sections  showed  an  increase 
in  amount  and  an  augmentation  of  grain  size  of  cristobalite, 
which  according  to  the  experiments  of  the  Geophysical  Labora- 
tory is  the  stable  form  of  SiC>2  above  1470 bC. 

4.     Microstructure. — All  students  of   the   behavior   of   silica 
brick  have  pointed  out  that  the  polymorphic  condition  of  silica 
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at  high  temperatures  is  of  prime  importance.  The  important 
thing  is  to  determine  the  relative  amounts  of  quartz,  cristobalite 
and  tridymite  as  exactly  as  possible.  For  this  reason  C.  H. 
Warren  and  J.  Spotts  McDowell,  and  H.  Insley  and  A.  A.  Klein 
employed  the  method  of  determining  the  indices  of  refraction 
of  the  different  minerals  in  the  brick.  This  method  is  difficult 
to  apply  in  a  technical  laboratory.  The  results  of  this  method 
of  investigation  are  controlled  by  the  values  of  the  specific 
gravity  and  the  increases  in  volume  on  heating  to  1600  °C.  For 
the  technical  testing  of  silica  brick  it  seems  sufficient,  by  means 
of  a  more  simple  method,  to  determine  in  the  photomicrographs 
the  amount  of  quartz  and  silicates  the  grains  of  which  have  a  higher 
birefringence  and  a  higher  index  of  refraction. 

This  was  done  by  placing  a  grating  of  transparent  paper  ruled 
in  1  millimetre  squares  on  the  photomicrographs  which  were 
usually  magnified  a  hundred  times.  The  squares  containing 
quartz  and  silicate  crystals  were  pricked  with  a  needle  and 
counted.  The  remainder  is  usually  cristobalite,  while  tridymite 
in  finished  silica  brick  is  represented  in  most  cases  by  less  than 
5  per  cent.  The  tridymite  was  estimated  and  the  cristobalite 
determined  by  difference.  I  consider  this  method  to  be  exact 
within  about  2  per  cent. 

Conclusions 
The  following  conclusions  may  be  drawn  from  Tables  I  and  II : 
The  correspondence  between  the  values  of  true  specific  gravity, 
the  subsequent  increase  in  volume  at  1600  °C,  and  the  amount 
of  unaltered  quartz  in  the  completed  brick  are  most  striking. 
The  lower  the  specific  gravity  and  the  smaller  the  subsequent 
increase  in  volume,  the  less  quartz  is  to  be  seen  in  thin  sec- 
tions. A  diagram  of  these  conditions  of  correspondence  as  has 
been  beautifully  given  by  F.  A.  Harvey  and  E.  N.  McGee  for 
linear  expansion  and  specific  gravity  could  not  be  made  probably 
owing  to  the  fact  that  the  American  test  which  involves  heating  for 
4  hours  up  to  1400 °C  or  the  repeated  firing  in  the  industrial  kilns 
marks  the  completion  of  a  certain  stage  more  nearly  than  heating 
at  1600  °C  for  only  half  an  hour.  Be  that  as  it  may,  the  differ- 
ences are  evident.     The  comparison  of  the  values  also  proves 
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Table  I 
Properties  of  Silica  Brick  Made  by  German  Factories 


Specific 
No.                                         gravity 

LOAD    TEST 
1      kg.      sq. 
cm.  a.  Tem- 
perature  of 

rupture, 
(old      lever 

press). 
b.  Softening 
tempera- 
ture     (Dr. 

Steger's 
press)  in  °C 

LINEAR  EX- 
PANSION 

after    heat- 
ing   K    hr. 
at  1600°C 
in  % 

MICROSTRUCTURE 

Content  in  % 
Quartz 

(plus          Cristo-   Tridy- 
silicates)      halite        mite 

ll 

2.40 

b  1550° 

3.3 

28 

70 

ca  2 

2 

2.40 

b  1550 

3.5 

23 

75 

ca2 

3 

2.38 

b  1540 

2.8 

25 

72 

ca  3 

4 
5 

A  1  Basic  Open 
Hearth     Fur- 

2.481 
2.50j 

b  1555 

{3.3 
[4.5 

29 
40 

70 
60 

ca  1 

6 

nace  Type 

2.42 

b  1520 

3.2 

16 

82 

ca2 

7 

2.37 

b  1525 

2.2 

14 

82 

ca  4 

8j 

^2.40 

b  1530 

3.4 

22 

78 

9 

By- Product 
■       Coke  Oven 

2.49 

b  1470 

4.5 

30 

70 

10 

2.48 

b  1455 

5.0 

34 

46 

Hj 

Type 

2.46 

a  1620 

3.8 

35 

65 

12 

Glass  Furnace 

Type 

2.47 

a  1600 

4.0 

40 

60 

Table  II 

Properties  of  Silica  Brick 

N 

5. 

Specific 
gravity 

LOAD    TEST 
1       kg.      sq. 
cm.  a.  Tem- 
perature of 

rupture 
(old      lever 

press). 
b.  Softening 

tempera- 
ture      (Dr. 

Steger's 
press)  in  °C 

LINEAR  EX- 
PANSION 

after    heat- 
ing   ,'  2    hr. 
at  1600°C 
in  % 

MICROSTRUCTURE 

Content  in  % 
Quartz 

(plus         Cristo-    Tridy- 
silicates)      balite         mite 

13 

„                    ( 

Made  by  Ger- 

2.38 

a  1620° 

■1.4 

13 

82 

<5 

14 

man  Steel 
Works  for 

2.35 

a  1655 

0.4 

16 

80 

ca4 

15 

private  con-     1 
sumption 

2.33 

a  1670 

1.0 

10 

85 

5 

1G 

A  1  Quality 
A  2  Quality 

2.32 

a  1620 

0.8 

13 

82 

5 

17 

I 
U.  S.  A. 

2.36 

a  1605 

0.6 

11 

85 

4 

18 

Made  from  Me- 
dina Quartzite 
"Star" 

2.34 

[a  1620 | 
\b  1535  j 

0.5" 

14 

81 

5 
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21' 

19     Made  from  Bar- 

2.33 

13 

82 

5 

aboo  Quartzite 

England 

20 1  Made        from 
\      English  Silica 

[2.40 

a  1660 

3.1 

25 

70 

<5 

J 

21 J       Ganisters 

[2.40 

b  1670 

4.0 

19 

76 

<5 

Sweden 

22]  Made       from 

[2.39 

a  1620 

4.0 

18 

77 

<5 

\      Swedish 
23  J       Quartzite 

(2.34 

a  1650 

1.7 

15 

SO 

<5 

that  American  silica  brick,  made  of  typical  rock  quartzites, 
show  the  same  valuable  properties  as  do  German  silica  bricks 
made  of  the  best  erratic-block  quartzites.  As  a  matter  of  fact, 
therefore,  the  question  of  the  nature  of  the  quartzite  raw  material 
does  not  seem  to  be  of  prime  importance,  as  long  as,  after  proper 
mixing  of  the  ingredients,  the  time  of  heating  and  the  tempera- 
ture of  heating  are,  respectively,  sufficiently  long  and  high. 

Among  the  different  German  products  the  brick  made  by  the 
great  German  steel  works  themselves  are,  as  may  be  proved, 
usually  better  than  the  trade  products  of  refractory  works.  The 
reason  for  this  may  possibly  be  that  the  great  steel  works  with 
factories  of  their  own  are  makers  and  users  at  the  same  time  and 
have  no  need  for  making  an  intermediary  profit,  as  the  refractory 
trade  works  must.  The  former  are  therefore  able  to  use  coal  for 
firing  purposes  in  more  generous  proportions  and  to  fire  longer 
and  to  higher  temperatures  than  the  latter. 

In  attempting  to  formulate  certain  minimum  requirements 
from  the  figures  given  for  the  testing  of  silica  brick,  we  arrive, 
on  the  basis  of  my  experiments,  at  limiting  values  similar  to 
those  which  Mr.  D.  W.  Ross  has  already  formulated  ■  from  his 
experimental  results. 

In  accordance  with  American  usage,  I  should  consider  it  advis- 
able to  make  no  distinction  in  the  quality  of  the  silica  brick  used  for 
steel  furnaces  and  those  for  by-product  coke  ovens.  Such  a 
distinction  is  still  made  in  Germany,  where  very  often,  much  to 
the  detriment  of  the  life  of  the  coke  oven  plants,  the  ovens  are 
still  supplied  with  a  No.  2  grade  of  silica  brick.  At  most  it  is 
only  in  the  case  of  silica  brick  for  glass  tanks  that  other  qualities 
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and  conditions  may  be  demanded  as  with  these  the  density  is  of 
greater  value  than  a  high  temperature  of  rupture  or  softening. 

In  formulating  the  minimum  requirements  for  finished  silica 
brick  I  will,  therefore,  exclude  silica  brick  for  glassmaking  pur- 
poses. On  the  basis  of  my  experimental  results  I  suggest  the 
following  specifications  for  A  1  silica  brick : 

1.  That  the  pycnometrieally  determined  specific  gravity  of 
the  finely  pulverized  substance  be  at  least  2.38. 

2.  That  the  temperature  of  rupture  under  load  conditions  of 
1  kg.  per  sq.  cm.  measured  according  to  the  old  method  be  at 
least  1620  °C,  and  that  the  softening  temperature  under  the  same 
conditions  according  to  the  new  Dr.  Steger  lever  press  method 
be  at  least  1520  °C.  I  do  not,  however,  believe  that  this  test  is 
necessary  for  silica  brick. 

3.  That  the  testing  of  the  linear  expansion  after  heating 
l1,  o  hours  from  20°  to  1600  °C,  the  test  being  kept  constant  for 
half  an  hour  at  1600  °C  according  to  the  method  adopted  shall 
not  produce  a  linear  expansion  of  more  than  2  per  cent. 

4.  That  on  examination  of  the  microstructure  in  a  thin 
section  the  content  of  unchanged  quartz  (and  silicates)  deter- 
mined by  means  of  a  grating  shall  not  exceed  15  per  cent.  It  is 
desirable  that  the  tridymite  content  be  at  least  5  per  cent. 

I  have  the  honor  to  offer  these  suggestions  for  discussion  by 
the  American  Ceramic  Society  and  should  be  glad  if  my  experi- 
ments, together  with  those  of  American  investigators,  should  lead 
to  the  formulation  of  uniform  testing  methods  for  silica  brick. 

Technische   Hochschui.e 
Charlottenburg,  Germany 

DISCUSSION  OF  THE  PAPER  ON  "TESTING  OF  SILICA 
BRICK"  BY  DR.  KURD  ENDELL  PRESENTED  AT  THE  ST. 
LOUIS  MEETING  OF  THE  AMERICAN  CERAMIC  SOCIETY 

Fred  A.  Harvey  and  E.  N.  McGee 

This  very  carefully  worked  out  paper  has  been  especially  inter- 
esting to  us  because  it  covers  the  same  general  ground  as  we  have 
covered  in  our  own  tests  during  the  past  few  years.  We  should 
like  to  discuss  the  following  points.  1.  Specific*  gravity.  In 
our  work  the  apparent  specific  gravity  has  been  the  value  more 
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frequently  determined  and  is  the  value  used  in  our  published  work. 
In  this  method  the  sample  is  boiled  for  an  hour  and  a  half  under 
a  vacuum  of  at  least  20  inches  of  mercury,  and  we  have  found  that 
the  method  yields  very  consistent  results.     This  value  is  about 
.02  lower  than  the  true  specific  gravity  as  determined  by  Dr. 
Endell.     This  fact  must  be  born  in  mind  in  making  comparisons. 
2.  Residual  Linear  Expansion.     In  all  of  our  tests  for  determin- 
ing residual  linear  expansion  the  sample  was  heated  very  slowly 
to  1450 °C  and  maintained  at  this  temperature  for  72  hours.     Re- 
peated tests  at  various  lengths  of  time  show  that  this  time  and 
temperature  will  reduce  the  specific    gravity  practically    to    its 
minimum  value,   thus  bringing  out  practically  all  the  residual 
linear  expansion.     It  is  American  practise  to  heat  clay  brick  for 
5  hours  at  1400  °C  to  determine  expansion  or  contraction,  but  we 
are  not  aware  that  anyone  has  used  4  hours  at   1400  °C  to  deter- 
mine residual  expansion  in  silica  brick  as  assumed  by  Dr.  Endell. 
This  time  and  temperature  certainly  would  not  bring  the  brick  to 
its  final  state.     We  doubt  if  Dr.  Endell's  rate  of  heating  to  1600 °C 
in  ll  o  hours  is  slow  enough  to  give  consistent  results  on  residual 
expansion  even  on  the  small  samples  which  he  used.     Our  own 
experience  indicates  that  a  much  slower  rate  is  necessary.     The 
results  in  Dr.  Endell's  paper  do  not  in  general  check  well  with  the 
chart  published  by  us.     We  have  already  tested  two  samples  of 
English  Silica  Brick  and  three  Australian  silica  brick.     This  is 
hardly  a  sufficient  number  to  draw  any  definite  conclusions.     The 
results  obtained  on  the  Australian  samples  did  not  check  up  with 
any  of  our  results  on  American  brick.     The   apparent   density 
appeared  to  be  considerably  lower  than  for  American  bricks  for 
the  same  percentage  of  expansion  as  determined  by  the  reheating 
test— 72  hours  at  1450  °C.     The  English  bricks,  however,  checked 
up  better  and  it  would  appear  that  a  larger  number  of  results 
would  show  them  to  be  in  very  good  agreement.     3.  Hot  Crushing 
Strength.     The  values  of  hot  crushing  strengths  as  determined 
on  American  bricks  by  A.  S.  T.  M.  method  C- 10-20  give  consider- 
ably higher  results  than  those  given  by  Dr.  Endell  for  German  and 
American  Silica  Bricks. 

We  would  be  very  much  interested  in  subjecting  some  of  the 
German  Silica  Bricks  to  our  American  Tests. 
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the  author  and  submitted  by  him  with  the  manuscript.  The  abstract  is  in- 
tended to  serve  as  an  aid  to  the  reader  by  furnishing  an  index  and  brief  sum- 
mary or  preliminary  survey  of  the  contents  of  the  article;  it  should  be  suitable 
for  reprinting  in  an  abstract  journal  so  as  to  make  a  reabstracting  of  the  ar- 
ticle unnecessary.  The  abstract  should,  therefore,  summarize  all  new  in- 
formation completely  and  precisely.  Furthermore,  in  order  to  enable  a  reader 
to  tell  at  a  glance  what  the  article  is  about  and  to  enable  an  efficient  index  of 
its  subject  matter  to  be  readily  prepared,  the  abstract  should  contain  a  set  of 
subtitles  which  together  form  a  complete  and  precise  index  of  the  informa- 
tion contained  in  the  article.  This  requires  at  least  one  and  often  several 
subtitles  even  for  a  short  abstract. 

In  the  preparation  of  abstracts,  authors  should  be  guided  by  the  following 
rules,  which  are  illustrated  by  the  abstracts  in  This  Journal  for  February  and 
March,  1921.*  The  new  information  contained  in  an  article  should  first  be 
determined  by  a  careful  analysis;  then  the  subtitles  should  be  formulated;  and 
finally  the  text  should  be  written  and  checked. 

Rules 

1.  Material  not  new  need  not  be  analyzed  or  described  in  detail;  a  valuable 
summary  of  a  previous  work,  however,  should  be  noted  with  a  statement  in- 
dicating its  nature  and  scope. 

2.  The  subtitles  should  together  include  all  the  new  information;  that  is 
every  measurement,  observation,  method,  improvement,  suggestion  and 
theory  which  is  presented  by  the  author  as  new  and  of  value  in  itself. 

3.  Each  subtitle  should  describe  the  corresponding  information  so  pre- 
cisely that  the  chance  of  any  investigator  being  misled  into  thinking  the  ar- 
ticle contains  the  particular  information  he  desires  when  it  does  not,  or  vice- 
versa,  may  be  small  Such  a  title  as  "A  note  on  blue  glass,"  for  example,  is 
evidently  too  indefinite  a  description  of  information  regarding  "Absorption 
spectra  of  glass  containing  various  amounts  of  copper-cobalt  and  chromium- 
cobalt."  General  subtitles,  such  as  "Purpose"  and  "Results"  should  not  be 
employed  as  they  do  not  help  to  describe  the  specific  information  given  in  the 
article. 

4.  The  text  should  summarize  the  authors'  conclusions  and  should  trans- 
cribe numerical  results  of  general  interest,  including  those  that  might  be 
looked  for  in  a  table  of  physical  and  chemical  constants,  with  an  indication 
of  the  accuracy  of  each.  It  should  give  all  the  information  that  anyone,  not 
a  specialist  in  the  particular  field  involved,  might  care  to  have  in  his  note  book 

5.  The  text  should  be  divided  into  as  many  paragraphs  as  there  are  distinct 
subjects  concerning  which  information  is  given,  but  no  more  than  necessary. 
All  parts  of  subtitles  may  be  scattered  through  the  text  but  the  subject  of  each 
paragraph,  however,  short,  must  be  indicated  at  the  beginning. 

6.  Complete  sentences  should  be  used  except  in  the  case  of  subtitles.  The 
abstract  should  be  made  as  readable  as  the  necessary  brevity  will  permit. 

7.  The  ms.  of  all  abstracts  must  be  typewritten  and  double  or  triple  spaced. 

*  The  rules  were  prepared  by  the  Research  Information  Service  of  the 
National  Research  Council.  The  Society  is  indebted  to  Dr.  G.  S.  Fulcher  of 
the  Corning  Glass  Works  (formerly  with  the  National  Research  Council)  for 
the  rules  and  the  illustrative  abstracts. 
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ORIGINAL  PAPERS 

REDUCTION  OF   VARIETIES   IN  MANUFACTURED   PRODUCTS1 

By  E.  W.  McCuxlough 

I  appreciate  both  the  pleasure  and  honor  of  addressing  your  organization 
which  in  another  year  will  have  completed  a  quarter  of  a  century's  activities 
in  behalf  of  the  many  lines  grouped  under  the  heading  "ceramics." 

I  desire  to  deal  with  my  subject  almost  wholly  from  a  commercial  eco- 
nomic angle  rather  than  the  scientific,  although  to  a  very  great  extent 
the  economies  to  be  accomplished  will  be  gained  through  the  recogni- 
tion of  fundamental  engineering  principles  in  establishing  standards. 

It  is  common  knowledge  that  in  the  world's  industrial  development  the 
production  of  most  of  our  common  commodities  has  been  from  very  crude 
beginnings,  improving  step  by  step  through  the  acquisition  of  skill  on  the 
part  of  the  operative  and  in  many  instances  without  the  recognition  of 
scientific  principles  except  in  a  very  general  way.  The  father  transmitted 
to  his  sons  the  knowledge  he  developed  in  his  labors  beginning  with  the 
raw  materials  and  ending  with  the  product  in  its  finished  state.  Perhaps 
in  few  lines  has  this  been  more  true  than  in  the  manufacture  of  various 
ceramic  products. 

With  the  introduction  of  power  machinery,  for  the  first  time  it  was 
realized  that  certain  laws  and  principles  would  have  to  be  recognized  in 
creating  new  designs  and  bringing  about  mass  production,  but  even  this 

1  Address  delivered  by  E.  W.  McCullough,  Manager,  Fabricated  Production  De- 
partment, U.  S.  Chamber  of  Commerce,  to  the  Twenty-fourth  Annual  Meeting  of 
the  American  Ceramic  Society,  St.  Louis,  Missouri,  Feb.  27,  1922. 
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step  did  not  cause  the  research  necessary  to  develop  a  conviction  that  it 
would  be  advisable  to  go  back  to  first  principles  and  build  the  manufacture 
of  each  commodity  on  a  scientific  basis;  consequently  there  is  today  in  the 
manufacture  of  many  commodities  much  waste  that  can  be  eliminated. 

The  early  wagon-maker  with  knowledge  gained  by  experience  in  working 
woods  and  metals,  built  crude  but  sturdy  vehicles,  relying  wholly  on  his 
experience  in  blacksmithing  to  determine  whether  he  should  use  a  half- 
inch  round  rod  for  bracing  or  whether  it  should  be  five-eighths  or  three- 
quarters.  If  he  erred,  it  was  usually  on  the  side  of  using  more  materials, 
not  less,  but  as  materials  today  have  more  than  doubled  in  cost  in  most 
instances,  it  becomes  necessary  to  analyze  the  construction  of  this  man's 
work  and  determine  how  far  his  material  requirements  can  be  reduced 
and  at  the  same  time  retain  the  strength  and  service  required. 

With  the  use  of  machinery  it  was  realized  that  the  fundamental  of  low 
cost  production  was  small  variety  and  large  volume  and  for  a  time  this  rule 
was  well  adhered  to,  but  with  the  various  changes  in  marketing  conditions 
and  the  seeking  of  trade  in  more  distant  territories  there  grew  up  a  marked 
tendency  to  the  increase  of  variety. 

One  instance  in  your  own  lines  will  suffice  to  illustrate.  The  paving 
brick  manufacturers  and  engineers  recently  met  in  cooperation  to  reduce 
variety  which  had  grown  in  that  line  to  the  number  of  sixty -six,  and  they 
were  able  by  fully  realizing  the  situation  to  reduce  this  number  to  eleven, 
thereby  casting  out  fifty-five  styles,  sizes  and  kinds. 

Secretary  Hoover  in  addressing  them  preliminary  to  their  action,  said : 

The  proposal  that  you  are  considering  is  no  new  idea  in  American  industry,  but 
it  comes  up  in  its  best  form  on  this  occasion  because  it  is  inspired  by  the  manufacturers 
themselves. 

I  think  the  engineers,  of  whom  I  have  long  been  one,  have  been  united  in  the 
feeling  that  there  is  a  great  area  of  waste  in  American  industry  that  can  find  correction 
only  at  the  hands  of  the  manufacturers  and  can  find  it  only  in  a  purely  voluntary  action 
on  their  part. 

We  are,  in  a  broad  sense,  confronted  with  a  great  many  economic  difficulties — the 
necessity  to  maintain  a  high  wage  level,  the  consequent  necessity  to  reduce  all  processes 
of  manufacture  to  the  lowest  possible  costs,  and  under  the  compulsion  of  eliminating 
every  possible  waste  of  industry  itself.  -There  is  one  thing  that  stands  out  about 
American  industry  that  comes  up  daily  to  the  Department,  and  that  is  the  remarkable 
efficiency  of  the  individual  industry  and  the  very  considerable  inefficiency  of  collective 
industry.  If  we  had  the  same  native  efficiency  collectively  in  this  country  that  we  have 
individually,  we  would  have  no  difficulty  in  maintaining  our  own  in  foreign  or  interna- 
tional commerce,  of  maintaining  the  high  wage  levels  and  the  high  standards  of  living, 
and  it  is  only  by  virtue  of  some  prompt  action  that  we  can  hope  to  secure  some  funda- 
mental readjustments  that  the  country  must  have. 

There  has  been  a  great  lack  of  cooperation  and  coordination  between  the 
production  and  sales  departments  of  many  manufacturing  organizations 
and  perhaps  a  lack  of  backbone  in  the  management  in  permitting  either  the 
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manufacturing  department  or  the  sales  department  to  predominate  in 
determining  the  lines  which  should  be  made  or  the  changes  and  variations 
to  be  made  in  standard  lines  which  had  been  adopted. 

The  slogan  "We  make  what  our  trade  calls  for"  is  equally  as  fruitful  of 
trouble  as  the  slogan  of  a  famous  retailer  "The  customer  is  always  right." 
I  would  cast  no  reflection  on  those  who  watch  carefully  the  trend  of  their 
customers'  thought  and  seek  to  provide  what  will  best  meet  thei,r  real  needs, 
for  such  vigilance  is  most  certain  to  be  rewarded  by  continued  dealings 
and  confidence  on  the  part  of  the  customers,  but  this  is  quite  different  than 
chasing  whims  and  fancies,  whether  it  be  those  of  the  consumer  or  some 
division  of  the  distributing  agency  which  seeks  continually  to  present 
something  new  and  novel,  whether  or  not  there  is  any  merit  in  it.  Perhaps 
there  is  no  agency  which  has  been  more  responsible  for  the  large  and  waste- 
ful variety  found  in  many  manufactured  lines  today  than  the  over-am- 
bitious sales  organization  which  can  see  nothing  but  volume  of  orders  and 
takes  no  thought  of  whether  or  not  what  they  take  orders  for  will  net  a 
profit  or  a  loss. 

One  large  concern  in  the  iron  and  steel  lines  discovered  that  their  catalog 
was  rapidly  growing,  but  out  of  all  proportion  with  their  profits,  and  de- 
cided to  analyze  their  stock  to  discover  just  what  lines  were  most  greatly 
in  demand  and  profitable.  Their  catalog  at  that  time  contained  17,000 
items  and  the  result  of  their  inquiry  revealed  the  fact  that  but  614  lines 
were  being  produced  in  profitable  volume.  The  remainder  was  made  up 
largely  of  special  patterns  either  to  imitate  those  of  their  competitors 
or  with  the  hope  that  they  would  develop  into  larger  volume.  That 
concern  is  today  employing  part  of  the  time  of  its  sales  forces  in  having 
their  customers  realize  the  advantages  of  standardization  and  the  reduction 
of  variety  to  the  end  that  there  may  be  not  only  dollar  and  cents  economy 
but  great  improvement  in  service. 

In  the  investigations  which  my  department  of  the  United  States  Cham- 
ber of  Commerce  has  been  making  for  something  over  a  year,  we  have  found 
that  excess  variety  in  some  lines  obtains  to  such  an  extent  that  factories 
have  almost  been  reduced  to  the  level  of  hand  shops,  in  other  words,  the 
runs  are  so  short  and  the  machine  changes  so  frequently  and  the  demorali- 
zation of  labor  is  so  great  that  costs  and  overhead  have  mounted  to  such  a 
height  that  there  is  not  a  wide  difference  between  the  costs  of  the  factory 
and  the  custom-made  products  referred  to. 

In  the  years  which  preceded  the  war  we  drifted  more  or  less  unconsciously 
into  this  matter  of  great  variety  through,  perhaps,  the  great  stress  which 
was  laid  on  the  individuality  of  products  by  advertising.  There  was  a 
very  general  tendency  in  certain  kinds  of  advertising  to  emphasize  particu- 
lar brands  not  only  as  to  the  merits  of  manufacture,  but  by  the  assurance 
that  they  were  designed  to  meet  individual  needs  more  nearly  than  that 
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of  their  competitors.  There  was  unquestionably  a  tendency  to  try  to 
convince  the  consumer  that  they  could  meet  his  every  need  in  the  variety 
they  offered  him  to  select  from. 

Perhaps  this  situation  was  most  fully  realized  when  the  Conservation 
Division  of  the  War  Industries  Board  took  hold  to  save  money,  materials 
and  men  when  we  entered  the  world's  conflict.  Their  first  analysis  of  the 
situation  showed  how  badly  overdone  this  matter  of  variety  was  particu- 
larlv  when  they  looked  into  many  lines  of  personal  wear.  They  found,  for 
instance,  in  the  matter  of  shoes  that  there  were  as  many  as  seven  shades  of 
tan  colored  leather.  Their  judgment  was  that  one  light  shade  and  one 
dark  shade  was  sufficient.  They  went  into  clothing  lines,  rubber  coats  and 
numberless  other  articles  and  made  equally  drastic  reductions. 

We  lived  through  the  war,  suffering  no  inconvenience  whatsoever  on  this 
reduced  variety,  but  just  as  soon  as  the  Government's  hand  was  lifted  from 
the  enforcement  of  these  restrictions,  the  old-time  clamor  for  more  variety 
returned  and  many  of  the  lines  which  benefited  greatly  by  enforced  re- 
duction are  now  suffering  as  they  did  before  from  excessive  variety. 

At  a  recent  meeting  held  in  the  Department  of  Commerce  at  which 
prominent  architects,  builders  and  engineers  were  present,  the  question  of 
reducing  varieties  in  building  trade  commodities  was  the  principal  subject 
of  consideration.  It  had  been  claimed  that  the  classes  to  which  these  men 
belonged  had  been  largely  responsible  for  the  wasteful  varieties  which 
obtain  in  building  commodities  at  this  time.  Undoubtedly  they  con- 
tributed as  did  all  other  elements  to  the  excess,  but  they  were  found  to  have 
very  great  willingness  at  this  time  to  lend  their  assistance  and  bring  about 
reduction  at  the  earliest  possible  moment.  Suitable  resolutions  setting 
forth  their  attitude  were  passed  and  the  following  items  were  named  which 
should  receive  the  earliest  attention:  millwork,  plumbing,  heating,  interior 
wall  construction,  hardware,  lighting  fixtures  and  clay  products,  the  latter 
comprehending  all  ceramic  productions  used  in  building  construction. 

Some  of  these  lines  have  already  organized  and  have  made  considerable 
progress  and  it  is  expected  that  because  of  the  attention  which  will  be  given 
them,  practically  all  others  will  sooner  or  later  fall  in  line.  We  are  all  aware 
of  the  difficult  housing  situation  throughout  the  country  and  that  building 
has  been  held  up  for  several  years  to  the  detriment  of  our  people  in  many 
ways,  and  it  is  high  time  that  something  practical  should  be  done  to  make 
resumption  in  building  possible.  It  is  believed  that  with  the  economies 
which  can  be  worked  out  in  building  material  lines,  a  very  considerable 
reduction  in  cost  will  most  certainly  follow. 

At  the  risk  of  rambling  a  bit,  I  desire  to  cite  you  an  instance  in  the  farm 
implement  line  where  by  reason  of  following  a  program  of  standardization 
and  elimination  one  large  concern  this  year  was  able  to  reduce  its  inven- 
tories at  the  factory  and  in  various  portions  of  the  countrv  30  per  cent. 
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and  their  normal  inventory  being  nearly  $15,000,000,  their  saving  in  capital 
alone  can  be  appreciated,  but  the  president  of  the  concern  makes  the 
further  significant  statement  that  they  are  now  carrying  a  better  assorted 
stock  than  ever  before  and  are  in  position  to  serve  their  dealers  and  the 
farmers  more  efficiently  than  at  any  time  in  their  career.  In  that  line  the 
eliminations  numbered  955  and  types  retained  137. 
Here  are  some  of  the  gains  to  the  manufacturer: 

1.  Less  capital  tied  up  in  (a)  Raw  materials,  (b)  Semi-finished  stock, 
(c)  Finished  stock,  (d)  Jigs,  dies,  templates  and  special  machinery,  (e) 
Storage  floor  space,  (/)  Repair  parts. 

2.  More  economical  manufacture  through  (a)  Larger  units  of  production; 
reduced  number  of  manufacturing  units,  (6)  Longer  runs,  less  frequent 
change,  (c)  Higher  rates  of  individual  production,  (d)  Accurate  and  proper 
estimating  for  production,  (e)  More  effective  stock  control,  (/)  Better  and 
more  simplified  inspection,  (g)  Less  idle  equipment;  reduced  amount  of 
equipment,  (h)  Greater  ease  in  securing  raw  materials,  and  conserving  raw 
products,   (i)  Cheaper  handling  of  stock,   (;')  Reduced  clerical  overhead, 

•  (k)  Simplified  and  more  accurate  costing  system,  (I)  Elimination  of  waste  in 
experimentation  and  design,  (m)  Standardized  material  inventories. 

3.  More  efficient  labor  due  to  (a)  Making  training  of  employees  more 
simple,  (b)  Better  earnings,  through  increased  individual  production  made 
possible  by  longer  runs,  (c)  Happier  and  more  contented  workmen,  (d) 
Skill  increased  by  repetitive  process,  (e)  Less  labor  idle  from  preventable 
causes,  (/)  More  permanent  employment  as  contrasted  to  present  seasonal 
employment. 

Points  of  economic  and  industrial  significance: 

1.  It  enables  buyer  and  seller  to  speak  the  same  language,  and  makes 
it  possible  to  compel  competitive  sellers  to  do  likewise. 

2.  Better  quality  of  product  through  ability  of  manufacturer  to  concen- 
trate on  better  design  and  through  the  reduction  of  manufacturing  expense. 

3.  It  lowers  unit  cost  to  the  public  by  making  mass  production  possible, 
as  has  been  so  strikingly  shown  in  the  unification  of  incandescent  lamps 
and  automobiles. 

4.  By  simplifying  the  carrying  of  stocks  it  makes  deliveries  quicker 
and  prices  lower. 

5.  It  decreases  litigation  and  other  factors  tending  to  disorganize  indus- 
try, the  burden  of  which  ultimately  falls  upon  the  public. 

6.  It  eliminates  indecision  both  in  production  and  utilization — a  prolific 
cause  of  inefficiency  and  waste. 

7.  It  stabilizes  production  and  employment,  by  broadening  the  possible 
market,  and  by  making  it  safe  for  the  manufacturer  to  accumulate  stock 
during  periods  of  slack  orders  to  an  extent  which  would  not  be  safe  with 
an  unstandardized  product. 
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8.  By  focusing  on  essentials,  it  decreases  selling  expense:  one  of  the 
serious  problems  of  our  economic  system. 

9.  By  concentrating  on  fewer  lines,  it  enables  more  thought  and  energy 
to  be  put  into  designs,  so  that  they  will  be  more  efficient  and  economical. 

As  a  result  of  the  activities  of  the  Chamber  in  cooperation  with  the  De- 
partment of  Commerce  several  hundred  commodity  lines  are  today  study- 
ing this  subject  of  simplification  of  variety  and  standardization,  and  many 
of  them  are  making  notable  progress,  in  fact  in  several  instances  the  results 
are  comparable  with  what  was  done  in  the  paving  brick  case.  Concerns 
manufacturing  not  only  for  domestic  trade,  but  for  trade  abroad,  have 
become  aware  that  the  Germans  began  immediately  following  the  close  of 
the  war  to  study  dimensional  standardization  with  reference  to  practically 
all  their  commodities,  and  in  this  study  finally  reached  the  point  where  they 
appreciated  the  value  of  eliminations  and  have  been  pursuing  that  angle 
as  well. 

This  country  is  very  largely  responsible  for  what  is  commonly  known  as 
"mass  production,"  in  fact  it  is  because  of  our  ability  to  produce  good  goods 
in  large  quantities  at  low  cost  that  we  have  been  able  to  invade  the  markets 
of  the  world,  many  of  which  change  very  slowly,  and  we  should  not  have 
their  trade  today  if  it  were  not  for  our  ability  to  produce  satisfactory  goods 
at  the  right  prices,  but  we  believe  there  is  real  danger  in  what  we  have 
pointed  out,  that  as  we  increase  varieties  we  can  not  get  mass  production 
in  the  broadest  sense,  and  we  shall  lose  much  of  our  efficiency  unless  a 
careful  study  is  made  in  every  line  to  meet  the  needs  of  the  consumer  and  to 
disregard  to  a  reasonable  extent  mere  whims  and  fancies. 

Some  misunderstanding  and  perhaps  confusion  has  occurred  as  to  what  is 
meant  by  standardization  when  closely  coupled  with  the  terms  "elimina- 
tions" or  "simplification"  of  variety.  It  should,  however,  be  clear  that 
no  attempt  is  being  made  to  standardize  or  reduce  commodities  to  a  com- 
mon pattern — they  will  continue  to  embody  the  distinctive  design  and  form 
of  the  producer  but  will  avoid  needless  duplications  and  the  making  of 
near  sizes  which  make  for  waste.  There  will  also  be  standardization  of 
non-competitive  parts  such  as  stove  legs  and  lids,  wheel  diameters,  and 
such  other  parts  as  may  be  made  interchangeable  to  advantage. 

Just  a  word  in  closing,  to  suggest  that  all  the  efforts  which  are  being 
made  to  have  the  evil  we  have  referred  to  recognized  are  purely  of  a  volun- 
tary character.  The  control  over  variety  in  manufactured  products  ceased 
with  the  close  of  the  war,  and  whatever  may  be  done  to  clean  up  the  various 
lines  and  place  them  in  better  condition  for  economical  production,  sale 
and  distribution  must  be  wholly  by  those  who  produce  and  distribute  them. 

Perhaps  it  may  not  be  amiss  for  me  to  say  a  word  as  to  the  connection 
of  the  Chamber  of  Commerce  of  the  United  States  through  its  Fabricated 
Production  Department  with  these  activities.     The  Chamber  in  its  nearly 
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ten  years  of  service  to  business,  about  three  years  ago  felt  that  it  might 
increase  this  service  through  the  creation  of  eight  new  departments  to  deal 
with  the  more  intimate  problems  of  commerce  and  industry  and  to  that 
end  created  departments  to  deal  with  such  problems  as  that  of  finance,  raw 
materials,  fabricated  production,  insurance,  foreign  commerce,  civic 
development,  transportation  and  communication,  and  domestic  distribu- 
tion .  These  departments  are  all  in  charge  of  experienced  men  and  staffs  of 
employees  devoting  their  entire  time  to  dealing  in  a  non-partisan  way  with 
such  common  problems  as  invite  attention. 

It  is  our  desire  to  so  cooperate  with  your  own  great  organization  as  to 
make  available  to  you  this  additional  service  developed  in  fields  somewhat 
broader  and  more  general  than  your  own  but  none  the  less  valuable. 


BERYL  AS   A   CONSTITUENT   IN   HIGH   TENSION   INSULATOR 

PORCELAIN 

By  Robert  Twells,  Jr. 

ABSTRACT 
Beryl  as  a  Constituent  in  High  Tension  Insulator  Porcelain. — Two  series,  one  of  9 
bodies  and  one  of  6,  were  prepared,  in  which  flint  and  feldspar  were  partially  replaced, 
weight  for  weight,  by  beryl.  Bars  and  discs  were  fired  to  cone  83/4,  to  10,  or  to  103A 
and  tested  for  shrinkage,  transverse  strength,  impact  strength,  heat  resistance,  absorption 
of  moisture,  and  dye  penetration.  The  results  show  that  introduced  in  proper  proportions 
beryl  increases  the  transverse  strength,  impact  strength,  heat  resistance  and  dielectric 
strength.     The  best  results  are  obtained  with  the  following  limits  of  composition: 

Clay  48.. 54% 

Feldspar  13 .  30  to  23 .  98% 

Flint  0.0    to    5.83% 

Beryl  21 .65  to  37.63% 

Previous  Investigations 

Bleininger  and  Riddle1  have  reported  that  bend  used  as  a  flux  gives 
porcelains  having  high  electrical  resistance,  high  Te2  values  and  low  thermal 
expansion.  The  three  bodies  reported  had  the  relatively  low  firing 
temperature  of  cones  11  and  12.  Aside  from  this  article  there  seems  to  be 
little  published  information  in  regard  to  the  use  of  beryl  in  porcelain. 
At  the  General  Electric  Company,  however,  several  investigators  have 
done  work  on  this  subject. 

Treischel3  reported  that  bend  when  substituted  for  flint  gave  a  body 
of  high  dielectric  strength,  high  resistance  to  temperature  changes,  high 
mechanical  strength  and  low  absorption.  Leibson4  covered  a  series  re- 
placing feldspar  and  flint  partially  with  beryl.  He  reported  satisfactory 
results  similar  to  Treischel' s. 

Twells  and  Lin5  made  up  three  bodies  containing  calcined  beryl  and 
tested  them  in  comparison  with  a  standard  triaxial  porcelain.  Their 
results  at  cone  93/.i  can  be  summarized  as  follows : 

(1)  The  standard  porcelain  was  non-porous.  It  had  high  mechanical 
strength,  fair  dielectric  strength,  fair  resistance  to  temperature  changes  and 
good  resistance  to  impact. 

1  A.  V.  Bleininger  and  F.  H.  Riddle,  This  Jour.,  2,  564  (1919). 

2  Temperature  in  degrees  C  at  which  a  cubic  centimeter  of  material  still  shows  a 
resistance  of  one  megohm. 

3  Chester  Treischel,   Research   Department  Report,   General  Electric   Company,. 
May,  1918. 

4  J.  S.  Leibson,  Research  Department  Report,  General  Electric  Company,  Novem- 
ber, 1919. 

5  Robert  Twells,  Jr.,  and  C.  C.  Lin,  Research  Department  Report,  General  Electric 
Company,  September,  1920. 
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(2)  When  half  of  the  K20  in  the  RO  of  the  standard  porcelain  was  re- 
placed by  BeO,  the  AI0O3  and  Si02  being  held  constant,  the  body  was  not 
vitrified.  As  a  result,  all  of  its  properties  were  low  except  the  resistance  to 
temperature  changes  which  was  very  high. 

(3)  When  all  the  K20  in  the  RO  of  the  standard  porcelain  was  replaced 
by  BeO,  the  A1203  and  Si02  being  held  constant,  the  porosity  was  farther 
increased.  This  resulted  in  greatly  lowering  all  of  the  properties  including 
the  resistance  to  heat  changes. 

(4)  When  the  feldspar  in  the  standard  porcelain  was  replaced  by  beryl 
on  a  pound  for  pound  basis,  the  porosity  was  even  greater  than  that  of  the 
other  two  beryl  bodies.  The  properties  of  this  body  were  almost  the  same 
as  when  the  K20  was  totally  replaced  molecularly  by  BeO,  but  the  color  in 
this  case  was  cream  and  the  resistance  to  heat  changes  was  better. 

The  conclusions  from  the  results  by  these  investigators  are: 

(1)  BeO  has  not  nearly  the  fluxing  action  of  K20  when  used  to  replace 
it  molecularly  in  large  percentages. 

(2)  Beryl  is  not  equal  to  feldspar  in  fluxing  action  when  used  to  replace 
it  pound  for  pound  in  large  percentages. 

(3)  Beryl  is  a  valuable  constituent  in  a  semi- vitreous  porcelain  which 
must  resist  heat  changes. 

Present  Investigation 

< 

Series  I 

Purpose. — The  purpose  of  this  series  was  to  check  and  extend  results 
of  Treischel  and  of  Leibson,  replacing  the  flint  and  feldspar,  pound  for 
pound,  with  beryl  while  maintaining  a  constant  clay  content. 

Sources  of  Raw  Materials 
Flint,  Pennsylvania  Pulverizing  Co. 
Feldspar,  Eureka  Flint  and  Spar  Co. 
Beryl,  Foote  Mineral  Co. 


Table  I 

Composition  op 

THE 

Bodies 

Body 
number 

Per  cent                  Per  cent 
clay                         beryl 

Per  cent 
feldspar 

Per  cent 
flint 

1 

48.54 

33.98 

17.48 

2 

48.54                  5.83 

33.98 

11.65 

3 

48.54                 11.63 

33.98 

5.83 

4 

48.54                 17.48 

33.98 

5 

48.54                22.48 

28.98 

6 

48.54                27.48 

23.98 

7 

48.54                32.48 

18.98 

8 

48.54                21.65 

23.98 

5.83 

9 

48.54                 10.83 

28.98 

11.65 
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Preparation  and  Methods  of  Testing. — The  corner  members  of  the 
series,  numbers  1,  4  and  7,  were  weighed  out  and  blunged  thoroughly. 
From  these  the  remainder  of  the  bodies  of  this  series  were  made  up  by  cross- 
blending.  The  preparation  and  testing  of  the  bodies  were  performed 
exactly  as  has  been  already  described  in  the  Journal  in  an  article  by  Twells 
and  Lin.6  For  the  resistance  to  heat  changes  the  second  method  de- 
scribed was  used.7 

CLAY  HELD  CONSTANT      O  A  5/46 
AT  48.34%         o:/SA 


%RAWBERYL       /Q29 


41.17  %FELDSPAR 


46.3/ 

S/.46 

1029  15.44  £0.58  25.73  30.88  66.02.  41.17  463/  St. 46 

%  FLINT. 

Fig.  1. 

Drying  and  Firing. — The  test  pieces  were  thoroughly  air-dried  and 
then  placed  in  saggers  with  standard  cones.  They  were  fired  in  a  round  up 
and  down  draft  periodic  kiln  to  cone  IOV4  in  51  hours. 

Table  II 
Summary  of  Data  (Cone  103A) 


SHRINKAGE 

:  PER   CENT 

OF  WET 

ABSORPTION  PER  CENT  OF  DRY 

Body 

LENGTH 

WEIGHT 

DYE 

lumber 

Drying 

Burning 

Total 

Min.            Max.              Av. 

TEST 

COLOR 

1 

6.1 

11.3 

17.4 

0.07         0.07         0.07 

NP 

White 

2 

5.5 

10.2 

15.7 

0.07         0.11         0.08 

NP 

White 

3 

5.4 

9.8 

15.2 

0.08         0.10         0.09 

NP 

White 

4 

4.9 

9.0 

13.9 

0.07         0.11         0.09 

NP 

White 

6  Robert  Twells, 

Jr.,  and  C.  C.  Lin 

This  Jour.,*,  195(1921). 

7  Ibid. 

. 
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5.5 


9.1 


14.6 


0.06 


0.08 


0.07 


NP 


White 


6 

5 

4 

9 

.6 

15.0 

0 

06 

(I 

08 

0 

07 

NP 

White 

7 

4 

g 

10 

.9 

15.8 

0 

06 

0 

07 

0 

07 

NP 

White 

8 

6 

i 

10 

.5 

16.6 

0 

07 

0 

10 

0 

08 

NP 

White 

9 

5 

7 

11 

.5 

17.2 

0 

05 

0.07 

0 

06 

NP 

White 

Table  III 

Body 
no. 

MODULUS  OF  RUPTURE 
LBS.  PER  SQ.  IN. 
Min.           Max.          Av. 

RESISTANCE  TO  IMPACT 
INCHES  OF  DROP 

Min.             Max.              Av. 

RESISTANCE  TO  TEMPERATURE 
NO.   OF  HEATS  STOOD 
CHANGES 

Min.           Max.          Av. 

1 

4720 

7940 

6440 

14.0 

38.5 

25.0 

8 

9 

8.0 

2 

6690 

8000 

7270 

26.0 

37.5 

32.5 

6 

10 

8.5 

3 

5810 

8740 

6880 

20.0 

35.0 

27.5 

7 

23 
Over 

14.0 
Over 

4 

4290 

7340 

5770 

12.0 

28.0 

17.0 

8 

25 
Over 

14.0 
Over 

5 

6380 

7860 

6940 

18.5 

37.0 

27.5 

4 

25 
Over 

14.8 
Over 

6 

4870 

7860 

6450 

18.5 

35.0 

27.5 

8 

25 
Over 

20.8 
Over 

7 

6200 

8650 

7110 

21.0 

37.0 

29.5 

14 

25 
Over 

22.2 
Over 

8 

6650 

9150 

7890 

23.5 

44.0 

36.0 

8 

25 
Over 

19.6 
Over 

9 

4800 

7310 

6300 

20.0 

26.5 

23.5 

6 

25 

12.6 

Comments  on  Results 

Firing  Shrinkage. — The  substitution  of  beryl  for  flint,  with  feldspar 
constant,  decreases  the  burning  shrinkage.  The  substitution  of  beryl  for 
feldspar,  with  flint  constant,  increases  the  burning  shrinkage. 

Absorption. — All  of  the  bodies  are  thoroughly  vitrified  but  are  not 
overtired. 

Mechanical  Strength. — The  replacement  of  flint  by  beryl,  with  feldspar 
constant,  tends  to  lower  the  transverse  strength  and  the  resistance  to 
impact.  The  replacement  of  feldspar  by  beryl,  with  flint  constant,  tends 
to  raise  the  transverse  strength  and  the  resistance  to  impact. 

Resistance  to  Heat  Changes. — The  substitution  of  beryl  for  either 
flint  or  feldspar  increases  the  resistance  to  temperature  changes;  this 
resistance  increasing  with  increasing  percentage  amounts  of  beryl. 

Effect  of  Proportions. — Properties  better  than  those  of  the  standard 
porcelain  are  obtained  only  with  certain  proportions  of  flint,  feldspar,  and 
beryl.  For  example,  replacement  of  flint  by  beryl  in  the  standard  porcelain 
produces  an  inferior  porcelain;  yet  if  the  beryl  is  at  the  same  time  increased 
at  the  expense  of  the  feldspar,  a  very  superior  porcelain  (No.  7)  is  produced, 
which  contains  no  flint. 

The  best  body  (No.  8)  contains  a  small  percentage  of  flint,  and  the  third 
best  body  (No.  2)  contains  only  a  small  percentage  of  beryl. 
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Present  Investigation 

Series  II 
Purpose. — Bleininger  and  Riddle8  gave   the  following  formula   of   a 
spark  plug  porcelain  maturing  at  cone  1 1 : 

Kaolin  40% 

Ball  clay  10% 

Flint  15% 

Beryl  35% 

As  this  porcelain  was  much  different  from  those  previously  tried,  it  was 
thought  well  to  cover  the  area  on  the  triaxial  diagram  lying  between  this 
body  and  the  area  previously  covered.  Preliminary  experiments  had 
shown  the  inadvisability  of  totally  omitting  the  feldspar  in  a  porcelain  to 
mature  between  cones  9  and  11.  The  minimum  percentage  of  feldspar 
used  in  this  series  was  2.46%. 


Table  IV 

Composition  op  the 

Bodies 

Body 
number 

Per  cent                  Per  cent 
clay                          beryl 

Per  cent 
feldspar 

Per  cent 
flint 

10 

48.54                 32.48 

13.30 

5.68 

11 

48.54                32.48 

8.15 

10.83 

12 

48.54                 32.48 

2.46 

16.52 

13 

48.54                37.63 

13.83 

14 

48.54                37.63 

8.15 

5.68 

15 

48.54                37.63 

2.46 

11.37 

Procedure. — These  bodies  were  made  up  similarly  to  series  I,  by 
blending  the  four  corner  bodies,  7,  13,  12,  15.  The  method  of  preparing 
the  test  pieces,  placing  in  saggers  and  firing  was  the  same  as  before.  Tem- 
peratures of  cones  8V4  and  10  were  obtained.  The  writer  was  unable  to 
complete  all  the  tests  on  this  series.  This  was  unfortunate  since  the  results 
of  some  important  tests  are  missing. 


Tab 

LEV 

Summary 

•  of  Data 

SHRINKAGE  PBR  CENT  OF  WET  LENGTH 
CONE  8»/« 
Body 
number                   Drying              Burning 

Total 

ABSORPTION  PER  CENT  OP  DRY 

WEIGHT 

CONE  83/«                    CONE   10 

Av.                         Av. 

1 

5.3 

8.2 

13.5 

0.02 

0.01 

7 

5.0 

9.5 

14.5 

1.11 

0.03 

10 

3.7 

9.3 

13.0 

1.68 

0.02 

11 

4.0 

9.2 

13.2 

2.74 

0.26 

12 

4.0 

7.2 

11  2 

8.75 

3.54 

13 

4.8 

9.2 

14.0 

1.85 

0.04 

14 

4.8 

8.7 

13.5 

3.53 

0.69 

15 

4.7 

6.3 

11.0 

7.83 

2.65 

8  A.  V.  Bleininger  and  F.  H.  Riddle,  This  Jour.,  2,  564  (1919). 
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Table  VI 

Summary  of  Data 

Body 

MODULUS  OF  RUPTURE 

CONE  8«/« 

LBS.  PER  SQ.  IN. 

CONE  10 

tumber 

Av. 

Av. 

COLOR 

1 

7940 

7860 

White 

7 

7120 

7150 

White 

10 

7180 

8760 

White 

11 

5750 

6310 

White 

12 

4560 

5040 

White 

13 

6530 

8180 

White 

14 

6030 

7600 

White 

15 

7120 

6060 

White 

Comment  on  Results 

Firing  Shrinkage. — In  the  area  covered,  the  substitution  of  beryl 
for  either  flint  or  feldspar  decreases  the  burning  shrinkage.  This  is  due  to 
decreased  vitrification. 

Absorption. — Cone  83/4 — All  the  bodies  in  the  area  covered  are  very- 
porous  at  this  temperature.  The  absorption  increases  with  the  increase  of 
either  flint  or  beryl  at  the  expense  of  the  feldspar.  Cone  10 — Bodies  7,  10 
and  13  are  vitrified  at  cone  10.  The  other  bodies  of  the  series  are  porous  at 
this  temperature.  The  replacement  of  the  feldspar  by  either  flint  or  beryl 
increases  the  absorption  but  the  beryl  tends  to  increase  the  absorption  at 
a  greater  rate  than  the  flint  except  with  low  feldspar  content.  In  this 
series  a  minimum  of  13.30%  of  feldspar  was  needed  for  vitrification  at 
cone  10. 

Mechanical  Strength. — The  transverse  strengths  of  all  the  bodies  are 
closely  dependent  on  their  degree  of  vitrification.  The  transverse  strength 
of  the  standard  body  (No.  1)  is  much  increased  at  cone  83/4  and  cone  10 
over  what  it  was  in  series  I  at  cone  103/4,  although  the  absorption  is 
practically  zero  in  each  case.  This  tends  to  confirm  what  the  writer  had 
previously  noted  that  this  body  had  its  best  mechanical  strength  at  the 
minimum  temperature  at  which  it  was  vitrified. 

Body  No.  7  has  practically  the  same  transverse  strength  at  the  three 
temperatures  tried. 

Body  No.  13  shows  a  marked  increase  in  transverse  strength  over 
No.  7.' 

No.  10  is  better  in  transverse  strength  than  No.  13  and  it  is  also  better 
than  No.  8,  the  best  one  of  previous  series. 

This  confirms  the  results  of  the  previous  series,  that  the  replacement, 
within  limits,  of  feldspar  by  beryl  increases  the  mechanical  strength, 
and  that  flint,  at  least  in  small  percentages,  adds  to  the  mechanical 
strength. 
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General  Conclusions 

Best  Range  of  Composition. — Of  the  bodies  tested  in  both  series  the 
best  for  use  at  cones  10  to  11  would  seem  to  be  bodies  7,  S,  10  and  13. 
These  have  the  following  range  of  composition : 

Clay  48.54'  "c 

Feldspar  13.30  to  23.98% 

Flint  0.0   to     5.83'; 

Beryl  21.65  to  37.63' , 

To  judge  only  by  the  results  of  the  transverse  strength  test,  body  No.  10 
is  the  best,  with  No.  13  second.  Since,  however,  all  the  tests  were  not 
completed  on  these  bodies,  it  is  necessary  to  regard  No.  8  as  the  best  all- 
round  body  developed.  For  this  reason  No.  8  was  selected  for  comparison 
in  the  electrical  test  against  the  standard  body  (No.  1). 

Dielectric  Strength. — Test  for  dielectric  strength  was  made  in  the 
manner  described  by  T wells  and  Lin.9  The  averages  of  ten  trials  of  each 
body  are  as  follows : 

No.  1,  150  volts  per  mil. 
No.  8,  175  volts  per  mil. 

Comparison  of  the  Best  Beryl  Body  with  the  Typical  Electrical  Porce- 
lain Body. — A  comparison  of  the  results  at  cone  103  4  of  the  tests  on  the 
standard  body  (No.  1)  with  those  on  the  best  beryl  body  (No.  8)  (both 
being  vitrified)  shows  the  value  of  beryl  as  a  constituent  of  electrical 
porcelain.  The  beryl  body  (1)  has  less  firing  shrinkage,  (2)  is  22.5% 
stronger  in  transverse  strength,  (3)  44%  more  resistant  to  impact,  (4)  17% 
stronger  in  dielectric  strength,  and  (5)  over  145%  more  resistant  to  the 
effect  of  temperature  changes.  It  is  not  a  difficult  matter  to  improve  a 
porcelain  in  one  or  two  respects,  but  the  data  here  given  show  that  the 
introduction  of  beryl  in  certain  proportions  to  the  other  constituents  im- 
proves every  property  tested.10 

Note:    Patents  assigned  to  the  General  Electric  Co.  covering  the  use  of  crude  beryl  in  porcelain 
and  ceramic  insulating  compounds  are  pending. 
General  Electric  Company 
Schenectady,  N.  Y. 

9  Robert  Twells,  Jr.,  and  C.  C.  Lin,  This  Jour.,  4,  195  (1921). 
10  See  also  A.  S.  Watts,  Trans.  Am.  Ceram.  Soc,  14,  90-92  (1912). 


ECONOMIC  HANDLING  OF  MATERIALS  IN  PORCELAIN  MANU- 
FACTURE1 

By  A.  P.  Ba.i.l 

It  has  long  been  recognized  in  the  metal  working  industries  that  one  of  the 
most  promising  opportunities  for  effecting  savings  lies  in  mechanical 
methods  of  moving  materials.  Efficiently  planned  and  equipped  steel 
mills,  automobile  plants  and  the  like  have  reduced  to  the  minimum  the 
manual  handling  of  materials. 

It  appears  to  the  writer  that  at  least  until  very  recently  the  ceramic 
industries  have  overlooked  the  advantages  to  be  secured  from  efficient 
handling  of  materials,  possibly  because  the  establishment  of  these  industries 
so  far  antedated  the  metal  working  industries  which  have  so  largely  been 
responsible  for  the  development  of  mechanical  conveying  systems. 

Comparatively  recent  developments  in  ceramic  engineering,  such  as 
tunnel  kilns  and  continuous  driers  have,  of  course,  incorporated  the  latest 
practice  in  mechanical  movement  of  materials,  but  little  has  yet  been  done 
to  apply  these  principles  to  methods  and  processes  long  established  in  the 
industry.  It  might  therefore  be  of  interest *to  outline  the  manner  in  which 
modern  practice  in  handling  materials  in  metal  working  industries  was  ap- 
plied to  a  dry  process  electrical  porcelain  plant.  The  processes  of  manu- 
facture used  in  this  plant  do  not  differ  essentially  from  those  in  general 
use  today  in  most  plants  manufacturing  similar  material.  The  savings 
which  have  been  effected  in  operating  this  plant  are  due  almost  wholly  to 
more  efficient  handling  of  materials  and  not  due  to  changes  in  existing 
processes.  The  installation  of  a  tunnel  kiln,  tunnel  drier  and  other  modern 
equipment  would  have  made  much  the  same  saving  in  handling  material 
but  at  a  cost  far  greater.  This  large  investment  was  not  considered  justi- 
fiable considering  the  age  and  condition  of  the  buildings  and  equipment. 

This  porcelain  plant,  located  at  Peru,  Indiana,  was  purchased  shortly 
after  the  armistice  to  insure  an  adequate  supply  of  electrical  porcelain  for 
the  manufacture  of  switches  at  the  company's  main  plant  at  Detroit, 
Michigan.  The  Works  Engineering  Department  of  this  latter  plant, 
familiar  with  modern  material  handling  practice  in  metal  working  plants, 
was  struck  at  once  with  the  great  possibilities  of  handling  such  bulky  and 
heavy  material  mechanically.  A  study  of  other  porcelain  plants  showed 
that  little  or  nothing  had  been  done  along  this  line,  and  furthermore,  with 
a  few  exceptions,  all  custom  and  tradition  strongly  opposed  any  change  in 
this  direction.  The  handling  of  clays  by  means  of  bucket  conveyors  was 
in  occasional  use,  but  the  method  of  loading  kilns  manually,  each  man 
carrying  a  sagger  into  the  kiln  on  his  head,  was  virtually  universal  and  it 
was  declared  unequivocally  that  any  mechanical  method  was  out  of  the 
1  Read  before  White  Wares  Division,  St.  Louis  meeting,  Feb.  28,  li>2L'. 
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question.  The  methods  devised  for  unloading  ears  of  clay  by  portable 
bucket  conveyors  and  loading  blungers  in  a  similar  manner,  not  being 
novel,  will  not  be  described  in  detail.  The  other  methods  developed  in  our 
Peru  Plant  differed,  so  far  as  we  can  learn,  from  those  in  general  use,  hence 
will  be  described. 

Use  of  Lift  Trucks 
One  of  the  principal  means  of  moving  materials  quickly  and  cheaply, 
and  accepted  generally  in  other  lines  of  manufacture,  is  the  lift  truck. 
Skids  were  therefore  made  and  used  throughout  the  plant  for  storing  all 
kinds  of  material  except  the  raw  clay.  Frames  were  made  to  fit  these 
skids  for  storing  bulky  material.  These  frames  were  12"  wide  and  locked 
to  the  skid  and  to  each  other  so  that  a  container  could  be  built  up  to  any 
desired  height.  For  dry  pressed  ware,  which  was  delivered  from  the  press 
and  placed  on  boards,  racks  were  secured  to  skids.  These  racks  were  made 
with  two  uprights  carrying  10  horizontal  supports  made  of  3/4"  pipe  on  each 
side,  affording  room  on  each  rack  for  20  boards  of  ware.  For  the  filter 
cakes  a  similar  rack  was  made.  Any  racks  or  skids  could  be  easily  moved 
by  one  man  by  means  of  the  lift  truck.  A  total  of  about  600  skids  and 
racks  are  conveniently  handled  in  this  plant  by  eight  lift  trucks.  These 
various  types  of  skids,  skid  frames  and  racks  are  shown  in  several  of  the 
accompanying  illustrations. 

From  Filter  Press  to  Pressing  Department 

Filter  cakes  as  removed  from  the  press  are  spread  out  flat  on  a  rack 
carrying  20  removable  boards.  As  fast  as  a  rack  is  filled  it  is  moved  into  a 
dry  room.  Formerly  this  dry  room  was  equipped  with  stationary  racks 
and  the  filter  cakes  were  carried  in  and  carried  out,  one  board  at  a  time. 
The  new  method  eliminates  not  only  carrying  manually,  but  reduces  in  the 
proportion  of  about  1  to  20  the  time  a  man  has  to  be  in  the  hot  atmosphere 
of  the  dry  room  and  also  the  time  the  door  must  be  open,  with  the  conse- 
quent drop  in  temperature.  After  drying,  the  rack  of  filter  cakes  is  moved 
out  to  a  crusher  into  which  the  contents  of  each  board  are  dumped.  The 
crushed  material  is  elevated  by  a  bucket  conveyor  to  an  overhead  bin  from 
which  it  is  fed  to  any  of  three  tempering  beds  where  water  is  added  as  the 
bin  is  filled.  From  the  tempering  bins  the  material  is  shovelled  onto  a 
belt  conveyor  running  across  the  end  of  each  bin  (Fig.  1)  which  feeds  the 
dust  mill.  The  dust  is  delivered  into  steel  barrels  which  are  placed  on 
skids  and  moved  to  the  Pressing  Department  by  means  of  a  lift  truck. 

From  Press  Room  to  Dryer 

In  this  department  one  of  the  20-board  racks  is  placed  behind  each  press 
operator  with  an  aisle  left  between,  as  shown  in  Fig.  2.     As  soon  as  he 
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fills  a  board  he  slides  it  into  place  on  the  rack.  As  soon  as  a  rack  is  filled, 
the  moveman  moves  it  into  a  dry  room  and  puts  in  place  an  empty  rack 
so  there  is  no  interruption  at  any  time  to  the  pressing  of  the  ware. 

From  Dryer  to  Sagger 

As  soon  as  the  rack  of  ware  is  dry,  it  is  moved  to  the  cleaning  room  where 
it  is  placed  at  the  end  of  a  cleaning  bench  to  the  left  of  the  operator.  The 
operator,  usually  a  girl,  lifts  a  board  from  the  rack  to  her  bench  where 
each  piece  is  cleaned  and  put  back  on  the  board  unless  it  also  requires 
glazing.  If  it  is  to  be  glazed,  it  is  passed  on  to  the  right  to  the  next  operator 
who  dips  it  and  places  it  back  on  the  board.  The  dust  is  carried  away  by 
exhaust  hoods  set  in  the  benches  at  each  operating  position.  After  glazing 
the  board  is  placed  on  an  empty  rack  at  the  opposite  end  of  the  bench. 
A  view  in  the  Cleaning  and  Glazing  Department  is  shown  in  Fig.  3.  After 
the  rack  is  full,  it  is  moved  to  an  electric  platform  elevator  which  lowers 
it  to  the  loading  dock  on  the  ground  floor  where  the  ware  is  placed  in  saggers. 

Conveying  to  Kilns 

Just  as  in  cleaning,  the  rack  is  placed  adjacent  to  a  loading  bench,  but 
behind  the  operator  and  at  the  end  of  the  bench  is  placed  a  skid  of  saggers, 
as  shown  in  Fig.  4.  The  placer  takes  one  board  of  ware  from  the  rack  and 
a  sagger  from  the  skid  and  places  the  ware  in  the  sagger.  As  soon  as  the 
sagger  is  loaded  it  is  lifted  on  a  belt  conveyor  running  along  the  end  of  the 
bench  at  the  same  level  on  the  left  of  the  placer.  The  conveyor,  as  here- 
after described,  delivers  this  sagger  into  the  center  of  the  kiln  which  is 
being  loaded  at  the  time.  The  placer  has  to  exercise  care  to  see  that  each 
loaded  sagger  is  placed  on  the  belt  conveyor  not  less  than  4  ft.  from  the 
next  sagger  so  that  they  will  arrive  in  the  kiln  at  a  uniform  rate.  This  is 
accomplished  by  marking  the  belt  every  four  feet  and  requiring  that  one 
sagger  only  be  placed  between  any  two  marks. 

Loading  of  Kilns 

The -belt  conveyor  for  loading  the  kilns  presented  a  rather  serious  prob- 
lem. In  spite  of  the  prevalent  opinion  to  the  contrary,  it  was  easily  demon- 
strated that  a  straight-away  conveyor  could  be  built  which  would  transport 
saggers  loaded  with  ware  in  perfect  safety.  Experiments  showed  that 
by  spacing  the  rollers  close  together,  even  fairly  unstable  pieces  of  ware 
would  ride  without  tipping  over,  and  that  the  vibration  would  not  crack 
the  ware  or  chip  adjacent  pieces  that  came  in  contact.  The  problem  was 
rather  to  devise  a  means  for  transferring  a  loaded  sagger  from  the  main 
conveyor  to  a  conveyor  traveling  at  right  angles  to  it  and  leading  into 
the  kiln.     This  turn  had  to  be  made  without  undue  jarring  which  would 
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tip  over  the  green  pieces  or  cause  them  to  chip  one  another.  Several 
manufacturers  of  conveying  apparatus  worked  on  this  problem  in  con- 
junction with  our  engineers.  None  would  guarantee  the  successful  opera- 
tion of  the  equipment  so  it  was  necessary  that  our  engineers  take  full 
responsibility  for  the  design  finally  adopted.  Experience  since  has  justi- 
fied our  decision. 

The  main  belt  conveyor  is  14  in.  wide  and  180  ft.  long,  and  extends  the 
full  length  of  the  Kiln  Department  past  the  six  kilns.  It  is  placed  about 
6  ft.  above  the  floor,  or  3  ft.  above  the  kiln  floor  and  is  located  about  8  ft. 
from  the  doors  of  the  kilns.  Opposite  the  door  of  each  kiln  is  a  removable 
section  wide  enough  to  permit  the  insertion  at  right  angles  of  a  short  section 
of  belt  conveyor  driven  by  a  separate  motor.  This  cross  conveyor  unit 
carries  at  one  end  two  rollers  which,  when  clamped  into  the  place  where  the 
section  of  the  main  conveyor  is  removed,  depresses  the  main  belt  sufficiently 
to  provide  clearance  for  the  cross  belt  to  fit  in  place  at  the  same  level  as  the 
main  conveyor  belt.  Saggers  traveling  on  the  main  belt  strike  the  section 
of  cross  belt  traveling  at  right  angles,  rotate  slowly  as  the  cross  belt  secures 
traction  and  gradually  alter  their  direction  until  they  are  moving  smoothly 
at  right  angles  into  the  kiln.  Saggers  being  transferred  from  the  main 
conveyor  into  the  kiln  on  the  cross  conveyor  are  shown  in  Fig.  5.  Both 
conveyors  move  at  the  rate  of  24  ft.  per  minute. 

The  cross  conveyor  extends  well  through  the  kiln  door  and  delivers  the 
saggers  onto  a  steel  bench  where  several  can  be  accumulated  if  the  kiln 
loader  is  not  ready  to  stack  them.  The  loader  is  in  telephonic  communica- 
tion with  the  loading  dock  so  that  he  can  direct  the  class  of  ware  being 
placed  to  suit  the  position  in  the  kiln  where  he  is  working.  The  cross 
conveyor  is  mounted  on  two  large  wheels  and  can  readily  be  transferred 
from  kiln  to  kiln.  It  takes  two  men  about  l/2  hour  to  change  the  cross 
conveyor  from  one  kiln  to  another. 

Unloading  of  Kilns 

The  belt  conveyor  also  effects  a  considerable  saving  in  unloading  kilns, 
the  under  or  return  side  of  the  belt  being  used  for  this  purpose.  The 
fired  ware  not  being  so  fragile,  a  portable  section  of  gravity  roller  conveyor, 
instead  of  belt  conveyor,  is  used  to  extend  from  the  inside  of  the  kiln  to  the 
main  conveyor.  This  has  a  slight  pitch  and  is  provided  with  a  curved 
section  at  its  lower  end,  made  with  rollers  of  gradually  reduced  diameter 
so  that  saggers  of  fired  ware  are  deposited  on  the  main  belt  without  undue 
jarring,  as  shown  in  Fig.  6.  Due  to  hard  particles  of  wad  clay  on  the  bot- 
toms of  the  saggers  and  the  fact  that  many  saggers  are  cracked  or  broken 
when  removed  from  the  bung,  it  has  been  found  necessary  for  the  kiln 
unloader  to  place  each  sagger  of  fired  ware  on  a  wooden  pallet  before  start- 
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ing  it  along  on  the  gravity  rollers  as  otherwise  too  great  a  pitch  was  re- 
quired to  make  certain  that  it  would  keep  in  motion,  not  to  mention  the 
objectionable  jarring  if  it  struck  the  preceding  sagger. 

Inspection 

Adjacent  to  the  loading  dock  is  located  the  unloading  conveyor  and  In- 
spection Department.  At  this  point  the  unloading  belt  is  depressed  by 
means  of  a  roller  and  a  curved  section  of  gravity  conveyor  inserted  so  that 
the  saggers  of  fired  ware  are  diverted  from  the  main  belt  and  are  turned  at 
right  angles  into  the  Inspection  Department  where  another  similar  turn 
brings  them  out  on  the  inspection  section  of  the  conveyor  as  shown  in  Fig. 
7.  Inspectors  stand  on  either  side  of  this  conveyor  and  remove  the  ware 
from  the  saggers,  inspect  it  and  place  it  in  skid  frames  or  cartons  near  at 
hand.  The  empty  sagger  goes  on  to  the  end  of  the  conveyor  where  it  is 
taken  off  and  piled  on  skids  with  others  of  the  same  size.  The  pallet  is 
thrown  in  a  skid  frame  which  when  full  is  taken  by  means  of  a  lift  truck 
back  to  the  kiln  being  unloaded.  Whenever  a  skid  of  saggers  is  loaded  it  is 
taken  by  a  lift  truck  to  the  loading  dock  and  placed  at  the  end  of  the  bench 
where  the  same  size  saggers  are  being  used. 

The  finished  ware  in  skid  frames  is  moved  by  lift  truck  to  the  Stores 
Department  where  it  is  stored  in  the  same  frames,  making  it  easy  to  move 
it  again  to  the  Shipping  Department  by  lift  truck  when  shipment  is  to  be 
made. 

Economies  Affected 

Two  men  in  a  kiln,  one  to  stack  saggers  in  bungs,  and  the  other  to  assist 
and  put  on  wads,  load  a  kiln  in  9  hours  or  less.  Three  or  four  placers, 
depending  on  the  class  of  ware,  will  load  enough  saggers  for  one  kiln  in 
9  hours.  By  the  old  methods  a  gang  of  8  to  10  men  was  required  working 
both  night  and  day — a  total  of  20  hours — to  place  ware  and  load  a  kiln. 
The  new  method  therefore  requires  a  total  average  of  about  50  labor  hours 
as  against  about  180  for  the  old.  In  addition,  this  makes  it  always  possible 
to  load  a  kiln  every  day  and  start  firing  the  same  night,  resulting  in  an 
increase  in  the  number  of  kilns  fired  per  month,  as  well  as  reducing  the  cost 
of  loading. 

A  saving  of  labor  is  made  in  unloading  kilns,  though  a  direct  comparison 
is  difficult.  One  man  unloads  a  kiln  in  a  9-hour  day  and  one  man  is  re- 
quired to  handle  the  empty  saggers,  pallets,  etc.  It  usually  takes  about 
four  inspectors  to  take  the  ware  from  the  saggers  and  inspect  it.  Under 
the  old  method  whereby  each  sagger  was  carried  out  of  the  kiln  by  hand, 
dumped  in  a  tote  box  and  later  rehandled  when  inspected,  it  required  a 
gang  of  5  men  working  night  and  day,  a  total  of  20  hours  to  unload  a  kiln. 
There  was  also  more  breakage  due  to  "pouring"  the  ware  from  saggers  into 
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tote  boxes,  which  is  eliminated  by  the  new  method.  The  rehandling  by  the 
inspectors  is  partly  saved,  but  not  entirely,  as  under  the  new  method  each 
piece  is  handled  individually  by  an  inspector,  but  the  loss  in  breakage  is 
greatly  reduced.  The  use  of  a  lift  truck  is  also  considerably  more  economi- 
cal than  two  men  carrying  a  tote  box  of  the  finished  ware  to  the  Stores 
Department. 

The  savings  throughout  the  plant  by  the  use  of  skids  and  racks  with  lift 
trucks  is  hard  to  estimate  but  appears  well  worth  while.  In  conclusion, 
it  can  be  said  that  the  displacement  of  two  men  by  the  use  of  the  above 
equipment  would  pay  for  the  interest  and  depreciation  on  its  cost.  It 
can  easily  be  shown  to  save  the  time  of  at  least  10  men,  to  say  nothing  of 
reducing  losses  of  heat  in  the  drying  rooms,  losses  of  ware — both  green  and 
iired — in  transit,  and  last  but  by  no  means  least,  the  increase  in  the  capac- 
ity of  the  plant  without  the  addition  of  any  productive  equipment. 


AN   EXPERIMENT   IN    ELECTRIC    SMELTING  GLASS  ENAMEL1' 

By  E.  E.  Geistnger 
ABSTRACT 

Operating  economies  will  require  smelting  of  enamel  frits  in  electric  furnaces.  A 
refractory  enamel  containing  high  content  of  metallic  oxides  was  smelted  in  a  combi- 
nation arc  and  carbon  resistor  furnace,  obtaining  complete  fusion  without  reduction  of 
the  oxides  or  change  in  character  of  the  enamel. 

Introduction 

The  stimulus  to  carry  out  the  experiment  of  smelting  glass  enamel  by 
electric  energy  rather  than  by  oil  or  gas,  as  is  the  present  practice,  was  found 
in  the  many  estimates  and  predictions  that  the  oil  and  natural  gas  shortage 
will  be  very  acute  not  many  years  distant.  The  deserving  place  of  the 
electric  enamel  furnace  is  rapidly  being  recognized,  and  a  high  temperature 
electric  smelting  furnace  is  just  a  step  ahead.  The  success  of  the  full 
carbon  arc  cylindrical  type  rotating  furnace  and  of  the  smothered  arc 
rocking  furnace  is  well  established  in  the  non-ferrous  alloy  foundry  indus- 
try, and  they  also  are  successful  in  the  steel  casting  foundry.  It  may  not 
be  so  far  distant  when  the  whole  enameling  plant  energy  will,  economically, 
be  electricity,  hence  the  importance  of  knowing  the  fundamental  results 
of  enamel  smelting  by  electric  energy. 

Conditions  of  Smelting  Electrically 

The  Furnace  Used. — The  temperature  requirement  of  approximately 
2500 °F  makes  any  type  of  metal  resistor  furnace  quite  impossible,  so  a. 
study  was  made  of  the  different  types  of  commercial  arc,  smothered  arc, 
and  combinations  of  these  two  types.  When  operated  most  economically, 
the  atmosphere  of  these  furnaces  would  be  reducing,  which  condition  is 
not  correct  for  the  smelting  of  any  glass  enamel  and  especially  those  con- 
taining metallic  oxides.  It  is  possible  to  run  a  smothered  arc  furnace 
neutral  to  slightly  oxidizing,  however,  at  the  expense  of  an  excessive  con- 
sumption of  the  granular  carbon  resistor.  The  General  Electric  Company 
are  building  furnaces  of  the  carbon  arc  and  granular  resistor  type,  in  which 
the  heat  is  transmitted  to  the  bath  partly  through  the  trough  refractories, 
but  mostly  by  radiant  reflection  from  the  arch.  This  type  of  furnace 
would  be  more  free  from  electrode  residue  dropping  into  the  enamel  bath. 

Through  the  courtesy  of  the  General  Electric  Company,  and  the  kind 
help  of  Messrs.  Lockwood,  Lips  and  Keene  of  that  company,  arrangement 
was  made  to  carry  out  the  tests  of  smelting  on  April  14  and  15, 1920.  The 
glass  used  was  a  blue-black  enamel  containing  manganese,  nickel  and 
cobalt.  This  enamel  was  selected  not  only  because  of  its  high  metallic 
oxide  content  that  would  rapidly  show  the  effect  of  reducing  atmosphere,. 
1  Read  before  the  Enamels  Division,  St.  Louis  meeting,  Feb.  28,  1922. 
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but  also  because  a  high  temperature  is  required  to  melt  it  properly.     It  is 
essentially  a  ground  coat  enamel. 

The  furnace  used  was  small  but  identical  in  essentials  to  the  large  two- . 
ton  size.  It  had  two  large  vertical  electrodes  descending  into  a  granular 
resistance  trough,  which  circled  the  9"  x  9"  hearth  in  the  center  of  the  fur- 
nace. A  sketch  of  the  fundamentals  of  this  furnace  is  shown  in  Fig.  1. 
This  furnace  would  very  readily  receive  an  eight-inch  high  crucible,  the 
size  used  in  these  tests.  The  glass  used  was  a  blue-black  enamel  containing 
tnanganese,  nickel  and  cobalt. 

Operation  and  Results. — In  the  first  smelting  experiment,  the  furnace 
was  running  on  a  load  of  450  amperes  at  60  volts,  and  registering  a  temper- 
ature of  1400  °C  or  2652  °F.  Carbon  monoxide  could  be  seen  burning  out 
of  the  cracks  and  openings  of  the  furnace,  but  no  attempt  was  made  to 
obviate  this.  A  400-gram  charge  of  the  raw  batch  was  introduced.  At 
the  end  of  5  minutes  it  had  gone  down  considerably,  and  was  bubbling 
vigorously.  At  the  end  of  12  minutes,  the  glass  was  liquid  and  quiet. 
It  was  then  poured  into  cold  water  as  is  the  usual  practice. 
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Fig.  1. 


The  liquid  enamel  was  perfectly  smooth,  and  free  from  unmelted  pig- 
ments. The  frit  was  black,  sharp  and  glossy,  and  appeared  identical  to  a 
gas  or  oil  smelted  enamel  of  the  same  formula. 

A  second  test  was  run  the  following  day.  The  furnace  was  heating  up 
from  S  until  11  A.M.,  pulling  anywhere  from  350  amperes  at  55  volts  to 
450  amperes  at  60  volts  and  had  attained  by  11  A.M.  1250 °C  or  2272 °F. 
A  600-gram  charge  was  made  at  this  temperature,  although  we  knew  that 
the  furnace  was  not  hot  enough  to  properly  melt  the  batch.  This  gave  us 
an  opportunity  to  note  the  effect  of  a  long  time  period  under  these  con- 
ditions. At  the  end  of  one  hour  and  10  minutes,  the  batch  was  quiet  and 
the  enamel  was  poured. 

This  batch  appeared  just  a  little  undersmelted  and  contained  a  little 
unmelted  material.  The  frit  was  vitreous,  black  and  glossy,  being  all  right 
in  every  visible  respect.  It  would  string  out  to  a  good,  smooth  and  re- 
silient  thread. 
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Fig.  2. — Nickel  and  cobalt  globules.  Mag.  X  50.  None  of  these 
batches  were  stirred.  Heat  seems  to  be  the  main  essential, 
and  the  electric  furnace  had  plenty  of  it.  A  bulk  of  the  frit 
smelted  electrically  is  shown  in  Fig.  3. 


Fig.  3. — Electric  smelted  enamel  frit. 
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Fig.  4. — Work  covered  with  electric  smelted  enamel. 


Fig.  5. — Top  surface  view  of  electric  smelted  enamel.     Mag.  X  75. 
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Examination  for  Evidence  of  Reduction 

These  two  yields  of  frit  were  combined,  totalling  650  grams  of  electrically 
smelted  enamel.  The  crucibles  were  taken  to  Rochester  for  examination, 
along  with  the  frit. 

The  crucibles  were  carefully  cracked  to  pieces  and  the  glass  residue  in  the 
bottoms  examined  for  reduced  metals  or  ummelted  material.  No  evidence 
of  reduction  could  be  found.  The  glass  in  the  bottom  of  the  crucibles 
appeared  just  as  solid  and  the  same  in  every  respect  as  that  of  oil  smelted 
enamel.  Every  piece  of  the  650  grams  of  frit  was  combed  over  and  ex- 
amined, and  only  three  small  globules  of  metallic  substance  were  found. 


Fig.  6.— Surface  of  oil  smelted  enamel.     Mag.  X  75. 


The  microphoto  of  these  three  globules  is  shown  in  Fig.  2. 

These  pieces  were  found  to  be  essentially  of  nickel  and  cobalt  metal. 
This  proved  that  some  reduction  had  taken  place,  but  it  seemed  almost 
impossible  for  this  not  to  have  happened  during  the  second  long  time  period. 
It  was  a  great  surprise  to  see  the  ineffectiveness  of  the  furnace  gases  upon 
this  enamel.  A  portion  of  saltpetre  was  in  the  batch  as  in  most  all  enamels 
of  this  type,  which,  of  course,  inhibited  or  counteracted  the  reducing  effect 
of  the  carbon  monoxide  in  the  furnace. 
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Application  Properties  of  Electric  Smelted  Enamel  on  Steel 

The  last  step  in  the  experiment  was  to  apply  the  enamel  to  steel  and  see 
if  the  properties  had  been  materially  altered.  Four  test  cups  were  covered 
and  one  small  rectangular  test  piece,  which  was  to  be  used  for  microscopic 
examination.  The  enamel  melted  and  finished  at  the  same  heat  and  time 
range  as  oil  or  gas  smelted  enamel.  Samples  of  oil  smelted  enamel  of  this 
formula  were  applied  to  ware  and  fired  right  beside  the  electric  smelted 
enamel  for  comparison.  Fig.  4  shows  the  work  covered  with  the  electric 
smelted  enamel.  Fig.  5  pictures  the  top  surface  of  the  electric  smelted 
enamel  and  Fig.  6  shows  the  top  of  the  same  enamel  smelted  with  oil. 
Both  microphotos  are  magnified  75  times.  The  four  test  cups  covered 
with  electric  smelted  enamel  were  tested  electrically  at  700  volts,  and 
withstood  this  test  perfectly.  A  higher  voltage  was  not  tried.  A  slight 
surface  porosity  or  pitting  can  be  noticed  in  the  electric  melted  enamel. 

It  appears  logical  to  conclude  from  the  results  of  this  small  experiment 
that  there  is  a  possibility  of  smelting  enamels  electrically,  when  the  balance 
of  the  smelting  cost  swings  far  enough  in  favor  of  electric  energy  as  the  heat 
source. 

The  Pfacjdler  Co. 
Rochester,  N.  Y. 


THE    ADAPTABILITY    OF    THE    GAS-FIRED    COMPARTMENT 
KILN  FOR  THE  BURNING  OF  CLAY  PRODUCTS 


By  W.  D.  Richardson 

Introduction 


The  most  notable  development  in  the  clay  industries  of  America  in  the 
past  decade,  especially  in  the  latter  half  of  it,  is  the  increased  attention 
given  to  fuel  saving  and  the  increased  number  of  installations  of  the 
continuous,  regenerative  kiln.  This  has  been  due  to  the  depletion  of  nat- 
ural gas  and  the  increase  in  the  price  of  coal  and  fuel  oil. 

The  burning  of  claywares  on  cars  while  they  are  being  progressed 
through  a  tunnel,  every  cross  section  or  vertical  zone  of  which  is  constantly 
kept  at  the  same  temperature,  is  an  ideal  method  that  has  been  the  dream 
of  clayworkers  for  no  one  knows  how  long,  at  any  rate  long  before  my 
entrance  into  the  industry.  In  fact,  when  I  first  began  the  making  of 
dry-pressed  face  brick,  thirty -five  years  ago,  of  the  half-dozen  or  so  manu- 
facturers who  were  then  making  a  good  quality  of  dry-pressed  brick, 
one  of  them  was  burning  his  product  in  a  tunnel  kiln  of  his  own  invention. 
From  that  time  I  have  known  or  been  associated  with  three,  other  men 
who  have  designed  and  patented  tunnel  kilns  for  burning  brick.  The 
first  man,  above  mentioned,  is  the  only  one  of  these  who  was  able  to  secure 
the  capital  for  trying  out  his  invention.  He  certainly  put  out  some 
excellent  brick  but,  as  his  plant  was  well  fenced  in  and  no  visitors  allowed, 
we  can  only  guess  why  the  business  turned  out  to  be  a  failure. 

These  remarks  are  not  made  to  discredit  the  tunnel  kiln,  since  these 
early  inventors  attacked  the  hardest  problem,  even  for  the  tunnel  kiln  of 
today,  that  of  burning  the  heavier  and  cruder  products  of  the  common, 
impure  clays.  The  tunnel  kiln,  like  every  improvement  in  manufacturing 
processes,  has  been  evolved  from  repeated  failures.  Undoubtedly  further 
improvement  in  the  tunnel  kiln  will  make  it  most  advantageous  under  some 
conditions  and  for  some  products. 

It  should  be  noted,  however,  that  comparisons  are  made  with  the  old 
periodic  kiln  and  not  with  the  latest  developed  continuous  kilns  of  other 
types. 

I  have  had  several  years'  experience  in  the  operation  of  the  compartment 
kilns  and  have  given  considerable  thought  to  their  improvement.  It  is 
true,  my  experience .  with  the  compartment  kiln  has  been  entirely  in 
the  burning  of  face  brick  and  hollow  building  tile,  but  since  producer  gas 
has  become  such  a  practical  fuel  for  ceramic  and  metallurgical  operations 
the  compartment  kiln  can  easily  be  adapted  to  the  burning  of  any  kind 
of  ware  and  has  a  wider  range  of  usefulness,  as  we  will  attempt  to  show, 
than  any  other  type  of  kiln. 
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The  Compartment  Kiln 

It  is  understood  that  we  mean  by  the  compartment  kiln  a  series  of 
kilns,  in  juxtaposition,  separated  by  a  common  wall  and  connected  with 
each  other  by  openings  in  the  walls  above  or  below  the  floor  level,  the 
kiln  being  in  continuous  operation,  the  air  for  combustion  of  fuel  being 
heated  by  passing  through  compartments  of  the  burnt  ware  back  of  the 
fire  and  the  hot  combusted  gases  passing  through  and  preheating  the 
compartments  ahead  of  the  fire.  These  kilns  are  sometimes  built  in  a 
single  row,  but  preferably  in  a  double  row,  either  in  juxtaposition  or 
separated.  This  continuous  kiln  was  a  later  development  of  the  Hoffman 
Ringofen  or  the  annular  continuous  tunnel  or  double  row  of  parallel  tunnels 
connected  at  both  ends,  now  often  built  in  this  country  as  a  single  tunnel 
fired  from  the  top  and  through  doorways.  This  latter  might  properly  be 
called  the  tunnel  kiln  and  the  so-called  tunnel  kiln  be  called  the  con- 
tinuous car  kiln  or  the  continuous  stationary -fire  kiln. 

The  compartment  kiln  when  direct-fired  with  coal  from  the  top  was  in- 
troduced into  this  country  many  years  ago,  one  form  coming  from  Scotland 
and  one  from  Germany.  When  properly  built  and  operated,  it  was  a  good 
kiln  for  brick,  giving  better  results  than  the  annulai  or  continuous  tunnel 
kiln,  but  costing  more  to  build  and  keep  in  repair.  This  compartment 
kiln  was  fired  with  coal  from  the  top  into  specially  constructed  fire  boxes 
or  combustion  bags,  on  one  or  both  sides  of  the  compartment.  The 
progress  of  the  burning  was  rather  slow,  especially  if  high  temperatures 
were  required,  since  the  combustion  bags  became  more  or  less  filled  with 
ashes  by  the  time  the  burning  was  finished  and  thus  the  flow  of  air  to  the 
fires  through  so  many  of  these  bags  was  retarded. 

Importance  of  Producer  Gas  as  Fuel 

The  continuous  compartment  kiln  could  not  have  been  presented  today 
for  the  burning  of  pottery  and  refractories  had  it  not  been  for  the  suc- 
cessful introduction  of  producer  gas.  Producer  gas  has  made  it  prac- 
ticable to  design  a  compartment  kiln  for  any  ceramic  product  and  makes 
this  type  of  kiln  deserving  of  consideration  in  any  branch  of  the  clay  in- 
dustry. 

Producer  gas  can  be  conducted  to  any  part  of  a  compartment  and  in 
any  quantity  and  its  combustion  controlled,  so  that  any  desired  tempera- 
ture may  be  reached  quickly  and  oxidizing  or  reducing  conditions  main- 
tained at  will.  As  no  ash  is  deposited  on  the  ware  and  no  flame  need 
strike  it,  no  protection  for  the  ware  is  required. 

Gas  producers  have  been  and  are  still  made  and  sold  that  give  serious 
trouble.  Such  producers  have  retarded  a  more  extended  use  of  pro- 
ducer gas,  notwithstanding  the  fact  that  the  making  of  good  combustible 
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gas  from  any  fuel,  wood,  peat,  lignite,  bituminous  or  anthracite  coal  or 
oil,  is  a  simple  operation,  and,  when  understood  and  with  the  proper 
equipment,  involves  very  little  labor  or  attention.  Lignite  and  many  bi- 
tuminous coals  cause  much  trouble  in  many  producers  from  the  formation 
of  clinker,  and  some  very  elaborate  mechanical  producers  can  only  be 
operated  successfully  on  a  coal  giving  an  ash  that  slags  at  a  high  tempera- 
ture. There  need  be  no  trouble  in  making  good  gas  from  any  old  coal,  since 
we  have  learned  to  prevent  the  formation  of  clinker.  To  elucidate  the 
gas  producer  problem  would  take  us  beyond  the  limits  and  purpose  of  this 
paper,  which  is  to  show  that  the  compartment  kiln,  fired  with  producer 
gas,  has  a  wide  range  of  usefulness  and  in  many  cases  is  the  most  practical 
kiln. 

Experience  with  Gas-Fired  Compartment  Kiln 

The  kilns  that  the  writer  has  operated,  in  the  burning  of  high-grade 
face  brick,  have  compartments  of  such  size  that  they  could  be  filled  with 
one  gang  of  setters  (two  tossers  and  two  setters)  in  two  working  days. 
This  means  that  a  compartment  must  be  burned  every  two  days.  The 
compartments  were  two-side  firing,  IS  feet  wide,  43  feet  long  and  10  feet 
high,  from  floor  to  top  of  crown  inside.  When  the  burning  of  a  compart- 
ment was  finished,  the  compartment  next  ahead  of  the  fire  would  be  red- 
hot  to  the  bottom  and  the  second  compartment  ahead  of  the  fire  be  incan- 
descent half  way  to  the  floor  and  sometimes  to  the  floor.  The  burners 
often  finished  in  36  hours  and  sometimes,  with  the  more  refractory  brick, 
burning  to  cone  10,  in  24  hours'  firing.  The  burning  was  always  ahead  of 
the  setting  and  emptying  and  the  burners  and  producer  men  regularly  were 
not  on  the  job  from  Sunday  morning  to  Monday  morning. 

During  all  my  experience  with  the  compartment  kiln  we  were  burning 
the  same  brick  also  by  direct  firing  in  periodic  kilns,  so  that  our  yearly 
tabulations  showed  accurately  the  comparative  consumption  of  coal  in 
the  two  forms  of  kilns.  The  producer-gas-fired  compartment  kiln  has 
required  less  than  half  of  the  amount  of  coal  consumed  in  the  periodic  kilns. 
Moreover,  the  continuous  kiln  was  much  more  uniform  in  results,  since 
its  operation  is  more  systematic  and  under  better  control. 

Adaptability  of  Compartment  Kiln  to  Pottery 

Since,  in  the  burning  of  pottery  wares,  uniform  results  and  quick  op- 
eration are  desirable,  the  compartments  should  not  be  too  large,  though 
they  should  probably  be  larger  than  most  pottery  men  have  been  accus- 
tomed to.  In  any  case,  the  compartment  should  be  filled  in  one  working 
day  and  burned  in  24  hours'  firing. 

If  it  is  desired  to  cool  the  compartments  more  rapidly,  portable  crowns 


I 


GAS-FIRED  COMPARTMENT  KILN  257 

may  be  used.     Such  crowns  are  entirely  practical  and  have  the  advan- 
tage of  costing  less  for  repairs  than  the  permanent  crown. 

One  reason  that  many  pottery  manufacturers  hesitate  to  install  a  com- 
partment kiln,  or  continuous  kiln  of  any  kind,  even  in  a  new  factory,  is 
that  it  means  a  somewhat  different  method  of  handling  the  wares  from 
the  kiln.  The  solid  row  of  compartments  would  block  a  direct  passage 
from  each  kiln  to  the  next  department,  requiring  the  ware  from  the  bisque 
kilns  being  moved  a  farther  distance  to  get  them  to  the  bisque  warehouse 
or  dipping  room,  and  the  ware  from  the  glost  kilns  being  moved  a  farther 
distance  to  the  warehouse  or  packing  room.  This,  however,  does  not  mean 
any  greater  cost  of  handling,  but  a  different  system.  Instead  of  the  ware 
being  carried  by  the  kiln  drawers  to  the  next  department,  it  must  be  placed 
by  them  on  trucks  or  cars  or  continuous  conveyors.  If  the  kiln  is  built 
in  a  single  row,  with  doors  in  both  ends  of  each  compartment  as  would 
generally  be  the  case  in  a  pottery,  the  conditions  are  most  favorable  for 
economic  handling  of  wares,  without  conveyors. 

Summary 

The  advantages  of  the  continuous  compartment  kiln,  gas-fired,  are: 

1 .  A  saving  of  60  to  70  per  cent  of  the  fuel  used  in  periodic  kilns  under 
the  best  conditions. 

2.  A  more  compact  kiln  plant,  less  waste  of  space  in  the  factory. 

3.  No  coal  to  be  distributed  around  the  plant  and  no  ashes  to  be  removed 
from  around  kilns.  All  the  coal  unloaded  mechanically  at  one  place  and 
ashes  removed  mechanically. 

4.  More  rapid  firing,  a  larger  quantity  of  fuel  can  be  introduced 
and  no  fuel  fired  in  a  compartment  until  it  is  red-hot  throughout.  In 
the  compartment  kiln,  with  induced  draft,  rapid  progress  can  be  made 
and  oxidizing  conditions  maintained  and  the  heat  from  the  combusted 
gases  utilized  to  the  fullest  extent  in  preheating  the  wares  in  the  compart- 
ments ahead  of  the  fire.  In  a  tunnel  kiln,  whether  of  the  stationary  fire  or 
progressing  fire  type,  the  capacity  of  the  kiln  is  limited,  since  a  strong 
draft  does  not  distribute  the  heat  properly  and  a  weak  draft,  to  overcome 
this,  produces  reducing  conditions  that  are  sometimes  undesirable. 

5.  Better  control  of  the  burning,  as  compared  with  the  periodic  kiln, 
because  of  regulation  at  will  of  the  gas  and  air,  enabling  the  burning 
process  to  be  reduced  to  a  system.     No  special  s  kill  required. 

.().  Greater  uniformity  of  heat  distribution — more  uniform  product. 

7.  Less  cost  for  repairs  than  the  periodic  kiln  and  the  advantage  over 
the  car  tunnel  kiln  that  repairs  can  be  made  without  serious  interrup- 
tion of  the  operation  of  the  kiln. 

8.  Less  cost  for  operation  per  ton  of  ware  burned. 
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9.  The  advantage  over  the  tunnel  kiln  that  a  greater  variety  of  ware, 
as  to  size  and  temperature  required,  can  be  burned.  Greater  flexibility 
and  adaptability.  Any  compartment  may  be  filled  with  either  bisque  or 
glost  ware  without  interfering  with  the  regular  operation  of  the  kiln.  The 
firing  may  be  hastened  or  slowed  up,  as  desired. 

10.  No  delays  due  to  the  sticking  of  cars  or  damage  to  cars  or  to  failure 
of  mechanical  pusher. 

11.  Ware  not  subject  to  motion  or  vibration,  as  in  the  car  tunnel  kiln. 

12.  No  cars  to  be  repaired  or  replaced. 

13.  No  change  in  the  regular  method  of  placing  kilns,  though  the  work 
is  made  easier,  since  the  bungs  are  not  as  high  as  in  the  old  type  of  kilns. 

14.  The  lower  height  of  the  bungs  and  the  absence  of  abrupt  heating 
increase  the  life  of  the  saggers. 

15.  The  bisque  suffers  no  harm  owing  to  sudden  and  rapid  cooling,  as 
is  often  the  case  in  tunnel  car  kiln. 

16.  The  ware  may  be  warmed  up  by  means  of  pure  heated  air  drawn  from 
cooling  chambers,  thus  making  it  impossible  to  sulphur  the  goods. 

While  it  is  true  that  no  single  type  or  form  of  kiln  is  the  best  for  all 
products  and  conditions,  yet  it  is  a  fact  that,  we  believe,  cannot  be  con- 
troverted, that  the  compartment,  gas-fired  continuous  kiln  has  a  wider 
range  of  practical  utility  than  any  other  form  of  kiln. 


TYPES  OF  GLAZES    SUITABLE  FOR  DECORATIVE  INLAY 

PROCESSES 

By  Frederick  H.  Rhead 
ABSTRACT 

A  definition  of  the  inlay  process  is  given.  Type  of  outlines  and  method  of  appli- 
cation are  discussed.  Glaze  formulas  in  present  use  are  noted,  and  general  conditions 
necessary  for  the  successful  execution  of  this  process  are  outlined. 

Definition. — The  term  "Decorative  inlay  process"  is  applied  to 
those  decorations  consisting  of  a  design  with  a  raised,  sunken,  or  flat 
outline  filled  in  with  flat  or  slightly  shaded  coats  of  glaze,  preferably 
colored  matte. 

It  is  a  kind  of  cloisonne  process  with  the  difference  that  the  outline 
is  not  a  metallic  wire,  or  strip,  although  copper,  gold  and  silver  wire 
have  been  used  on  the  clay  surface,  and  the  spaces  between  the  wires 
have  been  filled  in  with  glazes. 

This  process  has  been  used  by  the  Chinese  and  Japanese  potters,  and 
is  in  general  use  among  the  European  Art  Potters.  In  this  country  it 
has  been  confined  to  the  individual  potter,  some  of  the  schools,  and  to 
some  extent  by  the  faience  and  tile  manufacturers. 

Two  Essentials. — The  two  essentials  are  a  suitable  outline,  and  a 
type  of  glaze  that  will  not  readily  flow  over  the  outline,  and  mix  or  run 
into  the  surrounding  glazes. 

The  Outline.— If  a  raised  outline  is  desired,  this  may  be  incised  in  the 
mold  resulting  in  a  raised  line  on  the  ware,  or  it  may  be  applied  in  slip 
form  by  means  of  a  collapsible  tube.  When  the  latter  process  is  used 
variojus  colored  outlines  are  possible  in  the  same  design. 

When  the  outline  is  flat,  underglaze  black  or  any  other  color  is  prac- 
tical. Pure  manganese  well  ground  is  a  most  satisfactory  outline.  It 
is  not  dry  in  texture,  and  the  colored  glazes  will  not  easily  flow  over  the 
line. 

An  excised  or  sunken  line  is  also  very  satisfactory.  Curiously  enough 
the  glazes  will  not  flow  into  the  sunken  line  unless  the  glazes  are  much 
too  heavily  applied.  If  the  decoration  is  being  applied  to  a  white  or 
light-colored  body,  and  a  darker  outline  is  desired,  underglaze  color  can 
be  rubbed  or  brushed  into  the  excised  line,  and  the  color  cleaned  from  the 
surface  with  a  sponge. 

It  is  very  important  that  the  outline  should  be  clear  and  firm,  and 
that  all  areas  to  be  filled  in  are  completely  surrounded  by  the  outline 
color,  otherwise  there  is  danger  of  the  glaze  flowing  or  breaking  through. 
It  is  obvious  that  a  readily  flowing  glaze  is  not  suitable  for  this  process, 
especially  if  an  upright  or  curved  surface  is  being  decorated.  While 
the  glazes  given  will  not  How  readily  on  upright  surfaces,  care  must  be 
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White  Lead 200 

Feldspar HO 

Flint 35 

Whiting 25 

China  Clay 3o 

Zinc 30 

Cornwallstone ....       85 
Barium  Carbonate       30 

Tin  Oxide 25 

Ground  Flint  Glass 

Borax 

These  formulas  are  for  white  base. 


Table 

I 

Types  of  Glaze 

o 

CO 

a 

3« 

0)    -     ■ 

(UrH 
4)    U     1 

■u  caco 

.■a  Bo 

2~ 

.ti© 

15  *  o> 

|1 

3  &u 

2o 

'•2  £•« 

^W  o 

*3 

-  «  u 

fe  o  a 

F»ll}  o 

§ 

& 

H 

h 

H 

225 
55 

90 
12 

52 

330 

185 

310 

355 

24 

500 

160 

55 

240 

220 

225 

435 

125 

175 

35 

225 

165 

165 

125 

16 

250 

45 

12 

150 

90 

90 

170 

175 

26 

20 

250 

8 

50 

5 

74 

5 

24 

35 

14 
5 

200 

15 

10 
55 

40 
240 
17 
10 
60 
5 

175 

10 
180 

50 

85 

The  bases  can  be  stained  in  the  usual  manner 
THese  lormuias  aie  iui  muu  u^^v..      iUt  " 
either  with  raw  metallic  oxides  or  with  underglaze  colors. 

taken  not  to  apply  them  too  heavily,  or  to  over-fire  the  completed  work. 
Preliminary  tests  should  be  made  for  the  character  of  the  outline,  thick- 
ness of  glaze  coat,  and  firing  temperature.  When  determining  the 
firing  temperature  a  set  of  cones  should  be  placed  as  near  to  the  ware  as 

P°Medium  for  Glazes.-A  solution  of  about  ten  per  cent  of  gum  traga- 
canth  is  mixed  into  a  glaze  of  creamy  consistency.  The  glaze  shoud  be 
brushed  through  a  forty  or  sixty  mesh  sieve  at  least  twice  after  it  has 
been  mixed  with  the  gum.  The  medium  should  be  added  to  the  glaze 
at  the  time  it  is  to  be  used.  An  average  painting  mixture  would  be  about 
equal  parts  gum  solution  and  glaze.  The  exact  consistency  of  the  glaze 
will  depend  on  the  porosity  of  the  ware.  More  gum,  and  a  thicker 
consistency  is  necessary  on  a  very  porous  body.  If  the  glaze  dries  oo 
quickly  while  it  is  being  applied  more  gum  should  be  added  If  the 
glaze  does  not  settle,  or  dry,  or  if  it  flows  outside  the  outline,  the  g  a  e 
fs  either  too  thin,  or  a  too  heavy  coat  is  being  applied.  Only  freshly 
mixed  gum  may  be  used.  A 

Preparing  the  Gum.-The  flake  or  powdered  gum  tragacanth  is  added 
to  hot  water  and  allowed  to  dissolve  for  about  twenty-four  hours.  It  is 
then  thoroughly  stirred  and  brushed  twice  through  a  twenty  or  forty 
mesh  sieve.  Only  enough  gum  should  be  mixed  for  a  supply  to  last 
about  a  week.  The  gum  will  keep  longer  if  from  one  to  two  per  cent  of 
salt  is  added  when  the  mixture  is  first  put  through  the  sieve. 

Brushes.-For  small  areas  Nos.  one,  two,  three  and  four  ox  hair 
writers'  or  sable  brushes  which  have  had  the  outer  bristles  cut  away 
are  excellent.  A  No.  five  and  a  No.  three  sable  water  color  brush  cut  to  half 
the  size  at  the  ferrule  make  very  useful  tools.  Do  not  cut  the  points  of 
the  brushes. 
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Application,  or  Glazing  Process. — It  is  assumed  that  the  design  is 
broken  up  into  average  areas  of  one  square  inch  or  thereabouts,  and  that 
each  area  is  entirely  surrounded  by  an  outline,  either  raised,  flat,  or 
sunken.  Some  glazes  may  be  juxtaposed  without  any  outline,  but  it  is 
advisable  not  to  attempt  this  without  considerable  experience  with  the 
glazes  being  used. 

The  glaze  is  poured  into  a  small  crock,  and  the  brush  moistened  just 
enough  to  allow  it  to  be  damp  and  springy.  It  is  then  dipped  into  the 
glaze  at  the  point,  and  allowed  to  take  up  just  enough  glaze  for  a  globule 
large  enough  to  drop  off  the  end  of  the  brush.  The  brush  should  not  be 
dipped  entirely,  or  stirred  into  the  glaze.  The  glaze  is  really  picked  up 
by  the  end  of  the  bristles  of  the  brush.     The  process  is  about  as  follows: 

1.  The  brush  is  dipped  into  water  and  wiped  over  a  damp  flat  sponge 
to  take  out  surplus  water. 

2.  The  brush  is  pointed  into  the  glaze  two  or  three  times  until  it  has 
picked  up  a  fair  size  globule  of  glaze. 

3.  This  globule  is  immediately  applied  to  the  surface  and  the  process 
repeated  before  the  first  application  becomes  dry.  The  entire  applied 
area  should  still  be  moist  by  the  time  the  surface  is  covered.  If  one 
portion  begins  to  dry  before  the  wash  is  completed,  there  is  not  enough 
gum  in  the  glaze,  or  the  consistency  is  too  thin.  An  average  consistency 
for  a  porous  body  would  test  out  at  1S00  with  a  heavy  liquid  hydrometer. 

If  a  vitrified  body  is  being  decorated,  two  or  three  coats  of  glaze  may 
be  necessary,  each  coat  being  allowed  to  become  fairly  dry,  or  quite  dry 
before  a  further  coat  is  applied. 

This  process  like  the  various  other  decorative  methods  is  rather  diffi- 
cult to  describe  intelligibly  without  illustration  or  demonstration.  There 
are  various  points  in  regard  to  technique  which  are  adaptable  to  individ- 
ual or  personal  treatments,  but  there  are  certain  practical  essentials 
which  must  be  recognized.  In  the  order  of  the  process,  these  essentials 
are: 

First :     A  clear  outline  of  some  character. 

Second :  The  correct  consistency  for  the  glaze. 

Third:  Brushes  as  described.  It  may  be  noted  that  the  ox  hair 
writers'  and  the  cut  sable  brushes  are  rather  difficult  to  manipulate  at 
first,  and  the  decorator  may  try  to  use  the  ordinary  water  color  brush, 
or  a  brush  of  larger  type.  But  the  colors  are  floated  and  not  painted 
or  brushed  over  the  surface.  The  brushes  specified  are  suggested  be- 
cause they  have  been  found  suitable  after  many  experiments  with 
various  types. 

Fourth:  The  correct  thickness  of  the  coat  of  glaze.  When  a  flat 
surface  is  being  decorated  there  is  little  danger  of  the  glazes  running 
or  flowing,  but  when  a  vase  or  upright  surface  is  being  glazed  there  is 
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bound  to  be  some  movement  of  the  surface  if  the  glaze  is  applied  too 
heavily.  After  some  experience,  the  decorator  can  allow  for  a  certain 
flow.  The  upper  portion  of  the  applied  area  may  be  a  little  heavier 
than  the  lower  portion.  This  slight  variation  in  the  thickness  of  the  coat 
will  be  adjusted  by  the  movement  of  the  glaze  during-firing. 

Fifth :  Care  not  to  over-fire. 

Remarks. — In  general,  this  process  is  more  suitable  for  individual 
work  than  for  regular  factory  production.  Except  where  the  designs 
are  simple  and  consisting  of  not  more  than  two  or  three  colors,  the  proc- 
ess is  rather  intricate  and  laborious.  But  very  beautiful  effects  are 
possible,  and  it  is  an  invaluable  process  for  the  studio  potter,  and  for 
high-class  commercial  art  work.  As  is  the  case  with  most  of  the  decora- 
tive processes,  important '  work  should  not  be  attempted  until  trials 
and  tests  have  been  made  in  connection  with  bodies,  glazes,  outlines* 
technique  and  firing  conditions. 


RELATION  OF  COMPOSITION  TO  THERMAL  SHOCK  IN  STEEL 

ENAMELS1 

By  B.  T.  Sweeny 

Testing  enameled  ware  for  resistance  to  sudden  changes  in  temperature 
is  rather  a  broad  field,  and  has  been  well  covered  by  a  number  of  investi- 
gators of  this  subject.  The  writer's  purpose  is  not  to  present  a  new  test 
nor  to  draw  any  very  definite  conclusions,  but  I  should  like  to  bring  to  the 
attention  of  the  people  interested  the  results  of  some  of  our  experimental 
work  with  a  few  different  compositions  when  subjected  to  sharp  temper- 
ature changes. 

Any  study  of  the  resistance  of  ware  to  thermal  shock  must  take  into 
consideration  the  ground  coat  as  well  as  the  finish  coat  and  the  relation  of 
their  physical  properties  to  one  another.  A  good  ground  well  burned  in  is 
very  difficult  to  separate  from  the  steel,  the  adhesion  of  the  enamel  to  metal 
being  well  above  the  strength  of  ground  coat  glass  itself,  as  is  evidenced 
by  the  knocking  off  of  any  good  ground  where  a  coat  of  glass  remains 
clinging  to  the  steel.  It  seems  probable,  therefore,  that  failure  due  to  sud- 
den change  in  temperature  is  caused  by  separation  of  the  finish  enamel 
from  ground,  or  failure  of  one  glass  or  the  other  to  withstand  the  stresses 
set  up  by  the  sudden  temperature  change.  Under  these  conditions  the 
elasticity  and  tensile  strength  of  the  glasses  play  an  important  part  and 
should  be  as  high  as  possible  for  best  results. 

The  stress  set  up  in  a  piece  of  enameled  ware  by  a  sudden  change  in 
temperature  can  only  be  due  to  differences  in  the  rate  of  expansion  or 
contraction  of  the  steel  and  enamels,  and  is,  therefore,  the  primary  cause 
of  failure.  It  must  be  borne  in  mind  that  in  suddenly  cooling  a  hot  piece 
of  ware,  especially  what  is  known  as  three  coat,  a  very  appreciable  lag  in 
temperature  drop  is  experienced  between  enamel  and  steel,  as  when  the 
piece  is  plunged  in  cold  water.  In  this  case  the  enamel  on  the  outer 
surface  is  instantly  chilled  and  contracts,  but  due  to  the  poor  heat  conduc- 
tivity of  the  enamel  itself,  the  outer  layer  of  enamel  may  be  at  the  water 
temperature,  while  the  steel  and  first  coat  are  still  very  hot.  The  stress 
set  up  under  this  condition  is  often  sufficient  to  exceed  the  strength  of  the 
glass,  and  spalling,  and  chipping  will  result.  From  the  above  consider- 
ations, therefore,  it  seems  quite  probable  that  even  though  the  coefficients 
of  expansion  of  enamels  and  steel  were  exactly  the  same,  failure  might  still 
result  if  the  enamels  were  applied  in  a  rather  heavy  coat,  the  latter  having 
been  well  borne  out  by  the  practical  experience  of  the  enamel  industry,  the 
work  of  Shaw  and  others  who  have  found  resistance  to  thermal  shook 
greatest  when  the  enamels  are  applied  in  thin  coats. 

Again  considering  the  coefficients  of  enamels  and  steel,  it  would  seem 
1  Road  before  the  Enamels  Division.  St.  Louis  meeting,  Feb.  28,  L922. 
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that  if  the  coefficient  of  the  finish  enamel  was  lower  than  that  of  the  steel 
and  first  coat,  the  stress  set  for  any  given  temperature  change  should  be 
smaller,  and  the  probability  of  failure  decreased.  Further,  since  the  ad- 
hesion of  ground  to  steel  as  mentioned  is  very  much  above  the  tensile 
strength  of  the  glass  itself,  it  would  seem  logical  to  increase  the  coefficient 
of  expansion  of  the  ground  coat  as  much  as  possible,  in  order  to  have  as 
much  contraction  as  possible  over  the  temperature  interval  occasioned  by 
the  loss  of  heat  through  the  cover  enamel  when  the  piece  is  immersed  in 
the  cooling  medium.  Under  these  conditions,  cover  enamel  and  first  coat 
should  contract  at  a  rate  more  nearly  coincident  and  the  stress  set  up  by 
any  sudden  temperature  change  be  decreased,  and,  other  limiting  factors 
not  interfering,  it  should  be  possible  to  develop  enamels  so  adapted  to 
one  another  that  the  resistance  of  the  ware  to  thermal  shock  could  be 
materially  increased. 

With  the  above  points  in  mind,  two  first  coats  were  made  up  of  the 
following  composition  and  coated  with  the  white  enamel  formula  given. 
The  compositions  used  were  as  follows: 

No.  1  First  Coat  Melted  Weights 

Feldspar  34 . 6 

B2Oj  13.85 

Na20  15.50 

Fluorspar  7 . 5 

SiO,  25.4 

Mn02  2.0 

XiO  •  5 

CoO  42 

Cubical  Coeff.  318  x  10  ~7 

No.  2  First  Coat  Melted  Weights 

Feldspar  oo 

B203  5 

Kryolith  12 

Na20  10 

Fluorspar  7 . 5 

BaO  10 

CoO  -5 

Cubical  Coeff.  432  x  10~7 

White  Enamel  Melted  Weights 

Feldspar  22.2 

B203  9.8 

Na20  8.23 

Kryolith  18.00 

Fluorspar  7 .  86 

Zinc  Oxide  2.00 

Si02  31.90 

Cubical  Coeff.  334  x  10  ~7 
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This  white  enamel  used  on  No.  1  first  coat  produces  a  ware  of  about 
the  average  resistance  to  temperature  change.  A  piece  of  this  ware  placed 
over  a  Bunsen  burner,  heated  to  red  heat  and  quenched  with  water  will 
spall  off  in  one  or  two  trials.  The  same  white  enamel  applied  to  the  No.  2 
first  coat  and  tested  as  above  will  withstand  the  test  five  or  six  times  re- 
peated without  chipping  or  spalling  off. 

Since  the  only  known  difference  in  the  trials  tested  was  in  the  ground 
coat  used,  the  increased  resistance  to  thermal  shock  is  probably  due  to 
the  higher  coefficient  of  expansion  of  the  No.  2  ground. 

We  are  continuing  our  work  on  this  phase  of  the  problem  and  hope  to 
present  further  data  at  a  future  date.  The  writer  draws  no  conclusions 
and  makes  no  recommendations  but  presents  the  data  for  what  they  may 
be  worth  to  those  interested,  as  the  results  so  far  secured  seem  favorable. 

Ceramic  Laboratories 
Coonley  Manufacturing  Co. 
Cicero,  Illinois 


CORRECTION 

This  Jour.,  5,  209  (1922). 

In  the  Abstract  for  "The  Testing  of  Silica  Brick"  by  K.  H.  Endell 
Line  2,  read    hollow  carbon  rod"  for  "hollow  carborundum  rod." 
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ORIGINAL  PAPERS 

DATA  ON  THE  OPERATION  OF  A  CONTINUOUS  TUNNEL  KILN 
AT  THE  PLANT  OF  THE  A.  C.  SPARK  PLUG  COMPANY1 

By  Samuel  J.  McDowell  and  Perry  D.  Helser 
ABSTRACT 

This  kiln  has  total  length  of  75  feet  and  interior  width  of  2  feet  8  inches.  Design 
is  based  upon  the  idea  of  firing  small  thin  mass  at  a  rapid  rate,  only  12  hours  being  re- 
quired for  the  burning  operation.  The  ware,  spark  plug  porcelain  insulators,  is  passed 
through  in  a  single,  unprotected,  horizontal  tier,  being  subjected  to  direct  fire.  The  kiln 
is  operated  at  cone  18  half  down.  City  gas  is  used,  with  burner  equipment  which  is  a 
modified  form  of  Surface  Combustion. 

The  initial  cost  is  low.  The  kiln  is  of  simple  construction,  permitting  rapid  heating 
and  cooling.  Output  depends  upon  ability  of  individual  pieces  of  ware  to  safely  absorb 
heat  necessary  for  their  vitrification.     The  process  is  patented. 

Introduction 

The  data  given  in  this  paper  has  been  obtained  from  tests  and  observa- 
tions on  the  tunnel  kiln  installed  at  the  plant  of  the  A.  C.  Spark  Plug  Co., 
Flint,  Michigan.  It  covers  a  period  of  over  two  years'  successful  operation, 
first  at  cone  16  and  later  at  cone  18. 

This  kiln  is  used  for  firing  spark  plug  porcelain  insulators.  It  is  probably 
unique  for  several  reasons: 

1.  The  kiln  proper  is  but  60  feet  long,  with  an  additional  wind  tunnel 
of  15  feet,  making  a  total  length  of  75  feet.  The  interior  width  is  2  feet 
8  inches. 

2.  A  high  temperature  is  obtained  for  a  kiln  of  such  length. 

3.  The  kiln  is  open  or  direct  fired. 

'White  Wares  Division,  St.  Louis  Meeting,  Feb.  28,  1022. 
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4.  The  ware  is  passed  through  in  a  single  horizontal  tier  subjected  to 
direct  fire,  that  is,  not  protected  by  saggers. 

5.  The  ware  is  advanced  continuously,  in  contrast  to  the  type  in  which 
the  ware  progresses  more  or  less  intermittently. 

6.  The  construction  is  simple.  The  cost  of  installation  is,  therefore, 
comparatively  low.  This  simple  construction  allows  the  kiln  to  be  brought 
to  a  maximum  temperature  in  a  minimum  length  of  time  without  detri- 
mental effects  to  the  structure. 

7.  It  is  possible  to  closely  control  the  composition  of  the  kiln  atmosphere, 
maintaining  either  oxidizing  or  reducing  conditions. 

8.  The  kiln,  throughout  its  length,  is  supported  on  concrete  arch  con- 
struction. This  permits  access  to  the  space  under  the  cars  at  all  times.  It 
also  prevents  possible  overheating  of  the  steel  framework  of  the  cars. 

Description   of  Kiln 

Preheating  Zone.— The  preheating  zone  is  lined  entirely  with  high 
grade  fire  brick.  The  walls  are  built  of  fire-brick  and  Nonpareil  insulating 
brick.  The  arch  is  built  of  a  double  rowlock  of  fire-brick  with  a  covering  of 
insulation  brick. 

Drop  arches  of  fire-clay  shapes  act  as  baffles  to  force  the  hot  combustion 
gases  down  around  the  ware  as  the  preheating  progresses. 

Hot  Zone. — The  hot  zone  walls  are  built  of  silicon  carbide  brick, 
high  grade  fire  brick,  and  Nonpareil  insulating  brick.  The  arch  is  similarly 
built  of  carborundum  brick,  high  grade  fire  brick  and  insulating  brick. 

There  are  nine  burner  openings  in  each  side.  The  burner  orifices  open 
into  the  kiln  slightly  above  the  level  of  the  ware  and  at  such  an  angle  as  to 
allow  the  flame  to  impinge  upon  the  arch. 

At  the  end  of  the  hot  zone  is  a  soaking  or  retarding  zone  of  similar  side 
wall  construction,  but  with  hollow  arch  construction  of  carborundum 
blocks  filled  with  Kieselguhr.  These  blocks  form  a  drop  arch  immediately 
over  the  ware  to  prevent  the  hot  gases  from  escaping  toward  the  cooling 
end  of  the  kiln. 

Cooling  Zone. — The  cooling  zone  is  composed  of  three  sub  zones: 

(1)  Muffle  Cooling.- — The  top  of  the  muffle  cooling  zone  is  built  of  fire- 
clay shapes  and  corundum  slabs,  so  arranged  as  to  give  a  continuous  air 
duct  leading  back  and  forth  over  the  ware  from  an  opening  in  the  cool 
end  of  this  sub  zone  to  a  stack  in  the  hot  end,  where  the  hot  air  escapes. 

(2)  Water  Cooling. — The  walls  and  arch  of  the  water  cooling  zone  are 
built  of  second  grade  fire  brick.  Coils  are  placed  immediately  above  the 
ware  and  water  passes  through  them  continuously. 

(3)  Direct  Air  Cooling. — This  was  not  a  part  of  the  kiln  as  originally 
designed.     However,  the  cars  and  ware  came  out  too  hot  to  comfortably 
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handle  and  a  wind  tunnel  of  15  feet  was  added.  The  walls  are  built  of 
brick  and  the  top  is  constructed  of  sheet  metal. 

An  air  duct  leads  from  a  fan  to  two  openings  through  the  sheet  metal 
top  of  the  wind  tunnel  and  near  the  exit  end  of  the  kiln.  The  air  from  this 
fan  is  prevented  from  entering  the  kiln  proper  by  a  flap  which  brushes  on 
top  of  the  ware. 

A  sand  trough  runs  the  entire  length  of  the  kiln  on  either  side.  It  is 
built  of  angle  iron  and  is  bolted  to  the  concrete  through  slotted  holes  to 
allow  expansion. 

Pusher.— The  pushing  mechanism  consists  of  an  endless  chain  extend- 
ing six  feet  into  the  kiln  under  the  center  of  the  cars.  The  chain  carries 
dogs  four  feet  apart.  Each  of  these  dogs  in  turn  engages  the  rear  axle  of 
the  last  car  and  pushes  forward  the  entire  train.  The  chain  is  propelled 
through  various  speed  reducing  mechanisms  by  a  continuously  operating 
3  H.P.  motor.  The  power  actually  required  is  1  H.P.  The  speed  reduc- 
ing mechanism  is  so  arranged  as  to  permit  control  of  the  rate  of  travel 
through  the  kiln.  This  rate  may  be  varied  from  a  minimum  of  five  hours 
to  a  maximum  of  thirty  hours  elapsed  time  for  travel  through  the  kiln. 

Burner  Equipment. — The  burner  equipment  used  is  a  modified  appli- 
cation of  the  Surface  Combustion  low  pressure  system.  In  this  system  the 
air  is  supplied  by  a  Root's  positive  pressure  blower.  The  gas  is  reduced  to 
atmospheric  pressure  by  means  of  a  regulator.  The  air  and  gas  are  then 
automatically  mixed  in  any  desired  proportion.  This  explosive  mixture 
is  forced  through  the  burner  orifices  and  impinged  upon  the  arch  of  the  kiln. 

Fuel. — The  fuel  used  is  artificial  city  gas.  This  is  a  mixture  of  coal  gas 
and  water  gas  enriched  with  oil  to  insure  a  product  having  a  heating  value 
of  approximately  550  B.t.u.  per  cubic  foot. 

Burner  equipment  is  on  hand  for  the  application  of  fuel  oil,  the  possi- 
bilities of  which  we  plan  to  thoroughly  investigate. 

Pyrometer  Equipment. — The  pyrometer  equipment  consists  of  two 
base  metal  couples  in  the  preheating  zone,  three  in  the  cooling  zone,  and 
three  platinum  couples  in  the  hot  zone.  These  couples  are  connected  to  an 
indicating  pyrometer  which  is  read  and  recorded  every  thirty  minutes. 

Figure  1  shows  a  car  of  ware  entering  the  kiln. 

Cars. — The  cars  are  4  feet  in  length  and  2  feet  G  inches  in  width. 
Steel  aprons  attached  to  either  side  of  the  cars  drag  through  the  sand  in  the 
sand-seal  trough  and  prevent  the  hot  gases  from  coming  into  contact  with 
the  wheels  and  rails. 

Refractory  blocks  are  placed  along  the  edges  of  the  steel  car  frame,  while 
in  the  center  insulating  brick  are  used.  Additional  refractory  blocks  cover 
the  entire  car. 

The  trays  are  15"  x  16"  x  2"  outside  dimensions  and  are  approximately 
1"  thick.     They  are  composed  of  fire-clays  and  grog  and  are  formed  on  a 


270 


MCDOWELL  AND  HELSER — DATA  ON  THE 


sagger  press.     The  life  of  the  trays  is  lengthened  because  of  the  fact  that 
they  carry  only  the  weight  of  the  ware  in  them. 

In  the  event  of  firing  ceramic  ware  of  sufficient  base  area  to  stand  un- 
supported, the  trays  might  be  dispensed  with  and  the  ware  placed  directly 
upon  the  car,  thus  eliminating  the  use  of  saggers  or  the  like. 


Fig.  1. 

Ware. — The  ware  consists  of  one-fire,  glazed  porcelain  spark  plug  in- 
sulators approximately  2l/2"  in  length  by  */A"  in  diameter.  They  are  placed 
in  the  trays  with  unglazed  shoulders  touching. 

Standard  Conditions  of  Operation. — -The  kiln  was  put  into  operation  in 
November,  1919,  at  a  temperature  of  cone  16  touch.  Later  a  change  in 
body  composition  necessitated  a  temperature  of  cone  18  half  down,  and 
since  that  time  the  kiln  has  been  operated  at  this  latter  temperature. 
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The  kiln  is  operated  on  a  twelve-hour  schedule,  that  is,  twelve  hours  are 
required  for  a  car  to  pass  from  the  entrance  to  the  end  of  the  kiln  proper 
(60  feet) ,  at  which  location  access  is  gained  to  the  ware.  This  speed  means 
that  the  car  advances  through  the  kiln  at  the  rate  of  one  inch  per  minute. 

Figure  2  shows  a  car  of  ware  emerging  from  the  wind  tunnel. 


Fig.  2. 
Figure  3  shows  the  temperature  curve  throughout  the  length  of  the  kiln. 
These  temperatures  were  obtained  by  means  of  a  thermo-couple  projecting 
up  through  the  bottom  of  a  car  to  the  level  of  the  ware.  This  car  was 
passed  through  the  kiln  in  the  usual  manner  to  a  maximum  temperature 
of  cone  18  half  down.  Temperatures  were  recorded  every  twelve  minutes, 
or  every  foot  of  travel.  This  curve,  therefore,  shows  the  actual  continuous 
heat  change  to  which  a  piece  of  ware  is  subjected. 
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Cones  show  practically  no  varia- 
tion from  side  to  side  of  the  car  top. 
Cones  17  and  18  are  placed  on  cars 
where  they  may  be  seen  from  the 
entrance  opening  of  the  kiln  in  order 
to  serve  as  a  check  on  firing.  The 
operator  watches  the  cones  as  closely 
as  he  does  the  pyrometer. 

The  burner  equipment  is  adjusted 
to  maintain  a  desirable  kiln  atmos- 
phere. The  combustion  gases  pass 
over  and  around  the  ware  as  it 
advances  through  the  preheating 
zone  and  are  finally  carried  off  by 
a  stack  at  the  entrance  of  the  kiln. 
Xo  serious  attempt  has  been  made 
to  utilize  the  waste  heat. 

The  temperature  of  the  gases  in 
the  stack  is  approximately  100  °C, 
the  gases  being  diluted  with  air  from 
the  entrance  of  the  kiln,  which  ac- 
counts for  their  low  exit  temper- 
ature. 

The  absence  of  a  complicated 
construction  in  the  kiln  permits  a 
more  rapid  elevation  of  the  temper- 
ature upon  lighting  than  is  usually 
the  case  with  tunnel  kilns.  Approxi- 
mately 36  hours  elapse  from  the 
time  of  lighting  until  the  ware  is 
started  in. 

The  idea  in  designing  a  continuous 
tunnel  kiln  of  such  small  dimensions 
was  based  upon  firing  a  small  mass 
at  a  rapid  rate.  Attempts  have 
been  made  to  fire  comparatively 
large  masses  of  ware  at  a  rapid  rate, 
but  with  disastrous  results. 

The  benefits  of  this  kiln  are 
limited  to  the  firing  of  ceramic  wares 
composed  of  such  materials  and  of 
such  dimensions  or  so  grouped  as  to 
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be  capable  of  absorbing  sufficient  heat  to  produce  vitrification  in  a 
comparatively  short  length  of  time. 

It  is  a  very  desirable  type  of  kiln  in  which  to  fire  bodies  containing  those 
synthetic  fluxes,  which  are  susceptible  to  objectionable  crystalline  growths 
unless  properly  cooled. 

The  flexibility  of  control  of  the  kiln  atmosphere  enables  the  maintenance 
of  oxidizing,  neutral  or  reducing  conditions  as  the  ware  may  demand. 

This  kiln  was  originally  built  more  or  less  as  an  experimental  unit, 
but  its  operation  was  so  successful  that  it  has  been  used  in  production  al- 
most continuously  since  its  installation. 

With  gas  at  87  cents  per  thousand  cubic  feet,  the  cost  of  the  burning 
operation  is  slightly  less  than  the  cost  of  burning  in  coal  fired  periodic  kilns. 
And  greater  uniformity  of  product  is  obtained  due  to  uniform  heat  treat- 
ment. 

A  new  kiln  of  similar  design  has  been  constructed  and  has  just  recently 
been  put  into  operation.  This  kiln  is  87  feet  in  length  and  has  an  interior 
width  of  5  feet  2  inches,  or  twice  the  width  of  the  original  kiln.  Uniform 
temperatures  are  also  obtained  over  this  greater  width.  This  kiln  only 
requires  approximately  one-third  more  fuel  to  operate  than  the  original 
kiln  and  yet  has  more  than  twice  the  capacity. 

Protection  on  both  design  and  process  has  been  allowed  by  the  U.  S. 
Patent  Office. 

In  conclusion,  the  writers  wish  to  express  their  appreciation  to  Mr. 
Taine  G.  McDougal  for  his  assistance  in  the  preparation  of  this  paper. 

Discussions 

By  C.  B.  Harrop: — For  the  firing  of  a  shallow  layer  of  small  size  ware, 
made  from  a  body  mix  that  will  stand  rapid  heating  and  cooling,  the 
above-described  kiln  is  undoubtedly  a  real  success.  However,  for  capac- 
ities such  as  are  being  secured  from  some  of  the  other  tunnel  kilns 
firing  sanitary  ware,  general  ware  and  electric  porcelain,  this  type  of  kiln 
would  undoubtedly  be  out  of  the  question. 

The  writer  has  been  much  interested  in  this  kiln  and  in  reports  that  have 
filtered  in  concerning  it,  ever  since  it  was  put  into  operation,  although  for 
some  reason  the  construction  and  operation  of  the  kiln  have  always  been 
kept  close  secrets  by  the  owners. 

The  surface  combustion  firing  equipment  is  probably  responsible  to  a  large 
extent  for  the  success  of  the  kiln.  Any  other  system  of  fuel  application 
would  undoubtedly  result  in  so  much  greater  volumes  of  combustion  gases 
that  the  temperature  at  the  charging  end  of  the  kiln  would  be  excessive 
and  serious  damage  would  occur  to  the  entering  ware.  The  surface  com- 
bustion principle  of  firing  gives  an  intense  temperature  in  a  restricted  space 
which  is  absolutely  necessary  in  a  kiln  of  this  length. 
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If  the  authors  had  given  more  real  operating  data  their  paper  would  be 
of  far  greater  practical  value.     It  would  be  very  interesting  to  know : 

(a)  Tonnage  or  number  of  pieces  fired  per  24  hours. 

(b)  Cubic  feet  of  gas  required  per  24  hours. 

(c)  Total  power  required  to  operate  kiln. 

(d)  Labor  required  to  operate  kiln. 

(e)  Cost  of  repairs — average  over  a  long  period. 
(/)  Approximate  total  cost  of  kiln. 

By  A.  W.  Buckingham: — The  following  discussion  consists  mainly  of 
questions  on  points  which  should  be  emphasized  in  view  of  the  fact  that 
this  kiln  differs  in  a  number  of  respects  from  the  other  makes. 

Two  features  of  this  kiln  illustrate  a  tendency  in  present  day  kiln  con- 
struction which  make  for  better  control:  First,  the  cross-section  of  this 
kiln  is  as  small  as  possible,  consistent  with  the  production  required. 

Second,  the  large  number  of  burners  in  the  firing  zone  undoubtedly 
permits  considerable  flexibility  in  "soaking"  time. 

Other  points  have  occurred  in  reading  this  paper  which  we  believe  the 
author  should  have  brought  out: 

1.  What  is  the  approximate  cost  of  the  different  kilns? 

2.  It  is  natural  to  suppose  that  heating  up  and  cooling  down  a  tunnel 
kiln  would  cause  more  or  less  wear  and  tear  on  the  structure.  The  author 
states  that  after  two  years  of  operation  there  has  been  very  little  damage  to 
the  kiln  on  account  of  this  intermittent  operation.  To  what  particular 
features  of  the  construction  or  operation  does  he  attribute  this? 

3.  The  width  of  the  kiln  is  given  in  the  paper  but  not  the  height  of  the 
crown  of  the  arch  above  the  deck  of  the  kiln  car.  It  would  be  interesting 
to  know  how  much  air  space  there  is  above  the  material  being  fired. 

4.  Drop  arches  in  the  preheating  zone  should  serve  as  an  effective  baffle 
provided  they  extend  down  fairly  close  to  the  deck  of  the  kiln  car.  How 
much  below  the  crown  of  the  main  arch  do  these  baffles  extend  ? 

5.  [Manufacturers  of  this  grade  of  ware  would  be  interested  in  learning 
what  the  unit  fuel  consumption  is,  that  is,  cubic  feet  of  gas  per  ton  of  ware, 
etc. 

6.  The  method  of  taking  temperature  for  the  full  length  of  the  kiln  at 
12  minute  periods  is  a  novel  one  and  certainly  should  be  very  accurate. 
Does  the  author  suggest  this  as  being  a  practical  method  of  taking  tempera- 
tures at  frequent  intervals  throughout  the  day? 

7.  The  second  installation  is  described  as  being  about  twice  the  width  of 
the  smaller  one.  What  is  the  total  burning  time  in  the  longer  kiln  as  com- 
pared to  the  12  hours  for  the  first  installation? 

By  A.  F.  Greaves- Walker  : — The  kiln  described  is  what  would  be 
termed  a  "Sport"  in  botany.     It  will  do  excellent  work  on  such  wares  as 
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spark  plug  porcelains  which  are  very  small  or  on  wares  of  thin  section,  or  it 
could  be  used  for  decorating  on  some  classes  of  ware. 

It  is  an  unqualified  success;  is  cheap  to  construct  and  easy  and  cheap  to 
operate.     Furthermore,  it  is  the  ultimate  in  quick  results. 

It  is  out  of  the  question,  of  course,  to  consider  the  use  of  this  type  of  kiln 
for  the  vast  bulk  of  ceramic  products.  The  further  development  of  its 
limited  use  is  a  question  of  the  future. 


COMPARATIVE  TESTS  OF  AMERICAN  AND  FOREIGN  TABLE- 
WARE1 

By  H.  H.  Sortwell2 
ABSTRACT 
The  absorptions,  porosities,  and  bulk  specific  gravities  are  given.  It  was  found 
that  the  American  wares  were  superior  to  the  English,  French,  German,  and  Japanese 
wares  tested  in  resistance  to  either  crazing  or  sudden  temperature  changes.  The 
American  hotel  wares  withstood  much  greater  impact  than  the  imported  hotel  wares, 
and  the  domestic  earthenware  and  china  for  household  use  was  superior  to  the  foreign 
chinas  tested,  which  were  brittle.  The  resistance  of  hotel  wares  to  chipping  at  the  edge 
appeared  to  depend  more  on  the  design  of  the  edge  and  the  angle  of  inclination  of  the 
rim,  than  on  the  inherent  properties  of  the  bodies.  All  of  the  glazes  were  found  to  be 
unaffected  by  boiling  in  alkaline  solutions  for  a  period  of  twenty-five  hours. 

Introduction 

In  connection  with  the  devising  of  specifications  to  be  used  by  the 
various  government  purchasing  agencies  in  the  selection  of  tableware, 
the  Bureau  of  Standards  has  made  a  number  of  tests  on  a  large  variety 
of  wares. 

The  devising  of  specifications  of  quality  involves  two  problems:  first, 
the  study  of  various  tests  to  develop  simple,  practical  methods  which  will 
give  a  criterion  of  the  service  to  be  expected  from  the  wares  tested;  and 
second,  the  study  of  a  large  number  of  wares  by  these  tests  to  determine 
limits  of  quality  which  will  serve  as  an  aid  to  the  purchasing  agent  in 
making  his  selections,  and  at  the  same  time  be  fair  to  the  potter  and  protect 
him  from  unreasonable  demands. 

This  paper  consists  of  an  exposition  of  the  tests  studied,  and  a  presenta- 
tion of  the  data  obtained  by  conducting  them  on  a  large  variety  of  wares. 
For  the  purpose  of  comparison,  representative  French,  German,  English, 
and  Japanese  products  which  in  ordinary  times  have  been  imported  in  large 
quantities,  were  included.  Some  of  the  wares  were  acquired  by  purchase, 
some  were  contributed  by  potters,  and  a  number  were  obtained  from  a  sup- 
ply depot  of  the  United  States  Public  Health  Service.  The  data  resulting 
from  the  preliminary  work  to  the  present  time  refer  to  absorption,  porosity, 
and  bulk  specific  gravity,  resistance  to  crazing  and  sudden  temperature 
change,  resistance  to  impact,  resistance  to  chipping,  and  resistance  to 
alkaline  solutions. 

Due  to  the  limited  number  of  samples  tested  these  results  can  not  be 
taken  as  an  accurate  criterion  of  the  continuous  output  of  the  various 
potteries,  but  they  are  such  results  as  would  be  obtained  in  testing  lots  of 
ware  for  purchase  by  specification,  and  they  show  the  distinct  differences  in 
the  different  types  of  ware  tested. 

1  Published  by  permission  of  the  Director,  Bureau  of  Standards. 

2  Received  April  1,  1922. 
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Absorption,   Porosity  and   Bulk   Specific   Gravity 

In  determining  absorption,  porosity,  and  bulk  specific  gravity  boiling 
the  pieces  in  water  one  hour  followed  by  a  soaking  period  was  considered 
a  sufficiently  accurate  means  of  saturation  for  the  practical,  comparative 
test  desired.  About  forty  grams  of  pieces  approximately  one  inch  square 
broken  from  the  centers  of  plates  were  used  in  each  determination.  After 
drying  at  110°C  the  pieces  were  weighed,  boiled  in  water  one  hour,  and 
allowed  to  remain  in  the  water  eighteen  hours  after  the  boiling.  By  this 
procedure  the  pieces  were  boiled  on  one  day  from  three  to  four  P.M.  and  the 
following  morning  at  ten  A.M.  were  weighed  suspended  in  water,  after 
which  they  were  wiped  off  with  a  damp  cloth  and  weighed  again. 

The  computations  were  made  by  means  of  the  following  formulas : 

W  -  D 
Per  cent  absorption  by  weight  =  100  X 


Per  cent  apparent  porosity  by  volume  =  100  X 
Bulk  specific  gravity  = 


D 

W-D 


W-S 
D 


W-S 

in  which  D  is  the  dry  weight,  5  the  weight  of  the  saturated  pieces  suspended 
in  water,  and  W  the  weight  of  the  pieces  saturated  with  water. 

The  results  given  in  Table  I  are  averages  for  six  plates  of  each  make,  and 
show  that  the  American  hotel  chinas  are  not  in  some  cases  fired  to  zero 
absorption.  One  ware,  No.  10,  had  an  absorption  of  1.4  per  cent.  Two 
of  the  American  hotel  wares  were  earthenware  as  shown  by  absorptions  of 
7.9  and  9.8  per  cent,  and  one,  No.  11,  was  about  half  way  between  the 
earthenware  and  vitreous  china  in  absorption. 

The  English  hotel  wares  were  not  vitrified,  the  absorptions  ranging  from 
2.7  per  cent  to  6.0  per  cent,  while  the  French  and  German  hotel  wares  were 
completely  vitrified  to  a  glassy  structure. 

The  American  earthenware,  commonly  called  semi-porcelain  or  semi- 
vitreous  china,  varied  in  absorption  from  7.4  per  cent  to  10.2  per  cent. 
The  one  domestic  vitrified  ware  for  household  use  included  in  the  work  was 
practically  the  same  as  the  hotel  ware  made  by  the  same  pottery.  All  of 
the  imported  china  for  household  use  was  completely  vitrified  and  of  glassy 
fracture. 

In  general  a  distinct  difference  was  noted  between  the  American  vitreous 
wares  on  the  one  hand  and  the  French,  German,  and  Japanese  wares  on  the 
other.  The  domestic  bodies  had  a  comparatively  granular  structure  indi- 
cating that  fusion  and  solution  had  not  progressed  as  far  toward  forming  a 
homogeneous  glass  as  in  the  imported  wares  which  were  all  of  a  glassv 
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Table  I 
Results  of  Absorption,  Porosity,  Bulk  Specific  Gravity,  Impact,  and  Chipping 

Determinations 


No 

Type  of  ware 

Ave. 
% 
abs. 

Ave. 
% 
por. 

Ave. 
bulk 
sp.  gr. 

Ave. 

impact 
energy 
ft.  lbs. 

Ave. 

thickness 
at  break 
in  inches 

Ave. 
impact 

energy 
to  chip 

ft.  lbs. 

1 

Hotel  ware,  rolled  edge 

0.0 

0.0 

2.36 

0.200 

0.213 

Q.400 

2 

Hotel  ware,  rolled  edge 

.0 

.0 

2.30 

.250 

.215 

.250 

3 

Hotel  ware,  rolled  edge 

.0 

.0 

2.30 

.300 

.212 

.250 

4 

Hotel  ware,  rolled  edge 

.2 

.4 

2.40 

.300 

.1114 

.275 

5 

Light  hotel  ware,  plain  edge 

.0 

.0 

2.40 

.175 

.190 

.125 

6 

Hotel  ware,  rolled  edge 

.6 

1.4 

2.38 

.275 

.  .334 

.350 

7 

Hotel  ware,  rolled  edge 

.8 

1.9 

2.38 

.275 

.187 

.275 

8 

Hotel  ware,  rolled  edge 

.3 

.  7 

2.38 

.200 

.  222 

.275 

8a 

Heavy  hotel  ware,  plain  edge 

.3 

.  7 

2.38 

.250 

.259 

.325 

9 

Hotel  ware,  rolled  edge 

.0 

.0 

2.30 

.150 

.172 

.125 

10 

Hotel  ware,  rolled  edge 

1.4 

3.2 

2.33 

.400 

.203 

.225 

11 

Hotel  ware,  rolled  edge 

4.8 

10.5 

2.16 

.225 

.246 

.125 

12 

Hotel  ware,  rolled  edge 

7.9 

16.2 

2.05 

.250 

.156 

.100 

13 

Heavy  hotel  ware,  plain  edge 

9.8 

19.9 

2.03 

.225 

.238 

.200 

14 

English  hotel  ware,  rolled  edge 

3.4 

7 . 7 

2.33 

.  150 

.215 

.300 

15 

English  hotel  ware,  rolled  edge 

6.0 

13.5 

2.23 

.150 

.193 

.225 

16 

English  hotel  ware,  rolled  edge 

2.7 

6.1 

2.23 

.125 

.190 

.200 

17 

English  hotel  ware,  rolled  edge 

5.1 

10.8 

2.13 

.175 

.157 

.150 

18     French  hotel  ware,  plain  edge 


.0 


.0       2.18 


.100 


194 


100 


19  German  hotel  ware,  rolled  edge  .0  .0       2.33  .125  .168  .375 

20  German  hotel  ware,  rolled  edge  .0  .0       2.35  .100  .214  125 


21  Household  ware,  semi-vitreous 

22  Household  ware,  semi-vitreous 

23  Household  ware,  semi-vitreous 

24  Household  ware,  semi- vitreous 

25  Household  ware,  semi-vitreous 

26  Household  ware,  semi-vitreous 

27  Household  ware,  semi-vitreous 

28  Household  ware,  semi-vitreous 

29  Household  ware,  vitreous 

30  Japanese  household  ware 

31  Japanese  household  ware 

32  French  household  ware 

33  French  household  ware 

34  German  household  ware 

35  German  household  ware 


8.0 

10.2 
7.4 
8.4 

7.9 
9.6 
8.7 
8.2 


17.1  2.01 
20.3  1.98 

15.2  2.05 
17.1  2.04 


16.2 
19.2 
17.5 
17.2 


2.06 
1.99 
2.03 
2.10 


.  0       2 . 32 


.175 
.175 
.175 
.200 

.200 
.200 

.175 
.175 

.225 


.155 
184 
162 
L45 

162 
182 
1.51 
159 

160 


0 

.0 

2.23 

.100 

.180 

0 

.0 

2.29 

.100 

.188 

0 

.0 

2.20 

.075 

.  122 

0 

.0 

2.25 

.150 

.134 

0 

.0 

2.38 

.150 

.150 

0 

.0 

2.35 

.150 

.110 
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nature  and  of  corresponding  translueency.  This  difference  in  body  struc- 
ture has  an  important  bearing  on  the  properties  of  the  wares  as  shown  by 
other  tests. 

The  vitrified  wares  varied  in  bulk  specific  gravity  from  2.20  to  2.40,  the 
American  earthenware  was  uniformly  about  2.00,  and  those  wares  lying 
between  the  two  in  absorption  and  porosity  had  intermediate  specific 
gravities. 

Crazing  Test 

In  the  selection  of  a  test  for  crazing  several  methods  which  have  been 
formerly  used  were  tried.  Repeated  transfer  of  ware  from  boiling  water  to 
ice  water  has  sometimes  been  used  for  such  a  test. l  Since  the  strains  which 
the  pieces  undergo  in  this  treatment  are  equaled  in  a  short  time  by  the  ware 
passing  through  the  modern  dishwashing  machines  this  test  is  not  severe 
enough  to  approximate  conditions  of  long  usage.  Many  vitreous  and  semi- 
vitreous  plates  were  passed  from  boiling  water  to  ice  water  and  vice  versa 
twenty-five  times  without  the  occurrence  of  any  crazing  whatever.  To  be 
valuable  in  differentiating  between  wares  in  regard  to  crazing  tendency 
this  treatment  would  have  to  be  repeated  such  a  large  number  of  times  as  to 
make  its  use  tedious  and  impractical. 

The  test  used  by  Ashley2  consisted  of  chipping  the  edges  of  plates  and 
boiling  them  eight  hours  in  a  saturated  solution  of  sodium  chloride,  after 
wThich  they  were  dried.  The  crazing  which  results  from  such  treatment  is 
caused  by  the  crystallization  of  the  salt  beneath  the  surface  of  the  glaze  in 
the  porous  body.  Since  the  amount  of  salt  crystallizing  determines  the 
strain  under  the  glaze  it  is  evident  that  while  this  test  gives  a  comparison 
of  glaze  fit  on  two  bodies  of  the  same  porosity  it  would  not  give  a  fair 
comparison  when  the  porosities  differ.  This  test  is  of  value  to  the  potter 
who  is  testing  plates  of  approximately  the  same  porosity  from  time  to 
time,  but  could  not  reasonably  be  used  to  compare  for  instance  a  semi- 
porcelain  of  eight  per  cent  absorption  and  a  vitrified  ware. 

A  crazing  test  for  tableware  based  on  quenching  the  ware  at  tempera- 
tures of  from  120°C  to  200  °C  in  water  at  room  temperature  was  studied  by 
Harkort.3  The  cause  of  crazing  in  such  a  test  is  primarily  the  difference 
in  coefficient  of  expansion  of  body  and  glaze,  and  corresponds  closely  to  the 
causes  of  crazing  of  ware  in  actual  use.  He  found  that  ware  which  would 
withstand  quenching  from  190°C  to  room  temperature  was  safe  from  craz- 
ing for  two  and  a  half  years,  the  extent  of  his  observations.  In  developing 
a  test  for  crazing  of  wall  tiles  Pence4  also  suggests  such  a  test,  he  having 

1  Stover,  Trans.  Amer.  Ceram.  Soc,  11,  89  (1909). 

2  Ashley,  Ibid.,  9,  59  (1907). 

3  Harkort,  Ibid.,  15,  368  (1913). 
*  Pence,  Ibid.,  18,  022  (1916). 
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found  that  quenching  from  163  °C  to  0  °C  was  a  reasonable  guarantee  against 
crazing  in  that  type  of  ware. 

After  preliminary  experimenting  at  different  temperatures  it  was  decided 
that  several  immersions  in  the  neighborhood  of  180  °C  would  give  a  reliable 
indication  of  freedom  from  crazing  in  use  including  a  margin  of  safety. 
Since  it  was  found  that  the  technical  staff1  of  one  of  the  larger  potteries 
had  reached  a  similar  conclusion,  the  test  adopted  consisted  in  quenching 
five  inch  plates  at  175  °C  in  tap  water  (15-20  °C)  ten  times.  Ware  which 
will  stand  this  treatment  without  crazing  may  be  safely  relied  on  to  stand 
Up  in  service.  Repeated  immersion  is  to  be  desired  in  preference  to  a  single 
immersion  at  a  higher  temperature  since  it  minimizes  variations  which 
might  enter  from  unequal  heating. 

Before  quenching  the  plates  were  heated  in  an  electric  furnace  from 
twenty  minutes  to  half  an  hour  to  insure  uniform  temperature  conditions 
as  indicated  by  a  thermometer  at  different  places  on  the  specimens.  After 
ten  immersions  at  175°,  the  plates  were  quenched  five  times  at  200°,  five 
times  at  225°,  and  five  times  at  250°.  Quenching  at  these  higher  tempera- 
tures is  a  very  severe  test,  far  more  rigorous  than  ordinary  service,  and  was 
conducted  simply  to  give  a  measure  of  the  margin  of  safety  present  in  the 
various  wares. 

The  results  given  in  Table  II  are  averages  on  several  five  inch  plates  of 
each  make,  the  number  depending  on  the  agreement  of  the  results  obtained. 
Variations  were  noted  in  different  pieces  of  some  brands  but  in  most  cases 
like  pieces  checked  within  one  or  two  immersions.  Owing  to  the  fact  that 
five  inch  plates  of  some  brands  were  not  available  not  all  of  the  wares  listed 
in  Table  I  could  be  included  in  this  test. 

It  was  found  that  most  of  the  vitreous  bodies  would  not  stand  the  sudden 
change  at  the  higher  temperatures  as  cracking  of  the  plates  would  result. 
Ability  to  withstand  moderate  temperature  changes  is  important  because 
those  wares  which  will  not  rupture  in  the  greater  thermal  shock  are  less 
apt  to  weaken  from  the  repeated  scalding  to  which  they  are  subjected  in  the 
dishwashing  machines.  Therefore,  in  addition  to  being  a  test  for  crazing, 
this  treatment  gives  a  measure  of  the  ability  of  the  wares  to  withstand 
sudden  temperature  changes. 

Of  the  six  brands  of  domestic  hotel  ware  tested  none  crazed  from  quench- 
ing at  175°.  One  ware  crazed  on  the  third  immersion  at  200°,  and  one  on 
the  second  at  225°.  One  brand  cracked  at  225°,  and  three  at  250°. 
Two  wares,  No.  1,  vitreous,  and  No.  11,  semi- vitreous,  stood  the  entire 
treatment  without  crazing  or  cracking. 

The  four  brands  of  English  hotel  ware  crazed  easily,  one  on  the  second 
quenching  at  175°,  two  on  the  third,  and  one  on  the  seventh,  and  conse- 
quently would  not  pass  specifications  based  on  this  test. 
1  Communication  from  A.  V.  Bleininger. 
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Although  no  crazing  developed  in  the  French  and  German  hotel  wares  in- 
cluded in  the  work  they  showed  a  greater  tendency  to  rupture  from  sudden 
temperature  change,  the  French  ware  failing  on  the  fifth  immersion  at  175°, 
one  German  product  on  the  third  at  200°  and  the  other  on  the  third  at  225°. 

Of  the  eight  semi-vitreous  household  wares  tested  only  one  failed  to 
stand  the  treatment  at  175°.  No.  23  crazed  consistently  on  the  third 
immersion.  Two  brands  crazed  on  the  second  and  third  quenchings  at 
200°,  two  at  225°,  and  one  at  250°.  Two  semi-porcelains  withstood  the 
entire  treatment  without  failure.  One  of  these,  No.  28,  was  made  wholly 
from  domestic  materials  and  gives  an  encouraging  indication  of  the  possi- 
bility of  their  greater  use. 

Two  interesting  deviations  from  ordinary  crazing  were  noted  in  some 
specimens  of  this  type  of  ware.  Some  plates  would  appear  to  be  crazed 
but  close  examination  would  show  that  the  fracture  was  at  the  point  where 
body  and  glaze  meet  and  did  not  reach  the  surface  to  produce  an  open 
crack.  After  a  short  time  these  marks  would  disappear  leaving  no  sign 
whatever  that  the  crazing  beneath  the  surface  had  occurred.  When  this 
phenomenon  appeared  it  was  usually  noticed  on  the  first  and  second  im- 
mersions before  normal  crazing  occurred. 

The  other  unusual  crazing  was  noted  only  at  the  highest  temperatures 
used.  When  some  specimens  were  taken  from  the  furnace  at  250°  craze 
marks  were  plainly  visible  but  on  quenching  the  piece  they  would  entirely 
disappear  and  could  not  be  located  by  washing  the  plate  with  red  ink. 
These  observations  would  indicate  that  in  this  case  the  coefficient  of  ex- 
pansion of  the  body  in  the  temperature  range  below  250  °G  was  greater 
than  that  of  the  glaze,  and  on  heating  to  250°  the  difference  in  expansion 
was  sufficient  to  cause  crazing.  When  the  ware  was  chilled  to  room 
temperature  the  glaze  came  together  again  so  that  no  crazing  of  practical 
importance  was  present. 

No  crazing  appeared  in  the  foreign  chinas  for  household  use  but  all  were 
susceptible  to  sudden  temperature  changes.  One  of  the  Japanese  wares 
cracked  on  the  seventh  quenching  at  175°  and  the  other  on  the  fourth  at 
200  °.  The  specimens  of  one  of  the  best  known  brands  of  French  china  were 
completely  shattered  on  the  first  immersion  at  175°,  while  the  other  French 
ware  cracked  on  the  tenth  immersion  at  the  same  temperature.  One  of  the 
German  products  cracked  on  the  fifth  treatment  at  175°  and  the  other  at 
the  fourth  at  200°. 

The  effect  of  the  structure  of  these  bodies  on  their  ability  to  withstand 
sudden  temperature  changes  is  clearly  evident,  the  porous  wares  with- 
standing quenching  at  250°  without  failure,  the  vitrified  but  still  granular 
American  bodies  not  failing  until  225°  or  250°  and  the  glassy  French, 
German,  and  Japanese  wares  failing  on  treatment  at  175°  and  200°,  one 
German  ware,  however,  not  failing  until  225  °. 
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A  summary  of  the  results  of  the  crazing  test  shows  that  the  domestic 
hotel  wares  included  in  the  work  were  safe  from  crazing  in  service,  and 
only  failed  from  sudden  temperature  change  at  the  highest  temperatures 
employed.  The  English  hotel  wares  crazed  comparatively  easily,  while  the 
French  and  German  wares  tested  did  not  craze  but  cracked  on  quenching 
at  175°,  200°  and  225°.  With  one  exception  the  domestic  semi-porcelains 
studied  did  not  craze  during  ten  quenchings  at  175°  but  crazed  at  the  higher 
temperatures,  two,  however,  withstanding  the  entire  treatment.  The 
French,  German,  and  Japanese  household  chinas  ruptured  on  immersion  at 
175°  and  200°. 

Impact  Tests 

For  the  impact  test  a  modification  of  the  pendulum  apparatus  devised 
by  Staley  and  Hromatko,1  shown  in  Fig.  1,  was  used.  The  steel  disc  "a" 
weighed  six  ounces  and  was  nine-six- 
teenths inches  thick  and  one  and 
three-quarters  inches  in  maximum 
diameter.  The  edge  was  rounded 
at  a  radius  of  five-eighths  inch. 
Into  it  was  soldered  the  stiff  wire 
arm  "b"  of  such  length  that  the 
distance  between  the  center  of  the 
disc  and  the  point  of  suspension 
was  two  feet.  At  the  upper  end  of 
the  arm  was  the  scale  "c"  which 
consisted  of  a  ninety  degree  segment 
of  a  sixteen  inch  circle  calibrated 
in  divisions  of  0.02o  foot  pound 
energy  of  impact.  The  formulas 
used  in  calculating  the  relation  of 
angular  fall  to  energy  of  impact  have 
been  given  by  Staley  and  Hrom- 
atko.2 

The  pendulum  and  scale  were 
supported  by  a  heavy  adjustable 
stand.  The  plates  were  seated 
against  three  one-eighth  inch  ball 
bearings  equilaterally  placed  in  a 
circle  three  and  one-quarter  inches 
in  diameter  in  the  ring  "d"  which 
was  firmly  fastened  to  a  solid  back- 
ing. 

1  Staley  and  Hromatko,  Jour.  Am.  Ceram.  Soc,  2,  227  (1919) 

2  Loc.  oil. 
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It  was  found  that  striking  the  plates  in  the  center  seated  against  the 
three  balls  gave  more  consistent  results  than  striking  them  at  one  point  on 
the  foot  with  the  outer  edge  seated  against  the  bearing  board,  or  by  apply- 
ing the  blow  at  the  center  with  the  plates  seated  against  a  steel  ring.  The 
three  points  established  a  solid  seating  regardless  of  the  warpage  of  the 
plates  and  afforded  a  firm  base  with  none  of  the  variations  which  might 
enter  from  cushioning  the  plate  to  overcome  the  effects  of  warping. 

The  fracture  produced  when  plates  are  broken  in  this  way  usually  occurs 
in  lines  radiating  from  the  center  of  the  plate.  Complete  fracture  or  cracks 
which  weakened  the  piece  sufficiently  to  be  pulled  apart  by  the  hands  were 
considered  failure.  Occasionally  a  hole  was  broken  through  the  center, 
but  this  was  usually  due  to  defects  in  the  structure  of  the  plate. 

While  this  fracture  does  not  exactly  duplicate  that  occurring  when  a 
plate  breaks  in  falling,  it  was  thought  that  the  uniformity  and  consistency 
of  the  results  obtained  warranted  its  use  for  a  comparative  test. 

In  testing,  a  plate  was  held  with  the  bottom  resting  lightly  but  solidly 
against  the  seat  and  was  struck  in  the  center.  Ordinarily  the  first  blow 
was  0.100  foot  pound  and  each  successive  blow  increased  in  intensity  by 
0.025  foot  pound  until  failure  occurred.  In  testing  the  wares  that  had  a 
very  low  resistance  to  impact  the  first  blow  was  0.025  foot  pound.  These 
very  light  blows  had  no  noticeable  effect  on  the  stronger  wares. 

The  average  results  from  the  breaking  of  at  least  six  plates  of  each  kind 
are  shown  in  Table  I.  Owing  to  lack  of  knowledge  of  the  factors  involved 
in  the  impact  test  it  is  impossible  to  derive  mathematically  the  relation 
between  the  thickness  of  the  plates  and  their  ability  to  withstand  impact. 
On  this  account  the  impact  energy  computed  into  units  per  unit  thickness 
can  not  fairly  be  used  for  comparison  of  wares  of  different  thickness  and 
is  consequently  not  given  in  the  results.  It  is  believed  that  this  relation 
will  be  established  empirically  in  the  near  future  by  the  correlation  of 
data  from  tests  of  ware  made  for  the  purpose,  in  which  thickness  is 
the  only  variable.  The  thickness  of  the  plates  is  given  solely  for  com- 
parison. 

With  two  exceptions  the  thirteen  brands  of  American  hotel  ware  re- 
quired an  average  blow  of  from  0.200  to  0.400  foot  pound  to  cause  fracture. 
One  ware,  No.  5,  a  light  weight  hotel  ware,  broke  at  0.175  foot  pound  and 
No.  9  fractured  at  0.150  foot  pound.  The  strongest  ware  tested  was  No.  10 
which  had  an  absorption  of  1.4  per  cent  and  required  a  blow  of  0.400  foot 
pound  to  cause  failure.  The  three  semi-vitreous  wares,  Nos.  11,  12,  and  13 
compared  favorably  with  the  vitrified  products. 

The  four  English  brands  were  not  as  strong  as  the  American  wares  and 
failed  at  0.125,  0.150,  0.150,  and  0.175  foot  pound,  while  the  French  and 
German  wares  tested  were  brittle  and  fractured  at  0.100,  and  0.125  foot 
pound,  respectively. 
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The  results  obtained  on  the 
hotel  wares  are  shown  graphi- 
cally in  Fig.  2,  giving  both  the 
blow  to  cause  fracture  and  the 
thickness  of  the  ware,  which 
shows  clearly  that  in  regard  to 
ability  to  withstand  blows  as 
indicated  by  these  tests  the 
American  wares  are  much  su- 
perior to  the  French,  English, 
and  German  wares  tested. 

The  eight  brands  of  semi- 
vitreous  ware  for  household  use 
required  an  average  impact  en- 
ergy of  from  0.175  to  0.200 
foot  pound  to  cause  failure  while 
the  one  vitreous  American  ware 
broke  at  0.225  foot  pound.  No. 
28,  the  semi-porcelain  made 
entirely  from  domestic  mate- 
rials, compared  favorably  with 
the  others  of  that  type. 
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-Results  of  impact  tests  on 
hotel  wares. 
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Fig.  3. — Results  of  impact  tests  on 
household  wares. 


The  French,  German,  and  Japa- 
nese household  wares  were  brittle. 
One  thin  French  ware  failed  at 
0.075  foot  pound  and  the  heavier 
French  ware  at  0.150  foot  pound. 
Both  German  brands  failed  at  an 
average  blow  of  0.150  foot  pound, 
and  the  two  Japanese  products  at 
0.100. 

Fig.  3  shows  graphically  the 
results  on  household  wares  and 
indicates  that  the  domestic  wares 
will  stand  greater  sudden  blows 
than  the  imported  chinas  tested. 

A  comparison  of  glazed  and  un- 
glazed  pieces  of  several  wares  was 
obtained.  No  difference  could  be 
discerned.  Possibly  a  more  delicate 
test  might  show  the  effect  of  the 
glaze  on  the  resistance  to  impact. 

The  effect  of  the  structure  of  the 
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body  on  the  properties  of  the  ware  is  again  shown.  The  comparatively 
granular  domestic  vitrified  wares  had  a  relatively  high  resistance  to  impact 
whereas  the  impervious,  glassy,  imported  wares  were  correspondingly 
brittle  with  a  lower  ability  to  withstand  blows. 

Chipping    Test 

The  test  for  clipping  used  in  this  work  was  essentially  an  impact  test 
applied  at  the  edge  of  the  plate.  The  same  device  was  used  as  in  the 
impact  test  with  the  exception  that  the  tup  was  a  rectangular  block  of 
hardened  steel  one  and  one-half  by  one  and  one-quarter  by  one-half  inches 
with  the  striking  edge  rounded  at  a  radius  of  one-quarter  inch.  Its  weight 
was  six  ounces  so  that  the  same  length  arm  and  the  same  scale  for  impact 
energy  could  be  used.  The  plates  were  seated  horizontally  on  a  heavy 
stationary  iron  slab  on  which  were  bolted  two  steel  bars  forming  an  angle  of 
ninety  degrees,  and  were  struck  at  the  point  on  the  edge  so  that  the  blow 
was  absorbed  equally  at  the  two  points  of  contact  of  the  edge  with  the  bars. 
Since  its  use  by  the  Bureau  this  general  method  has  been  adopted  in  at 
least  one  of  the  potteries  as  shown  by  the  paper  by  Schramm.1 

In  testing,  the  same  procedure  was  followed  as  in  the  impact  test,  the 
plate  being  struck  with  a  blow  of  0.100  foot  pound,  each  successive  blow 
being  greater  by  0.025  foot  pound,  until  a  chip  appeared.  The  plates 
were  chipped  at  four  different  points  after  it  was  found  that  previous  chips 
had  no  apparent  effect  on  the  results  at  other  points.  Only  the  hotel  wares 
were  given  this  test. 

The  results  obtained  were  not  as  consistent  as  might  be  desired  as  different 
points  on  the  same  plate  in  some  cases  varied  as  much  as  different  plates  of 
the  same  set,  but  the  average  results  obtained  showed  considerable  varia- 
tions between  different  brands.  The  results  given  in  the  last  column 
of  Table  I  are  averages  for  a  minimum  of  twelve  chips  on  at  least  three 
different  plates  of  each  make. 

Comparison  of  these  results  with  those  obtained  from  the  impact  test 
shows  that  there  was  no  direct  relation  between  them.  This  may  be 
attributed  in  large  part  to  the  influence  of  the  design  of  the  edge  and  the 
angle  of  inclination  of  the  rim.  In  fact,  it  is  shown  by  the  data  that 
plates  of  equal  or  similar  body  properties,  but  of  different  edge  design  dif- 
fered so  widely  as  to  justify  the  conclusion  that  the  latter  factor  had  as  great 
an  effect  on  chipping  as  the  inherent  properties  of  the  body. 

The  average  energy  to  cause  chipping  varied  from  0.100  to  0.400  foot 
pound.     In  some  cases  the  energy  required  to  produce  a  chip  was  greater 
than  that  required  to  fracture  the  plate  when  struck  in  the  center.     The 
majority  of  the  wares  required  a  good  hard  blow  to  produce  a  chip. 
1  Schramm,  Jour.  Am.  Ceram.  Soc,  5,  136  (1922). 
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Some  wares,  Nos.  5,  9,  11,  12,  17,  18  and  20,  were  more  prone  to  chipping 
as  indicated  by  lower  results,  and  the  cause  could  usually  be  ascertained 
by  examination  of  the  chipped  plates.  The  low  value  for  No.  5  was  due 
to  the  thinness  of  the  edge  and  the  low  angle  of  inclination  of  the  rim  which 
was  almost  horizontal.  No.  9  was  brittle  as  shown  by  its  giving  the  lowest 
results  in  the  impact  test,  of  the  American  wares  tested.  The  early  failure 
of  No.  11  was  in  part  due  to  the  fact  that  the  striking  edge  of  the  plate 
received  the  blow  in  such  a  way  that  a  chip  was  sheared  off  instead  of 
transmitting  the  blow  uniformly  to  the  body  of  the  piece.  No.  12  failed 
for  the  same  reason,  and  the  result  on  No.  17  can  be  partly  attributed  to 
this  factor.  The  French  ware,  No.  IS,  was  the  most  brittle  hotel  ware 
tested  and  consequently  gave  a  low  value  for  chipping.  Its  design  was 
also  conducive  to  this.  No.  20  also  failed  at  a  blow  comparative  to  its 
low  resistance  to  impact. 

Owing  to  the  fact  that  plates  with  similarly  designed  edges  were  not 
available  no  conclusive  evidence  as  to  the  comparison  in  resistance  to 
chipping  of  the  American  vitreous  and  semi-vitreous  hotel  wares  was  ob- 
tained. 

The  domestic  wares  gave  good  results  with  the  exceptions  of  those 
affected  by  poor  design.  One  of  the  English  wares  gave  a  high  value, 
two  were  fair,  and  one  poor.  The  French  china  chipped  very  easily,  and 
one  German  ware  gave  next  to  the  highest  result  obtained  while  the  other 
resembled  the  French  ware. 

The  results  show  the  great  importance  of  the  design  of  the  rolled  edge 
on  the  ability  of  the  ware  to  withstand  blows  at  the  edge.  An  investiga- 
tion of  interest  and  importance  to  the  potters  making  hotel  ware  would 
be  the  testing  of  a  large  number  of  plates  of  all  the  different  designs  in 
use  made  by  one  workman  from  one  body  and  fired  in  the  same  kiln,  to 
determine  the  designs  giving  the  greatest  resistance. 

Resistance  to  Alkaline   Solutions 

In  use  the  glaze  on  tableware  is  subjected  to  hot,  dilute,  alkaline  dish- 
washing solutions,  while  the  acids  with  which  it  comes  in  contact  are  weak, 
usually  dilute,  and  are  at  moderate  temperatures.  In  order  to  determine 
the  effect  of  such  solutions  as  are  used  in  dishwashing  machines,  plates 
of  each  make  were  boiled  six  hours  in  a  half  normal  (3x/2  oz.  per  gallon) 
solution  of  sodium  carbonate,  and  six  hours  in  an  approximately  4  N  (27  oz. 
per  gallon)  solution.     No  effect  of  this  treatment  could  be  noticed. 

It  was  thought  that  the  effect  of  the  dishwashing  solutions  might  take 
place  after  the  surface  of  the  glaze  had  become  marred  by  cutlery  marking 
and  abrasion.  Plates  of  several  representative  makes  of  each  type  of 
ware  were  accordingly  scratched  with  a  diamond  point  so  that  the  solution 
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could  come  in  contact  with  the  glaze  beneath  the  glossy  surface.  Two 
plates  of  each  kind  were  scratched,  one  for  treatment  and  one  to  be  kept  for 
comparison. 

The  plates  were  then  boiled  in  a  half  normal  solution  of  sodium  carbonate, 
and  examined  at  intervals  to  note  any  effects  of  the  treatment.  At  the 
end  of  twenty-five  hours'  boiling  the  plates  were  removed,  thoroughly 
rinsed  in  hot  water,  and  examined.  No  effects  of  the  solution  were  visible 
on  any  of  the  plates.  Microscopic  examination  at  a  magnification  of  250 
failed  to  show  any  difference  between  the  plates  treated  and  those  kept 
for  comparison. 

These  results  indicate  that  the  glazes  now  in  use  on  tableware  are  capable 
of  withstanding  alkaline  dishwashing  solutions  over  a  long  period  of  time. 

An  important  test  to  be  developed  is  one  that  will  give  a  measure  of  the 
resistance  of  the  glaze  to  cutlery  marking  and  abrasion.  While  some 
experiments  have  been  made  in  this  direction  no  entirely  satisfactory 
results  have  been  reached  at  this  time. 

The  author  wishes  to  thank  those  potters  who  have  shown  their  interest 
in  the  work  by  contributing  ware  for  the  investigation. 

Bureau  of  Standards 
Washington,  D.  C. 


NOTES   ON   DIAGNOSING   CAUSES   OF   CORDS   IN   GLASS 

By  F.  Twyman1 
ABSTRACT 

The  physical  properties,  e.  g.,  refractivity,  viscosity,  and  expansion  coefficient, 
of  cords  generally  differ  from  those  of  the  mass  of  the  glass.  Methods  are  described  for 
rapidly  ascertaining  the  relative  values  of  these  properties.  This  information,  to- 
gether with  a  knowledge  of  the  batch  ingredients  and  possible  impurities  may  afford 
in  certain  cases  a  means  of  determining  the  cause  of  the  cords. 


A  great  deal  of  information  may  often  be  obtained  very  rapidly  by  using 
the  following  methods  of  examination: — 

1. — Are  the  cords  of  higher  or  lower  refractive  index  than  the  mass 
of  the  glass? 


Corot 


Fig.  f 


Fig.  3 


A  straight  line,  such  as  a  window  blind  cord  or  line  drawn  on  paper,  is 
observed  through  the  glass  under  examination  in  such  a  way  that  the 
line  is  intersected  obliquely  by  the  cord.  The  line  should  not  be  too  far 
away,  nor  the  glass  too  near  the  eye,  in  order  that  both  should  appear 
simultaneously  in  focus.  A  cord  of  high  refractive  index  would  then 
cause  distortion  as  in  Figure  1,  and  one  of  low  refractive  index  as  in  Fig- 
ure 2.     It  is  obvious  that  precisely  the  same  effect  would  be  caused  by  a 

1  Published  by  kind  permission  of  Messrs.  British  Glass  Industries  Ltd.,  to  whom 
the  author's  thanks  are  due. 


290 


TWYMAN — NOTES  ON 


streak  irregularity  in  the  surface — a  ridge  in  the  first  case  and  a  depres- 
sion in  the  second;  and  some  such  irregularity  is  nearly  always  present 
in  the  cords  which  occur  in  practice. 

In  all  but  the  most  extreme  cases,  however,  the  refractive  index  effect 
would  outweigh  that  due  to  irregularity  of  surface.  Immersion  in  a 
homogeneous  liquid  of  suitable. refractive  index  would  in  any  case  elim- 
inate this  source  of  error. 

2. — Is  the  cord  of  higher  or  lower  viscosity  than  the  remainder  of  the 
mass? 

If  a  cross-section  is  taken  along  the  cord,  and  its  direction  noted,  par- 
ticularly whether  it  emerges  from  the  glass  surface  (as  it  frequently  does), 
one  can  generally  state  whether  the  cord  was  of  higher  or  lower  viscosity 
than  the  remainder  of  the  glass  when  moulding  occurred. 


Fig.  4. 


In  the  diagram  (Fig.  3)  the  left  hand  figure  represents  the  cross-section 
of  a  gathering  in  process  of  blowing,  and  the  black  dot  is  a  cord.  Then  the 
cord  will  flow  outward  in  a  more  or  less  stream-like  manner,  finding  an 
outlet  at  the  free  surface,  as  indicated  by  the  successive  figure  to  the 
right,  and  if  of  lower  viscosity  it  will  at  the  surface  flow  over  the  remainder 
of  the  glass.  If  it  is  of  higher  viscosity  this  will  not  occur,  but  the  re- 
mainder of  the  glass  will  flow  over  it. 

This  effect  may  be  further  illustrated  by  the  photographs  reproduced. 
Figure  4  is  a  low  power  photomicrograph  of  a  portion  of  the  side  of  a  bottle, 
viewed  through  the  side  in  the  ordinary  way,  but  with  the  surfaces  ground 
and  polished.     Two  cords  are  seen  crossing  at  right  angles,  one  clear  and 
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distinct,  the  other  rather  diffuse.  The  former  was  due  to  a  fold  in  the 
glass,  the  latter  to  a  cord  such  as  I  have  described.  Cross-sections  of 
each  of  these  cords  were  cut  by  planes  perpendicular  to  the  plane  of  the 
paper.  These  were  polished  and  photographed.  That  of  the  vertical 
cord  (Fig.  5)  which  the  original  sample  showed  clearly  as  a  fold,  is  not 
quite  so  convincing  in  the  photograph.  The  other  cord,  however,  shows  in 
cross-section  (Fig.  6)  a  decided  streaming  outwards,  and  it  should  be  noted 
that  a  streak  of  severe  double  refraction  was  present  in  the  glass  which 
coincides  with  the  stream,  and  which  could  not  be  removed  by  annealing. 


Figs.  5  and  6. 


3. — Had  the  glass  in  the  neighborhood  of  the  annealing  temperature 
a  higher  or  lower  coefficient  of  expansion? 

If  by  observation  in  polarised  light  the  direction  of  strain  is  noted  within 
the  cord,  namely,  whether  it  is  compression  or  extension,  one  can  imme- 
diately say  whether  the  coefficient  of  expansion  of  the  substance  of  the 
cord  was  higher  or  lower  than  that  of  the  mass  of  the  glass. 
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4. — Occasionally  devitrification  occurs  within  the  cord.  If  this  is 
the  case,  it  indicates  a  high  probability  that  the  cord  is  more  liable  to 
devitrification  than  the  remainder. 

Generally  speaking,  cords  are  not  the  result  of  devitrification  of  a  por- 
tion of  the  glass  of  the  same  composition  as  the  mass.  On  the  contrary, 
in  those  cases  when  devitrification  is  present  within  the  cords,  the  glass 
forming  the  cord  has  been  contaminated  in  such  a  way,  for  example,  by 
excessive  lime  content,  as  to  give  rise  to  devitrification. 

All  cords  examined  by  the  writer  have  had  physical  properties  differen- 
tiating them  in  a  marked  degree  from  the  mass  of  the  glass.  It  does  not 
appear  that  cords  can  occur  in  a  homogeneous  melt,  even  though,  in  the 
process  of  gathering  and  moulding,  extreme  differences  of  temperature  and 
consequently  of  viscosity,  have  been  temporarily  introduced.  There  is, 
indeed,  an  action  which  tends  to  rapidly  efface  such  differences  of  temper- 
ature. Those  regions  which  are  hotter  are,  of  course,  less  viscous,  and  in 
the  blowing  rapidly  become  thinner  than  the  remainder.  Once  thinner, 
radiation  soon  renders  them  cooler  than  the  remainder;  and  it  is  then  the 
latter  which  begins  to  get  thin  more  rapidly.  Briefly,  then,  so  long 
as  one  portion  of  the  article  is  thicker  than  the  rest,  it  remains  hotter,  and 
hence  gets  thin  more  rapidly;  while  so  long  as  one  portion  is  thinner  than 
the  remainder  it  soon  gets  cooler,  and  therefore  gets  thin  more  slowly. 
There  is  thus  a  powerful  influence  at  work,  tending  towards  uniformity  alike 
of  thickness  and  temperature.  Folds  of  course  do  occur  owing,  probably, 
to  a  very  sudden  chilling  of  that  portion  of  the  glass  which  touches  the 
mould  first. 

Contamination  may  easily  occur  through  the  careless  introduction  into 
the  furnace  of  some  substance  of  low  surface  tension,  followed  immedi- 
ately by  such  a  substance  as  will  float,  and,  by  dissolving,  cause  cords — 
lime,  for  instance — which  will  be  carried  rapidly  across  the  surface  in  an 
undissolved  state,  unless  an  effective  surface  baffle  is  employed,  thus 
increasing  locally  the  lime  content.  Or  the  impurity  (e.  g.,  lime)  may  by 
its  own  solution,  cause  variations  of  surface  tension,  causing  it  to  travel 
across  the  surface. 

If,  then,  the  co-relation  between 

(a)  refractive  index, 

(b)  viscosity, 

(c)  coefficient  of  expansion, 

(d)  liability  to  devitrification, 

and  the  various  constituents  or  impurities  of  the  glass  are  known,  a  very 
rapid  diagnosis  may  be  made  in  many  cases,  and  may  immediately  fix  the 
cause  of  the  cords. 

Thb  Research  Department 
Adam  Hilger  Ltd. 
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Discussion 

By  G.  W.  MorEy: — Careful  study  of  the  imperfections  in  glass  may  be 
made  to  yield  information  of  great  value  to  the  glassmaker,  and  often  may 
suggest  a  modification  of  procedure  which  will  eliminate  the  cause  of  the 
imperfection.  The  determination  of  the  relative  refractive  index  by  the 
method  suggested,  which  is  essentially  that  already  described  by  Wright, l 
is  of  especial  value  in  ascertaining  the  source  and  cause  of  cords  and  striae 
and  has  many  times  proven  serviceable  to  me.  It  is  surprising  how 
prominent  a  cord  appears  whose  difference  in  refractive  index  from  the 
surrounding  glass  is  only  one  point  in  the  third  decimal  place,  and  this 
amount  is  generally  sufficient  to  enable  one  to  ascertain  which  of  the  two 
has  the  higher  refractive  index,  especially  if  the  glass  be  immersed  in  a 
liquid  of  approximately  the  same  refractive  index.  In  the  writer's  ex- 
perience, cords  of  higher  refractive  index  than  the  glass  are  of  rare 
occurrence,  and  have  been  caused  by  insufficient  mixing  of  the  melt. 

It  is  correct  to  state  that  if  the  cord  has  a  different  coefficient  of  ex- 
pansion than  the  glass,  strain  will  result,  but  this  is  caused  by  the  difference 
of  expansion  coefficient  not  only  in  the  neighborhood  of  the  annealing  range 
but  also,  and  more  particularly,  below  the  annealing  range.  Indeed, 
such  glass  might  be  cooled  throughout  its  annealing  range  in  such  a  manner 
that  no  strain  appeared,  but  when  cold,  strain  would  be  present. 

It  is  of  course  conceivable  that  devitrification  might  take  place  within 
the  cord,  but,  as  a  rule,  when  crystalline  material  is  found  in  cords,  it  is 
more  probable  that  the  crystalline  material  itself  is  the  cause  of  the  cord. 
The  optical  identification  of  the  crystalline  material  as  described  by  Bowen2 
is  of  the  greatest  value  in  locating  the  source  of  cords  caused  in  this  manner. 

1  Wright,  Jour.  Am.  Ceram.  Soc,  4,  655-661  (1921). 

2  Ibid.,  1,594-605  (1918). 


DERRY  FELDSPAR  QUARRY1 

By  N.  B.  Davis 
ABSTRACT 

An  outstanding  development  in  feldspar  at  Buckingham,  Quebec,  where  a  large 
deposit  of  high-grade  potash  feldspar  known  as  Derry  Quarry  has  been  opened  up  and 
placed  on  a  shipping  basis. 

Introduction 

For  a  considerable  number  of  years  the  country  north  of  Buckingham, 
Quebec,  along  the  Lievre  River,  has  produced  small  tonnages  of  the 
highest  grade  feldspar  known,  and  supplied  to  the  dental  trade.  This 
feldspar  was  usually  secured  when  mining  for  white  mica,  and  from 
deposits  of  very  limited  size. 

Early  in  1920  an  attempt  was  made  to  work  one  of  these  small  deposits 
for  material  suitable  for  porcelain  manufacture  but  it  was  found  impossible 
to  make  ends  meet.  This  lead  to  prospecting  new  ground  with  the  idea 
of  discovering  a  large  body,  and  in  September  work  was  started  on  the  out- 
crop of  what  may  now  be  described  as  the  largest  body  of  clean  straight 
feldspar  known  on  the  continent. 

In  the  various  spar  districts  there  appears  to  be  but  one  deposit  of  out- 
standing merit  surrounded  by  a  number  of  small  bodies  subject  to  greater 
variation.  This  also  seems  to  be  the  condition  in  the  Buckingham  district. 

Location 

» 
The  Derry  Quarry  is  located  in  the  hills  above  the  Lievre  River  valley 

near  Glen  Almond  some  nine  miles  north  of  the  town  of  Buckingham,  and 

about  thirty  miles  from  Ottawa.     It  is  accessible  by  a  good  motor  road, 

or  by  steamer  within  two  miles  in  summer,  and  by  sleigh  in  winter. 

Geology 

The  deposit  is  part  of  a  large  intrusive  mass  of  pegmatite  that  can  be 
traced  across  country  for  a  mile  or  more  with  the  greatest  development  of 
crystallization  on  the  south  half  of  lot  8,  range  1,  of  the  township  of  Derry. 
On  the  south  end  of  this  lot  the  pegmatite  has  a  width  of  one  hundred  and 
fifty  feet,  and  differentiation  of  spar  has  taken  place  on  a  huge  scale.  The 
outcrop  shows  a  width  of  50  feet  and  a  length  of  300  feet  of  clean  spar 
crystals,  individuals  attaining  dimensions  of  30  feet  in  length  and  up  to 
15  feet  diameter. 

A  cross  section  of  the  deposit  is  somewhat  as  shown  in  Figure  1 . 

Quartz  is  present  in  very  subordinate  amount,  approximately  1.5%  by 
actual  tonnages  separated,  a  most  remarkable  record  when  compared  with 
the  general  run  of  such  dikes. 
1  Received  March  25,  1922. 
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Accessory  minerals,  such  as  tourmaline  and  mica,  are  present  only  in 
small  amounts  near  the  walls  and  can  be  easily  separated  in  the  mining 
operation. 
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Figure  I.  Cross  section  of  Derry  Feldspar  Quarry,  Buckingham,  Quebec 

The  feldspar  is  cream  to  buff  colored  and  typical  analyses  of  the  grade  of 
material  shipped  are  as  follows: 

A  B 

Silica 65.09  65.80 

Alumina 18.85  19.74 

Iron 0.029  0.031 

Lime 0.21  0.11 

Potash 13.42  12.32 

Soda 2.11  1.74 

(Analyses  by  Booth,  Garrett  &  Blair,  Philadelphia) 

Quarry  Operation 

The  present  opening  is  in  the  form  of  a  side  hill  cut  and  with  a  working 
face  50  feet  high  no  hoisting  will  be  necessary  for  a  year  or  more. 

Great  pains  are  taken  to  maintain  the  original  purity  of  the  material. 
The  surface  six  feet  are  quarried  separate  to  ensure  minimum  contamination 
from  seepages.  The  central  30-40  feet  are  blasted  and  mucked  out  before 
the  wall  zones  are  touched. 

Holes  are  drilled  across  the  face  to  depths  of  8-14  feet  and  two  to  three 
benches  carried  forward.  Each  hole  is  sprung  to  take  the  necessary  charge 
of  dynamite. 

In  the  pit  each  man  uses  a  stone  fork  (no  shovels)  and  as  the  spar  is 
loaded  on  flat  cars  two  inspectors  watch  it  for  the  elimination  of  any 
objectionable  material  that  may  get  past  the  muckers.  The  cars  are 
dumped  into  a  100  ton  storage  bin  to  pass  by  gravity  to  the  wagons  or 
sleighs  as  required. 

In  the  summer  wagons  take  the  material  to  the  river  bank  where  it  is 
dumped  into  another  loading  bin  and  to  a  40  ton  scow  to  be  transported 
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Fig.  2.— Face  of  quarry,  1921-22. 


Fig.  3. — Ore  bin  at  mine. 
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Fig.  4. — Summer  transportation  on  Lievre  River. 


Fig.  f>. — Winter  transportation. 
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down  stream  to  the  railroad  siding  at  Buckingham.  Here  a  suitable 
derrick  is  provided  for  loading  the  railroad  cars  or  placing  in  stock  pile. 
The  piling  ground  is  covered  with  a  plank  platform  so  that  from  the  time 
the  feldspar  is  loaded  out  from  the  quarry  to  the  time  it  is  shipped  every 
effort  is  made  to  keep  it  scrupulously  clean. 

The  fine  material  or  waste  material  from  the  quarry  finds  a  ready  market 
as  a  stucco  dash  giving  a  rich  cream  to  buff  tone  to  a  building.  The 
quartz  is  sold  locally  for  use  as  a  flux  in  the  electric  furnace  manufacture  of 
phosphorus  and  its  compounds. 

Hence  the  Deny  quarry  stands  unique  in  having  an  abundance  of  the 
highest  grade  feldspar,  a  minimum  of  accessory  minerals,  and  no  waste 
material. 

O'Brien  and  Fowler 
Ottawa,  Canada 


SOME    EXPERIMENTS    ON    THE    FIRECRACKING    OF    TERRA 

COTTA1 

By  R.  C.  Hii.i. 
ABSTRACT 

Firecracking  occurs  on  terra  cotta  under  certain  conditions  and  is  characterized 
by  the  appearance  of  sharp,  hair-line  cracks  extending  into  the  body.  The  experi- 
ments were  made  by  firing  large  typical  pieces  of  terra  cotta  made  from  various  clays 
and  grogs  and  cooling  them  at  different  rates.  The  tendency  to  firecrack  was  observed 
after  weathering.  The  absorption,  porosity  and  transverse  strength  of  the  various 
bodies  were  determined. 

Rate  of  Cooling. — -All  bodies  similar  to  those  used  in  practice  showed  a  tendency  to 
firecrack  when  cooled  rapidly  and  all  were  free  from  cracks  when  cooled  slowly.  The 
rate  of  cooling  has  a  much  greater  effect  on  the  tendency  to  firecrack  than  the  composi- 
tion or  physical  properties  of  the  body. 

Effect  of  Clay. — Three  of  the  four  sandy  clays  showed  a  decided  tendency  to  fire- 
crack, due  to  the  difference  in  the  expansion  and  contraction  behavior  of  sand  and  clay 
in  heating  and  cooling.  The  sandy  clays  showed  more  tendency  to  firecrack  than  the 
non-sandy,  vitrifying  clays.  The  tendency  of  a  clay  to  develop  firecracks  in  a  body 
depends  to  a  very  large  extent  upon  the  character  of  the  clay  itself,  regardless  of  the 
impurities  it  contains.  The  presence  of  sandy  material  and  the  character  of  the  clay 
appear  to  have  a  much  greater  effect  on  the  tendency  to  firecrack  than  the  absorption, 
porosity  or  transverse  strength  of  the  body.  No  relation  was  found  to  exist  in  these 
experiments  between  the  porosity  and  transverse  strength  of  a  body  and  its  tendency 
to  firecrack. 

Effect  of  Grog. — The  greatest  tendency  to  firecrack  was  found  on  a  body  with  all 
grog  finer  than  40-mesh,  but  a  body  with  all  grog  coarser  than  40-mesh  did  not  appear 
to  have  much  less  tendency  to  firecrack  than  the  average.  Increase  of.  grog  reduced 
the  tendency  to  firecrack.  The  kind  or  source  of  the  grog  used  does  not  have  as  much 
effect  on  the  tendency  to  firecrack  as  the  size  and  amount.  The  kind  of  grog  is  of 
much  less  importance  in  this  respect  than  the  kind  of  clay. 

Introduction 

Definition  of  Firecracks. — The  sharp,  hair-line  cracks  that  may  appear 
on  terra  cotta  under  certain  conditions  are  termed  firecracks,  cooling  cracks 
or  dunting.  They  are  caused  by  contraction  strains  being  set  up  in  the 
body  during  the  cooling.  If  these  strains  are  severe  the  piece  may  be 
cracked  when  drawn  from  the  kiln.  If  the  strains  are  less  severe,  the 
cracking  may  not  occur  until  a  considerable  time  after  the  piece  has  been 
set  in  the  building. 

Firecracks  Due  to  Strains. — Pieces  set  in  the  wall  generally  do  not 
develop  firecracks  so  readily  as  those  placed  in  projecting  courses  and  in 
exposed  positions.  When  placed  so  that  they  catch  the  direct  rays  of  the 
sun,  they  are  subjected  to  an  unequal  heating  nearly  every  day,  with  a  sub- 
sequent cooling  at  night.  If  such  pieces  have  had  severe  strains  set  up  in 
them  during  the  cooling  of  the  kiln,  they  are  likely  to  develop  firecracks. 
1  Read  before  the  Terra  Cotta  Division,  St.  Louis  meeting,  February  28,  1922 
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In  some  experiments  made  six  years  ago,  some  pieces  were  placed  on  the 
roof  where  they  would  be  exposed  to  the  weather.  There  were  no  failures 
whatever  until  during  the  third  year,  when  a  considerable  number  of  the 
trials  developed  firecracks.  It  is  possible,  however,  that  even  when  cooled 
slowly,  pieces  may  be  of  such  size  and  shape  and  the  body  of  such  composi- 
tion that  they  would  be  unable  to  withstand  repeated  expansion  and 
contraction  strains  over  long  periods  of  time  in  service. 
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Too  Rapid  CooUng  a  Cause  of  Firecracking. — It  is  generally  recog- 
nized that  firecracking  is  due  to  too  rapid  cooling  of  the  kilns  and  the  cus- 
tomary procedure  is  to  lengthen  the  cooling  period.  In  periodic  kilns, 
there  is  a  considerable  difference  in  the  rate  of  cooling  in  different  parts  of 
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the  kiln.  In  firing  terra  eotta,  where  there  is  such  a  variety  of  sizes  and 
shapes,  the  cooling  period  must  be  long  enough  to  cool  the  largest  pieces 
in  the  parts  of  the  kiln  where  the  cooling  is  the  most  rapid.  The  kilns  used 
at  the  different  plants  vary  in  size  from  capacities  of  15  to  100  tons  so 
that  if  the  cooling  is  not  regulated,  the  time  of  cooling  often  varies  100%. 
There  is  no  general  practice  regarding  a  safe  cooling  period  and  in  practice 
it  may  be  from  4  to  8  days. 

While  the  effect  of  the  rate  of  cooling  on  the  tendency  of  bodies  to  fire- 
crack  is  generally  understood,  there  is  a  wide  difference  of  opinion  in  regard 
to  the  effect  of  the  composition  and  physical  properties  of  the  body.  The 
experiments  reported  in  this  paper  were  made  in  an  attempt  to  obtain  some 
data  on  the  effect  of  the  composition  and  physical  properties  of  the  body, 
and  to  determine  the  relative  importance  of  the  composition,  physical 
properties  and  rate  of  cooling. 

Investigation 

Methods. — The  trials  for  firecracking  were  made  in  the  form  of  pieces 
of  a  dentil  molded  course  24"  long,  10"  wide  and  14"  deep,  weighing  about 
115  lbs.  Three  trials  of  each  body  were  fired  in  each  burn,  two  being 
glazed  and  one  coated  with  a  vitrified  slip.  The  bodies  were  prepared 
by  grinding  the  clay  and  grog  separately  to  pass  a  16-mesh  screen.  One  per 
cent  barium  carbonate  was  added  to  the  clay.  The  clay  and  grog  were 
mixed  dry  on  the  floor  by  hand -shoveling  and  pugged  in  a  small  pug  mill. 
The  pieces  were  pressed  in  the  usual  manner. 

The  trials  for  linear  fire  shrinkage  were  7"  x  2>xl%  x  2"  and  the  results 
given  are  the  average  of  five. 

The  transverse  strength  trials  were  8"  x  l1//  x  1"  and  the  results  given 
are  the  average  of  ten.  These  were  broken  on  an  Olsen  Shot  Transverse 
Strength  Machine  with  a  6-inch  span  and  the  modulus  of  rupture  cal- 
culated by  the  usual  formula. 

The  absorption  trials  were  about  2"  long  and  were  obtained  from  the 
broken  transverse  strength  trials.  They  were  boiled  in  water  for  2  hrs. 
and  the  absorption  calculated  by  the  usual  formula.  The  porosity  deter- 
minations were  calculated  by  the  Purdy  formula. 

Series  I 

Six  bodies  of  widely  different  composition  were  used.  All  have  two 
parts  clay  to  one  of  grog.  No.  1  is  made  of  Campbell  Red  (N.  J.)  clay, 
which  vitrifies  at  Cone  0  and  vitrified  porcelain  (sanitary  ware)  grog. 
No.  2  is  a  mixture  of  terra  cotta  clays  and  the  same  grog.  No.  3  has  the 
same  clay  as  No.  2  but  has  porous  sagger  grog.  No.  4  is  composed  of  a  very 
sandy  local  clay,  No.  5  Tennessee  Ball  clay,  and  No.  0  Georgia  kaolin. 
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These  bodies  were  fired  to  Cone  6  in  three  different  burns.  Burn  No.  1 
was  made  in  a  40-ton  terra  eotta  kiln  with  the  regular  ware  and  represents 
an  average  burn.  The  trials  for  shrinkage,  absorption,  etc.,  were  fired  in 
this  burn  and  the  results  given  in  Table  I. 

Burn  No.  2  was  made  in  a  test  kiln  of  one  and  a  half  tons  capacity. 
The  cooling  is  regulated  by  the  damper  in  the  stack.  The  kiln  was  cooled 
as  quickly  as  possible  by  opening  the  damper  in  the  stack,  drawing  air 
through  the  fire  holes  and  up  around  the  muffle  and  out  the  stack,  but 
without  any  direct  opening  into  the  muffle.  The  curves  shown  on  the  chart 
are  the  average  of  several  made  in  these  experiments,  the  first  curve 
obtained  being  followed  as  closely  as  possible.  A  duplicate  set  of  shrink- 
age, absorption,  etc.,  trials  were  fired  in  this  burn  and  the  results  were 
reasonably  close  to  the  No.  1  burn. 

Burn  No.  3  was  made  in  the  same  kiln  in  the  same  manner  as  No.  2, 
except  that,  in  cooling,  when  1200  °F  was  reached  the  damper  in  the  stack 
was  closed  and  the  fire  holes  shut,  so  that  the  balance  of  the  cooling  would 
be  at  as  slow  a  rate  as  possible  with  this  kiln. 

Results 

Series  I 
Clays 

Per  cent 

linear  fire 

No.  shrinkage 

1  Campbell  Red 8.45 

2-3  Terra  Cotta  Mix 6.31 

4  Penna.  Sandy 7 .  62 

5  Tennessee  Ball 10. 50 

6  Georgia  Kaolin 7.91 

Bodies 

1  Campbell  Red-Vit.  Pore 5.71 

2  Terra  Cotta-Vit.  Pore 4 .43 

3  Terra  Cotta-Sagger 2.51 

4  Penna.  Sandy-Sagger 3.53 

5  Tennessee  Ball-Sagger 5 .  34 

6  Georgia  Kaolin-Sagger 3.22 

The  trials  for  firecracking  have  been  on  a  roof  exposed  to  the  weather  for 
one  year. 

1.  Campbell  Red-vitrified  porcelain.  Burn  No.  1,  all  O.  K.  Burn  No.  2, 
one  of  three  trials  has  two  deep  cracks.  Burn  No.  3,  all  O.  K.  Faint, 
fine-mesh  crazing  in  wavy  lines  is  starting  to  develop  on  some  glaze  trials  in 
burns  No.  2  and  3. 

2.  Terra  Cotta  mix-vitrified  porcelain.  Burn  No.  1,0.  K.  Burn  No.  2, 
all  cracked.     Burn  No.  3,  all  cracked  but  less  than  burn  No.  2. 


Per  cent 
absorption 

Per  cent 
porosity 

Modulus 

rupture 

no.  sq.  in. 

.42 

.96 

4422 

7.78 

15.79 

3362 

6.77 

14.34 

2002 

4.82 

10.87 

3610 

15.79 

27 .  34 

1628 

4.79 

10.19 

2876 

10.33 

20.43 

2310 

14.90 

27.56 

1573 

13.08 

25.10 

1350 

13.62 

26.00 

1980 

18.47 

32.91 

1757 
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3.  Terra  Cotta  mix-sagger  grog.  Burn  No.  1,  O.  K.  Burn  No.  2,  all 
cracked.     Burn  No.  3,  all  cracked  but  less  than  burn  No.  2. 

4.  Penna.  Sandy  clay-sagger  grog.  Burn  No.  1,  both  glaze  and  slip 
are  crazed.  One  of  three  trials  cracked.  Burn  No.  2,  all  badly  cracked 
and  glazed  trials  badly  crazed.  Burn  No.  3,  all  badly  cracked  and  glazed 
trials  badly  crazed. 

5.  Tennessee  Ball  clay-sagger  grog.  The  unglazed  trial  has  several 
shrinkage  cracks  in  wavy  lines  that  extend  into  the  body  a  short  distance, 
but  no  sharp  hair-line  cracks  characteristic  of  firecracks.  The  glazed  trials 
are  crazed  and  have  a  few  slight  shrinkage  cracks,  but  no  firecracks.     In 


Photograph  showing  typical  firecracking  in  these  experiments. 


burns  No.  2  and  No.  3,  the  rapid  firing  has  increased  the  shrinkage  cracks 
greatly,  so  that  the  pieces  are  probably  no  stronger  than  if  firecracked. 
The  development  of  shrinkage  cracks  that  extend  deep  into  the  body  have 
probably  prevented  firecracks  from  developing.  The  glazed  trials  are 
badly  crazed. 

6.  Georgia  kaolin-sagger  grog.  Burn  No.  1,  unglazed  trial  has  a  few 
slight  shrinkage  cracks.  The  glazed  trials  have  no  cracks  of  any  kind, 
but  one  trial  has  severe  shivering  of  the  glaze.  Burn  No.  2,  the  trials  have 
slight  shrinkage  cracks,  but  no  firecracks.  Burn  No.  3,  no  firecracks. 
The  unglazed  trial  has  slight  shrinkage  cracks,  but  both  glaze  trials  have 
none. 
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In  firing  the  trials  in  the  large  kiln  (burn  No.  1)  all  the  pieces  were  set 
against  the  muffle  in  the  same  part  of  the  kiln,  so  that  all  received  about  the 
same  treatment  in  heating  and  cooling.  In  the  small  kiln,  burns  Nos.  2  and 
3,  the  pieces  received  about  the  same  treatment  in  heating,  but  the  cooling 
treatment,  no  doubt,  varied  considerably,  depending  upon  their  position 
in  the  kiln.  Pieces  of  the  same  body  were  separated  as  much  as  possible 
so  that  the  average  treatment  of  the  three  trials  were  about  the  same. 

All  bodies  were  free  from  firecracking  in  burn  No.  1,  except  one  trial  of 
the  Penna.  Sandy  clay  body.  There  was  less  cracking  in  the  No.  3  burn 
than  the  No.  2  burn,  but  in  only  one  case,  that  of  the  one  trial  of  Campbell 
Red  body,  was  the  additional  time  of  cooling  sufficient  to  overcome  the 
cracking. 

The  body  showing  the  greatest  tendency  to  firecrack  was  the  Penna. 
Sandy  clay  body.  After  weathering  a  month,  body  No.  2,  Terra  Cotta 
mix-vitrified  porcelain  grog,  had  developed  more  cracks  than  No.  3,  with  the 
same  clay  and  sagger  grog,  but  after  one  year's  weathering  the  difference 
is  not  so  marked.  For  burn  No.  3,  the  trials  show  about  the  same  amount 
of  cracks,  but  for  burn  No.  2,  body  No.  3  has  less  cracking.  Body  No.  1, 
with  the  vitrified  Campbell  Red  clay  and  vitrified  grog,  has  less  cracking 
than  any  except  the  Georgia  kaolin  body.  The  Tennessee  Ball  clay 
body  can  hardly  be  considered  in  these  comparisons  on  account  of  the 
severe  shrinkage  cracks  developed. 

Penna.  Sandy  clay  body  caused  the  greatest  crazing  in  the  glaze.  The 
Tennessee  Ball  clay  body  also  has  severe  crazing.  Faint  crazing  has 
started  on  the  Campbell  Red  clay  body.  The  crazing  is  greater  in  all 
cases  in  the  short  burn  with  rapid  cooling.  One  trial  of  the  Georgia 
kaolin  body  shivered  in  the  long  burn,  but  no  further  shivering  has  de- 
veloped on  the  other  trials.  This  trial  was  shivered  when  drawn  from  the 
kiln.  It  should  be  noted  that  crazing  occurs  on  the  very  plastic  Tennessee 
Ball  clay  body  and  on  the  very  sandy  Penna.  Sandy  clay  body,  while 
shivering  occurs  on  the  porous  Georgia  kaolin  body.  Until  further  data 
are  obtained  on  the  effect  of  the  body  on  the  crazing  and  shivering 
behavior  of  this  type  of  glaze  (Bristol) ,  the  effect  of  the  different  kinds  of  clay 
in  the  body  can  not  be  predicted  from  the  composition  or  physical  properties. 

Aside  from  the  fact  that  practically  all  the  bodies  are  free  from  fire- 
cracking  when  cooled  as  in  burn  No.  1  and  all  of  the  bodies  similar  to  those 
used  in  practice  firecracked  when  cool  as  in  burns  Nos.  2  and  3,  no  further 
information  has  been  obtained  in  regard  to  the  rate  of  cooling.  In  burn 
No.  2,  it  required  33  hrs.  to  cool  to  400  °F,  and  would  probably  require 
12  hrs.  more  to  cool  down  to  the  temperature  at  Which  the  door  is  usually 
taken  down,  and  air  allowed  to  enter  directly  into  the  kiln,  making  a 
total  cooling  period  of  45  hrs.  In  planning  these  experiments,  it  was 
thought  that  by  cooling  more  slowly  below  1200  °F,  some  bodies  might  be 
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cooled  safely  in  this  way,  but  no  great  difference  was  found  between  the  two 
burns.  It  required  60  hrs.  to  cool  to  400 °F  in  burn  No.  3,  and  with  an 
additional  12  hrs.  for  cooling  to  the  temperature  at  which  the  door  could  be 
taken  down,  would  make  a  total  of  72  hrs.  In  another  burn,  by  closing  the 
damper  in  the  stack  shortly  after  the  firing  was  stopped,  the  cooling  was 
prolonged  12  hrs.,  making  a  total  of  84  hrs.  Trials  made  from  a  body  simi- 
lar to  the  No.  3  developed  firecracks  in  this  burn.  This  burn  gave  the 
slowest  rate  of  cooling  possible  in  this  kiln,  without  continuing  the  firing 
during  the  cooling  period,  which,  no  doubt,  would  produce  very  uneven 
temperatures  inside  the  kiln.  For  this  reason  it  was  impossible  to  con- 
tinue the  experiments  on  the  rate  of  cooling. 

Burn  No.  1  represents  a  typical  firing  and  cooling  curve  for  a  40-ton 
kiln  with  the  thermo-couple  at  the  muffle  wall  half-way  up  the  kiln.  The 
firing  requires  from  132  to  144  hrs.  In  the  burn  shown  by  the  curve,  the 
door  was  taken  down  after  168  hrs.  (7  days).  This  represents  a  standard 
cooling  period  of  6x/2  to  7  days.  When  stressed  for  time,  the  kilns  have 
been  cooled  in  5  V2  to  6  days  without  danger  of  firecracking  as  far  as  we  can 
determine.  When  cooled  in  from  4}/%  to  5  days,  firecracking  has  developed 
in  the  past  on  large  pieces  after  weathering  for  a  considerable  period,  and 
to  guard  against  this  we  have  increased  the  standard  cooling  period  to 
6V2  or  7  days.  In  presenting  this  cooling  curve,  it  must  be  borne  in  mind 
that  the  bottoms  of  these  kilns  cooled  at  a  considerably  greater  rate  than 
at  the  point  where  the  temperature  is  recorded. 

Experiments  could  be  made  with  profit  in  shortening  the  time  of  cooling 
as  shown  by  the  curve  for  the  No.  1  burn.  The  cooling  could  likely  be 
more  rapid  for  temperatures  above  1200  °F.  The  difficulty  in  shortening 
the  cooling  period  comes  from  the  fact  that  it  requires  such  a  long  period 
of  weathering  to  determine  whether  or  not  we  are  damaging  the  ware. 

Series  II 

These  experiments  were  made  in  the  same  manner  as  Series  I,  using  7 
terra  cotta  clays  and  factory  grog.  Two  parts  of  clay  to  one  of  grog 
were  used.  The  bodies  were  fired  to  Cone  6  (burn  No.  4)  in  the  test  kiln 
and  cooled  rapidly.  The  trials  for  absorption,  strength,  etc.,  were  fired 
in  a  large  kiln,  similar  to  burn  No.  1  in  order  to  conform  to  the  Series  I 
trials.     The  trials  for  firecracking  have  been  weathered  nine  months. 

There  is  no  crazing  or  shivering  on  any  of  the  trials  and  no  shrinkage 
cracks  (wavy  lines). 

All  trials  are  firecracked.  Enterprise  No.  30  developed  considerably 
more  cracks  than  the  others.  Russell  Black  clay  has  less  cracks  than  the 
Enterprise  but  more  than  the  remainder.  The  remaining  five  bodies  are 
so  nearly  alike  that  no  distinction  can  be  drawn  between  them,  except  that 
the  body  with  McDowell  Buff  clay  has  a  trifle  more  cracks  than  the  others. 
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Results 

Series  II 
Clays 

Per  cent      Per  cent      Per  cent 
residue  dry  fire  Per  cent 

Body  Clay  200-mesh  shrinkage    shrinkage   absorption 

7  Crossley  No.  1— N.  J 8.20         6.16         6.68         9.45 

8  Enterprise  No.  30— N.  J.  .  .        7.09         5.93         5.48         8.96 

9  Edgars  No.  9— N.  J 14         3.99         7.49  .09 

10  Cursey  Buff— Md 1.12  5.78  7.26  1.02 

11  Cursey  Blue— Md 2.57  6.79  7.65  2.83 

12  McDowell  Buff— Md 1.16  5.73  7.98  .41 

13  Russell  Black— Md 15.10  5.21  5.71  4.64 

Bodies 

Dry  mod. 

rupture  Per  cent 
lbs.  per  fire  Per  cent 

Body  Clay  sq.  in.  shrinkage        absorption 

7  Crossley  No.  1— N.  J 151  2.77  16.14 

8  Enterprise  No.  30— N.  J 117  2 .  53  1 5 .  62 

9  Edgar  No.  9— N.  J 100  4.21  12.21 

10  Cursey  Buff— Md 158  3 .87  11 .  19 

11  Cursey  Blue— Md 202  3.10  13.94 

12  McDowell  Buff— Md 1.54  4 .  03  1 1 .  06 

13  Russell  Black— Md 2.46  12.28         23.73       1860 

All  of  the  clays  in  this  series,  except  the  Russell  clay,  have  been  in  use 
during  the  past  two  years,  and  some  of  their  physical  properties  determined 
from  different  shipments.  While  the  residue  when  washed  on  a  200-mesh 
screen  can  not  be  used  as  a  value  indicating  the  sandy  nature  of  the  clay, 
since  the  residue  may  contain  other  impurities  and  sand  finer  than  200- 
mesh,  it  does  show  to  a  limited  extent  something  of  the  siliceous  nature  of 
the  clay.  The  8.2%  residue  on  200-mesh  screen  in  the  Crossley  clay  is 
somewhat  high  for  this  clay  and  contains  some  impurities  other  than  sand. 
The  residue  of  the  Russell  and  Cursey  Blue  clay  contained  black  organic 
matter  in  addition  to  sand.  The  Russell  clay  appears  to  be  similar  to  the 
other  Maryland  clays,  if  it  were  not  for  the  large  amount  of  sand  it  contains. 
The  Enterprise  clay  is  considered  more  siliceous  than  the  Crossley  and  has  a 
lower  dry  strength.  The  other  Maryland  clays  are  rather  plastic  and  tight- 
burning.  The  Edgar  clay  is  free  from  sand,  is  tight-burning  and  has  a  low 
drying  shrinkage  and  low,  dry  transverse  strength. 

In  this  series,  two  of  the  three  sandy  clays  showed  a  decided  tendency  to 
firecrack.  In  Series  I,  the  Penna.  Sandy  clay  body  developed  more  cracks 
than  any  other  body  tested  in  these  experiments.  It  is  evident  that  the 
effect  of  sandy  material  in  a  clay  tends  to  produce  firecracking,  due  to  the 
difference  in  the  expansion  and  contraction  behavior  of  the  sand  and  clay  in 
heating  and  cooling. 
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In  this  series,  the  four  tight-burning,  non-sandy  clays  developed  con- 
siderably less  cracks  than  the  open-burning  sandy  ones,  Crossley  excepted. 
In  Series  I,  the  tight-burning  red  clay  body  showed  less  cracking  tendency 
than  the  others  except  the  Georgia  kaolin  body,  which  is  so  porous  that 
cracking  could  hardly  be  expected  to  develop.  Nothing  in  these  experi- 
ments indicates  that  the  tight-burning  clays  tend  to  produce  firecracking. 
The  presence  of  sandy  material  in  the  clay  is  more  likely  to  develop  fire- 
cracking  than  the  use  of  tight-burning  clay.  These  tests  did  not  include 
any  open-burning,  non-sandy  clays.  Had  such  been  included,  they  might 
have  shown  less  tendency  to  crack  than  the  tight-burning  non-sandy 
ones. 

The  tendency  of  the  clay  to  develop  firecracking  depends  to  a  large 
extent  on  the  character  of  the  clay  itself  regardless  of  impurities,  and  its 
behavior  can  not  be  predicted  in  advance.  While  sandy  material  increases 
the  tendency  to  firecrack,  its  effect  may  be  to  a  large  extent  offset  by  the 
character  of  the  clay,  so  that  the  amount  of  sandy  material  a  clay  contains 
can  not  be  used  as  an  indicator  of  this  tendency.  Thus  the  Crossley  clay, 
while  sandy,  does  not  have  the  same  tendency  to  crack  as  the  two  other 
sandy  clays  used. 

There  does  not  seem  to  be  any  relation  between  the  absorption,  porosity 
or  strength  of  the  clays  in  these  experiments  and  their  tendency  to  fire- 
crack.  From  the  behavior  of  refractories,  we  know  that  the  open,  porous 
bodies  withstand  temperature  changes  better  than  the  tight  ones,  and  we 
would  expect  the  bodies  with  high  porosity  to  have  less  cracking  than  the 
ones  with  low  porosity,  but  the  presence  of  sandy  material  and  the  character 
of  the  clay  seem  to  have  a  much  greater  effect  on  the  cracking  tendency 
than  the  absorption  or  porosity.  In  Series  I,  the  vitrified  red  body  with 
only  4.79%  absorption  and  10.19%  porosity  showed  much  less  tendency  to 
crack  than  the  terra  cotta  body  with  14.90%  absorption  and  27.56% 
porosity. 

Series  III 

These  experiments  were  made  in  the  same  manner  as  Series  I  and  II. 
In  Series  III,  the  same  clay  was  used  for  all  bodies  and  different  kinds  of 
grog  were  used  as  shown  in  the  table,  Series  III.  The  different  grogs 
were  prepared  in  the  same  manner  by  grinding  in  the  dry  pan  and  passing 
them  over  the  same  screen.  The  screen  analyses  of  the  various  grog  are 
shown  in  the  table.  The  trials  were  fired  in  the  test  kiln  to  Coin  6 
(burn  No.  5).  The  trials  for  absorption,  shrinkage,  etc.,  were  fired  to  Cone 
0  in  a  burn  similar  to  burn  No.  1. 

The  trials  have  been  weathered  six  months.  So  far,  firecracks  have  not 
developed  in  this  series  as  much  as  in  the  other  two  series,  but  cracks  will 
likely  develop  further  after  weathering. 
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Series  III 

Dry  mod. 
rupture 

lbs.  per 
sq.  in. 


Per  cent 

fire  Per  cent 

shrinkage  absorption 

2.79 


Body  Grog 

Clay  (No  Grog) 262         6 .  85 

14  Saggers 185         3.56         12. 13 

15  Kiln  Slabs 158         3.34         13.05 

16  Fire  Brick 193         3.28         12.09 

17  Terra  Cotta 180         3.98         11.70 

18  Vitrified  Porcelain 186         4.26  8.87 

20  Factory  Grog  thru  40-mesh 202         3.69         10.75 

21  Factory  Grog  over  40-mesh 152         3 .  50         13.17 

22  Factory  Grog  33% 168        3.79         12.68 

23  Factory  Grog  40% 173         2.66         12.65 

Bodies  20-23:    Grog  8  Saggers,  1  Fire  Brick,  1  Terra  Cotta 

'  22.5S*  Crossley  No.  1 
22.5%  Enterprise  No.  30 
22.5%  Cursey 
22.5%  McDowell 
10.0%  Edgar  No.  9 


Clay  Mix 


Grog   Analyses 

No.                               Grog                        On  10  On  20  On  35  On  65 

14  Saggers 27  27.74  27.58  17.51 

15  Kiln  Slabs 65  29.80  29.15  17.18 

16  Fire  Brick 27  21.54  28.07  19.30 

17  Terra  Cotta 34  19.21  23.81  18.90 

18  Vitrified  Porcelain. .  .      1.04  30.90  23.. 54  15.51 
20  Factory  thru  40 ...              ...  22.54 

•  21  Factory  over  40 1 .  04  40 .  40  40 .  32  13 .  65 

22-23  Factory 52  30.03  23.40  16.20 


Per  cent 
porosity 

6.05 
23.37 
24.76 
23.45 
22.50 
17.75 
20.78 
25.15 
24.14 
24.76 


Modulus 

rupture 

lbs.  per 

sq.  in. 

3528 
2345 
2058 
2187 
2278 
2675 
2554 
1829 
2043 
1875 


On  100     Thru  100 


9.94 
5.90 
8.63 

11.18 
7.70 

23.40 
1.04 
7.66 


16.87 
17.36 
22.18 
26.65 
21.23 
54.00 
3.56 
22.20 


No.  19  contained  grog  from  furnace  slag,  but  the  trials  were  badly 
overfired  and  swelled.  This  grog  contained  a  considerable  amount  of 
iron  which  discolored  the  body.  All  of  the  bodies  contained  two  parts 
clay  to  one  of  grog,  except  No.  23,  which  contained  40%  grog. 

No.  15,  kiln  slabs,  and  No.  23,  with  40%  factory  grog,  had  two  of  three 
trials  O.  K. 

No.  14,  saggers,  No.  21,  factory  grog  Over  40-mesh,  and  No.  22,  factory 
grog,  have  two  of  three  trials  cracked.  The  remainder  have  all  trials 
cracked.  No.  1G,  firebrick,  No.  17,  terracotta,  and  No.  18,  vitrified  por- 
celain, have  about  the  same  number  of  cracks,  but  No.  20,  factory  grog 
through  40-mesh,  is  much  worse  than  any  other  of  the  series. 

The  bodies  with  kiln  slabs  and  saggers  have  less  cracking  than  the  fire 
brick  and  terra  cotta.  This  is  due  in  part  at  least  to  the  fact  that  the  latter 
two  have  a  higher  proportion  of  grog  finer  than  100-mesh,  as  shown  by  the 
screen  analyses.  Increasing  the  amount  of  grog  has  reduced  the  cracking. 
The  body  with  grog  finer  than  40-mesh  has  considerably  more  cracking  than 
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the  others,  but  the  body  with  the  grog  coarser  than  40-mesh  does  not  appear 
to  be  much  better  than  the  average.  Vitrified  porcelain  grog  does  not 
show  a  marked  tendency  to  produce  cracking,  although  the  trials  have  a 
little  more  than  the  average  number  of  cracks. 

None  of  the  grogs  used  can  be  considered  as  being  of  a  highly  siliceous 
nature.  Grog  containing  a  considerable  amount  of  coarse  quartz  grains 
would  no  doubt  have  shown  a  tendency  to  produce  cracking.  Considering 
only  the  grogs  used  in  this  series,  and  they  are  representative  of  ordinary 
sources  of  supply  in  the  East,  the  kind  of  grog  does  not  seem  to  be  nearly 
as  important  as  the  size  and  amount.  It  is  well  known  that  a  large  amount 
of  grog  finer  than  40-mesh  will  produce  cracking  in  the  body.  If  the  supply 
of  any  kind  of  grog  is  uniform  so  that  in  grinding  it  gives  about  the  same 
screen  analyses,  the  source  of  grog  does  not  appear  to  be  of  great  im- 
portance on  the  tendency  of  the  body  to  firecrack.  The  kind  of  grog  is  of 
much  less  importance  in  this  respect  than  the  kind  of  clay. 

In  presenting  these  experiments,  particularly  those  in  Series  II  and  III, 
it  is  recognized  that  they  can  not  be  considered  as  absolutely  confirming 
the  conclusions  that  were  drawn  from  them.  Had  nine  trials  of  each 
body  instead  of  three  been  used,  we  might  have  been  able  to  differentiate 
more  clearly  between  certain  mixtures.  This  would  have  made  it  necessary 
to  make  three  burns  in  the  test  kiln  on  each  series  instead  of  one,  which 
would  have  introduced  another  variable  in  the  experiments.  Further 
weathering  of  the  Series  III  trials  may  show  a  greater  difference  between 
some  of  the  bodies  than  exists  at  present. 

While  the  rate  of  cooling  has  a  much  greater  effect  on  the  tendency 
of  the  body  to  firecrack  than  the  composition,  the  latter  is  of  considerable 
importance.  There  is  no  doubt  but  that  a  change  in  the  composition  of  the 
body  could  easily  produce  firecracking  in  practice  without  changing  the  rate 
of  cooling,  particularly  if  the  rate  is  somewhat  rapid.  The  degree  of  sensi- 
tiveness of  the  bodies  of  various  compositions  to  firecrack  when  cooled  at  the 
same  rate  is  an  indication  of  their  ability  to  withstand  expansion  and  con- 
traction strains  in  service,  and  a  number  of  failures  of  free-standing  terra 
cotta  have  no  doubt  been  due  largely  to  expansion  and  contraction  strains. 
By  selecting  a  body  that  shows  the  least  tendency  towards  firecracking, 
and  cooling  the  kilns  slowly,  so  that  the  strains  set  up  by  the  contraction 
of  the  piece  during  cooling  are  reduced  to  a  minimum,  we  should  have  a 
body  that  would  have  the  greatest  ability  to  withstand  contraction  and 
expansion  strains  when  placed  in  exposed  positions. 

There  have  been  other  failures  of  terra  cotta,  when,  through  defective 
jointing  or  unsatisfactory  construction,  the  pieces  have  become  saturated 
with  moisture  and  been  subjected  to  alternate  freezing  and  thawing  over 
long  periods  of  time.  When  such  pieces  are  glazed  or  coated  with  an  im- 
pervious slip,  so  that  the  moisture  can  not  escape,  portions  of  the  surface 
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sometimes  spall  or  break  off.  It  has  been  suggested  as  a  remedy  for  this 
condition,  that  a  body  with  lower  porosity  and  higher  strength  be  used. 
This  suggestion  has  been  opposed  by  some,  chiefly  on  the  ground  that  such 
a  body  would  have  more  tendency  to  firecrack  and  would  not  be  so  able 
to  withstand  expansion  and  contraction  strains  in  service.  These  ex- 
periments indicate  that  in  many  cases  the  porosity  could  be  lowered  and 
the  strength  increased,  without  increasing  the  tendency  to  firecrack,  by  a 
simple  substitution  of  clays. 

These  considerations  seem  to  indicate  the  desirability  of  further  and 
much  more  extensive  experiments  on  the  composition  of  the  body  and  the 
tendency  to  firecrack. 

Conkling-Armstrong  Terra  Cotta  Co. 
Philadelphia,  Pa. 


NEW  DEVELOPMENTS  IN  OXYCHLORIDE  STUCCO  AND  FLOOR- 
ING1 

By  J.  B.  Shaw  and  G.  A.  Bole2 
ABSTRACT 

Substitution  of  Calcium  for  Magnesium  Chloride. — Calcium  chloride  can  be  substi- 
tuted for  magnesium  chloride  only  under  special  conditions.  Calcium  chloride  solu- 
tions must  be  much  more  dilute  than  magnesium  chloride.  Less  filler  can  be  used 
with  magnesium  chloride.  Mixtures  of  the  two  chlorides  do  not  give  as  good  ce- 
ment as  either  separately. 

Dolomite-Calcium  Chloride  Cements. — Tensile  strength,  volume  change,  weathering 
tests,  specific  gravity  figures  are  given.  Some  good  cements  are  found.  Some  of 
the  cements  have  weathered  for  two  years. 

Dolomite-Magnesium  Chloride  Cements. — Tensile  strength,  volume  change,  weather- 
ing tests,  specific  gravity  figures  are  given.  Some  excellent  cements  are  reported 
equal  to  magnesite  cements  with  equal  MgO  content. 

Introduction 

Magnesium  oxychloride  cement  has  been  used  to  some  extent  since  the 
middle  of  the  last  century,  but  in  view  of  some  of  its  remarkable  qualities 
it  is  difficult  to  understand  why  it  has  not  found  a  very  much  more  exten- 
sive use  than  it  has.  Some  of  the  excellent  qualities  which  have  been  attrib- 
uted to  it  are  as  follows: 

Very  high  tensile  strength. 

Low  specific  gravity,  making  a  cement  of  great  strength  with  little 

weight. 
It  is  capable  of  taking  a  high  polish. 
When  mixed  with  appropriate  filler,  it  has  a  very  high  resilience, 

making  it  comfortable  for  office  floors,  etc. 
It  is  not  slippery. 

It  can  be  applied  in  a  thin  coat  over  wood  or  cement  without 
cracking. 
A  search  for  the  cause  of  the  restricted  use  of  this  material  revealed  two 
serious  disadvantages,  namely: 

(a)  High  cost. 

(b)  Frequent  failure  of  floors  laid  with  the  cement,  by  cracking, 

buckling  and  expansion. 

Cost 

The  high  cost  of  this  cement  is  partly  due  to  the  fact  that  magnesite, 
from  which  it  has  been  made,  occurs  only  in  restricted  areas  far  removed 

1  Received  April  3,  1922. 

2  Title  covering  this  work  was  given  in  the  program  of  the  American  Ceramic  Society 
in  February  1919,  much  of  the  work  having  been  done  prior  to  that  date,  but  for  various 
reasons  the  material  was  not  put  into  proper  shape  for  publication  until  this  time. 
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from  the  centers  of  consumption.  The  fact  that  the  material  has  failed 
frequently,  rendering  it  necessary  to  do  the  work  a  second  time,  compelled 
those  selling  it  to  demand  a  high  margin  of  profit  to  ensure  them 
against  loss.  These  two  factors  have  combined  to  keep  the  cost  of  this 
material  so  high  as  to  restrict  its  use. 

The  prestige  of  this  cement  was  greatly  damaged  during  the  latter  part 
of  the  last  century  by  certain  unscrupulous  manufacturers  who,  without 
making  sufficient  preliminary  experiments  to  learn  how  properly  to  make  it 
or  whether  it  would  survive  under  exposure  to  weather,  used  it  for  building 
blocks  and  built  houses  of  them.  The  material  crumbled  away  in  a  few 
years  and  magnesium  oxychloride  cement  has  since  labored  under  the 
disadvantage  of  this  reputation. 

This  paper  contains  some  of  the  results  of  an  effort  to  find  a  method  of 
utilizing  the  excellent  qualities  of  this  cement  by  overcoming  the  disadvan- 
tage under  which  it  is  laboring. 

Reducing  Cost 

Source  of  MgO. — As  stated  above,  magnesites  have  been  the  only 
source  of  caustic  magnesia  for  the  cement.  This  is,  and  must  of  necessity 
remain,  an  expensive  material. 

Dolomitic  limestones  are  very  widely  distributed,  occurring  in  large  quan- 
tities close  to  the  centers  of  industry.  The  only  difference,  chemically,  be- 
tween most  magnesites  and  dolomites  is  the  ratio  in  which  the  constituents 
occur.  They  contain  practically  the  same  ingredients.  Therefore  because 
of  its  large  production  and  easy  accessibility  to  the  centers  of  consumption, 
substitution  of  dolomite  for  magnesite  would  result  in  very  material  re- 
duction of  first  cost  of  the  material. 

Chloride. — Calcium  chloride,  being  a  by-product  from  chemical  proc- 
esses, and  not  having  found  a  very  extensive  use,  can  be  obtained  at  very 
much  lower  cost  than  magnesium  chloride.  This  substitution  would  result 
in  a  further  reduction  in  cost  of  the  finished  product.  Barium  chloride 
may  be  used. 

While  it  seems  likely  that  these  two  substitutions  would  reduce  the  cost 
of  the  material  to  a  point  where  it  could  be  widely  used,  such  reduction 
would  be  useless  unless  the  quality  of  the  material  could  be  so  controlled  as 
to  give  a  uniformly  safe  product.  The  results  of  preliminary  experiments 
along  these  lines  were  encouraging. 

The  oxide  of  magnesia  exists  in  two  forms,  the  light  caustic  oxide  (sp.  gr. 
3.0)  and  the  dead*burned  oxide  (sp.  gr.  3.8).  The  caustic  oxide  is  ob- 
tained by  calcining  compounds  containing  magnesium  carbonate  at  low 
temperature.  The  dead  burnt  oxide  is  obtained  by  heating  at  high 
temperature,  or  for  a  long  period  at  medium  temperature.  The  caustic 
oxide  will  hydrate  slowly  with  very  little  evolution  of  heat.     The  dead 
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burnt  oxide  will  not  hydrate.     The  caustic  oxide  is  the  form  used  in  making 
oxychloride  cement.     The. dead  burnt  is  used  for  refractories. 

The  first  question  arising  in  considering  the  use  of  dolomite  as  a  source 
of  MgO  is  the  influence  of  the  carbonate  of  lime. 

1.  Will  the  presence  of  calcium  oxide,  resulting  from  calcining  at  too 
high  a  temperature,  be  injurious  to  oxychloride  cement? 

2.  Is  it  possible  commercially  to  calcine  the  dolomite  so  as  to  decompose 
the  MgC03  to  form  caustic  MgO  and  leave  the  CaCC>3  undecomposed  ? 

3.  Will  the  amount  of  MgO  in  such  a  limestone  be  sufficient  to  give  good 
strong  cement  when  diluted  with  the  unavoidable  CaCOs  in  the  original 
rock? 

Preliminary  Experiments 

The  Dolomite.— In  an  endeavor  to  answer  these  questions  a  dolomitic 
limestone  of  massive  form  was  selected  having  the  following  composition 
before  calcining: 

CaC03 55.83 

MgC03 43.37 

Si02 14 

Fe02and  A1203 14 

H2O  organic /.....  .52 

100.00 

Magnesite.- — California  magnesite  containing  98%  MgC03  was  cal- 
cined at  1000°  C  and  tested  to  compare  with  the  dolomites. 

Calcining. — Fifty  pounds  of  the  rock  were  crushed  to  half -inch  size  and 
calcined  in  a  covered  sagger  in  a  small  updraft  gas  kiln.  Thermo-couple 
was  placed  just  over  the  surface  of  the  dolomite. 

Sample  A  was  raised  to  650  °C  in  three  hours  and  temperature  held 
between  650  °C  and  700  °C  for  three  hours. 

Sample  B  was  raised  to  770  °C  in  three  hours  and  temperature  held  be- 
tween 770  °C  and  800 °C  for  three  hours. 

Properties  of  Calcined  Material. — Sample  A  was  unchanged  in 
appearance;  color  and  hardness  being  about  the  same  as  the  original  rock. 

Sample  B  had  changed  from  the  gray  of  the  original  rock  to  practically 
white.  It  was  still  hard  but  distinctly  more  brittle  than  the  original 
rock. 

Grinding. — The  calcined  material  was  ground  dry  in  a  ball  mill. 
A  ground  slowly  but  left  mill  and  pebbles  clean.  B  ground  somewhat  more 
rapidly  than  A  but  coated  the  sides  of  the  mill  and  pebbles.  It  has  been 
noted  that  some  magnesite  calcined  at  800  °C  to  1000°  C  sticks  to  the  sides 
of  mill  and  pebbles,  or,  in  other  words,  balls  up  in  the  mill. 
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The  screen  analysis  after  grinding  was  as  follows : 

A  B 

On  100 1%  5% 

Through  100  on  150 20  24 

Through  1.50  on  200 15  15 

Through  200 64  56 

Chemical  Tests. — The  chemical  tests  for  determining  what  carbonates 
and  what  oxides  were  present  in  the  calcined  material  and  in  what  propor- 
tion, were  carried  out  by  the  method  outlined  by  G.  A.  Bole1  for  direct 
determination  of  C02,  also  using  the  ammonium  chloride  method  for  active 
lime. 

Below  are  given  dissociation  temperatures  obtained  on  these  materials. 

Magnesite 470°C  Temperature  at  which  the 

Calcium  carbonate 885°  pressure  of  the  C02  be- 

Mixture  MgC03  and  CaC03 470°  comes  atmospheric  all  at 

fRaw  dolomite 470°  approximately  730°  mm.  Hg 

t  Later  investigations  on  many  dolomites  have  proven  this  relation  to  hold  for  some 
dolomites  only. 

Determination  of  MgO,  CaO,  MgC03  and  CaC03  in  Calcined  Material. — 
Total  CO2  was  determined  by  blasting  weighed  sample.  The  CO2  in  MgCC>3 
was  determined  by  heating  weighed  sample  at  700  °C  in  an  atmosphere  of 
COo  until  evolution  of  gas  ceased  and  measuring  the  loss  by  the  above- 
mentioned  method,  C02  and  CaC03  were  found  by  difference. 

Results 

A  B 

(calcined  at  650-700)  (calcined  at  770-800) 

Total  C02  lost  by  blasting 36 .  50%  26 .  50% 

C02  lost  by  heating  at  700° C 1.67  0.00 

|MgC03...  4.5  0.0 

J  CaC03....  70.0  60.0 

Calculated  results   \  CaQ QQ  17  5 

[MgO 25.5  22.5 

The  ammonium  chloride  method  for  free  lime  gave  (.4)  0.50%  and  (B) 
18.2%  of  free  lime,  respectively. 

The  difference  in  CaO  content  indicates  that  a  part  of  Sample  B  must 
have  reached  a  sufficiently  high  temperature  to  decompose  considerable 
quantity  of  CaC03.  The  effect  of  this  free  lime  on  the  results  in  the  physi- 
cal tests  is  very  evident. 

Heat  Evolved  during  Hydration. — This  was  determined  by  mixing 
50  gr.  of  calcined  powder  with  25  cc.  of  water  and  inserting  a  thermometer 
in  the  mass.  The  method  is  admittedly  crude  and  only  indicates  com- 
parative values. 

1  Bole  and  Shaw,  Trans.  Am.  Ceram.  Soc,  17,  125  (1915). 
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.4    calcined 

650p-700°     n°  nSC  m  temPerature- 

B    calcined      )        0    . 

"()oo-s()oo '         nse  in  temPerature- 


Ma°nesite. — Calcined  ] 

0„  \  no  rise  in  temperature. 


Presence  of  CaO  in  B  is  clearly  indicated  by  the  rise  in  temperature. 

Oxychloride  Cements. — The  calcium  chloride  used  in  making  up  the 
solutions  showed  the  following  analysis: 

CaCl2 95.00 

NaCl2 1.44 

H20  and  organic  matter 3 .  40 

The  solutions  were  made  up  to  20°  and  25°  Baume  and  kept  in  stoppered 
bottles. 

Standard  Ottawa  sand  was  used. 

The  sawdust  was  fine  (SO-mesh)  and  dry. 

The  rule  adopted  for  making  up  the  cements  was  to  follow  industrial 
practice,  by  adding  enough  solution  to  make  all  the  cements  up  to  the  same 
consistency  as  far  as  possible.  Each  mix  was  made  up  to  such  a  consistency 
that  it  would  just  stand  without  flowing.  The  results  obtained  showed 
this  to  be  a  mistake  as  the  amount  of  solution  varied  greatly,  making  large 
differences  in  the  ratio  of  oxide  to  chloride  and  hence  detracting  from  the 
value  of  the  data  obtained  because  of  difficulty  in  interpretation.  Later 
experiments  show  the  results  obtained  by  varying  the  ratio  between  MgO 
and  chloride. 

Time  of  Setting. — Cements  made  with  calcium  chloride  are  slower 
setting  than  those  made  with  magnesium  chloride. 

Much  free  calcium  oxide  seems  fatal  to  the  cements.  Sample  B  showed  no 
setting  in  24  hours  and  even  after  two  weeks  was  soft.  When  magnesium 
chloride  was  added  to  this  sample,  efflorescence  was  distinctly  evident  in 
ten  hours.  The  white  scum  then  started  continued  to  collect  for  weeks. 
Qualitative  tests  showed  these  crystals  deposited  on  the  surface  to  be 
calcium  chloride. 

The  reaction  producing  this  result  is  probably  as  follows : 
CaO  +  MgCl2  +  H20  =  Mg(OH2)  +  CaCl2 

No  efflorescence  was  noticed  at  any  time  on  Sample  A  or  the  calcined 
magnesite,  whether  made  up  from  magnesium  chloride  or  calcium  chloride. 

Constancy  in  Volume.— Constancy  in  volume  was  roughly  determined 
by  laying  pats  of  the  cement  on  glass  plates,  noting  cracking  and  measuring 
linear  shrinkage  of  test  bars. 

A — Every  cement  made  from  this  sample  adheres  firmly  to  glass  plates. 
No  cracking  was  noted  in  any  trials  and  no  measurable  shrinkage. 
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B — Decided  shrinkage.     No  adherence  to  glass  plate.     Not  hard. 

Magnesite. — All  trials  made  up  from  neat  magnesite  show  some 
shrinkage.  An  important  point  noted  is  that  the  neat  magnesite  trials 
made  up  with  calcium  chloride  show  less  shrinkage  than  those  made  up 
with  magnesium  chloride. 

Neat  MgO  with  MgCl2  sets  very  rapidly  and  attains  great  hardness  but 
it  cracks  badly.  Neat  MgO  with  CaCl2  gives  the  strongest  cement  made, 
though  it  sets  somewhat  more  slowly  than  MgO  with  MgCb. 

Magnesite-sand-CaCl2  mixture  adheres  to  glass  plates,  shows  no  crack 
and  no  measurable  shrinkage. 

Specific  Gravity. — Only  a  few  determinations  have  been  made: 

Sp.  gr.  Per  cu.  ft. 

(C-l)     Magnesite  and  MgCl2 2.05  128 

A-l)     Dolomite  and  MgCl2 199  124 

(C-5)     Magnesite  and  CaCl 2 1-87  117 

(A-5)     Dolomite  and  CaClo 1-79  112 

Sawdust  is  frequently  used  in  this  cement,  making  a  very  light  product. 

Tensile  Strength. — The  following  tables  show  the  results  obtained  on 
tensile  strength.  The  briquettes  were  made  in  standard  cement  moulds 
and  in  making  them  the  specifications  of  A.  S.  T.  M.  were  followed  except 
for  the  consistency  of  the  material  as  above  stated.  \ 
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Oxychloride  Cement 
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' 

(~nionc 

te 

C.  c.  sol. 

Tensile 

strength 

Sp. 

gr.  sol. 

per  100 

lbs.  per  sq.  inch 

No. 

Filler 

Per  cent1 

deg 

,  Baume 

gr.  mix 

14  days 

28  days 

A-l 

CaCOs 

MgCl2 

.54.6 

25 

36 

540 

620 

A-3 

CaC03 

MgCl2 

35.9 

20 

32 

590 

720 

A-5 

CaC03 

CaCl2 

48.7 

25 

32 

80 

165 

A-7 

CaC03 

CaCl2 

35.9 

20 

32 

92 

125 

A-9 

CaC03 

(MgCl2) 
(CaCl2) 

(24.4) 
(24.4) 

25 
/ 

32 

345 

530 

A-ll 

CaCO, 

(CaCl2) 

(18.0) 
(18.0) 

20 

32 

125 

295 

A-2 

(CaCOs) 

. 

(Sawdust) 

MgCl2 

105.0 

25 

52 

255 

625 

A-4 

(Sawdust) 

MgCl2 

44.5 

20 

32 

475 

625 

A-8 

(Sawdust) 

CaCl2 

84.0 

20 

60 

45 

30 

A-10 

(Sawdust) 

(MgCl2) 
(CaCl2) 

(48.0) 
(48.0) 

25 

51 

190 

213 

A-12 

(Sawdust) 

(CaCl2) 

(39.0) 
(39  0) 

20 

56 

40 

75 

1  Per  cent  figures 

on  basis  of  100  MgO,  that 

is,  54.6%  MgCl2  equals>*4.6  « 

x  of  the 

MgO  in 

the  mix.      Where  sawdust  is 

given,  20%  by  weight  of 

mix  was 

used. 
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Oxychloride  Cement 

Using  Magnesite  as  Source  of  MgO 

. 

Chloride 

— * 

No. 

Filler 

Sp 
Per  cent1       deg 

.  gr.  sol. 
.  Baume 

C.  c.  sol. 
per  100 
gr.  mix 

Tensile  strength 

lbs.  per  sq.  inch 

14  days         28  days 

CM 

None 

MgCl2 

18.0 

25 

60 

105 

60 

C-3 

None 

MgCl2 

9.7 

20 

44 

140 

300 

C-5 

None 

CaCl2 

16.6 

25 

52 

610 

1242 

C-7 

None 

CaCl2 

11.0 

20 

50 

677 

556 

C-9 

None 

(MgCl2) 

(7.5) 

(CaCl2) 

(7.5) 

25 

50 

383 

902 

C-ll 

None 

(CaCl2) 

(5.8) 

(5.8) 

20 

52 

540 

665 

C-2 

Sand 

MgCl2 

21.7 

25 

19 

650 

650 

C-4 

Sand 

MgCl2 

13.4 

20 

16 

555 

610 

C-8 

Sand 

CaCl2 

15.1 

20 

18 

333 

358 

C-12 

Sand 

(MgCl2) 

(7.5) 

(CaCl2) 

(7.5) 

20 

18 

347 

420 

i 

Per  cent  figured 

on  basis  of  100  MgO,  that  is, 

18.0% 

MgCl2  equals  18.0%  of  the 

MgO 

in  the 

mix.     Where  sand  is  given,  75%  by  weight  of  the  mix  is 

used. 

No  data  on  B  are  given  in  the  table  since  no  cements  having  any  strength 
were  obtained  from  it. 

The  high  shrinkage  of  the  neat  magnesite  trials  is  shown  to  have  produced 
weak  briquettes,  probably  due  to  cracks,  some  of  which  were  plainly  visible. 

While  CaCl2  solution  has  produced  the  best  strength  with  neat  magnesite, 
the  MgCl2  solution  gives  best  results  when  sand  is  added. 

In  the  dolomite  A,  the  CaCl2  briquette  shows  tensile  strength  decidedly 
lower  than  the  magnesite.  (Later  results  have  shown  that  the  CaCl2 
solution  used  here  was  too  high  in  sp.  gr.,  better  results  being  obtained  with 
sp.  gr.  around  12  to  14  Be.) 

The  mixtures  of  dolomite  and  CaCl2  are  much  softer  than  MgCl2- 
dolomite  mixtures  but  the  magnesite-CaCl2  trials  are  as  hard  as  the  mag- 
nesite-MgCl2  after  28  days.  No  explanation  of  this  apparent  inconsis- 
tency has  been  found. 

A  study  of  the  table  would  seem  to  indicate  that  the  following  conclusions 
would  be  borne  out  by  experience : 

1.  Calcined  magnesite  must  be  diluted  with  some  coarse  aggregate  to 
give  satisfactory  cement  with  MgCl2. 

2.  Calcium  chloride  can  be  successfully  used  to  give  strong  cements  with 
calcined  magnesite. 

3.  Cements  obtained  with  dolomite  and  MgCl2  are  as  good  as  any  ob- 
tained with  magnesite  with  equal  MgO  content  and  MgCl2. 

4.  Both  dolomite  and  magnesite  give  cements  of  higher  tensile  strength 
than  Portland  cement. 
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The  results  obtained  in  these  preliminary  experiments  indicated  that 
this  line  of  endeavor  was  well  worth  further  pursuit.  Three  of  the  original 
questions  which  these  experiments  were  designed  to  investigate  have  been 
answered,  namely: 

1.  Free  CaO  resulting  from  overburning  dolomite  is  decidedly  injurious 
to  oxychloride  cement. 

2.  Dolomite  does  contain  sufficient  MgO  to  give  a  good  cement  when 
properly  calcined. 

3.  Calcium  chloride  can  be  used  to  replace  magnesium  chloride  only 
under  proper  conditions. 

Calcining  Dolomite. — One  question  has  not  been  answered  by  these 
experiments",  that  is,  as  to  whether  dolomite  can  be  calcined  commercially 
so  as  to  give  a  uniform  product.  An  extensive  investigation  of  this  point 
was  made  and  successful  results  have  been  obtained  on  commercial  scale. 
This  will  be  the  subject  of  a  separate  paper.  It  may  be  said  here  that  it 
was  found  impossible  to  burn  dolomites  properly  under  ordinary  conditions 
of  calcining  these  materials.  A  process  was  developed  in  which  all  con- 
ditions, especially  temperature  and  pressure,  were  carefully  controlled  and 
by  which  successful  results  were  obtained  repeatedly  on  ton  lots  of 
dolomite. 

Properties  of  Stucco  and  Flooring 

A  further  study  of  this  subject*  was  made  by  selecting  different  dolo- 
mites, studying  their  structure  and  properties  and  making  tile,  laying  them 
on  wood  in  much  the  same  manner  as  floors  are  laid  of  this  cement. 
Tests  were  made  to  determine  the  effect  of : 

Fineness  of  grinding. 

Temperature  of  cement  during  setting. 

Humidity  of  the  atmosphere  during  setting. 

Strength  of  chloride  solution. 

Different  kinds  of  coarse  aggregate. 

Expansion. 

Weathering  of  finished  product. 

Fineness  of  Grinding. — In  general  fine  ground  material  gives  highest 
tensile  strength.  Dolomite-magnesium  chloride  mixtures  show  the  follow- 
ing tensile  strength  in  7  days : 


200  mesh 

100-mesh 

On  100-mesh 

780 

700 

450 

750 

680 

490 

740 

610 

440 

e    760 

660 

460 

*  Much  of  this  work  was  done  in  the  laboratory  of  the  Solvay  Process  Company 
in  cooperation  with  the  writers. 
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Our  experience  has  been,  however,  that  too  finely  ground  materials 
are  more  likely  to  crack  in  setting  than  those  not  so  finely  ground. 

Temperature  during  Setting. — Tile  made  from  dolomite  and  MgCl2 
solution  IS0  Be.  held  at  S0°F  set  hard  in  two  hours  and  developed  tensile 
strength  of  550  lbs.  per  sq.  in.  in  two  days.  Ordinarily  it  requires  3  to 
5  hours  for  final  set. 

Humidity  during  Setting. — Test  pieces  placed  in  a  damp  box  where 
relative  humidity  was  high  set  very  slowly,  developing  only  50  lbs.  per  sq. 
in.  in  tensile  strength  in  7  days.     Did  not  set  after  taking  from  the  box. 

Weathering. — Briquettes  made  from  coarsely  ground  dolomite-calcium 
chloride  mixtures  show  following  tensile  strength: 


7  days 

14  days 

2  years'  exposure 
to  weather 

13°  Be. 

180  lbs. 

210  lbs. 

390  lbs. 

13°  Be. 

150 

200 

430 

14°  Be. 

160 

185 

420 

This  indicates  that  this  material  does  not  deteriorate  badly  in  weather. 

Tile  made  from  these  same  mixtures  have  been  exposed  to  the  weather 
since  August  1919  and  are  in  good  state  of  preservation. 

Data  vSheet 
Oxychloride    Cements 
Using  Dolomite  as  Source  of  MgO 
Cement  Tile  Laid  xj%    Thick  on  Wood 


No. 

MgO . 

Per  cent  fineness 

Calcium  chloride  sol. - 

Per  cent 

free       Sp.   gr.       C  c.  per       Per 
CaO      deg.  Be.   100  gr.  mix   cent 

Results 

10 

25 

7%  on  100 

1.0 

14.3 

46 

30.9 

Cracked  but  hard 

14a 

25 

7%  on  100 

l.cT 

14.3 

45 

32 

Shrinks  in  setting 

17 

27.5 

100 

1.0 

14.3 

38 

19.9 

Cracked,  not  trowelled 

17a 

27.5 

7%  on  100 

1.0 

14.3 

38 

19.9 

Cracked,  not  trowelled 

18 

27.5 

7%  on  100 

1.0 

14.3 

36 

18.5 

Good 

19 

27.5 

7%  on  100 

1.0 

14.3 

31 

19.9 

Good 

19a 

27.5 

200 

1.0 

14.3 

31 

19.9 

Good 

20 

27.5 

100 

1.0 

14.3 

31 

19.9 

Good 

20a 

27.5 

7%  on  100 

1.0 

14.3 

31 

19.9 

Good 

22 

27.5 

7%  on  100 

1.0 

13 

31 

18 

Good 

22a 

27.5 

7%  on  100 

1.0 

12 

31 

16.6 

Good 

26 

27.7 

7%  on  100 

1.0 

10 

31 

13.3 

Good 

26a 

27.7 

7%  on  100 

1.0 

11 

31 

14.9 

Good 

27 

27.7 

7%  on  100 

1.0 

12 

31 

16.4 

Good 

27a 

27.7 

7%  on  100 

1.0 

13 

31 

18.0 

Good 

28 

27.7 

7%  on  100 

1.0 

18 

31 

24.9 

Sets  slowly 

28a 

27.7 

7%  on  100 

1.0 

20 

31 

28.7 

Sets  very  slowly,  poor  tile 

The  data  in  the  above  table  indicate  that  calcium  chloride  with  properly 
burned  dolomite  will  give  good  cement. 

Good  results  have  been  obtained  with  the  tile  containing  from  13—25% 
calcium  chloride  (percentage  based  on  MgO  present). 


320  SHAW  AND  BOLE — NEW  DEVELOPMENTS 

When  magnesium  chloride  is  used,  the  percentage  of  chloride  runs  higher. 
Time    of   Setting. — These   calcium   chloride   cements  are  almost  in- 
variably slower  setting  than  when  magnesium  chloride  is  used. 

Initial  set  Final  set 

Dolomite- CaCl2 40  min.  to  1  hour  4  to  7  hours 

Dolomite-MgClo -30  min.  to  50  min.  3  to  5  hours 

Fineness  of  the  material  and  strength  of  chloride  solution  are  important 
factors  in  determining  time,  of  set. 

Fine  material  sets  more  rapidly. 

Low  sp.  gr.  calcium  chloride  solution  promotes  rapid  setting. 

Stucco. — If  this  material  is  to  be  used  for  stucco,  it  is  essential  that  it 
withstand  weathering;  some  of  the  data  given  above  indicates  that  it  will 
stand  weathering  if  properly  made.  A  very  thorough  investigation  is 
necessary  to  determine  many  points  as  to  how  to  improve  its  weather  re- 
sistance. Other  investigators,  notably  The  Dow  Chemical  Company,  are 
working  on  this  problem  and  results  they  have  obtained  are  worthy  of 
note.  They  have  investigated  many  brands  of  commercial  cements  as 
well  as  some  which  we  have  produced  from  dolomite.  Incidentally  it  may 
be  said  that  the  dolomite  product  stands  in  the  front  rank.  Their  test 
shows  the  product  made  from  dolomite  compares  favorably  with  the 
commercial  stucco  material  on  the  market,  in  its  ability  to  stand  up  under 
weathering  test,  which  consists  of  making  test  pieces,  allow  them  to  set 
14  days,  spray  them  with  water  24  hours  continuously,  dry  24  hours,  spray 
24  hours  and  dry,  repeating  for  three  successive  days,  then  determine  modu- 
lus of  rupture  (wet)  and  after  allowing  to  dry  2  days. 

Data. — Tests  Made  by  the  Dow  Chemical  Co.     Material,  Calcined  by  Shaw  and 

Bole 
Analysis  of  Calcine  Material 

Canadian  magnesite 

Loss  on  ignition 19 .  50 

Si02 1.30 

R203 1.25 

CaO 12.72 

MgO 66.60 

Stucco  mix,  using  MgCh  solution  22°Be. 

Canadian  Magnesite ..  .     1         Dolomite  A- 1.  .  .     2.5         Dolomite  A-2 2.5 

Ground  Flint 2         Ground  Flint. .. .     1.0        Ground  Flint 1.0 

Sand 5        Sand 4.5        Sand 4.5 


Gouvenour 
A-l 

dolomite 

A-2 

31.70 

33.95 

1.53 

.37 

.97 

.22 

34.50 

37.85 

27.20 

27.80 

1  day 

Tensile  strength — 

3  days 

7  days 

. . . .     408 

402 

400 

A-l  Dolomite  body 

467 

. . . .     258 

428 

488 
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-Per  cent  change  in  lengtk- 


1  day  3  days  7  days 

Canadian  Magnesite  Body  (  normal  air) —.02  —.02  —.03 

(wet  air) +.006  -.004  +.025 

A-l  Dolomite  Body  (normal  air) + .  18  +  .28  +  .31 

A-2  Dolomite  Body  (normal  air) + .  04  + .  06  + .  06 

(wet  air) +.07  +.13  +.14 

—  Indicates  contraction.      +  Indicates  expansion. 


-Water  resistance- 


Per  cent 
Dry  Wet       Recovered  recovered 

Modulus  of  Rupture      Canadian  Magnesite ..  .      1614         702         1605  98.0 

A-l 1596    768    969       60.7 

A-2 1890  ,  990    1458       77.1 

Recovery  of  50%  or  more  considered  good. 

These  tests  show  that  high  strength  of  dry  test  piece  does  not  indicate 
high  resistance  to  weather  and  that  fine  aggregate  promotes  weather  resis- 
tance. The  dolomite  cement  has  this  advantage  and  probably  owes 
its  high  weather  resistance  to  it.  Tests  which  they  made  on  Canadian 
magnesite  shown  in  the  table  gave  exceptional  results. 

New  York  State  School  of  Clayworking  and  Ceramics 
Alfred,  New  York 


MICROSCOPIC  STUDY  OF  GROUND  COAT  AND  COVER  COAT 
ENAMEL  REACTIONS1 

By  E.  E.  Geisinger 
ABSTRACT 

A  study  of  ground  coat  and  cover  coat  enamel  reactions  showing  that  the  degree  of 
susceptibility  of  enamels  to  furnace  gases  is  easily  classified  by  cross-section  examination 
under  the  microscope.  The  excess  intermingling  of  the  ground  and  cover  coats  and 
interaction  between  ingredients  can  be  determined.  Lack  of  firing  range  of  the  two 
coats  is  easily  noted.  The  tendency  of  an  excess  gasifying  of  the  enamel  on  the  ware  is 
seen.  The  high  viscosity  of  enamels  which  do  not  allow  the  ready  escape  of  occluded 
air  and  gases,  thereby  forming  large  bubbles  and  resulting  weak  structure,  is  studied. 
Results  of  overfiring  and  underfiring  are  summarized. 

Introduction 
We  who  are  working  with  glass  enamels  are  studying  each  new  as  well 
as  old  glass  combination  from  every  possible  angle,  considering  such  points 
as  raw  material  cost,  smelting  properties,  gravity  and  slip  properties,  and 
when  applying  to  the  ware,  such  properties  as  softening  temperature, 
flowing  and  finishing  temperature,  burning  range,  etc.  The  color,  gloss  and 
general  appearance  are  probably  next  registered,  and  finally  we  use  in- 
numerable schemes  of  comparative  tests  of  durability  to  physical  abuse  as 
well  as  general  corrosion  and  acid  resistivity  tests.  It  is  important  that 
we  determine  whether  this  new  combination  will  be  a  constant  or  too  fre- 
quent offender  in  regard  to  fishscaling,  shivering  or  other  poor  results 
caused  by  factory  conditions  which  are  at  certain  periods  unavoidably  not 
ideal  or  even  good.  If  the  importance  and  help  of  a  microscopic  study  of 
enamels  are  realized  by  our  fellow  workers,  after  hearing  this  paper  and 
seeing  the  series  of  photos,  the  purpose  will  have  been  fulfilled. 

The  Microscope  in  the  Factory 
The  steel  is  studied  and  controlled  from  a  purely  metallurgical  stand- 
point, using  mostly  the  microscope.  As  our  work  is  all  on  heavy  steel 
plate,  not  being  less  than  b/m",  and  our  method  of  cleaning  is  the  sand- 
blast, we  are  not  interested  in  the  pickling  properties  of  steel.  The 
microscope  has  been  found  invaluable  in  showing  extreme  high  or  low 
carbon  content,  slag  and  oxide  occlusions  together  with  any  other  rolling 
defects.  However,  the  texture  of  the  sandblasted  steel  surface  as  it  leaves 
the  blast  is  examined  with  a  low  power  double  lens,  for  it  has  been  proved 
to  us  by  experience  that  a  so-called  open  rough  surface  is  best  for  enameling 
on  steel.  We  have  found  that  the  tendency  of  steel  working,  annealing  or 
rusting  is  to  give  an  open  ragged  surface,  which  in  turn  helps  to  inhibit 
the  fishscaling  trouble.  Messrs.  Danielson  and  Souder  touched  very  close 
to  a  key-note,  we  believe,  when  they  advanced  the  steel  surface  problem 
relative  to  fishscaling. 

'Read  before  the  Enamels  Division,  St.  Louis  meeting,  February  28,  1922. 
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Cross-Section  Study  of  Enamel 

Description  of  Method  Used. — Enamel  surfaces  have  been  studied 
under  the  microscope  as  suggested  by  Mr.  E-  P.  Poste  in  Trans.  Am.  Ceram. 
Soc,  19,  146  (1917)  and  this  rather  prompted  us  to  study  our  enamels  in 
cross-section.  It  has  since  been  found  that  microscopic  examination  of  the 
surface  is  more  deceiving  in  many  instances,  for  the  temperature  of 
the  furnace  will  fine  out  the  bubbles  on  the  very  top  surface,  leaving  a 
very  bad  condition  underneath.  The  cross-section  views  have  told  much 
more  as  to  the  true  condition  of  the  glass  on  the  steel.  If  the  problem  is  to 
examine  the  enamel  from  factory  production,  a  chip  is  removed  with  the 
chisel,  which  is  very  easy  with  this  thickness  of  steel.  In  the  study  of  new 
enamels,  however,  flat  rectangular  test  pieces  are  used  and  the  enamel  is 
applied  to  the  very  edge.  A  hammer  blow  on  a  small  chisel,  holding  it 
close  to  the  edge  of  the  test  piece  and  directing  the  chips  out,  will  generally 
remove  a  few  pieces  of  enamel  quite  clean  to  the  steel  or  at  least  only  leaving 
a  little  ground  coat  on  the  steel.  It  is  found  convenient  and  almost 
necessary  to  hold  a  cloth  over  the  test  piece  so  as  to  catch  the  small  chips. 
Take  the  chips,  and  carefully  break  them  between  your  finger  tips  until  you 
get  a  break  which  presents  a  medium  smooth  surface.  It  is  not  necessary 
to  be  so  careful  about  this  break  being  even  unless  one  intends  to  take  a 
microphotograph,  for  differences  in  focus  can  be  taken  care  of  while  ex- 
amining. Much  more  can  be  seen  by  examining  the  real  specimens,  which 
of  course  is  the  case  with  anything  that  is  not  polished  absolutely  flat. 
By  using  a  drop  of  sealing  wax  on  a  regular  glass  slide,  the  mount  is  easily 
made  by  just  warming  the  spot  of  wax  and  imbedding  your  chip  on  edge, 
taking  care  to  level  the  top  edges  in  one  geometric  plane.  An  arc  lamp  is 
used  with  direct  impinging  condensed  light,  placing  the  ray  so  that  it 
hits  the  chip's  top  edge  surface  at  an  oblique  angle.  A  study  at  thirty-five 
to  one  hundred  magnifications  is  generally  sufficient,  and  will  tell  one  very 
much  as  to  what  has  happened  to  his  glass  while  firing  on  the  steel. 

Example  Series — Microphotos — Results 

The  following  ground  coat  was  used  in  the  series,  as  the  study  was  to  be 
essentially  one  of  two  coat  ware: 

Ground  Coat  "A" 

Silica 150 

Feldspar 320 

Borax 360 

vSoda 70 

Cobalt  Oxide 30 

Manganese  Oxide 70 

1000  Raw  batch  weight. 
Add  10%  raw  silica  and  5%  clay  at  mill. 
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Test  pieces  were  used  with  the  following  dimensions:  2"  x  4"  x  5/ic"  thick, 
and  all  were  cut  from  one  plate  of  steel.  A  microphoto  of  the  steel  used  is 
shown  in  Fig.  1. 

All  cover  coats  were  milled  with  3%  of  Johnson  Porter  clay.  Both  ground 
coat  and  cover  coats  were  sprayed  on  the  steel  pieces.  Table  I  gives 
the  cover  coat  ingredients,  and  short  notes  as  to  the  results  of  the  test 
pieces  after  standing  two  months.  The  first  series  of  twenty  enamels  is  an 
attempt  to  compare  the  effect  of  varying  one  metallic  oxide,  which  we  will 
call  the  "variable,"  being  added  in  a  minimum  quantity  of  10  parts  and  a 
maximum  quantity  of  100  parts.  In  each  case  the  cover  coat  is  a  cobalt- 
blue  enamel,  and  the  enamels  were  fired  in  a  small  gas  furnace  under  the 
four  conditions  as  tabulated,  viz.:  (a)  Correct  Fire.  This  meaning  a 
temperature  of  1700  degrees  F  and  a  firing  period  of  just  what  my  ex- 
perience and  judgment  would  tell  me  was  correct  by  watching  the  enamel 
flow  down  and  gloss  over  in  the  furnace.  This  firing  was  done  by  radiation, 
having  the  gas  cut  off  entirely,  and  the  atmosphere  was  oxidizing,  (b) 
Reducing.  This  firing  was  done  with  excess  gas  flowing  into  the  furnace, 
producing  a  reducing  atmosphere.  The  piece  was  removed  when  finished. 
(c)  Overtired.  This  firing  was  done  at  1700  degrees  F  and  the  firing 
period  lengthened  by  100%  over  the  time  required  to  just  correctly  finish 
the  test  piece.  A  piece  finishing  correctly  in  four  minutes  was  fired  for 
eight  minutes,  (d)  Underfired.  This  firing  was  done  at  1700  degrees, 
but  the  pieces  were  removed  before  completely  glossed  out. 

Two  white  enamels  are  given  in  Table  II,  as  well  as  a  brown-black  enamel, 
this  completing  the  series. 

Table   II 
White  Cover  Coat  Enamels  and  a  Brown-Black  "Dl" 


Enamel ■  ■  . 

,   Silica 

Feldspar 

Soda 

Borax 

Tin  Oxide 

Cryolite 

Black  Iron  Oxide 

Manganese  Oxide 

a.  Correct  Fire 

b.  Reducing  Atmosphere 

c.  Overfired 

d.  Underfired 

The  most  noticeable  defects  are  noted  in  Tables  I  and  II,  but  of  most 
interest  are  the  pictures  of  the  cross-section  of  each  enamel  resulting  from 


Cl 

C2 

Dl 

200 

200 

200 

400 

400 

400 

300 

300 

300 

70 

70 

70 

20 

75 

70 
20 

Good 

Fishscaled 

Good 

shivered 

Shivered 

Fishscaled 

Good 

Fair 

Good 

Good 

Fair 

Good 

Dull 
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the  four  different  types  of  firing.  Glancing  over  the  whole  series  of  ninety- 
two  microphotos,  it  will  be  noted  that  with  very  slight  bubbling  indications, 
either  near  the  steel  side  or  near  the  intersection  of  the  first  and  second  coat, 
the  ground  coat  "A"  seemed  to  withstand  the  successive  firings,  or  in  other 
words  had  a  good  firing  range.  This  factor  is  very  important  in  the  in- 
dustry of  heavy  plate  enameling,  where  it  is  not  unusual  to  have  a  tank  in 
the  furnace  40  minutes  or  longer,  while  three  to  four  tons  of  steel  are  coming 
to  1700  degrees  F  or  higher.  The  ground  coat  used  in  this  series  was 
one  the  result  of  which,  if  fired  at  a  moderate  heat  beyond  its  range,  was  an 
enamel  which  would  fishscale,  while  if  fired  at  a  higher  temperature  and 
beyond  its  range,  it  would  shiver,  leaving  a  cratered  and  bubbled  under- 
surface  chip  as  shown  in  Fig.  2. 

In  the  first  series  of  twenty  enamels,  the  microphotographs  of  the  cor- 
rect fire  all  show  very  little  heterogeneous  or  unmelted  matrix  as  evident 
in  the  underfired  specimens  and  just  enough  of  the  usual  fine  bubbling  to 
make  a  good  enamel,  with  the  exceptions  of  the  cryolite  cover  and  ti- 
tanium oxide  cover.  There  is  a  well-defined  boundary  between  ground 
coat  and  cover  coat.  An  example  of  a  correctly  smelted  and  fired  enamel 
is  shown  in  Fig.  3. 

If  it  were  always  possible  to  fire  steel  ware,  so  that  no  portion  would 
receive  either  a  too  long  or  too  short  time  interval,  a  too  high  or  too  low 
temperature,  or  a  gaseous  atmosphere,  the  need  of  studying  enamel  re- 
actions would  not  attract  one;  but  very  frequently  one,  two  or  all  of  these 
conditions  occur.  The  electric  furnace  has  wiped  out  at  least  one  of  the 
worst  enemies  of  glass  enamels,  and  that  is  furnace  gas,  which  may  mean  sul- 
phur oxides  and  possibly  carbon  monoxide  at  times.  The  electric  furnace 
should  be  appreciated  in  another  way,  and  that  is  the  capability  of  keeping 
a  correct  and  goodly  size  temperature  gradient  near  the  finish  of  the  firing. 

Results  of  Reducing  Fire. — Studying  the  series  of  enamels  subjected 
to  the  reducing  action  of  excess  artificial  gas,  one  will  again  see  that  very 
much  as  the  metallic  oxides  are  listed  relative  to  their  capability  of  giving 
up  an  oxygen  valent,  they  are  again  listed  as  to  the  amount  and  size  of 
bubbles  forming  in  the  enamels.  The  litharge  enamels  both  show  ex- 
cessive bubbling,  closely  followed  in  this  respect  by  titanium  oxide.  The 
titanium  oxide  microphotos  show  excessive  bubbling,  but  very  peculiarly 
it  seemed  to  be  located  near  the  boundary  of  the  cover  coat  and  ground. 
The  zirconium  oxide  enamels  show  a  little  similarity  to  titanium,  but  not  as 
marked.  Nickel  oxide  when  added  in  the  maximum  quantity  gave  ex- 
cessive bubbling  under  this  treatment.  The  tin  oxide  white  cover  coats 
were  not  affected  as  severely  as  expected,  but  showed  some  reduction. 
Manganese  oxide,  ferro-ferric  oxide,  zinc  oxide,  calcium  oxide  and  barium 
oxide  withstood  the  test  very  well,  and  their  relative  position  denotes  the 
rating  given  them,  placing  manganese  first. 
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Figures  4,  5  and  6  represent  examples  of  excess  bubbling  under  reducing 
atmosphere. 

Figures  7  and  8  show  enamels  which  did  not  easily  yield  to  this  test. 

Results  of  Overfiring. — In  the  attempt  to  give  the  soft  enamels  a  fair 
test  the  1(30%  extra  fire  system  was  used.  The  physical  results  of  this  test 
will  be  discussed  later,  but  it  is  well  to  mention  here  that  by  referring  to  the 
tabulated  chart,  one  will  see  that  very  few  enamels  survived  the  test. 
The  enamel  BIO  plus,  the  maximum  variable  content  being  iron  oxide, 
seemed  to  withstand  the  test  far  better  than  the  others,  the  firing  range 
being  very  long.  The  manganese  oxide  enamel  Bl  plus  was  very  good, 
while  enamels  B4  minus,  B5  minus  and  B6  minus,  containing  a  minimum 
variable  of  barium,  calcium  and  litharge,  respectively,  were  better  than  the 
average.  The  enamels,  however,  with  maximum  quantities  of  these  same 
oxides  all  shivered  or  fishscaled  to  a  marked  degree.  The  overtired  sample 
with  a  minimum  quantity  of  cryolite  fishscaled  and  the  photos  in  Figs.  9 
and  10  are  interesting  in  that  the  reasons  are  apparent. 

Figure  1 1  shows  a  titanium  enamel  not  listed  in  the  series  which  appeared 
very  good  from  the  upper  surface,  but  was  likely  to  shiver  at  the  least 
strain  cause. 

The  cratered  and  bubbled  condition,  which  did  not  subside  to  a  hard 
glass  of  dense  structure  in  the  case  of  enamel  B2  minus,  made  it  an  enamel 
which  when  expansion  came  to  play,  the  edges  of  the  craters  no  longer 
offered  enough  resistance  and  a  shiver  resulted.  This  condition  or  reaction 
is  most  invariably  found  under  a  true  shiver  or  large  chip,  except  when 
caused  by  a  very  sharp  convex  turn  in  the  steel  piece.  B2  plus  or  the  maxi- 
mum quantity  cryolite  enamel,  on  the  other  hand,  was  of  such  a  viscosity 
and  structure  at  the  temperature  of  1700  degrees  F,  lacking  metallic 
oxides  to  give  slight  bubbling,  so  it  densely  flowed  down  to  a  solid  glass 
enamel,  melting  right  in  with  the  ground  coat  enamel.  A  strain  setting  up 
in  this  enamel  will  break,  not  along  crater  or  bubble  boundaries  of  which 
there  are  none,  but  rather  right  up  through  the  glass  and  a  fishscale  results. 
The  condition  of  fishscaling  and  shivering  has  been  quite  generally  ex- 
plained by  the  expansion  theory  but  it  rather  puzzles  one  to  see  apparently 
the  same  steel  and  enamel  act  differently.  Why  will  the  same  enamel 
characteristically  fishscale  and  at  other  times  shiver,  while  at  other  times  be 
very  good?  When  we  mention  shivering,  do  not  mistake  it  to  include  a 
scaling  or  shivering  off  due  to  dirty  steel,  oxide  and  slag  occlusions  or  high 
carbon,  but  rather  the  cases  which  are  not  answered  by  these  explanations. 
After  examining  enamels  under  the  microscope,  which  included  many 
which  had  fishscaled,  shivered  and  many  which  were  good,  light  on  a  new 
explanation  was  seen. 

(a).  An  enamel  which  was  heterogeneous  in  its  construction,  showing 
some  unmelted  matrix,  did  not  fishscale  or  shiver.     This  enamel  generally 
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Fig.  7. 
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was  underfired  and  had  quite  often  other  defects,  like  a  dull  surface,  or  was 
slightly  pitted.  We  must  conclude  then  that  the  matrix  helped  or  eased 
up  the  expansion,  even  perhaps  somewhat  increasing  the  total  expansion 
when  needed  to  meet  the  steel  through  certain  temperature  changing 
periods,  resulting  in  the  enamel  not  leaving  the  steel. 

(6).  An  enamel  which  showed  a  zone  or  whole  cross-section  of  a  dense, 
clear  true  glass  quite  generally  fishsealed. 

(c).  An  enamel  which  was  excessively  bubbled  either  in  a  parallel  zone 
to  the  steel  or  in  a  whole  cross-section  would  often  shiver. 

(d).  An  enamel  which  showed  small  uniform  bubbling,  not  being  large 
enough  to  weaken  the  structure,  was  generally  free  from  shivering  or 
fishscaling. 

In  studying  Messrs.  Danielson  and  Souder's  expansion  tables  as  well 
as  Mayers  and  Hava's,  it  is  seen  that  the  more  usable  and  durable  en- 
amels are  a  fair  per  cent  different  or  rather  lower  in  expansion  than  steel. 
Is  it  not  reasonable  to  conclude  that  all  glass  enamels  at  best  are  placed 
under  strain  by  change  of  temperature,  and  even  at  a  constant  temperature 
a  strain  remains? 

The  strength  of  the  enamel  is  a  main  issue,  as  brought  forward  by  Messrs. 
Danielson  and  Souder,  and  this  is  a  logical  conclusion  to  draw,  but  also 
let  us  reason  and  add  that  the  resistance  without  fracture  to  this  strain 
depends  upon  the  physical  structure  and  partly  melted  matrix.  In  other 
words,  a  bubbled  structure  is  a  helping  hand  to  allow  a  greater  give  and 
take  in  the  enamel  until  it  increases  to  the  point  where  the  air  spaces  are 
almost,  or  are  in  excess  to  the  true  solid  glass  walls,  and  then  the  enamel 
shivers.  It  seems  reasonable  that  such  a  structure  could  more  easily 
take  a  lineal  or  cubical  expansion  in  excess  of  its  mean  expansion,  if  called 
upon  to  do  so.  Following  this  thought,  then,  to  guard  against  or  to  correct 
a  case  of  fishscaling  try  to  smelt,  grind  and  fire  to  get  an  enamel  not  only 
of  good  strength  and  expansion,  which  is  originally  determined  by  the 
formula,  but  also  one  which  has  a  little  partly  melted  matrix  or  fine  bubbles, 
or  both,  giving  to  the  naked  eye  an  enamel  which  appears  glossy  and 
dense.  A  guide  would  be  to  smelt  so  as  not  to  get  a  too- solid  and  true 
glass  frit,  regulating  your  batch  size,  time  and  smelting  temperature 
preferably  as  low  as  possible.  Do  not  mistake  this  to  mean  that  the  tem- 
perature of  the  smelter  should  be  low  before  charging,  for  this  preferably 
should  be  high  thereby  cutting  down  the  time  element,  which  is  important. 
If  possible,  add  a  metallic  oxide  such  as  manganese,  cobalt,  a  very  little 
nickel  or  possibly  iron  oxide,  to  accelerate  this  bubbling  when  fired  on  the 
ware,  which  explains  in  part  the  beneficial  effect  found  true  of  ground  coats 
with  a  little  metallic  oxide  addition.1  When  firing  the  ware,  do  so  at  as  large 
1  R.  D.  Landrum,  Trans.  Am.  Ceram.  Soc,  14,  756  (1912);  R.  R.  Danielson,  Ibid., 
18,  343  (1916). 
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a  temperature  gradient  as  the  shape  and  construction  will  allow.  More 
skill  is  needed  in  firing  this  way,  but  the  results  are  worth  it,  for  the  rapid 
fire  will  give  the  structure  as  mentioned  above  and  also  a  good  enamel  in 
ever}7  other  respect.  The  shorter  and  higher  temperature  firing  just 
starts  unfinished  smelter  bubbling  or  mill  addition  reaction,  and  also 
entraps  air  as  very  small  bubbles,  all  of  which  tends  to  give  a  correct  phys- 
ical structure.  A  low  heat  and  long  firing  period  are  conducive  to  fishscaling, 
for  this  is  an  ideal  condition  under  which  the  enamel  will  flow  down  and 
the  bubbles  fine  out  completely  or  nearly  so.     Especially  is  this  true  if  the 


Fig.   13. 

enamel  is  low  in  viscosity  and  low  melting.  Lastly  a  raw  mill  addition 
will  tend  to  this  structure  under  firing  periods  which  are  not  unreasonably 
long  or  temperatures  which  are  not  too  high.  Most  enamelers  have  well 
experienced  the  good  effects  of  a  raw  mill  addition  to  an  enamel  to  remedy 
fishscaling,  this  addition  generally  being  other  than  clay. 

Underfiring. — The  series  of  microphotos  showing  the  different  enamels 
underfired  are  interesting  because  of  one  fact  and  that  is  their  close  re- 
semblance and  structure  relation  to  a  correct  fired  specimen.  In  most 
instances  the  partly  melted  matrix  is  easily  picked  up  under  the  microscope. 
It  was  rather  difficult  to  determine  the  comparative  period  at  which  time  the 
pieces  .were  correctly  termed  underfired.  The  following  are  examples  of 
underfired  enamels  taken  from  the  series.     See  Fi?s.  12  and  13. 
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Conclusions 

(a).  The  degree  of  susceptibility  of  enamels  to  furnace  gases  is  easily 
classified  by  cross-section  examination  under  the  microscope. 

(6).  The  excess  intermingling  of  ground  coat  and  cover  coat,  meaning 
that  their  flowing  temperatures  are  too  close  to  one  another,  as  well  as 
possible  interaction  between  ingredients  can  be  determined.  The  lack 
of  firing  range  of  either  ground  or  cover  coat  can  quickly  be  noted. 

(c) .  The  tendency  of  a  continued  excess  gasifying  of  the  enamel  on  the 
ware  especially  at  high  temperatures  will  be  seen,  as  in  the  case  of  enamels 
containing  high  titanium  oxide. 

(d) .  The  high  viscosity  of  enamels  which  do  not  allow  the  ready  escape 
of  occluded  air  and  gases,  thereby  forming  large  bubbles  and  a  resulting 
weak  structure,  can  be  studied.  The  very  opposite  of  this  condition, 
causing  very  dense  glass-like  structure,  can  be  studied. 

(e).  And,  finally,  the  relation  of  all  these  factors  in  helping  to  explain 
characteristic  fishscaling  and  shivering,  which  were  summarized  under  the 
heading  "Overfired." 

Research   Laboratory 

The  Pfauder  Company 

Rochester,  N.  Y. 


A  MODIFICATION   OF  THE  EMPIRICAL  FORMULA  IN   GLAZE 
AND  ENAMEL  CALCULATIONS1 

By  J.  E.  Hansen2 
ABSTRACT 

Objections  to  the  Usual  Type  of  Molecular  Formula.— The  shortcomings,  disad- 
vantages and  objections  to  the  usual  type  of  molecular  formula  are  reviewed,  and  it 
is  shown  by  calculation  back  to  the  batch  mixture  how  the  molecular  formula  may 
be  misinterpreted. 

New  Type  of  Molecular  Formula  Proposed.— The  following  type  of  an  empirical 

formula  is  proposed. 


Na20 

Na2F2 

K20 

CaO 

CaF2 

BaO 

ZnO 

PbO 


AljOs 

A12F6 


Si02 
SiF< 
B203 
SbjOi 


Advantages  of  New  Type.— The  advantages  of  this  new  type  of  formula  are  that 
(1)  it  presents  its  data  in  the  usual  simple  and  graphic  manner;  (2)  it  indicates  the  min- 
eralogical  and  physical  condition  in  which  most  of  the  important  constituents  are  in- 
troduced into  the  batch;  (3)  it  admits  of  but  little  danger  of  obtaining  the  wrong 
batch  mixture  upon  calculation  back  to  the  raw  materials;  and  (4)  the  conclusions 
to  be  drawn  from  it  are  quite  fixed  and  definite. 

The  graphic  empirical  formula  has  long  been,  and  still  continues  to  be, 
one  of  the  methods  of  expressing  glaze  and  enamel  composition,  as  well 
as  other  ceramic  mixtures.  The  empirical  formula  is  an  aid  to  the  ceramist 
in  that  it  is  a  means  to  the  simple  and  graphic  expression  of  the  oxides 
present  in  a  ceramic  composition,  but,  unfortunately,  there  are  disadvan- 
tages and  objections  to  the  use  of  this  method. 

It  is  not  the  intention  of  this  paper  to  defend  or  advocate  the  use  of  the 
empirical  formula  as  it  is  now  considered,  but  again  to  call  attention  to  its 
disadvantages  and  suggest  a  form  which  will  relieve  the  situation. 

Concerning  the  use  of  empirical  formulas,  Seger  says,3  "the  formulas 
merely  express  that  the  elements  indicated  are  present  in  certain  proportions, 
and  it  does  this  in  a  simple  and  graphic  manner,  from  facts  which  can  only 
be  deduced  from  an  analysis  of  the  material." 

Edward  Orton,  Jr.,4  referring  to  empirical  formulas,  states  that  "these 
methods  are  merely  mechanical  aids  to  expression,  and  are  not  in  themselves 
a  correct  statement  of  chemical  fact." 

1  Read  before  Enamels  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 

2  Industrial  Fellow,  Mellon  Institute  of  Industrial  Research  of  the  University  of 
Pittsburgh,  Pittsburgh,  Pa. 

3  "Collected  Writings  of  Seger,"  2,  562  (1902). 
*  Trans.  Am.  Ceram.  Soc,  3,  80  (1901). 
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Homer  F.  Staley1  says,  "it  is  a  decided  disadvantage  that  the  formulae 
are  based  on  a  recalculation  of  the  gross  analysis  of  the  material,  thus 
neglecting  the  miner  alogical  and  physical  condition  in  which  the  various  ele- 
ments arc  introduced.  These  neglected  factors  may  be  vastly  more  im- 
portant when  comparing  two  mixes  than  the  formal  similarity  of  ultimate 
analysis.  If,  to  obviate  this  limitation,  we  try  to  work  with  empirical 
formulae,  and  at  the  same  time  keep  in  mind  our  batch,  our  problem  be- 
comes as  complex  as  working  with  batch  weights,  thus  annulling  its  one 
great  advantage,  i.  e.,  its  graphic  character." 

Ross  C.  Purdy2  says,  "The  alkalies  introduced  into  glazes  as  a  constitu- 
ent part  of  a  frit  have  very  different  influence  according  to  the  difference 
in  their  source." 

Another  objection  lies  in  the  placing  of  fluorine  as  F2  in  the  acid  group, 
for  the  fluorine  is  not  introduced,  present,  or  liberated  as  free  F2.  Hence, 
calling  it  F2  leads  to  a  misconception  of  chemical  fact.  Further,  it  is  the 
usual  custom,  in  comparing  two  mixes,  to  consider  the  fluorides  as  minerals 
and  not  as  mixtures  of  the  oxides,8  to  which  we  arbitrarily  calculate 
them  in  the  usual  molecular  formula. 

Therefore,  it  is  proposed  that,  instead  of  using  the  regular  form  of 
empirical  formula,  a  modified  or  enlarged  form  be  used,  in  which,  for  the 
main  part,  instead  of  calculating  the  various  fluorides  over  to  the  corre- 
sponding oxides  (as  is  done  in  the  regular  molecular  formula),  they  be  in- 
corporated into  the  formula  as  the  fluoride  and  placed  in  their  regular  place 
in  the  formula,  according  to  whether  their  oxide  is  basic,  amphoteric,  or 
acidic  in  character. 

For  example,  take  an  enamel,  which,  according  to  the  usual  method  of 
expressing  the  molecular  formula,  has  the  following  composition : 


0.357  Na>0 

.083  K20 

.  172  CaO 

[  1.016  Si02 

.  080  BaO 

0.120  AI2O3 

.244  Bo03 
1      .044  Sb,03 

.  242  ZnO 

.  066  PbO 

(     .323  F, 

1.000 

In  calculating  the  above  empirical  formula  back  to  the  ba,tch  formula, 
it  would  be  usual  to  make  the  assumption  that  all  B20:i  is  to  be  derived 
from  borax  if  it  is  possible  to  do  so  without  adding  too  much  Na20,  that  as 
much  K20  shall  be  derived  from  feldspar  as  is  possible  without  introducing 
too  much  A1203,  that  all  F2  comes  from  fluorspar  and  cryolite,  all  CaO  from 
fluorspar,  all  BaO  from  BaC03,  ZnO  from  zinc  oxide,  PbO  from  litharge, 

1  Trans.  Am.  Ceram.  Soc,  13,  123  (1911). 
-Ibid.,  13,  195  (1911). 
3  Ibid.,  13,  502  (1911). 
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and  SboOg  from  antimony  oxide,  using  flint  and  clay,  if  necessary,  to  fulfill 
the  requirements  for  A1203  and  Si02.  However,  in  studying  this  formula, 
it  is  found  that  all  the  K20  could  not  come  from  feldspar  because  there  is 
not  enough  A1203 ;  neither  can  it  be  assumed  that  all  the  A1203  comes  from 
feldspar  and  the  balance  of  the  K20  from  pearl  ash  or  saltpetre,  because 
then  the  F2  can  not  be  balanced  up  by  the  usual  assumption  that  it  comes 
from  fluorspar  and  cryolite. 

Hence,  it  is  necessary  to  start  our  calculations  with  fluorspar,  supply  the 
remaining  F2  from  cryolite,  and  take  the  balance  of  the  A1203  as  the  index 
of  the  feldspar  used. 

The  calculations  of  this  empirical  formula  back  to  the  batch  mixture, 
using  a  feldspar  of  the  composition 

0 .  367  K20  1 .  100  A1,03  (8 .  47  Si02) 

.633  NaaO 
1.000 
with  a  molecular  weight  of  695,  are  shown  in  Table  I. 

However,  upon  comparing  this  batch  formula  with  the  original  batch 
formula  from  which  this  empirical  formula  was  derived,  it  is  found  that  the 
fluorspar,  cryolite,  quartz  and  soda  ash  are  materially  higher  than  they 
should  be,  that  feldspar  is  lower,  and  that  two  constituents,  namely, 
sodium  silicofluoride  and  whiting,  are*  missing  entirely. 

I  < 

Table  II 

Original    batch^  Batch  formula  for  1000# 

formula  for  melted  as  calculated 

1000#  melted  from  empirical  formula 

Feldspar 342  307.0 

Quartz 50  87.0 

Borax 238  238. 0 

vSoda  Ash 50  56 . 8 

Potassium  Nitrate 50  52 . 5 

Barium  Carbonate 80  80 . 2 

Zinc  Oxide 100  100.0 

Litharge 75  75.0 

Whiting 30 

Fluorspar 45  68 . 5 

Cryolite 30  54.0 

Sodium    Silicofluoride 40  ... 

Antimony  Oxide 64  64 . 5 

The  theoretical  melted  percentage  composition,  as  shown  on  the  follow- 
ing page,  also  differs  from  the  composition  of  the  original  batch. 

This  variation  in  the  batch  formula  is  due  to  the  fact  that  the  empirical 
formula  neglects  the  mineralogical  and  physical  condition  in  which  the 
various  elements  are  introduced,  and,  hence,  can  not  be  correctly  inter- 
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Table  III 
Theoretical  Melted  Percentage  Composition 


vSilica 

Silicon  Fluoride 

Alumina 

Aluminum  Fluoride 

Boric  Oxide 

Sodium  Oxide 

Sodium  Fluoride 

Potassium  Oxide 

Calcium  Oxide 

Calcium  Fluoride 

Barium  Oxide 

Zinc  Oxide 

Lead  Oxide 

Antimony  Oxide 

100.00  99.96 


preted.     That  this  variation  would  lead  to  an  enamel  of  vastly  different 
physical  properties  than  the  original  enamel  is,  no  doubt,  undisputed. 
However,  if  the  empirical  formula  is  expressed  as  below 

0.274  Na20 

.  083  Na2F, 
. 083  K20 
.  059  CaO 
.113  CaF2 
.080  BaO 
.242  ZnO 
.066  PbO 


Original  hatch 

As  calculated  from 
empirical  formula 

29.80 

31.03 

2.22 

5.51 

4.95 

1.20 

2.16 

8.71 

8.71 

8.66 

8.87 

3.58 

3.24 

4.02 

3.97 

1.68 

4.50 

6.85 

6.22 

6.23 

10.00 

10.00 

7.50 

7.50 

6.40 

6  45 

1 .  000 


0.974  Si02 
0.106Al2O3  .042SiF4 


.014A1,F6  .244B203 

.  044  Sb2Os 


it  will  be  seen  at  a  glance  in  exactly  what  mineralogical  and  physical  con- 
dition most  of  the  constituents  are  introduced.  The  simple  graphic  form 
of  the  expression  is  still  retained,  and  it  is  no  longer  necessary  to  keep  in 
mind  the  batch  formula  when  comparing  two  mixes  as  to  their  physical 
properties. 

An  examination  of  this  modified  form  of  expression  shows  the  ingredients 
of  the  enamel,  as  evidenced  by  the  following  "mental  analysis:" 

1 .  Since  this  is  evidently  a  cover  enamel  and  the  use  of  clay  or  aluminum 
oxide  unlikely,  the  amount  of  soda-potash  feldspar  in  the  enamel  is  in- 
dicated by  the  content  of  A1203.  In  cases  where  it  is  evident  that  K20 
was  not  introduced  in  any  other  form,  it  could  also  be  taken  as  an  index  of 
the  amount  of  feldspar. 

2.  The  K20  in  the  feldspar  used  is  approximately  one-third  that  of 
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AI2O3.  Hence,  that  K20  was  introduced  into  this  enamel,  no  doubt  as 
either  the  carbonate  or  the  nitrate,  is  evidenced  by  the  fact  that  K20  in  the 
empirical  formula  is  greater  than  one-third  the  value  for  AI2O3. 

3.  That  flint  or  quartz  also  was  used  is  evidenced  by  the  fact  that  the 
Si02  in  the  empirical  formula  is  greater  than  .106  X  7.7,  which  is  the  amount 
of  silica  in  the  feldspar. 

4.  That  cryolite  was  used  is  evidenced  by  the  fact  that  .014  equiv- 
alents of  A12F6  are  included  in  the  formula.  This  also  accounts  for  .042 
equivalents  of  Na2F2. 

5.  That  sodium  silicofluoride  was  used  is  shown  by  the  corresponding 
■equivalents  of  unaccounted  for  Na2F2  and  of  SiF.4. 

6.  Borax,  antimony  oxide,  calcium  carbonate,  fluorspar,  barium  car- 
bonate, zinc  oxide  and  litharge  are  used,  as  is  evidenced  by  the  B203, 
Sb203,  CaO,  CaF2,  BaO,  ZnO  and  PbO  in  the  expression. 

7.  Soda  ash  or  sodium  nitrate  must  be  used  to  supply  the  remaining 
Na20  needed. 

That  this  modification  of  the  empirical  formula  can  be  calculated  back 
to  the  batch  formula  without  so  much  danger  of  obtaining  the  wrong  batch 
mixture  can  be  seen  by  comparing  the  batch  mixture  as  calculated  below 
with  the  original  batch  mixture. 

This  scheme  of  arrangement  violates  no  stoichiometrical  relations  and 
is  in  no  way  contradictory  of  the  old  type  of  empirical  formula,  but  merely 
enlarges  upon  it.  Further  enlargement  can  be  made  if  desired,  such  as 
separating  the  alkalies  introduced  with  the  feldspar  from  those  introduced 
as  soluble  salts.  Barium  fluoride  would  be  treated  like  fluorspar  and  en- 
tered as  BaF2.  If  B203  be  introduced  as  boric  acid,  this  would  no  doubt 
be  evident  from  the  intermolecular  relationship  of  B203  and  Na20  in  the 
empirical  formula,  but  if  desired  B203  as  introduced  from  boric  acid  could 
be  designated  as  B203.3H20,  as  in  the  glaze  formula  below : 

.  10  KoO    1 

.  20  Na20  .  40  AI2O3  f  3  .  15  SiO, 

.40  CaO  \     .4OB2O3 

.30  PbO    J  [     .  10  B,0,(3H,0) 

Hydrated  oxide  of  aluminum  could  also  be  treated  in  a  similar  manner  as 
AI2O3.3H2O. 

The  presence  of  lepidolite,  which  is  gaining  favor  as  an  enamel  material, 
would  probably  be  indicated  by  the  presence  of  Li20  in  the  empirical 
formula,  for  it  is  unlikely  in  the  ordinary  enamel  that  Li20  would  be  intro- 
duced as  the  more  expensive  carbonate.  In  calculating  an  enamel  con- 
taining lepidolite  back  to  the  batch  formula  it  would  be  necessary  to  figure 
the  lepidolite  before  attacking  the  feldspar  and  alkalies. 

If  Zr02  appears  in  the  empirical  formula,  the  intermolecular  proportions 
of  Zr02  and  Si02  (considered  with  the  feldspar)  may  indicate  whether  the 


FORMULA  IN  GLAZE  AND  ENAMEL  CALCULATIONS  345 

Zr02  was  introduced  as  the  oxide  or  silicate.  In  case  there  is  no  such 
easily  apparent  relationship,  one  might  have  to  make  an  arbitrary  choice. 

This  modification  does  not  clearly  establish  the  source  of  Na20  as  to 
whether  it  is  introduced  as  the  nitrate  or  carbonate,  and  it  is  not  within 
the  scope  of  this  paper  to  discuss  what  difference  their  interchange  would 
make  in  the  physical  properties  of  an  enamel,  but  it  is  believed  that  this 
form  of  expression  possesses  sufficient  other  redeeming  qualities  to  warrant 
its  use.  Neither  is  it  claimed  that  this  modification  of  the  empirical 
formula  is  a  correct  statement  of  chemical  fact  as  regards  the  state  of 
combination  of  the  various  constituents  of  the  fritted  mass,  for  the  equilib- 
rium relations  attained  will  depend  on  the  temperature  and  length  of  time 
of  smelting,  but  the  author  knows  of  no  expression  which  can  state  this 
relation. 

The  advantages  of  this  modification  of  the  empirical  formula  are  as 
follows : 

1.  It  presents  its  data  in  the  usual  simple  and  graphic  manner; 

2.  It  indicates  the  mineralogical  and  physical  conditions  in  which  most 
of  the  important  constituents  are  introduced  into  the  batch ; 

3.  It  admits  of  but  little  danger  of  obtaining  the  wrong  batch  mixture 
upon  calculation  back  to  the  raw  material ;  and 

4.  The  conclusions  to  be  drawn  from  it  are  quite  fixed  and  definite. 

Mellon  Institute  op  Industrial  Research 

University  of  Pittsburgh 

Pittsburgh,  Pa. 


THE  PLASTICITY  OF  CLAYS1 

By  F.  P.  Hau.» 
ABSTRACT 

Discussion  of  the  term  "plasticity"  and  the  methods  brought  forward  for  the  mea- 
surement of  plasticity;  the  factors  which  each  measures;  the  use  of  the  Bingham 
plastometer  as  an  instrument  for  determining  relative  plasticity  of  clays;  the  need  for 
more  efficient  methods  of  measuring  plasticity. 

Introduction 

The  idea  of  plasticity  as  held  by  ceramists  may  be  defined  as  the  property 
which  enables  a  body,  soft  enough  to  be  moulded  without  cracking,  to 
retain  its  shape  permanently  after  it  has  been  subjected  to  a  deforming 
pressure.  The  bonding  power  of  the  dried  clay  is  another  distinct  property 
and  should  not  be  implied  when  speaking  of  plasticity.  The  plasticity  of 
clays  has  been  attributed  to  the  presence  of  matter  in  a  colloidal  state. 
It  is  known  that  the  size  of  the  grains  of  a  substance  markedly  affects  the 
plasticity  of  the  substance.  It  has  been  shown  that  extremely  fine- 
grained clays  and  extremely  coarse-grained  clays  are  less  plastic  than  clays 
composed  of  both  fine  and  coarse  grains  mixed.  It  is  highly  probable  that 
the  distribution  of  grain-sizes  which  permits  the  closest  packing  of  particles 
will  be  most  favorable  to  high  plasticity.  The  compact  mass  resulting 
from  the  close  packing  of  particles  will  evidently  offer  the  greatest  resistance 
to  being  deformed.  Clays  exhibit  many  properties  common  to  substances 
in  the  colloidal  state  such  as:  hydrolysis,  absorption,  shrinkage,  ability 
to  change  from  gel  to  sol  form  and  vice  versa.  This  analogy  between  clays 
and  substances  in  the  colloidal  state  has  led  investigators  to  look  to  the 
field  of  colloidal  chemistry  for  a  possible  solution  of  the  problem  of  plas- 
ticity. 

From  the  above  discussion  of  plasticity  we  see  that  there  are  two  factors 
to  be  considered  in  measuring  this  property,  namely:  (1)  resistance  which 
a  clay  offers  to  changing  its  shape;  (2)  the  amount  of  deformation  which  a 
clay  can  suffer  without  cracking.  Mellor3  suggests  that  the  following  for- 
mula is  the  mathematical  definition  of  the  term  plasticity : 

Cohesion 
Internal  friction 

Cohesion  can  be  represented  as  the  amount  of  deformation  that  a  clay  can 
suffer  without  cracking  and  internal  friction  as  the  resistance  that  a  clay 
offers  to  changing  its  form. 

1  Published  by  permission  of  the  Director,  U.  S.  Bureau  of  Standards. 

2  Received  April  10,  1922. 

3  "On  the  Plasticity  of  Clays,"  by  J.  W.  Mellor,  Communication  from  the  Clay  and 
Pottery  Laboratory,  Stoke-on-Trent  No.  53. 
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Methods  of  Measuring  Plasticity 

Numerous  methods  have  been  brought  forward  for  measuring  this  im- 
portant property  of  clays  but  few  can  be  recommended  due  to  the  fact 
that  the  methods  are  empirical  and  do  not  measure  plasticity  but  some 
property  closely  allied  to  it.  Many  methods  proposed  for  measuring 
plasticity  are  based  on  the  bonding  power  of  the  dried  clay.  This  bonding 
power  of  the  dried  clay  is  a  distinct  property  of  the  clay  and  should  not  be 
confused  with  the  plasticity.  We  will  not  consider  these  methods  in  this 
article. 

On  account  of  the  heterogeneity  of  the  system  clay- water  it  is  very  diffi- 
cult to  formulate  mathematical  equations  that  will  satisfy  the  observations. 
With  most  of  the  methods  it  is  very  difficult  to  obtain  concordant  results. 
The  apparent  wetness  or  consistency  of  a  clay-water  mixture  is  influenced 
by  several  factors,  namely,  (1)  past  history  of  clay,  (2)  type  of  clay,  (3) 
amount  of  working  the  mixture  has  received,  (4)  time  of  contact  of  clay  and 
water,  (5)  temperature  of  mixture,  (6)  amount  of  water.  Some  of  these 
factors  are  not  easily  controlled  and  hence  it  is  difficult  to  obtain  results 
that  are  satisfactory. 

The  first  method  to  be  considered  is  the  dye-absorption  test.  Ashley 
assumed  that  the  plasticity  of  a  clay  was  inversely  proportional  to  the  grain 
size,  and  hence  the  clay  that  had  the  highest  colloidal  content  was  the  most 
plastic.  Plasticity  is  not,  however,  entirely  due  to  the  presence  of  colloidal 
matter  in  clays,  though  the  effects  of  colloids  in  increasing  plasticity  can  not 
be  denied.  In  determining  the  colloid  content  Ashley  used  the  dye- 
absorption  test.  The  absorption  of  a  clay  is  usually  determined  by  noting 
the  loss  of  color  of  a  dye  solution,  such  as  malachite  green,  and  comparing 
it  with  another  similar  solution  to  which  a  standard  clay  has  been  added. 
It  is  known  that  different  colloids  have  different  absorptive  powers  towards 
a  single  dye  and  it  is  not  reasonable  to  assume  that  the  colloidal  matter 
in  all  clays  is  the  same,  hence  this  method  of  determining  the  colloid  content 
is  open  to  a  serious  objection.  In  other  words,  in  order  for  this  method  to 
be  correct  the  colloidal  matter  in  different  clays  would  have  to  have  the 
same  absorptive  power  and  this  is  not  the  case. 

Method  of  G.  E.  Stringer  and  W.  Emery 

It  is  known  that  plasticity  varies  with  the  proportion  of  water  mixed  with 
the  clay.  The  possible  plasticity  is  that  which  can  be  developed  under  the 
best  known  conditions.  The  possible  plasticity  of  a  clay  can  not  be  de- 
veloped by  commercial  methods  unless  the  material  is  in  a  state  which  may 
be  regarded  as  dormant  plasticity.  Messrs.  Stringer  and  Emery  have 
measured  the  relations  between  the  proportion  of  water  in  the  clay  and 
the  resistance  the  clay  offers  to  changing  its  shape,  and  the  deformation 
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the  clay  can  suffer  without  cracking.  Their  method  is  briefly :  A  sphere  of 
clay  mixture  is  made  2  cm.  in  diameter.  This  sphere  is  placed  upon  a  glass 
slab  and  this  placed  under  a  vertical  piston.  Weights  are  added  to  the 
piston  to  cause  it  to  descend  upon  the  clay  sphere.  The  descent  of  the 
piston  is  stopped  when  vertical  cracks  appear  on  the  edge  of  the  disc. 
The  distance  moved  by  the  descending  piston  is  taken  to  represent  the 
amount  of  deformation  the  clay  could  suffer  without  cracking;  and  the 
weight  required  to  compress  the  clay  sphere  a  definite  distance  is  taken  to 
represent  the  resistance  the  clay  offered  to  changing  its  shape.  They 
found  by  this  method  that  as  water  is  progressively  added  to  a  clay,  the 
plasticity  increases  to  a  maximum  and  then  as  more  water  is  added  the 
plasticity  gradually  decreases.  The  chief  difficulty  with  this  method  seems 
to  be  in  making  the  clay  sphere.  Cylindrical  test  pieces  are  not  as  satis- 
factory as  spherical  ones.  The  results  are  expressed  in  plasticity  units 
which  are  empirical.  It  is  difficult  to  obtain  concordant  results  and  the 
method  will  have  to  be  modified  before  it  will  be  satisfactory.  It  was  found 
that  the  greater  the  plasticity  of  the  clay,  the  greater  the  proportion  of 
water  required  to  develop  the  maximum  plasticity.  A  ball  clay  required 
30  per  cent  of  water  before  becoming  sticky,  a  kaolin  required  20  per  cent, 
while  a  very  short  clay  required  only  10  per  cent  of  water  to  make  it  sticky. 

The  MacMichael  Torsional  Viscosimeter 
This  instrument  was  first  brought  forward  to  determine  the  so-called 
"viscosity"  of  clay  slips.  It  is  at  present  used  to  determine  the  viscosity 
of  liquids.  It  will  be  shown  later  that  clay  slips  are  not  liquids  but  plastic 
substances.  The  torsional  viscosimeter  is  an  instrument  for  determining 
the  viscosity  of  a  liquid  by  a  torsional  balance,  usually  consisting  of  two 
concentric  cylinders,  one  of  which  has  an  angular  motion  about  their 
common  axes.  One  of  the  cylinders  is  suspended  by  a  fine  wire,  thus 
forming  a  torsional  pendulum.  In  the  MacMichael  instrument  the  outer 
cylinder  rotates  at  constant  speed.  The  inner  cylinder  rotates  until  the 
torsional  force  in  the  suspending  wire  balances  the  viscous  resistance,  and 
then  remains  in  a  fixed  position  so  that  a  reading  may  be  taken.  In 
the  case  of  viscous  liquids  if  the  speed  of  rotation  of  the  outer  cylinder 
is  plotted  against  the  angular  deflection  of  the  inner  cylinder,  the  result 
will  be  linear  and  pass  through  the  origin.  If  a  plastic  substance  is 
tested  the  result  will  be  linear  at  high  speeds  but  the  linear  portion  of  the 
curve  extended  will  not  pass  through  the  origin  but  will  intersect  the  de-  • 
flection  axis  at  a  definite  point  above  the  origin.  Clay  slips  behave  like 
plastic  substances  in  this  instrument.  This  instrument  has  been  tested 
out  at  the  Bureau  of  Standards  with  different  clay  slips.  The  results  are 
not  reproducible,  due  to  what  may  be  called  a  "puddling  effect."  Thus 
as  the  outer  cylinder  rotates,  that  part  of  the  slip  immediately  surrounding 
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the  inner  cylinder  changes  in  consistency  as  the  stirring  continues. 
Another  difficulty  in  testing  clay  slips  in  this  type  of  instrument  is 
that  of  filling  the  outer  cup  to  the  proper  height.  In  dealing  with  a 
substance  that  does  not  flow  freely  under  its  own  weight  it  is  very  difficult 
to  pour  the  substances  into  a  container  so  that  the  entire  surface  will  be 
at  the  same  level. 

This  "puddling  effect"  observed  in  this  type  of  instrument  is  likely  to  be 
present  in  any  instrument  designed  for  this  type  of  substance  as  long  as  the 
agitation  is  local  and  does  not  extend  to  the  entire  mass.  In  a  clay  slip 
the  particles  are  not  free  to  move  about,  hence  we  have  local  agitation 
within  the  outer  cup  immediately  surrounding  the  inner  cylinder  and  this 
agitation  changes  the  apparent  wetness  of  this  part  of  the  slip.  This  in- 
strument in  its  present  form  can  not  be  recommended  for  the  testing  of 
clay  slips.  The  curves  obtained  by  testing  clay  slips  with  this  instrument 
are  very  similar  to  those  obtained  with  the  Bingham  instrument  which  will 
be  described  in  another  portion  of  the  article. 

The  Emley  Plasticimeter 

This  instrument  is  described  in  Bureau  of  Standards  Technologic  Paper 
No.  169  by  Mr.  Warren  R.  Emley.  Mr.  F.  A.  Kirkpatrick  and  Mr.  W.  B. 
Orange  used  this  instrument  for  testing  clays  and  limes  and  made  a  report 
of  the  results  in  an  article  in  Journal  of  the  American  Ceramic  Society.1 
The  results  are  expressed  in  a  term  called  the  "plasticity  figure"  which  is 
empirical  depending  upon  the  dimensions  of  the  instrument.  Mr.  Emley 
states  that  the  consistency  has  little  influence  upon  the  plasticity.  This  is 
not  consistent  with  the  definition  of  plasticity  as  commonly  given  by  the 
ceramist.  The  ceramist  recognizes  the  fact  that  the  plasticity  is  greatly 
affected  by  the  water  content  of  the  clay  mixture.  There  seems  to  be  a 
difference  in  the  definition  of  plasticity  as  given  by  the  ceramist  and  that 
given  by  the  plasterer.  Hence  the  plasticimeter  is  not  measuring  the  same 
property  that  is  designated  as  plasticity  by  the  ceramist.  The  plasticim- 
eter measures  the  property  of  retaining  water  and  the  resistance  to  de- 
formation under  pressure  that  a  substance  possesses.  This  instrument 
gives  a  measure  of  only  one  of  the  two  factors  of  plasticity  and  an  additional 
factor,  namely,  the  property  of  retaining  water.  This  instrument  seems  to 
have  given  good  results  for  the  use  of  plasterers  and  investigators  of  lime 
and  plaster  because  in  this  field  the  term  plasticity  does  not  have  the  same 
meaning  as  in  the  field  of  the  clay  worker.  This  instrument  in  its  present 
form  can  not  be  recommended  to  the  clay  worker  as  an  instrument  for 
determining  the  property  which  he  calls  plasticity. 
1  Jour.  Am.  Ceram.  Soc,  2,  44  (1919). 
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Atterberg  Plasticity  Method1 

This  method  is  based  upon  the  varying  physical  behavior  of  clays  with 
different  water  contents.  The  range  of  water  content  over  the  workable 
stage  is  determined.  The  workable  stage  is  bounded  by  two  points  which 
are  arbitrarily  fixed,  one  point  being  that  at  which  the  clay  mass  will 
barely  flow  and  the  other  the  point  at  which  the  clay  mass  can  no  longer 
be  rolled  into  threads.  It  is  Atterberg's  contention  that  the  wider  this 
range  the  more  plastic  is  the  clay.  The  results  are  expressed  in  a  unit 
designated  as  the  "plasticity  number,"  which  is  empirical.  This  "plasticity 
number,"  along  with  the  per  cent  water  of  plasticity,  is  supposed  to  deter- 
mine the  plasticity  of  the  clay. 

It  is  evident  that  in  a  method  of  this  type  too  much  is  left  to  the  judg- 
ment of  the  person  conducting  the  tests.  For  comparative  tests  this 
method  seems  to  have  metwith  a  fair  degree  of  success. 

The  Bingham  Plastometer2 

If  clay  be  suspended  in  water  the  fluidity  is  lowered  rapidly  and  in  a 
perfectly  linear  manner.  As  the  proportion  of  clay  increases  a  concentra- 
tion is  reached  where  the  fluidity  is  zero  as  measured  in  an  ordinary  vis- 

cosimeter.  Thus  these  instruments  are 
not  available  for  measuring  the  viscosity 
of  suspensions  above  that  critical  concen- 
tration where  the  substance  ceases  to  act 
as  a  viscous  liquid.  Prof.  E.  C.  Bingham 
has  developed  an  instrument  for  the  in- 
vestigation of  substances  of  plastic  nature. 
In  using  this  instrument  the  rate  of  flow 
through  a  capillary  tube  under  a  definite 
constant  pressure  head  is  determined. 
The  flow  at  several  pressures  having  been 
determined,  the  volume  discharged  per 
second  is  plotted  against  the  pressure  pro- 
ducing the  flow.  For  true  viscous  liquids 
the  relation  is  linear  and  passes  through 
the  origin ;  for  plastic  substances  the  rela- 
tion is  linear  at  high  pressures  but  if  this 
linear  portion  of  the  curve  is  extended  to  the  pressure  axis  it  will  not  in- 
tersect the  axis  at  zero  but  at  a  finite  point  on  the  pressure  axis.  Fig.  1 
illustrates  this  difference  between  the  two  states  of  substances.  The  fact 
that  with  plastic  substances  the  linear  portion  of  the  curve  does  not  pass 
through  the  origin  shows  that  with  substances  in  this  state  a  certain  defi- 

1  Technologic  Paper  of  the  Bureau  of  Standards,  No.  46. 

2  Proceedings,  Am.  Soc.  Test.  Mats.,  19,  II  (1919),  20,  II  (1920). 
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nite  pressure  must  be  exceeded  before  the  substance  will  flow.  This  defi- 
nite initial  friction  value  that  has  to  be  exceeded  distinguishes  the  plastic 
state  from  the  viscous  state.  The  experiments  by  Bingham  support  the 
definition  by  Maxwell  (Theory  of  Heat)  that  a  plastic  body  is  one  in 
which  the  body  is  found  to  be  permanently  altered  when  the  stress  exceeds 
a  certain  value.  The  following  relation  between  certain  terms  is  given  by 
Bingham  and  Green : 

Solids 
(including  plastic  materials)  Liquids 

Rigidity  (R)  comparable  with viscosity  (77) 

Mobility  (n)  comparable  with fluidity  (0) 

1  1 

M  =  —  6  =  — - 

R  v 

By  reference  to  Fig.  1  the  terms  will  be  explained.  The  slope  of  the  line 
a  is  determined  by  the  fluidity  of  the  liquid,  while  the  slope  of  line  b  is 
determined  by  the  mobility  of  plastic  material,  and  the  intercept  of  the  line 
b  upon  the  pressure  axis  is  determined  by  the  initial  friction  value  of  the 
plastic  material.  This  initial  friction  value  is  also  designated  as  yield 
value.  Of  two  clay  slips  of  equal  mobility,  the  one  having  the  higher  yield 
value  is  the  more  plastic,  while  of  two  clay  slips  of  equal  yield  value,  the 
one  having  the  higher  mobility  is  the  more  plastic. 

Plastic  clay  in  the  form  of  a  cylinder  or  cube,  for  example,  will  maintain 
its  form  provided  pressure  due  to  weight  does  not  exceed  the  yield  value. 
Once  the  yield  value  is  exceeded  the  material  will  flow.  If  the  material  is 
very  mobile  it  will  flow  with  ease ;  if  not,  a  greater  pressure  will  be  required 
to  keep  the  material  in  motion.  These  two  factors,  mobility  and  yield 
value,  may  be  said  to  define  roughly  the  plasticity  of  a  substance.  This 
conception  of  plasticity  seems  to  be  a  more  rational  definition  than  that 
commonly  given  by  ceramists. 

The  action  of  different  cla)^- water  mixtures  is  shown  in  Fig.  2.  The 
mobility  of  clay-water  mixtures  can  be  varied  by  changing  the  water  con- 
tent. The  practice  followed  in  determining  relative  plasticity  by  this 
method  is  to  make  up  a  clay  slip  of  one  of  the  clays  and  determine  the 
mobility  and  yield  value  of  this  slip,  then  take  a  second  clay  and  vary  the 
water  content  of  the  second  slip  until  the  mobility  is  the  same  as  the  first, 
using  the  same  capillary  as  before.  The  mobility  being  constant,  the 
plasticity  will  vary  directly  as  the  yield  value. 

Fig.  2  shows  a  comparison  between  an  English  ball  clay  and  an  English 

W 
china  clay.     The  ratio  —  is  the  ratio  of  water  to  clay  in  the  slip.     Both 

determinations  were  made  using  the  same  capillary  and  the  results  are 
comparable.  The  slopes  of  the  lines  are  the  same.  The  English  ball  clay 
has  a  yield  value  of  395,  while  the  English  china  clay  has  a  yield  value 
of  50. 
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No  attempt  will  be  made  to  reduce  these  results  to  C.  G.  S.  units. 
Bingham  and  Green  applied  their  plastometer  method  to  the  investigation 
of  the  plasticity  of  paints  and  correct  mathematical  equations  for  the  plastic 
flow  of  paints  through  capillary  tubes  have  been  worked  out  by  Dr.  E. 
Buckingham,1  of  the  Bureau  of  Standards.  A  great  deal  of  work  has  been 
done,  at  the  Bureau,  on  the  study  of  the  plastic  flow  of  clays  through  cap- 
illary tubes,  and  it  has  been  found  that  the  equations  for  plastic  flow  of 
paints  do  not  hold  true  for  clay  slips.  Hence  the  results  will  remain  em- 
pirical until  equations  are  derived  that  will  satisfy  the  observations, 
i  Proceedings,  Am.  Soc.  Test.  Mats.,  21,  1154-56  (1921). 
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It  is  possible,  by  the  use  of  larger  capillaries  and  higher  pressures,  to 
examine  mixtures  of  clay  and  water,  in  which  the  proportion  of  water  is  a 
great  deal  less  than  that  shown  in  Fig.  2.  This  method  measures  the  re- 
sistance to  plastic  flow  through  capillary  tubes.  The  Bureau  of  Standards 
is  now  investigating  the  theory  of  plastic  flow  of  clays  through  capillary 
tubes  and  hopes  to  publish  something  additional  in  the  near  future. 

Conclusions 

It  is  evident  in  surveying  the  methods  brought  forward  for  measuring 
this  fundamental  property — plasticity,  that  none  of  the  methods  are  per- 
fectly satisfactory.  It  seems  that  it  is  a  resultant  of  two  factors  or  perhaps 
more.  If  it  be  true  that  there  are  two  or  more  essential  factors  which  deter- 
mine the  plasticity  of  a  substance,  then  there  can  be  no  true  unit  of  plas- 
ticity. In  most  of  the  methods  brought  forward  the  authors  have  at- 
tempted to  express  their  results  in  some  unit  or  number  which  is  supposed 
to  define  the  condition  of  the  material.  Bingham's  conception  of  plas- 
ticity seems  to  be  the  most  rational  one  of  all.  The  greatest  difficulty 
seems  to  be  in  defining  the  term  "plasticity"  and  then  sticking  to  that 
definition  when  attempting  to  measure  that  property.  There  is  great  need 
for  more  efficient  methods  of  measuring  "plasticity"  and  a  clearer  under- 
standing of  the  factors  which  influence  it.  Plasticity,  to  the  technologist, 
is  in  about  the  same  category  as  the  term  "colloid,"  to  the  chemist. 

Table  I 

Plasticity,  as  defined  by  Mellor,  resolves  itself  into  two  factors,  viz.,  (l)  the  resistance 
that  a  clay  offers  to  changing  its  shape,  and  (2)  the  amount  of  deformation  a  clay  can 
suffer  without  cracking. 


Method  of  measuring 
plasticity 

1.  Ashley   dye-absorp- 
tion method 


Property  actually 
measured,  units 


Of 


Absorptive    power 
clays  for  dyes 
Unit-grams     dye     ab- 
sorbed  from   standard 
dye  solution 


2.  Stringer  and  Emery 
method 


3.  MacMichael        tor- 
sional viscosimeter 


Measures  two  factors 
of  plasticity  as  defined 
by  Mellor 

"Plasticity  units" 

(empirical) 

Viscosity  of  liquids  by 
a  torsional  balance 
Unit     —     the     Mac- 
Michael  degree 


Remarks 

This  is  an  attempt  to  measure  the 
colloidal  content  of  clays,  but  as  all 
colloids  do  not  have  the  same  ab- 
sorptive power  for  the  same  dye,  it 
measures  the  absorptive  power  of 
colloids  present  and  not  the  col- 
loidal content.  It  is  yet  to  be 
proven  whether  or  not  the  colloidal 
content  is  an  index  of  plasticity. 

It  is  difficult  to  obtain  concordant 
results  and  method  is  unsatisfactory. 


The  method  is  not  applicable  to 
testing  of  clay  slips  as  they  behave 
as  plastic  solids  and  not  as  viscous 
liquids. 
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Table  I  {Continued) 


Method  of  measuring 
plasticity 

Property  actually 
measured,  units 

4.  Emley       plastieim- 

Property   of   retaining 

eter 

water  and  deformation 

under  pressure 

Unit — -"Plasticity    fig- 

ure"   (empirical) 

Remarks 

This  instrument  measures  only  one 
of  the  factors  of  plasticity. 


5.  Bingham     plastom-      Resistance    to     plastic 
eter  flow  through  capillary 

tubes 


Method  based  on  the  definition  of  a 
plastic  substance  as  given  by  Max- 
well. This  theory  of  plasticity 
seems  more  rational  and  has  a  wider 
application  than  that  usually  given 
by  ceramists. 


6.  Bleininger 
viscosimeter 


efflux 


7.  Atterberg  method 


Resistance  to  flow 
through  an  orifice  un- 
der a  single  uniform 
pressure 

Range  of  water  content 

over       the       workable 

stage 

Unit     —     "Plasticity 

number" 


This  instrument  measures  the  flow- 
ability  of  a  slip,  and  is  not  applicable 
to  slips  of  low  water  content. 


It  is  Atterberg's  contention  that  the 
wider  this  range  the  more  plastic  is 
the  clay. 


8.  Various  other 

methods  such  as  Vicat 
needle  test,  A.  Brong- 
mat's  wad-box,  P. 
Jachum's  bending  test, 
and  K.  Dummel's 
spiral  test 


Measure    deformation 


These  instruments  measure  only  one 
of  the  two  components  of  plasticity. 


LAMINATION,  DISCUSSION  OF  CAUSE  AND  CURE 

By  J.  J.  Fred  Brand  , 

ABSTRACT 

Discusses  types  of  laminations,  differential  and  interfacial;  the  volume  relations 
of  clay  and  water  in  pugged  clay;  laminations  produced  in  auger  machines;  effect 
of  die  on  lamination;  effect  of  pugging;  effect  of  working  upon  the  character  of  clays; 
conclusions. 

Lamination  and  dryer  difficulties  are  the  most  serious  and  baffling 
problems  of  the  clay  worker.  Losses  due  to  lamination  and  in  drying  are 
great,  not  only  in  terms  of  ware  totally  destroyed,  but  also  in  decreased 
quality;  thus,  if  not  rendering  otherwise  satisfactory  clays  entirely  un- 
available, restricting  their  use.  to  the  lower  grades  of  ware. 

Two  Types  of  Lamination. — Lamination  refers  to  the  faulty  structure 
in  which  one  or  more  planes  of  cleavage  occur  between  layers  of  formed  clay. 
It  may  conveniently  divide  into  two  forms;  first,  that  which  arises  from 
the  differential  flow  of  the  clay  through  the  machines  and  which  may  be 
properly  referred  to  as  differential  lamination;  and  second,  that  which 
results  from  an  imperfect  union  of  formed  masses  of  clay,  interfacial  lami- 
nation. The  former  embraces  the  so-called  die  and  perhaps  the  repress 
lamination  and  the  latter,  auger  and  core-bridge  lamination. 

Differential  Lamination. — In  all  processes  where  pugged  clay  is  made 
to  flow  under  pressure,  the  differential  type  will  be  produced  to  a  greater 
or  less  degree,  die  lamination  in  the  molding  machine,  and  repress  lami- 
nation in  the  repress.  While  it  may  not  always  be  apparent  in  the  product, 
yet  it  can  usually  be  seen  at  some  stage  of  the  molding  process,  varying 
largely  with  the  character  of  the  clay,  the  pressure  applied  and  the  resis- 
tance offered  to  the  flow  of  the  clay.  This  type,  when  well  developed, 
presents  a  scaly  or  lamellar  structure,  the  planes  of  cleavage  separating 
thin  strata  or  layers  of  clay. 

Interfacial  Lamination. — Interfacial  lamination  is  peculiar  to  wares 
made  by  stiff -mud  machines  which  are  equipped  with  either,  or  both,  augers 
and  core-bridges.  In  this  the  planes  of  cleavage  are  few  compared  to  those 
of  the  differential  type  and  occur  at  less  frequent  intervals  separating  thick 
sections  rather  than  thin  layers. 

When  both  the  differential  and  interfacial  types  are  present  in  the  same 
piece  (as  in  ware  from  an  auger  machine)  it  is  not  at  all  times  easy  to  dis- 
tinguish between  the  two.  Usually,  however,  there  is  less  bond  between 
the  sections  of  the  interfacial  type  than  between  the  scales  of  the  other, 
and  under  severe  drying  conditions  the  piece  is  apt  to  fail  first  along  the 
lines  of  interfacial  lamination. 

Core-bridge  lamination  results  from  the  inability  of  the  clay  to  properly 
unite  after  having  been  separated  by  the  yoke  which  sustains  a  core.  Thus 
this  type  is  peculiar  to  hollow-ware. 
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Repress  lamination  may  be  attributed  to  a  differential  flow  of  clay  in  the 
mold  along  planes  Other  than  those  produced  by  the  primary  machine. 
Ordinarily  this  form  does  not  present  the  scaly  structure  of  that  produced 
by  the  differential  flow  in  the  molding  machine. 

Volume  Relations  of  Clay  and  Water  in  Pugged  Clay. — Clays  are  made 
up  of  varying  percentages  of  a  variety  of  mineral  particles  and  aggregates, 
ranging  in  size  from  those  which  require  a  further  reduction  to  those  that 
are  sub-microscopic.  When  water  is  added  to  such  a  mass,  a  portion  is 
adsorbed  by  the  grains,  another  portion  occupies  the  voids  between  the 
grains,  thus  in  effect  serving  as  a  filler.  This  is  generally  known  as  pore 
water. 

Another  portion  occupies  the  minute  spaces  between  the  clay  grains  and 
pools  of  filler  water  and  forms  the  medium  through  which  the  attractive 
forces  act  to  bring  the  mass  together.  Proceeding  on  this  assumption, 
there  is  now  formed  between  the  grains  and  pools  of  filler  water,  a  system  of 
capillary  channels  of  equal  area  throughout  the  mass.  This  portion  may 
be  referred  to  as  capillary  water.  The  ability  of  the  moist  mass  to  retain 
its  shape  after  molding  is  largely  if  not  altogether  due  to  the  attractive 
forces  acting  through  this  portion  of  the  water.  The  mass  is  now  at 
its  maximum  density,  any  addition  or  removal  of  water  causing  an  ex- 
pansion. At  this  stage  the  mass  is  incapable  of  taking  up  additional 
water  without  the  aid  of  an  outside  agency. 

To  give  the  mass  flowing  qualities  such  as  are  demanded  by  stiff-mud 
machines,  a  final  addition  of  water  is  necessary.  Its  introduction  causes 
a  distension  of  the  capillary'  channels  and,  with  them,  the  mass.  It  de- 
creases rigidity  by  its  action  as  a  lubricant.  This  portion  may  be  referred 
to  as  water  of  inoldability  or  water  of  distention,  or  in  the  drying  as 
shrinkage  water. 

Granular  clays  which  contain  considerable  quantities  of  filler  water 
naturally  permit  the  use  of  less  water  of  moldability  than  those  clays 
which,  because  of  a  lower  content,  possess  greater  initial  rigidity.  Thus 
it  is  impossible  to  obtain  as  good  flowing  qualities  in  the  former  as  in  the 
latter  without  encroaching  upon  the  standing  qualities  of  the  mass. 

In  a  properly  pugged  clay,  the  layer-like  water  distended  channels,  which 
criss-cross  in  every  direction,  would  be  of  uniform  thickness;  each  layer 
or  channel  presenting  its  edges  to  the  surface  of  the  mass  in  ridgelike 
protuberances  so  that  in  the  bringing  together  of  two  masses  of  wetted 
clay,  the  conditions  should  be  ideal  for  their  perfect  union  as  nothing  is 
involved  except  the  sticking  together  of  what  to  all  practical  purposes  are 
two  wetted  surfaces.  It  would  seem  that  the  advantage  would  lie  with  the 
plastic  clays,  since  in  these  the  channels  are  more  numerous  and  conse- 
quently least  tolerant  to  lines  of  cleavage,  yet  both  the  molding  and  drying 
difficulties  have   multiplied  very  rapidly  with   plasticity.     In   fact   the 
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more  plastic  clays  have  been  wholly  unadapted  to  the  manufacture  of  those 
wares  in  which  the  structural  qualities  are  vital. 

Laminations  Produced  in  Auger  Machines. — To  form  a  clear  con- 
ception of  the  effects  produced,  let  us  assume  a  machine  having  a  perfectly 
fitting  auger,  being  full  of  clay  and  in  motion  with  the  die  closed.  As  there 
is  no  possibility  for  the  escape  of  any  clay  from  the  machine,  there  can  be 
no  forward  movement,  consequently  that  portion  of  the  clay  within  the 
influence  of  the  auger  must  rotate  with  it.  If  now  an  opening  be  made  in 
the  die,  allowing  the  escape  of  only  a  portion  of  what  the  auger  could  de- 
liver (the  condition  under  which  auger  machines  operate),  then  one  of  two 
other  things  must  occur:  (1)  either  a  part  of  the  mass  will  stop  rotating  and 
move  toward  the  opening,  while  the  balance  continues  its  rotation,  or, 
as  is  more  likely,  (2)  the  whole  of  the  mass  rotates  while  moving  forward. 
The  rotation  is  greatest  near  the  auger  surfaces,  while  the  forward  move- 
ment is  greatest  in  the  portions  farthest  away.  This  results  in  a  differ- 
ential flow  of  the  clay  and  in  the  formation  of  differential  laminations  in 
the  threads  of  clay  within  the  auger.     (Fig.  la.) 

Obviously  this  differential  twisting  continues  after  leaving  the  auger, 
gradually  abating,  however,  as  the  mass  recedes  from  the  auger.  Between 
the  auger  and  die  we  have  a  zone  in  which  the  clay  is  rotated  at  many 
different  speeds.  This  results  in  the  breaking  up  of  the  laminated  structure 
previously  formed  in  the  threads,  and  in  the  formation  of  a  new  structure 
(Fig.  1)  the  cleavage  planes  of  which  stand  in  a  position  paralleling  the  face 
of  the  auger  and  arranged  helically  around  its  axis.  Among  the  lines  so 
formed  there  may  be  found  at  intervals  those  which  mark  the  surfaces  of 
the  clay  streams  which  were  produced  within  the  auger. 

The  polishing  effect  of  the  auger  upon  the  clay  has  often  been  given  as  a 
cause  for  auger  lamination.  It  is  obvious,  however,  that  these  polished 
surfaces  cannot  withstand  the  differential  rotation  which  obtains  between 
the  auger  and  die.  Close  inspection  reveals  that  they  are  roughened  just 
as  they  leave  the  auger  and  come  into  contact  with  the  preceding  coil  which 
is  rotating  at  a  slightly  slower  speed. 

As  the  clay  mass  moves  through  the  die,  the  shape  of  the  laminated 
sections  becomes  modified,  the  extent  of  which  is  governed  by  numerous 
factors,  among  them:  (1)  the  capacity  at  which  the  machine  is  being  oper- 
ated, (2)  the  relative  capacity  of  the  auger  and  die,  (3)  the  design  of  the 
forming  members,  (4)  the  character  of  clay,  (5)  the  state  of  its  temper, 
(6)  the  flowing  qualities,  (7)  the  resistance  offered  to  the  movement  of  the 
column  by  the  cutting  mechanism,  etc. 

Ordinarily,  however,  there  is  a  forging  ahead  of  the  center  portions  of 
the  column,  which  is  more  pronounced,  other  factors  remaining  the 
same,  when  the  supply  of  clay  is  ample  than  when  low,  forming  the 
laminae  which  are  of   a  saucer  shape   near  the  auger,  into  a  series   of 
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Fig.   la. — Group  showing  Figs.   1,  2  and  3. 


Fig.  1.— Section  taken  in  front  of  an  auger  showing  an  auger  lami- 
nation plane  to  good  advantage.  Cleavage  planes  near  the  edges  result 
from  differential  flow. 
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telescopic  sleeves  or  cones.  The  resulting  formation  perhaps  never 
extends  to  the  center  of  the  clay  column  on  account  of  the  flow  of 
clay  which  fills  the  void  left  by  the  auger  shaft. 

Effect  of  Die  on  Lamination. — Except  for  the  abrupt  change  from  the 
larger  circular  throat  to  the  smaller  most  generally  rectangular-shaped  die, 
it  is  not  probable  that  the  walls  of  the  forming  members  exert  the  influence 
that  has  been  generally  presumed.  It  has  been  said  that  the  clay  flows 
with  greater  ease  upon  itself  than  upon  the  metal  parts  of  the  die,  and  that 
this  gave  rise  to  differential  flow  causing  the  so-called  die  lamination. 
That  clay  does  not  flow  upon  itself  with  greater  ease,  especially  in  the  case 
of  a  well-lubricated  die,  is  shown  by  the  fact  that  while  a  smoothly  worn 
auger  barrel  lining  is  worthless  to  keep  the  clay  from  floating  with  the  auger, 
a  corrugated  lining  which  immediately  becomes  clay-plastered,  has  a  high 
degree  of  efficiency. 

Fig.  3  shows  a  piece  made  while  the  supply  of  clay  to  the  auger  was  low. 
It  will  be  noted  that  except  as  the  laminae  have  been  crimped  into  a  zig-zag 
or  herringbone  effect,  they  stand  as  originally  formed.  That  even  the 
outer  surfaces  were  not  affected  by  reason  of  having  been  in  contact  with 
the  metal  parts  of  the  die  or  forming  members  is  shown  by  the  fact  that  the 
lay  of  the  laminae  is  against  the  flow. 

Since  differential  flow  results  from  the  resistance  encountered  in  the  mold- 
ing, the  unitiated  might  conclude  that  the  proper  course  would  be  to  select 
a  plastic  free  flowing  clay,  or  develop  that  quality  to  the  utmost  in  the  clay 
at  hand  and  reduce  as  much  as  possible  the  frictional  surface  of  the  forming 
members  by  shortening  the  distance  between  the  delivery  end  of  the  auger 
and  the  point  where  the  clay  leaves  the  machine  and  to  introduce  lubrica- 
tion at  a  point  as  near  the  auger  as  possible.  The  most  that  would  have 
been  accomplished  by  such  measures  would  be  reduction  of  pressure  and 
differential  flow. 

Machines  designed  on  these  theories  have  been  successful  only  with  the 
most  easily  flowing  clays  while  those  designed  on  quite  opposite  theories 
have  been  more  generally  successful.  This  is  especially  true  in  the  working 
of  the  more  gritty  shales  and  clays,  which  offer  greater  resistance  to  passage 
through  the  machine.1  In  the  working  of  these,  instead  of  doing  the  most 
to  promote  their  easy  flow  just  the  opposite  has  been  done.  Not  only  is 
there  ordinarily  a  greater  difference  between  the  capacity  of  the  auger  and 
die  than  in  machine  operating  in  plastic  clays,  but  we  often  find  extra  long 
dies  and  throats  in  use  which  cannot  but  increase  pressure  and  resistance 
and  with  them,  differential  flow.  If  we  compare  the  products  of  these 
machines  such  as  paving  brick  with  that  of  the  sewer-pipe  press  in  which 
there  is  no  twisting,  we  will  find  in  most  cases  that  the  former  has  much  the 
better  structure,  regardless  of  the  fact  that  ordinarily  clays  of  the  same 
1  Hleiiiinger  and  Ross,  Trans.  Ant.  Ceram.  Soc,  16,  392  (1014). 
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Fig.  2. 


Fig.  3. 
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general  character  are  used  in  each,  and  that  the  latter  usually  possesses 
any  advantage  which  the  wet-pan  confers. 

Add  to  the  above  the  uncertain  effects  of  various  degrees  and  methods  of 
pugging,  one  becomes  engulfed  in  a  series  of  complications.  In  the  one  we 
do  the  logical  thing  by  increasing  the  capacity  of  the  forming  members  and 
secure  results  in  the  direction  of  those  anticipated,  while  in  another  situ- 
ation we  apply  the  same  reasoning  and  the  same  methods  that  are  posi- 
tively disastrous.  But  by  doing  the  seemingly  illogical  thing  at  a  most 
illogical  time  we  may  succeed  in  not  only  practically  removing  the  ill 
effects  due  to  differential  lamination,  but  also  many  of  those  arising  from 
auger  lamination. 

Effect  of  Pugging. — The  generally  acknowledged  superiority  of  the 
wet-pan  as  a  pugging  device  over  the  common  pugmill,  because  of  the  better 
results  obtained,  has  led  many  to  believe  that  the  elimination  of  lamination 
was  only  a  question  of  sufficient  preparation,  yet  one  can  not  but  be  im- 
pressed by  the  structural  qualities  of  the  older  stiff-mud  products,  com- 
monly made  through  an  unlubricated  die,  of  clays  which  are  now  con- 
sidered the  most  troublesome  and  which  received  their  preparation  in 
no  better  device  than  the  soak-pit.  A  method  of  tempering,  which  if 
more  excellent  than  modern  devices,  does  not  derive  its  qualities  because 
of  any  ability  to  produce  a  more  intimate  mixture  of  the  various  minerals 
present  with  water. 

The  writer  is  familiar  with  a  plant  which  grew  from  a  very  crude  one 
to  a  modern  institution.  The  method  of  manufacture  in  its  early  days 
consisted  of  spading  the  clay  from  the  field  into  carts  and,  after  the  addition 
of  one  or  two  buckets  of  water,  it  was  taken  to  the  plant  and  fed  directly 
into  an  auger  machine.  Ancient  methods  perhaps,  but  there  was  no  lam- 
ination, a  fact  attested  to  by  the  bricks  in  the  old  walls.  Later  after  the 
plant  had  become  modernized,  lamination  became  a  very  serious  problem. 
The  older  heads  always  insisted  that  the  troubles  came  with  the  pugmill. 

Figure  5  shows  several  pieces  made  of  clay  which  passed  through  a 
disintegrator  and  smooth  rolls  and  then  pugged  to  soft-mud  temper  in  a 
soft-mud  machine  in  which  it  laid  for  seven  months  afterwards.  When 
taken  out  it  was  of  a  temper  which  permitted  its  molding  in  an  auger 
machine  through  which  it  was  run.     Comment  is  quite  unnecessary. 

On  the  other  hand,  witness  the  value  of  that  action  obtained  between  the 
auger  and  die,  as  has  been  noted  elsewhere  in  the  working  of  the  gritty 
clays.  That  the  value  of  this  pugging  action  is  not  confined  to  any  particu- 
lar type  may  be  shown  by  the  fact  that  if  we  return  any  clay  to  the  machine 
often  enough,  differential  lamination  will  largely  if  not  altogether  disappear, 
depending  upon  conditions  which  will  be  touched  upon  later.  But  because 
of  the  fact  that  the  clay  comes  into  contact  with  the  auger  each  time, 
auger  lamination  is  not  effected  to  a  marked  degree.     The  same  results, 
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except  that  auger  lamination  would  also  be  effected,  could  be  procured  by 
sufficiently  lengthening  the  distance  between  the  auger  and  die.  While  the 
number  of  returns  to  the  machine  or  distance  between  the  auger  and  die  to 
obtain  a  given  result  will  van'  widely  with  clays  of  varying  characteristics, 
vet  the  difference  in  the  character  of  the  clays  is  not  fairly  represented  by 
this  variation.  The  flowing  qualities  of  the  clays  necessarily  enter  as  a 
factor.  Obviously,  an  easy  flowing  clay  does  not  receive  the  same  treat- 
ment in  a  machine  of  a  given  design  as  a  clay  which  offers  greater  resis- 
tance. Power  expenditure  would  perhaps  serve  as  a  better  standard 
bv  which  to  measure  these  characteristics.  It  may  be  added  in  passing 
that  this  treatment,  that  is,  returning  the  clay  to  the  machine  several 
times  in  succession,  causes  clay  to  become  short,  instead  of  developing 
plasticity. 


Fig    4. 

The  remedial  influence  of  differential  flow  is  further  shown  by  the  fact 
that  either  or  both  differential  and  auger  lamination  are  often  more  pro- 
nounced in  the  earlier  stages  in  the  machine  or  molding  than  in  the  product 
of  the  die. 

If  differential  flow  is  a  large  factor  in  the  cause  of  differential  lamination, 
how  may  this  fact  be  reconciled  with  the  fact  that  it  also  acts  as  a  remedy? 

Take  a  given  clay  and  run  it  through  a  given  machine.  We  will  assume 
that  a  mass  of  relative  thick  layers  or  scales  of  clay  separated  by  com- 
paratively few  lines  of  cleavage  are  produced.  We  return  this  mass  to  the 
machine  and  run  it  through  again,  giving  us  more  lines  of  cleavage 
with  a  corresponding  thinning  of  the  clay  layers;  we  repeat  the  operation 
causing  more  lines  of  cleavage  and  thinner  plates  of  clay  and  so  continue 
until  it  is  no  longer  possible  to  subdivide  the  clay  layers.  We  no  longer 
have  alternate  lines  of  inordinate  strength  and  weakness  and  the  resulting 
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effect  is  about  as  would  be  obtained  by  the  use  of  a  clay  of  lower  plasticity 
under  other  conditions.  In  other  words,  the  mass  would  be  so  thoroughly 
laminated  as  to  be  harmless  in  effect. 

Such  success  as  has  been  obtained  in  the  elimination  of  the  difficulties 
incident  to  lamination  has  resulted  from  measures  which  either  increased 
or  decreased  the  resistance  to  the  flow  of  the  clay  through  the  machine. 
The  most  far-reaching  results  have  been  attained  by  the  first,  as  the  method 
is  particularly  adapted  to  the  more  granular  clays.  The  same  holds  true 
in  situations  where  it  is  possible  to  add  granular  material  to  the  more  plastic 
varieties.  The  method,  however,  requires  that  everything  possible  must 
be  done  to  bring  about  a  maximum  resistance;  otherwise  only  an  inter- 
mediate structure  is  possible. 

In  the  working  of  the  easy-flowing  clays  in  which  the  structure  develops 
slowly,  the  procuring  of  a  satisfactory  state  of  homogeneity  is  ordinarily 
impossible  because  of  the  limitations 
of  the  machines.  In  these  clays  we 
would  restrain  as  much  as  possible  the 
formation  of  cleavage  lines.  To  this 
end  we  would  use  a  machine  which 
offered  the  least  possible  resistance  to 
the  flow  of  the  clay. 

But  why  can  not  a  machine  whose 
power  is  measured  by  tons  do  what 
can  be  done  between  the  thumb  and 
fingers?  Why  should  the  mere  assem- 
bling of  clay  granules  around  a  center 
point  or  in  any  other  imaginable  posi- 
tion cause  lines  of  cleavage  separating 
layers  of  clay  thicker  than  the  gran- 
ules? Certainly  none  of  them  have  Plc"  ° 
any  choice  as  to  which  other  granule  it  will  or  will  not  unite.  That  the  fault 
is  not  fundamentally  in  the  nature  of  the  machine  is  shown  by  the  operation 
of  an  auger  machine  which  was  fitted  with  a  hollow-ware  die.  In  this  the 
die  was  placed  about  twenty  inches  from  the  face  of  the  auger  and  pro- 
duced ware  of  a  very  poor  structure  as  shown  in  Fig.  5,  lamination  being 
produced  in  the  long  extension  as  outlined  elsewhere.  Due  to  the  method 
used  in  the  preparation  of  the  clay,  it  often  became  necessary  to  remove  and 
clean  the  die.  It  was  always  found  that  that  portion  of  the  laminated  clay 
which  had  been  left  in  the  extension  near  the  auger  would  come  through  the 
die  without  lamination. 

It  has  been  advanced  that  the  glutinous  or  colloidal  character  of  clays 
promotes  the  formation  of  slippery  surfaces,  first  by  the  effect  of  the  auger, 
and  again  by  the  flow  of  the  clay  upon  itself.     As  to  the  first,  it  has  already 
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been  noted  how  the  smooth  surfaces  of  the  clay  streams  are  destroyed  by 
the  differential  twisting  as  they  leave  the  auger  and,  if  differential  flow 
destroys  such  a  surface,  it  cannot  produce  one.  In  the  finished  ware,  the 
surfaces  of  the  laminations  never  present  any  but  a  decided  roughness,  at 
least  as  rough  as  the  granular  character  of  the  clays  permit,  never  a  slipperi- 
ness.  On  the  other  hand  if  these  surfaces  were  smooth  and  slippery  we 
would  have  all  the  more  reason  for  expecting  them  to  unite;  for  if  we  take 
two  sections  of  the  polished  clay  streams  from  the  auger  or  two  pieces  of 
ware  from  a  dry  die  even,  and  bring  them  together  with  a  slap  they  will 
unite  perfectly.  But  if  these  surfaces  are  only  slightly  marred,  they  will 
not  unite. 

The  addition  of  grog  or  other  granular  material  to  plastic  clays  has  been 
used  with  some  success  as  a  palliative,  but  certainly  not  because  its  granu- 
lar character  served  to  prevent  the  clay  from  slipping  upon  itself,  for  the 
clay  no  matter  what  its  physical  character  may  be,  must  twist  or  pass 
through  the  forming  members  without  friction. 

But  whether  or  not  the  twisting  or  differential  flow  causes  slippery 
surfaces,  and  whether  or  not  the  clay  streams  from  the  auger  escape  into 
the  column  with  their  smooth  surfaces,  in  either  or  both  cases  the  surfaces 
should  be  either  smooth  or  rough.  Why,  then,  does  auger  lamination  so 
persistently  remain  under  conditions  which  mitigate  or  perhaps  entirely 
eliminate  the  effects  of  differential  lamination? 

Slow  drying  has  a  wholesome  effect — and  this  when  the  conditions  would 
seem  the  least  favorable ;  for  the  union  of  the  laminations  can  not  be  com- 
pleted until  maximum  shrinkage  has  been  reached  and  the  clay  to  all 
purposes  has  become  dry.  It  would  seem  that  the  most  favorable  moment 
for  their  union  passes  after  the  clay  has  passed  the  machine  and  begins  to 

dry. 

Effect  of  Working  upon  the  Character  of  Clays.— That  the  ordinary 
methods  of  working  have  a  marked  influence  upon  clay  is  shown  by  the 
following : 

Plastic  clays  direct  from  the  fields,  when  in  a  condition  approximating 
a  stiff-mud  temper,  slake  very  slowly  in  water.  The  same  clay  after  not 
too  thorough  pugging  disintegrates  rapidly  into  larger  units,  which  in  turn 
slake  slowly. 

After  passing  through  the  auger  machine,  disintegration,  while  no  more 
rapid  than  before,  breaks  up  into  smaller  units,  which  also  slake  slowly. 
After  several  times  through  the  machine,  disintegration  approaching 
slaking  is  rapid  and  thorough,  the  mass  immediately  breaking  up  into 
very  small  units. 

A  significant  circumstance  touched  upon  above  is  the  fact  that  the  clay 
after  several  times  through  the  auger  machine  becomes  short,  the  cause 
of  which  can  not  be  attributed  to  any  physical  change  in  the  clay  itself. 
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If  anything,  such  intensive  working  should  tend  to  develop  plasticity. 
The  swelling  of  the  clay-bar  as  it  leaves  the  die  does  not  represent  a  relief 
from  true  compression. 

The  foregoing,  brought  out  in  numerous  experiments  and  observations, 
convinced  the  writer  that  neither  the  character  of  the  clays  nor  the  kind 
of  machines  used  formed  a  satisfactory  basis  for  explaining  the  difficulties 
attending  the  molding  and  drying  of  clay  wares. 

Effect  of  Air. — After  eliminating  these  as  probable  causes,  search  was 
continued  in  other  directions.  Air  as  a  possible  cause  was  suggested  by 
the  fact  that  the  ware  blistered  badly  as  a  column  left  the  die.  An  ex- 
amination showed  that  the  blisters  were  formed  by  the  outer  layers  of 
clay  which  left  the  mass  at  cleavage  lines.  Immersion  of  a  brick  in  water 
showed  measurable  quantities  of  air  coming  from  the  piece  as  it  disinte- 
grated. 

Desiring  to  ascertain  the  approximate  quantity  contained  in  a  newly 
made  brick  measuring  9"  x  4"  x  2^"  an  apparatus  was  arranged  which 
would  permit  the  dissolving  of  the  piece  in  water  and  the  measuring  of  the 
air  thus  set  free.  To  this  end,  a  pot-shaped  shell  of  a  steam  trap  with  a 
removable  cover  was  connected  to  the  burette  of  an  Orsat  apparatus.  A 
gage  glass  open  at  its  upper  end  was  fitted  to  the  side  of  the  shell;  this 
for  the  purpose  of  keeping  the  water  in  it  at  a  constant  level  throughout 
the  experiment. 

The  method  of  operation  consisted  of  filling  the  burette  with  water  in  the 
usual  manner.  The  shell  was  filled  to  such  a  height  so  that  when  the  brick 
was  introduced,  the  water  would  overflow  through  the  gage  glass.  After 
the  piece  had  been  immersed,  the  cover  was  quickly  put  on  and  the  stop- 
cocks to  the  burette  opened.  By  this  method,  which  seemed  of  sufficient 
accuracy,  for  our  purpose,  we  found  as  much  as  30  cc.  of  free  air  in  several 
samples. 

Lacking,  at  the  time,  the  means  to  put  the  theory  to  test  under  conditions 
which  would  approximate  actual  practice,  a  quantity  of  laminated  ware 
from  the  off-bearing  belt  was  made  into  a  slip  and  boiled  by  steam  to  remove 
the  air.  This  was  then  cast  into  molds  and  allowed  to  dry  to  a  stiff-mud 
temper,  after  which  it  was  run  through  the  auger  machine. 

The  column  came  through  without  the  slightest  traces  of  lamination, 
as  the  sample  showed.  The  clay  was  then  returned  to  the  machine  several 
times,  until  it  began  showing  a  few  lines  of  lamination  due  to  a  re-incor- 
poration of  air.  But  it  was  not  until  the  clay  had  been  grated  through  a 
screen  and  then  wadded  into  balls,  in  order  to  more  thoroughly  inclose 
air,  that  lamination  reappeared  to  a  degree  approximating  its  regular 
form. 

The  drying  qualities  of  the  airless  unlaminated  pieces  were  all  that  could 
be  desired,  as  neither  that  which  was  run  through  the  dryer  with  other  ware 
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nor  that  which  was  placed  upon  the  bare  coils  of  a  steam  rack  dryer  suffered 
the  slightest  deterioration  in  structural  qualities. 

These  results  led  to  the  construction  of  a  small  machine  which  would 
permit  the  use  of  a  vacuum  pump,  thus  approximating  commercial  con- 
ditions. Our  first  attempt  in  which  we  tried  to  remove  air  from  a  tempered 
mass  resulted  in  failure,  so  far  as  commercial  practicability  was  concerned. 
The  difficulty  did  not  reside  so  much  in  the  obtaining  of  high  vacuum  con- 
ditions in  the  presence  of  moisture,  as  in  the  fact  that  as  soon  as  vacuum 
conditions  were  obtained,  the  outer  portions  of  the  clay  pieces  became 
very  dense  and  tough,  thus  preventing  the  removal  of  the  air  from  the 
interiors.  Somewhat  better  results  were  obtained  by  finely  disintegrating 
the  clay  through  a  screen,  but  even  by  this  method  from  twenty  to  thirty 
minutes  were  required  before  any  marked  effect  was  registered. 


Ftg.   6. 

Further  experiments  developed  the  fact  that  commercially  practical 
speed  and  results  were  procurable  by  removing  the  air  from  the  clay  pre- 
vious to  and  during  the  tempering  process. 

Clays  so  treated  become  very  tough  and  dense  and  practically,  if  not 
altogether,  immune  to  the  slaking  action  of  water.  This  is  true  not  only 
of  the  naturally  sticky  clays,  but  in  a  large  measure  also  of  the  leaner 
varieties.  This  indicated  to  the  writer  that  the  absence  of  air  in  the  in- 
terior of  the  clay  mass  and  the  pressure  of  the  atmosphere  play  an  impor- 
tant part  in  the  phenomena  of  plasticity. 

The  clay  used  in  these  experiments  was  one  of  those  limey  varieties 
of  glacial  origin  found  near  the  shores  of  the  lower  lakes,  used  extensively 
in  the  manufacture  of  soft-mud  brick.  The  more  plastic  portion  of  it  was 
only  fairly  well  adapted  to  the  stiff -mud  process  in  the  manufacture  of  brick 
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and  hollow-ware  whose  eross-sectional  areas  did  not  exceed  5"  x  S".  Larger 
pieces  would  collapse  before  reaching  the  cutter.  Its  tendency  to  laminate 
and  crack  in  drying  was  frightful.  The  ware  was  very  difficult  to  handle 
from  the  off-bearing  belt  on  account  of  the  shortness  of  the  clay,  though  it 
exhibited  a  fair  degree  of  plasticity  before  pugging.  However,  when 
tempered  and  pugged  under  vacuum  conditions,  it  showed  a  surprising 
degree  of  tenacity  and  ductility.  Instead  of  the  characteristic  rottenness 
as  under  the  ordinary  methods  of  working,  it  required  some  strength  to 
pull  apart  a  bar  measuring  IV2  x  IV2".  the  clay  drawing  down  to  a  very 
small  area  before  separation. 

"Joint"  clays  treated  by  the  vacuum  process  survived  the  most  severe 
drying  conditions.  Pieces  as  large  as  walnuts  stood,  without  cracking, 
a  temperature  which  was  sufficiently  high  to  also  expel  the  chemical 
water.  A  piece  about  the  size  of  a  half  brick  was  dried  without  cracking 
in  a  bake  oven  which  was  previously  heated  to  a  temperature  above  200°  C, 
though  the  same  clay,  after  a  few  moments'  working  by  the  hand,  would 
shatter  under  much  less  severe  conditions. 

Conclusions 

Clays  which  have  been  tempered  and  pugged  in  air  contain  varying 
quantities  of  occluded  air,  some  of  which  become  divided  into  blebs 
small  enough  to  be  contained  in  the  water-filled  channels  without  causing 
their  distension  or  a  separation  except  in  local  areas.  The  remaining 
portion,  however,  occurs  in  pockets  of  a  larger  volume  than  can  be  con- 
tained in  local  areas  at  low  pressure.  When  such  a  mass  is  brought  under 
pressure  as  in  the  auger  machine,  these  larger  pockets,  together  with  the 
clay  inclosing  them,  become  flattened  into  alternate  layers  of  clay  and  air. 

If  the  clay  be  of  the  smooth,  plastic,  free-flowing  type,  offering  a  mini- 
mum resistance  to  its  passage  through  the  machine,  the  laminated  mass 
escapes  into  the  column  with  no  substantial  change  in  structure,  except  as 
modified  in  its  passage  through  the  die.  If,  however,  it  is  returned  to  the 
machine  several  times  in  succession,  it  will  result  in  the  gradual  breaking 
up  of  the  heavier  air  layers  into  thinner  and  more  numerous  layers  and 
finally  into  blebs  which  can  be  contained  in  the  pores  without  causing  their 
distension  or  a  separation  of  the  mass,  provided,  of  course,  that  an  excessive 
amount  of  air  is  not  present  to  begin  with.  In  such  a  case,  reworking  avails 
but  little. 

While  the  occluded  air  in  a  satisfactory  state  of  diffusion  does  not  affect 
the  normal  diameter  of  the  pores  or  channels,  its  presence  is  nevertheless  a 
source  of  weakness;  hence  the  shortness  of  much  pugged  clays. 

If  the  clay  be  of  the  coarse  granular  type,  one  which  offers  a  maximum 
resistance  to  its  passage  through  the  machine,  the  more  efficient  pugging 
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thus  obtained  may  be  sufficient  to  diffuse  the  air  and  destroy  the  initially 
formed  structure  during  a  single  passage  through  the  machine.  In  this 
type  much  pugging  does  not  cause  the  same  comparative  loss  in  plasticity. 
This  is  due  to  the  fact  that  these  clays  contain  more  of  the  water-filled 
void  spaces,  which  offer  lodgment  to  a  greater  portion  of  the  air  at  points 
where  its  weakening  influence  is  at  a  minimum.  Thus  if  the  quantity  of  air 
present  in  the  beginning  is  only  sufficient  to  displace  the  filler  water,  then 
intensive  working  under  pressure  would  effect  an  actual  cure.  Othenvise, 
we  would  have,  at  best,  a  distribution  of  the  weakening  influence  through- 
out the  mass. 

Auger  lamination  is  due  to  that  air  which  has  been  set  free  by 
the  friction  between  the  auger  surfaces  and  the  clay.  This  air  collects 
at  the  tips  of  the  vanes  and  its  only  avenue  of  escape  lies  between 
and  with  the  clay-streams  moving  toward  the  die.  A  situation  of  the 
same  character  obtains  at  core-bridges,  causing  core-bridge  lamination. 
Repress  lamination  is  caused  by  air  which  is  in  part  set  free  in  the  breaking 
apart  of  the  mass  and  partly  by  the  movement  of  one  section  upon  the  other 
while  under  pressure  in  the  mold. 

The  layers  of  free  air  besides  acting  as  walls  which  prevent  the  clay  from 
uniting  also  act  as  lubricants  which  are  largely  responsible  for  any  differ- 
ential flow  as  well  as  affecting  the  efficiency  of  the  auger. 

The  swelling  of  the  clay  bar  as  it  comes  from  the  die  is  due  to  the  re- 
expansion  of  the  inclosed  air. 

Tempered  clays  free  from  air  slake  very  slowly,  while  those  through 
which  air  has  been  thoroughly  diffused  slake  rapidly,  requiring  only 
minutes  as  against  weeks  or  months  as  in  airless  clays.  If  the  air  has 
been  less  thoroughly  diffused,  the  mass  falls  apart  rapidly,  but  the  resulting 
units,  being  airless,  slake  slowly. 

In  the  experiment  with  the  hollow-ware  machine,  the  air  was  given 
an  opportunity  to  escape  from  that  portion  of  the  clay  which  was  left 
in  the  throat  of  the  machine.  Being  airless  it  did  not  laminate,  neither 
did  it  slake  rapidly. 

Incorporated  air  affects  the  drying  qualities  of  clays  in  at  least  three 
different  ways.  First,  its  presence  lowers  the  strength  of  the  mass-making 
it  impossible  for  the  attractive  forces  to  move  as  great  a  load  without  caus- 
ing a  separation  as  would  be  otherwise  possible.  Second,  the  air  in  any 
state  of  diffusion  may  sufficiently  expand  under  the  heat  of  the  dryer  to 
cause  ruptures.  This  is  probably  a  common  cause  for  breakage  among  the 
feebly  plastic  types.  Such  a  clay  was  the  one  referred  to  which  cracked  in 
saturated  atmospheres  at  comparatively  low  temperatures.  Third,  and 
perhaps  the  most  common  cause,  is  the  hindrance  which  the  air  blebs 
offer  to  the  ready  egress  of  the  water.  In  this  too,  the  inevitable  expansion 
of  the  gases  due  to  dryer  temperatures  adds  to  the  difficulties.     For  to 
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entirely  obviate  the  losses  from  this  source,  it  is  not  alone  sufficient  to  bring 
the  blebs  to  such  a  size  which  will  permit  their  ready  escape  to  the  surface 
at  normal  temperatures,  but  due  allowance  must  also  be  made  for  the 
expansion. 

It  is  evident  that  after  the  air  has  been  broken  up  into  blebs  by  intensive 
working,  in  the  molding  machine,  to  such  a  size  as  may  be  contained 
in  the  pores  without  exerting  a  pressure  at  the  lower  temperatures,  com- 
pensation for  the  higher  temperatures  becomes  increasingly  difficult,  if  not 
wholly  impossible  from  a  practical  standpoint. 

Assuming  that  the  blebs  are  unable  to  assume  a  spherical  form  in  the 
narrower  sections  of  the  channels,  as  soon  as  drainage  conditions  are 
established  they  will  move  until  they  reach  the  water-filled  void  spaces 
where  they  are  afforded  a  better  opportunity  to  form  into  spheres.  If 
the  resulting  bubble  is  only  large  enough  to  displace  the  filler  water,  it 
can  not  effect  the  drying  quality  of  the  mass.  But  if  it  also  displaces  a 
part  or  all  of  the  surrounding  water  of  moldability,  it  becomes  an  obstruc- 
tion by  narrowing  or  entirely  closing  the  channel  except  for  the  thin  film 
of  capillary  water,  which  must  then  assume  the  burden  of  supplying  the 
water  to  the  surface.  Not  being  equal  to  the  task,  the  outer  portion  of  the 
mass  dries  and  the  piece  cracks. 

It  is  evident  that  after  the  blebs  have  come  to  the  spherical  form  in  the 
wider  portions  of  the  channels,  they  can  not  be  dislodged  unless  they  be 
again  elongated  to  allow  their  passage  through  the  narrower  sections. 
Since  the  force  available  for  this  purpose  is  practically  nil,  the  blebs  remain 
as  barriers  until  the  water  between  them  and  the  surface  has  been  removed. 

Thus  it  seems  that  the  presence  of  air  offers  a  very  satisfactory  basis  for 
explaining  the  peculiar  behaviors  of  the  various  clays.  The  removal  of 
the  air  from  clays  prior  to  and  during  the  tempering  and  pugging  process 
which  has  been  made  subject  of  Letters  Patent  offers  great  possibilities 
not  only  in  improved  products  in  clays  now  worked,  but  also  in  the  utiliza- 
tion of  many  broad  acres  of  clay,  which  though  well  situated  with  reference 
to  markets  has  hitherto  been  unavailable  because  of  the  difficulties  attend- 
ing their  manufacture. 

J.  J.  Frkd  Brand 
Kusicviule,  Ohio 

Discussions 

By  W.  I).  Richardson: — The  paper  presents  a  close  study  of  a  sub- 
ject in  which  all  brick  manufacturers  are  interested  and  of  which  we  all 
need  to  know  more. 

The  treatment  is  a  valuable  contribution  and  creditable  to  the  author. 
Even  in  reading  his  paper  one  becomes,  as  he  states  he  was  in  his  investi- 
gations, "engulfed  in  a  series  of  complications."     This  comes  somewhat 
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from  the  fact  that  the  conditions  and  movements  inside  of  an  auger 
machine  between  the  end  of  the  auger  and  the  mouth  of  the  die  must  be 
imagined,  as  they  can  not  be  seen. 

The  whole  subject  is  one  that  should  be  given  such  a  thorough  system- 
atic investigation,  with  a  variety  of  clays,  as  is  practically  impossible  by 
a  brick  manufacturer  himself,  and  his  experience  must  necessarily  be 
limited  to  the  clays  with  which  he  has  to  deal. 

The  matter  should  be  referred  to  our  Research  Council  for  further  study 
and  investigation. 

A  radical  statement  in  this  paper  is  that  differential  lamination  is  not 
caused  by  differential  flow,  and  that  the  center  of  the  mass  of  clay  in  the 
nozzle  of  an  auger  machine  does  not  move  faster  than  the  center  though 
this  statement  conflicts  with  a  later  one. 

This  statement  does  not  conform  to  general  observations  of  practical 
men.  Whether  the  differential  flow  is  due  to  difference  in  the  friction 
between  the  clay  and  the  iron  and  between  the  clay  sliding  on  itself  or 
to  the  greater  pressure  exerted  by  the  auger  on  the  center  of  the  clay  mass, 
it  has  been  generally  observed  that  the  central  portion  of  the  clay  does 
forge  ahead  of  the  sides,  and  it  is  generally  believed  that  this  is  the  primary 
cause  of  differential  lamination. 

The  author  thinks  he  has  proved  his  point  by  the  fact  that  when  the 
barrel  lining  of  the  machine  becomes  worn  smooth  the  clay  will  turn  or 
float  with  the  auger.  But  this  is  not  logical,  since  it  leaves  out  of  consider- 
ation the  compressive  force  of  the  auger  on  the  clay  in  front  of  the  auger. 

Another  radical  statement  in  the  paper  is  that  auger  lamination  is  not 
caused  or  influenced  by  the  helical  rings  of  clay  passing  off  of  the  ends  of 
the  auger  being  polished  or  slicked  by  the  surface  of  the  auger  or  at  least 
that  this  slicking  is  not  a  primary  cause  of  these  rings  of  clay  not  uniting 
thoroughly  in  the  die.  It  is  fair  to  assume,  however,  that  the  author  would 
admit  that  this  slicking,  which  is  more  pronounced  in  fine-grained  plastic 
clays,  prevents  the  escape  of  the  air  between  these  surfaces  and  thereby 
prevents  their  bonding  together. 

Undoubtedly,  occluded  air  does  prevent  the  bonding  of  cla)^s  in  a  strong 
homogeneous  body  and  is  a  cause  of  blisters  or  laminations,  of  spalling  or 
perhaps  dunting,  as  hand  molders  of  glass  pots  or  blocks  or  other  clay 
bodies  well  know.1 

Mr.  Brand's  studies  on  the  effect  of  air  in  clays  in  producing  lamination 
and  cracking  in  drying  are  the  most  valuable  part  of  his  contribution  and  he 
should  be  induced  to  write  a  paper  on  this  theme  alone  giving  a  more  de- 
tailed account  of  his  experiments,  with  photographs  or  drawings  of  the 
apparatus  employed,  citing  also  the  patents  that  he  refers  to  and  showing 
whether  any  of  these  are  of  practical  application  in  brick  manufacture. 
1  Simcoe,  Trans.  Am.  Ceram.  Soc,  11,  343  (1909);  12,  376  0910). 
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Reply  by  J.  J.  Fred  Brand: — But  for  the  presence  of  air  within  the 
clay  mass,  differential  flow  would  not  cause  differential  lamination.  Dif- 
ferential flow,  however,  is  a  factor  and  without  it  there  would  be  no  differ- 
ential lamination.  We  can  see  that  in  many  of  the  hand-made  soft  mud 
bricks  which  show,  upon  breaking,  pockets  and  holes  which  undoubtedly 
contained  air  at  the  time  of  molding,  but  because  of  the  fact  that  there  is 
practically  no  differential  flow  during  the  molding  process  these  do  not 
become  flattened  out  as  in  auger  machines. 

The  impression  I  wanted  to  leave  was  that  differential  lamination  was 
due  not  so  much  to  the  differential  flow  arising  from  the  forging  ahead  of 
the  center  portions  of  the  column,  as  to  the  differential  twisting  which  ob- 
tains between  the  auger  and  die.  For  most  part  the  secondary  differential, 
which  obtains  as  the  clay  enters  and  passes  through  the  die,  little  more 
than  modifies  the  shape  of  clay  layers  formed  near  the  auger.  Clay  does 
not  slip  on  itself  with  greater  ease  than  upon  a  lubricated  die.  Any  forging 
ahead  of  the  center  portions  of  the  column  is  rather  due  to  the  cushion  of 
air  between  the  layers  of  clay.  Ordinarily  there  is  a  forging  ahead  of  the 
center,  but  Figs.  4  and  5  show  that  this  is  not  always  the  case. 

When  the  barrel  of  an  auger  machine  becomes  worn  smooth  there  is  a 
serious  loss  in  capacity.  This  is  due  to  the  fact  the  clay  in  the  auger 
turns  with  the  auger  instead  of  moving  forward.  The  corrugations  in  a 
new  lining  do  not  at  all  come  into  contact  with  the  moving  clay,  except  at 
the  tips  of  the  corrugations  perhaps,  which  the  auger  may  touch  and 
keep  clean.  The  thing  which  prevents  the  moving  clay  from  turning 
with  the  auger  is  the  clay  plastered  lining.  Admitting,  however,  that 
the  clay  nearest  the  corrugated  lining  does  move  forward  instead  of  acting 
as  a  plastered  surface,  even  that  would  not  show  that  clay  slipped  on  itself 
easier  than  upon  metal.  For  if  it  did,  a  break  would  certainly  occur  in 
the  clay  which  is  between  the  auger  and  lining  (augers  never  fit  closely)  and 
the  two  surfaces  would  slip  on  themselves. 

The  auger  does  slick  the  clay  ribbons  of  the  auger,  but  the  differential 
twisting  which  obtains  in  the  throat  of  the  machine  destroys  these  slick 
surfaces.  In  the  fine-grained  clays  we  have  less  of  the  filler  or  pore  water 
than  in  the  grogged  or  naturally  coarse  clays,  hence  the  air  can  not  lose 
itself  in  the  spaces  occupied  by  this  water  to  the  extent  as  in  the  latter. 
It  must  then  displace  water  of  moldability  which  causes  a  separation 
of  the  mass.  In  other  words,  if  there  is  enough  fdler  water  space  in  the 
mass  to  carry  the  occluded  air  and  means  at  hand  for  diffusing  the  air 
into  these  spaces  we  do  not  have  a  separation  of  the  mass  in  the  way  of 
laminations. 

One  can  not  of  course  see  the  clay  on  its  way  through  the  machine  but  In- 
adding  foreign  materials  to  the  clay  (the  writer  used  oats)  and  then  stop- 
ping the  machine  when  full  of  clay,  he  can  follow  very  closely  the  course  of 
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the  clay  through  the  machine.     The  oat  grains  arrange  themselves  paral- 
lel to  the  direction  taken  by  the  clay  with  the  base  of  the  grain  ahead. 

By  E.  Lovejoy: — Mr.  Brand  gives  us  new  names  for  lamination, 
namely,  differential  and  interfacial,  the  one  caused  by  slippage  of  the 
clay  on  itself,  commonly  termed  die  lamination,  and  the  other  a  junction 
of  cut  masses  of  clay,  which  we  are  accustomed  to  call  auger  lamination. 
He  includes  in  the  latter  term  the  union  of  surfaces  cut  by  core-bridges 
which  is  not  consistent  with  the  meaning  of  the  word  lamination.  The 
auger  lamination  is  distinctly  a  union  of  cut  surfaces  and  may  be  called 
interfacial,  but  with  it  there  is  some  differential  flow  which  develops  the 
cone  in  cone  structure.  I  am  inclined  to  stick  to  the  old  terms.  The  re- 
press lamination  is  not  clear  to  me.  We  have  always  assumed  that  the 
effect  of  repressing  was  simply  to  buckle  and  separate  the  machine  laminae. 
We  never  recognized  any  lamination  in  pressing  stiff-mud  shaped  bricks, 
the  mud  for  which  was  batted  out  by  hand. 

If  I  understand  his  statement  in  regard  to  the  water  content  in  pugged 
clay,  I  can  not  fully  agree  with  him.  A  granular  clay  will  take  less  water  in 
pugging  than  a  colloidal  clay,  but  in  the  flow  through  the  die  one  can  not 
determine  the  rate  from  the  water  content.  The  character  of  the  clay  in 
its  adhesive  and  cohesive  properties  is  a  big  factor  in  the  flow,  considering 
the  movement  of  the  mass  from  the  back  of  the  machine  to  and  through  the 
die.  The  strongly  adhesive,  and  correspondingly  weak  cohesive  clays 
will  be  more  difficult  and  flow  at  a  slower  rate  then  the  clay  of  a  con- 
trary character. 

I  agree  with  him  that  in  every  instance  there  is  more  or  less  rotation  of  the 
mass  of  clay  with  the  auger  and  I  have  experienced  the  effect  of  a  smooth 
barrel  as  he  suggests,  and  had  the  greatly  reduced  output  in  consequence. 

I  have  illustrated  this  by  a  bolt  and  nut.  Turning  the  bolt  will  not  ad- 
vance the  nut,  instead  the  nut  turns  with  the  bolt,  but  if  the  nut  is  held 
and  prevented  from  turning,  it  will  be  advanced  in  turning  the  bolt. 
Similarly  if  the  clay  slips  easily  in  the  barrel  of  the  machine  it  will  turn 
with  the  auger  and  not  advance  through  the  die.  One  might  conclude 
from  this  that  the  adhesive  clays  would  be  more  favorable  to  flow  than  the 
cohesive  clays,  contrary  to  the  statement  above  given,  but  not  so,  because 
there  is  always  a  clay  lining  in  the  barrel  and  it  is  the  clay  slipping  on  it- 
self that  causes  the  turning  with  the  auger.  We  get  adhesiveness  by  corru- 
gations in  the  barrel. 

The  usual  simple  explanation  of  auger  lamination  is  that  the  auger  cuts 
the  mass  of  clay  spirally  and  packs  these  spiral  slices  into  the  die  and  they 
are  drawn  out  into  the  cone  in  cone  structure  by  differential  flow.  This 
is  good  enough  for  me,  but  I  accept  the  very  likely  possibility  that  a  firm 
union  of  these  slices  may  be  prevented  by  air. 
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Mr.  Brand  rejects  the  common  conception  of  die  lamination — that  is, 
differential  flow  in  consequence  of  die  friction,  but  it  is  not  clear  to  me  that 
he  offers  any  other  explanation. 

In  pugging,  I  agree  with  him  that  increased  pugging  does  not  lessen 
lamination.  It  does  develop  the  inherent  qualities  of  the  clay  that  result 
in  a  stronger  and  better  formed  ware  and  this  is  the  purpose  of  wet-pan 
preparation  and  not  the  reduction  of  lamination. 

The  soak  pit  tempering  which  he  belittles  is,  in  my  opinion,  superior  to 
our  modern  rapid  and  continuous  machine  preparation.  The  general 
abandonment  of  its  use  is  due  to  its  inadequacy  in  modern  operation  in- 
stead of  lack  of  preparation. 

Grog,  as  he  states,  is  successful  in  lessening  lamination,  but  he  rejects 
the  usual  belief  that  the  effect  of  grog  is  to  prevent  slippage  of  the  clay  on 
itself,  and  in  this  I  can  not  concur.  Grog  not  only  reduces  the  slippage 
but  also  roughens  the  surfaces  of  the  laminae  and  thus  increases  the  possi- 
bilities of  a  firm  union,  besides  serving  as  binders  to  hold  the  planes  from 
separating  under  drying  shrinkage  strains. 

The  main  feature  of  Mr.  Brand's  discussion  is  the  effect  of  included  air 
on  lamination,  and  I  agree  with  him  that  it  may  play  an  important  part 
in  this  serious  trouble.  That  the  wet  clay  mass  contains  air  is  beyond 
question.  Perhaps  all  of  us  are  familiar  with  the  air  blisters  on  the  surface 
of  machine  clay  columns,  and  with  the  various  attempts  to  overcome  the 
trouble  by  cutting  knives,  gratings,  etc.  A  number  of  years  ago  several 
such  devices  were  introduced  as  a  cure  for  lamination  and  in  some  degree 
with  some  clays  they  were  effective.  The  idea  was  that  such  contrivances 
between  the  auger  and  the  die  served  to  equalize  the  flow  of  the  clay,  but 
we  would  still  have  the  "interfacial"  lamination  which  if  not  strongly  united 
would  be  as  bad  as  the  ordinary  lamination,  nor  could  the  devices  eliminate 
the  unequal  flow  in  consequence  of  the  friction  of  the  die. 

However  that  may  be  they  did  improve  the  product  in  a  number  of 
instances,  but  extended  use  showed  that  the  effect  in  any  consequence  was 
limited  to  a  few  clays,  and  the  devices  fell  into  disuse.  It  is  likely  that  the 
value  of  the  devices  was  in  shredding  the  clay  in  the  machine  barrel  and 
thus  permitting  the  escape  of  some  of  the  air.  With  all,  or  part,  of  the  air 
removed,  the  chances  of  slippage  would  be  less  and  those  of  union  of  the 
split  masses  greater. 

That  included  air  could  easily  act  as  a  lubricant  to  increase  the  slippage 
of  the  clay  and  prevent  the  planes  from  re-uniting  is  unquestionable,  and 
this  part  of  Mr.  Brand's  discussion  is  worthy  of  serious  consideration  by  the 
clay  workers  of  the  country,  who  are  concerned  with  the  means  of  over- 
coming the  trouble,  and  not  with  the  technical  data  and  theories  in  ex- 
planation of  the  movement  of  the  clay  through  the  machine  and  die. 
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Reply  by  J.  J.  Fred  Brand: — Ordinarily  perhaps  the  repress  does 
merely  buckle  and  separate  the  machine  laminae,  in  fact  the  brick  would 
naturally  go  to  pieces  along  the  lines  of  greatest  weakness,  especially  if  the 
line  of  weakness  coincided  with  the  plane  which  would  be  produced  in  the 
mold.  If  a  clot  of  clay  full  of  occluded  air  is  placed  in  a  repress  mold 
which  it  does  not  fit  too  closely,  a  differential  lamination  will  be  produced 
on  account  of  the  differential  flow  which  would  obtain  during  pressure. 
I  once  saw  a  plunger  machine  making  fire-clay  shapes  measuring  about 
8"  x  8"  out  of  a  very  coarse  clay.  The  bar  from  the  machine,  due  to  the 
absence  of  an  auger  and  high  pressure,  was  such  that  one  would  say  that 
there  was  no  lamination.  Yet  when  these  came  from  the  repress  they 
were  laminated  badly.  The  product  of  the  die  because  of  its  excellent 
structure  would  never  have  given  a  hint  of  what  would  happen  to  it  in  the 
repress.  The  horizontal  cracks  obtained  in  ware  from  the  dry  press  at 
times  are  certainly  a  type  of  lamination  due  to  air. 

Mr.  Lovejoy's  adhesive  and  cohesive  properties  of  clavs  are  not  clear 
to  me,  but  it  seems  taking  an  extreme  case,  as  a  so-called  colloidal  clay 
would  flow  through  a  machine  with  greater  ease  than  a  clayey  sand  as 
the  other  extreme. 

The  corrugations  of  an  auger  barrel  always  become  clay  plastered, 
that  is,  the  moving  clay  never  comes  into  contact  with  the  corrugations 
except,  perhaps,  at  the  extreme  tips.  This  clav  plaster  is  the  thing  which 
prevents  the  clay  from  turning  with  the  auger.  I  say,  prevents,  this  of 
course  is  not  strictly  true,  because  the  clay  does  turn  with  the  auger  to 
some  extent.     It,  however,  is  the  best  thing  we  have  to  prevent  it. 

It  has  been  my  observation  that  the  greater  part  of  differential  lamination 
is  formed  at  the  face  of  the  auger  by  the  differential  twist  which  obtains 
there;  the  pushing  ahead  of  the  center  portion  of  the  column  mostly  giv- 
ing a  new  form  to  the  laminations  already  produced.  However,  there  are 
too  many  factors  involved  to  say  that  this  is  exactly  what  always  happens. 

Grog  increases  pore  space  or  filler  water  space,  which  permits  air  to 
escape  into  it  and  here  it  cannot  cause  a  separation  of  the  mass.  It  also 
increases  the  friction  of  the  clay  in  the  forming  members,  and  with  it 
increases  differential  rotation  which  in  turn  aids  in  the  diffusion  of  the  air 
into  these  pore  spaces,  resulting  in  lessened  lamination. 

Undoubtedly  the  cutting  knives,  gratings,  etc.,  which  Mr.  Love  joy 
mentions  merely  serve  to  increase  friction  and  with  it  a  better  diffusion  of 
the  air  through  the  clay  mass. 

By  R.  A.  Horning: — Mr.  Brand  has  brought  forward  many  inter- 
esting things  concerning  lamination.  I  know  of  nothing  of  more  impor- 
tance to  the  Heavy  Clay  Products  industry  than  some  constructive  re- 
search on  moist  clay. 
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Mr.  Brand's  ideas  on  the  cause  of  most  lamination  have  been  well  founded 
if  he  has  gone  through  this  as  well  as  his  paper  indicates. 

It  will  be  interesting  to  note  just  what  will  come  from  Mr.  Brand's  new 
thought  on  the  cause  of  lamination  and  just  what  methods  will  be  applied 
to  make  it  practicable. 

By  George  W.  Shoemaker: — I  have  carefully  studied  Mr.  Brand's 
paper  and  have  checked  his  findings  against  the  conditions  existing  in  our 
machines  and  our  clay  column. 

His  observations  and  samples  can  be  duplicated  in  kind  if  not  in  degree 
at  our  No.  1  plant. 

I  would  comment  on  his  paper  as  follows : 

His  observations  as  to  the  forms  of  the  lamination  in  the  clay,  at  the 
various  stages  of  its  passage  through  the  machine,  are  correct. 

These  observations  tend  strongly  to  establish  a  basis  for  his  theory  of 
lamination. 

It  would  be  worth  while  for  some  one  with  laboratory  facilities  to  try 
pugging  clay  in  a  closed  pug  directly  connected  with  an  auger  machine  and 
using  low  pressure  steam  instead  of  water.  The  writer  believes  that  the 
proposition  of  excluding  the  air  by  the  use  of  steam  is  more  feasible  than 
that  of  exhausting  the  air  by  means  of  a  vacuum. 
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By  Frederick  H.  Rhead 
ABSTRACT 

This  paper  describes  the  more  commonly  known  underglaze  colors  and  gives  typical 
formulae. 

The  commercial  colors  on  the  market  are  recommended  for  general  use. 

The  various  bodies  suitable  for  this  process,  white  or  colored,  are  described,  and  the 
more  generally  used  mediums  with  methods  of  preparation  are  given.  The  different 
methods  of  application  and  decorative  treatment  are  discussed  in  connection  with  both 
transparent  and  opaque  colors.  Comparisons  of  the  technique  are  made  between  under- 
glaze painting  and  oil  and  water  color  painting. 

Glazing  and  firing  treatment  is  also  discussed.  The  paper  concludes  with  some 
-.notes  on  historical  types. 

Underglaze  Colors  and  Their  Composition 

Underglaze  colors  are  finely  ground  calcinations  of  the  various  metallic 
oxides  together  with  such  materials  as  alumina,  flint,  zinc,  whiting,  etc. 

The  degree  of  heat  necessary  for  calcination  is  determined  by  the  type 
of  color  and  its  composition.  For  instance,  a  blue  for  comparatively  low 
temperature  work  (cones  1-4)  and  consisting  chiefly  of  cobalt  and  zinc  need 
not  be  calcined  to  the  higher  temperature  necessary  for  a  cobalt-alumina 
blue  to  be  used  to  cones  12  to  18. 

As  a  general  rule,  in  present  practice,  more  brilliant  colors  are  available 
for  temperatures  ranging  below  cone  6.  At  higher  temperatures,  especially 
when  exceeding  cone  12,  blues,  greens,  grays  and  blacks  seem  to  predom- 
inate, although  it  is  possible,  to  produce  clear  pinks,  crimsons,  yellows,  lilacs 
and  browns  at  temperatures  ranging  from  cones  14  to  18  and  higher. 

Having  a  suitable  formula,  the  two  essentials  in  the  making  of  reliable 
underglaze  colors  are,  (1)  correct  temperature  and  atmospherical  conditions 
for  the  calcination,  and  (2)  the  extremely  fine  grinding  of  the  final  mixture. 
It  is  difficult  to  state  which  is  the  more  important  of  these  two.  Any 
variation  in  the  calcining  or  grinding  will  result  in  variation  in  color  and 
texture.  As  each  color  requires  an  individual  treatment  it  is  no  simple 
matter  to  prepare  a  wide  range  palette  satisfactory  to  the  decorator.  This 
is  wiry  one  color  manufacturer  specializes  in  pinks  and  crimsons,  another 
in  blacks,  another  in  blues,  and  so  on.  Also,  as  the  glaze  is  an  important 
factor,  a  certain  make  of  color  highly  valued  by  one  decorator  will  not  give 
the  same  satisfaction  to  a  painter  using  a  different  body  and  glaze. 

The  following  formulae  will  give  an  approximate  idea  of  the  compositions 
"ol  underglaze  colors  used  in  present  commercial  practice  (Table  I). 
The  mixtures  are  usually  sieved  dry  two  or  three  times,  calcined  and 
afterwards  well  washed  and  ground.  In  this  discussion,  we  are  not  con- 
cerned with  the  actual  process  of  color  making.  This  subject  will  be  dealt 
with  in  a  future  paper. 
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Table  I 
Underglaze  Colors 


Blue      P 

nk 

French 
green 

Black 

Brown 

Yellow 

Orange 

White 

Olive- 
green 

Tin 

..      4 

0 

20 

30 

30 

48 

Whiting 

Fluorspar 

Flint 

40      1 
..       1 

5 
6 
6 

75 

50 

Bichromate       of 

Potash 

2 

Zinc  Oxide 

25 

40 

20 

Borax.  .  .  . 

100 
20 

6 

60 

25 

Ox.  Chrome 

30 

Ox.  Cobalt 

150      . 

10 

50 

10 

Ferric  Oxide 

10 

6 

35 

Ox.  Nickel 

.  . 

20 

Red  Lead 

Flint  Glass 

10      . 
40       . 

5 

90 

100 

60 

Nitrate  Potash .  . 

10 

Chromate  Iron.  . 

120 

Boracic  Acid.  .  .  . 

5 

Antimony   Ox. . . 

Feldspar 

Lynn  Sand 

Carb.  of  Soda.  . 

3 

60 

70 

100 
10 

Table  II 
Liquid  Underglaze  Colors 


Tur- 
quoise 

Light 
blue 

Dark 
blue 

Green 

Dark 
green 

Yellow 

Brown 

Gray 

Pink- 
gray 

Gray- 
black 

Water 

100 

100 

100 

100 

100 

100 

100 

100 

100 

100 

Glycerin 

50 

50 

100 

100 

100 

100 

100 

50 

50 

Nitrate 

copper 

30 

50 

Nitrate 

cobalt 

25 

40 

Nitrate    • 

uranium 

100 

Chromic 

acid 

80 

Ferric 

chloride 

100 

Nitrate 

nickel 

120 

Chloride 

gold 

40 

Chloride 

platinum 

40 
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When  assembling  an  underglaze  palette,  small  brush  trials  should  be 
made  showing  the  colors  in  light  and  heavy  washes.  When  the  trials  come 
from  the  kiln,  the  various  stains  of  same  color  are  compared.  Attention 
should  be  given  to  texture  as  well  as  color  value.  Certain  colors  may  be 
too  highly  fluxed  for  some  purposes,  resulting  in  flowing  and  softening  at 
the  edges  of  the  wash,  or  they  may  be  absorbed  into  the  glaze.  In  some 
cases  this  softened  effect  may  be  desirable,  but  its  effect  must  be  noted 
in  comparison  with  the  texture  of  the  remaining  colors  in  the  palette. 
For  the  preliminary  palette,  it  will  be  wise  to  select  those  colors  which  are 
clear  and  firm. 

While  this  discussion  is  concerned  with  powder  colors,  in  underglaze 
work,  there  is  another  type  of  color  used  to  some  extent  in  the  decoration 
of  porcelain,  and  to  a  lesser  extent  in  faience  and  terra  cotta  work.  These 
colors  are  liquid  in  form  and  are  solutions  of  nitrates  and  chlorides.  Typ- 
ical formulae  are  as  shown  in  Table  II. 

These  colors  are  most  valuable  when  flat  washes  of  low  tones  are  desired. 

Types  of  Biscuit  Bodies  Suitable  for  Underglaze  Decorations 
Underglaze  colors  may  be  successfully  applied  to  any  type  of  biscuited 
or  baked  body,  although  white,  cream,  buff  and  sometimes  red  bodies  are 
more  generally  used.     If  a  proper  medium  is  used,  it  makes  little  difference 
whether  the  body  is  porous  or  vitrified. 

With  few  exceptions  (the  matte  blues,  light  yellows,  deep  chrome  greens, 
and  certain  browns)  underglaze  colors  are  more  or  less  transparent.  Con- 
sequently when  darker  bodies  are  used,  it  is  advisable  to  add  underglaze 
white  to  the  colors  much  as  one  uses  white  in  oil  painting.  Or,  a  ground 
consisting  of  white  alone,  or  mixed  with  some  other  color  may  be  brushed, 
sprayed  or  sponged  over  the  surface,  and  the  decoration  applied  over  this. 

Painting  Mediums 

1.  Water. — If  the  body  is  porous,  the  colors  may  be  ground  in  water  to  a 
thick  paste  and  used  much  as  one  would  use  water  colors.  This  method 
is  only  suitable  for  direct  painting,  and  considerable  skill  is  necessary  if 
elaborate  decorations  are  required.  There  is  also  the  danger  of  rubbing  the 
decoration  which  will  powder  at  the  slightest  touch  before  it  is  glazed. 
If  the  body  is  very  porous,  considerable  water  must  be  taken  up  in  the 
brush,  in  fact  the  process  in  this  case  is  like  painting  on  blotting  paper. 
The  two  chief  advantages  in  using  water  alone  as  a  medium  are,  (a)  it  is 
simple  and  suitable  for  direct  painting,  (b)  the  work  can  be  glazed  without 
an  extra  firing  before  the  glaze  is  applied. 

2.  Gum  Arabic. — A  twenty-five  per  cent  solution  of  gum  arabic  with 
water,  and  possibly  a  little  glycerine  makes  a  satisfactory  painting  medium. 
If  too  much  gum  is  used  there  is  a  possibility  that  the  color  or  glaze  may 
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blister,  even  if  the  finished  work  is  fired  or  "hardened  on"  before  glazing. 
It  is  advisable  to  make  preliminary  tests  before  doing  elaborate  work  with 
this  medium.  When  gum  arabic  is  used  it  is  possible  to  do  more  delicate 
and  finished  work  than  when  water  alone  is  used.  It  is  also  possible  to 
paint  over  a  wash  or  background  without  disturbing  the  wash  underneath. 

3.  Glycerine. — The  colors  are  ground  in  glycerine  alone,  or  in  fifty  parts 
glycerine  and  fifty  parts  water.  More  glycerine  is  used  when  the  body 
is  very  porous.  This  medium  is  probably  most  useful  for  general  purposes. 
Either  direct  painting,  flat  wash  work,  or  a  highly  finished  technique  is 
possible  with  glycerine,  and  it  is  not  necessary  to  fire  the  work  before 
glazing. 

4.  Turpentine  and  Fat  Oil  of  Turpentins. — These  two  mediums  have 
been  in  general  use  both  in  purely  commercial  work  and  by  artists  special- 
izing in  underglaze  painting.  The  colors  may  be  applied  quite  heavily 
without  danger  of  peeling  or  blistering.  But  it  is  necessary  to  fire  the  ware 
to  a  dull  red  before  glazing,  in  order  to  burn  out  the  oils. 

All  the  given  mediums  have  been  used  successfully  by  highly  skilled 
painters  and  by  decorators  working  on  large-scale  production.  The  choice 
of  medium  is  simply  a  question  of  technique,  and  suitability  to  existing 
conditions  at  hand. 

Hardening  on  Process 

This  is  the  preliminary  burning  to  a  dull  red  heat  of  the  decorated 
wares  before  glazing.  It  is  only  necessary  when  the  turpentine  and  fat 
oil  mediums  are  used,  although  it  may  be  advisable  when  much  gum  arabic 
is  used. 

Use  of  Underglaze  White 

White  is  not  necessary  in  work  involving  white  or  light-colored  bodies, 
although  it  is  often  used  effectively  either  as  an  opacifer,  or  in  painting 
lighter  colors  over  darker  shades.  It  is  mixed  in  with  the  colors  as  Chinese 
White  is  mixed  in  water  colors,  and  as  Flake  White  in  oil  colors. 

When  red  or  other  dark-colored  bodies  or  grounds  are  required,  white  is 
almost  an  essential,  especially  when  clear  light  colors  are  wanted. 

Preparation   of   Surface   for   Painting 

For  ordinary  purposes  little  preparation  is  necessary.  It  is  enough 
to  see  that  the  surface  is  clean  and  smooth,  and  free  from  grease.  A  rough 
biscuit  surface  can  be  sand-papered  if  a  very  smooth  surface  is  desired. 
If  the  surface  is  too  porous,  a  wash  or  spray  of  the  same  medium  used  in  the 
painting  process  may  be  applied.  Many  painters  rub  or  brush  the  painting 
medium  into  the  bisque  surface  much  as  a  painter  will  prepare  his  canvas. 
Some  painters  brush  a  flux  or  glaze  over  the  surface.  This  helps  to  soften 
and  bind  the  colors. 
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Brushes. — The  type  of  brush  obviously  depends  on  the  technique 
of  the  painter,  and  the  class  of  work  under  consideration.  The  only 
essential  is  that  it  be  of  the  best  quality.  Red  or  brown  sable  pointed 
brushes  are  suitable  for  general  work  in  all  the  mediums.  For  outlining, 
ox  hair  writers  are  most  satisfactory.  If  large  decorative  work  requiring 
an  oil  color  technique  is  to  be  done,  regular  oil  color  bristle  brushes  are 
most  suitable,  but  this  type  of  brush  can  only  be  used  when  turpentine  and 
fat  oil  are  the  mediums. 

Liquid   Underglaze   Colors 

As  stated  these  colors  are  only  suitable  for  flat  decorations.  A  particular 
color  will  give  just  one  value  or  tone  no  matter  how  heavily  or  frequently 
the  wash  is  applied  unless  the  ware  is  subjected  to  a  red  heat  firing  before 
the  second  coat  is  applied.  If  the  ware  is  soft  and  porous,  the  color  will 
spread  over  the  surface.  As  the  nitrates  are  more  or  less  colorless  until 
they  are  fired,  it  is  advisable  to  mark  with  a  lead  pencil  those  surfaces 
which  have  been  covered.  Better  results  will  be  obtained  if  the  design 
is  first  outlined  with  a  vegetable  lamp  black  using  glycerine  or  fat  oil  for  a 
medium.  This  outline  will  burn  away,  leaving  a  white  outline.  If  colored 
outlines  are  wanted  underglaze  colors  may  be  used  instead  of  the  vegetable 
black. 

Wares  decorated  with  these  liquid  colors  should  be  hardened  on  before 
they  are  glazed.  The  colors  oxidize  and  develop  when  they  are  burned  to 
a  red  heat,  and  it  is  possible  to  make  needed  corrections  before  the  piece  is 
glazed. 

Glazing  and  Firing 

The  conditions  surrounding  these  two  processes  must  be  very  carefully 
considered.  Before  any  important  work  is  attempted,  experiments  on 
medium,  glazing  and  firing  should  be  made.  Some  colors,  the  cobalt  blues, 
for  instance,  develop  and  are  stronger  in  tone  after  the  ware  is  fired. 
Browns,  some  yellows  and  greens  appear  considerably  lighter  than  when 
applied.  The  chemical  composition  of  the  colors  must  also  be  reckoned 
with.  For  instance,  if  an  iron-yellow  is  mixed  with  a  chrome-green  the 
result  will  not  be  a  yellow-green  but  a  strong  brown. 

Also,  if  a  tin-white  is  used  with  greens  containing  chrome  the  result  will 
be  pinks  and  crimsons  instead  of  the  lighter  and  colder  greens  of  the  oil 
color  palette.  Preliminary  trials  will  determine  what  mixtures  may  be 
safely  used.  A  decoration  in  underglaze  color  may  have  to  be  painted 
to  appear  hard  and  crude  before  it  is  fired  to  allow  for  chemical  adjustments 
during  the  period  of  firing. 

The  method  of  glazing  must  be  considered  before  the  piece  is  decorated. 
If  the  piece  is  a  vase,  and  water  or  glycerine  is  the  medium,  it  will  be  wise 
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to  glaze  the  inside  of  the  piece  before  the  decoration  is  applied.  This  can 
be  done  by  pouring  liquid  glaze  in  the  piece  and  turning  it  round  until  the 
inside  surface  is  covered.     The  remainder  is  then  poured  out. 

Unless  a  flowing  effect  is  desired,  only  those  glazes  which  do  not  run 
should  be  used.  Both  matte  and  glossy  glazes  may  be  used  providing 
the  applied  coat  is  not  so  heavy  that  there  will  be  flow  enough  to  disturb 
the  design.  The  glazes  may  be  white  or  colored.  If  colored,  the  influence 
of  the  glaze  on  the  applied  decoration  must  also  be  reckoned  with.  A 
yellow  glaze  will  change  the  blues  to  greens.  A  manganese  glaze  will  make 
blue  appear  purple. 

Unless  the  decoration  is  on  a  flat  surface,  as  in  tile,  care  must  be  taken 
not  to  have  too  heavy  a  coat  of  glaze  because  a  slightly  too  high  firing 
temperature  will  cause  the  flowing  of  the  glaze  and  the  running  of  the  colors 
in  the  decoration.  In  making  the  preliminary  trials,  the  thickness  of  the 
glaze  coat  should  be  noted,  and  judgment  exercised  accordingly  when  the 
finished  work  is  being  glazed. 

Suitable  Bodies  and  Glazes  for  Underglaze  Work 
As  stated,  almost  every  type  of  body  is  suitable  for  underglaze  work. 
The  only  condition  to  bear  in  mind  is  that  concerned  with  the  use  of  white 
in  the  colors  when  dark  bodies  are  being  decorated.     Table  III  shows  white 

Table  III 
White  Transparent  Glazes 


White 
Transpar- 
ent 03- 

White 
Transpar- 
ent 1-3 

White 
Transparent 
Cone  8-10 

White  Lead 

330 

White  Lead 

185 

Cornwall  Stone 

240 

Feldspar 

160 

Feldspar 

55 

Feldspar 

240 

Flint 

17.3 

Flint 

35 

Flint 

225 

Whiting 

45 

Whiting 

12 

Whiting 

150 

China  Clay 

8 

China  Clay 

China  Clay 

50 

Zinc  Oxide 

14 

Zinc  Oxide 

10 

Zinc  Oxide 

40 

Barium  Carbonate 

5 

Cornwall  Stone 

55 

Barium  Carbonate 

17 

Ground  Glass 

200 

Ground  Glass 

60 

Borax 

15 

Borax 
Tin  Oxide 

5 
10 

glazes  which  have  been  found  suitable  for  underglaze  work.  If  colored 
glazes  are  required,  the  formulas  given  can  be  stained  in  the  usual  manner, 
copper  for  green,  uranium  or  iron  for  yellow,  manganese  for  brown,  cobalt 
for  blue,  and  combinations  of  these  according  to  the  color  desired. 


Some  Historical  Types 

Of  the  many  kinds  of  wares  decorated  with  underglaze  colors,  the  blue 
and  white  wares  are  possibly  the  best  known.      The  Ming,  K'ang-hsi, 
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Yung-Cheng  and  Ch'ien-ling  blue  and  white  porcelains  are  known  for  their 
exquisite  delicacy  and  finish,  and  have  been  the  inspiration  for  about  all 
the  blue  and  white  decorations  that  have  been  produced  since. 

The  Persians  have  used  underglaze  colors,  but  generally  in  connection 
with  colored  glazes.  In  some  instances  the  outline  only  would  be  in  a  crude 
underglaze  color,  and  the  spaces  filled  in  with  colored  glazes,  or- a  certain 
part  of  the  decoration  would  be  executed  in  U.  G.  colors,  and  the  remainder 
in  colored  glazes.  The  French  potters,  Deck,  and  a  number  of  the  faience 
manufacturers  have  done  considerable  work  in  this  process.  They  em- 
ployed, and  now  employ  painters  and  decorators  of  considerable  reputation. 
These  artists  execute  elaborate  paintings  of  figures,  landscapes,  and 
exquisitely  painted  flowers.  Some  of  these  works  consist  of  tile  panels 
often  ten  or  twelve  feet  or  more  in  size. 

Mintons  of  England  have  perhaps  produced  a  greater  variety  of  under- 
glaze decorations  than  any  other  one  organization.  They  had  a  large 
force  of  artists  who  were  specialists  in  different  classes  of  decorative  work, 
and  who  painted  figures,  landscapes,  flowers,  animals,  fish,  and  conven- 
tional decorations  on  earthenware  and  porcelain  in  white  and  colored 
bodies. 

The  Staffordshire  printed  underglaze  decorations  are  well  known,  and 
need  little  comment. 

On  the  continent,  we  have  the  Rozenburg  pottery  in  Holland  where 
rich  and  highly  colored  conventional  decorations  are  executed  on  porce- 
lain, and  on  a  beautiful  light  terra  cotta  body.  Both  tile  and  ornamental 
wares  are  made  by  this  concern.  The  Copenhagen  pottery  in  Denmark  use 
underglaze  processes  almost  exclusively.  The  Rorstrand  pottery  in 
Sweden  also  does  underglaze  work  on  porcelain  of  a  similar  type  to  that 
made  by  the  Copenhagen  organization. 

A  large  number  of  individual  potters  and  commercial  organizations 
in  Germany  are  doing  underglaze  work  but  to  date  this  process  has  not 
been  used  to  a  considerable  extent  in  this  country,  except  perhaps  in  Mexico 
where  decorations  showing  an  Oriental,  Spanish  and  Italian  influence  are 
quite  common. 

It  should  be  hardly  necessary  to  state  that  there  are  great  commercial 
and  artistic  possibilities  in  the  use  of  underglaze  work  on  the  biscuit.  Here 
is  a  rich  and  varied  palette  for  the  painter  who  possesses  the  necessary 
technique  for  either  oil  or  water  color  painting,  and  in  addition  it  can  be 
used  for  the  mechanical  printing  processes  which,  unfortunately,  are 
now  almost  entirely  discarded  for  the  decalcomania  decorations.  This 
country  possesses  many  remarkable  draftsmen  who  could  design  such 
decorations  for  printed  wares  as  have  not  yet  been  done.  We  all  know 
how  much  the  Staffordshire  printed  wares  have  been  sought  by  collectors 
after  they  have  enjoyed  some  thirty  years'  commercial  vogue.     It  is  easily 
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possible  that  some  enterprising  manufacturer  may  commission  a  drafts- 
man of  the  reputation  and  skill  of  Joseph  Pennell  or  any  one  of  a  hundred 
others  to  design  a  series  of  decorations  for  utilitarian  ware  or  tile.  I 
think  that  the  commercial  and  artistic  possibilities  for  the  printing  proc- 
ess in  underglaze  colors  are  so  great  that  it  is  bound  to  be  revived. 

In  these  references  to  underglaze  decoration,  I  have  not  considered  the 
slip  or  those  other  processes  where  underglaze  colors  are  used  either 
on  a  clay  surface  or  over  unfired  glazes.  These  calcinations  have  many 
uses  other  than  their  connection  with  painting  over  a  biscuit  surface. 
They  are  used  for  both  body  and  glaze  stains,  and  they  also  form  the 
coloring  agent  for  the  slip  processes.  These,  however,  will  be  dealt  with  in 
future  papers. 

Discussion 

By  Mary  G  Sheerer:— In  addition  to  what  Mr.  Rhead  has  told  us  in 
his  very  interesting  paper,  I  should  like  to  speak  of  the  method  of  "Prepar- 
ing the  Surface  for  Painting"  in  use  at  the  Newcomb  Pottery  in  New 
Orleans.  The  body  is  sponged  very  thoroughly  in  the  "green"  or  unfired 
state  to  give  it  the  required  "tooth"  to  receive  the  washes  of  color  after 
the  first-fire,  or  on  the  biscuit. 

Large  flat  hair-brushes  are  used  to  put  on  the  flat  washes  with  water  as 
a  medium.  The  values  are  controlled  by  adding  more  color  with  a  smaller 
brush  or  by  removing  it  with  an  eraser  or  stiff  brush.  It  has  also  been 
found  important  to  fire  the  biscuit  lightly  so  it  will  not  only  take  the  washes 
more  readily  but  that  it  may  be  glazed  easily  by  dipping.  If  the  biscuit 
were  fired  harder  the  glaze  could  not  be  handled  without  disturbing  the 
painting  or  without  a  "hardening-on"  fire. 

Gum  tragacanth,  carefully  sifted,  is  used  with  the  color. 
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Preparation  of  Abstracts 

Every  article  in  This  Journal  is  to  be  preceded  by  an  abstract  prepared  by 
the  author  and  submitted  by  him  with  the  manuscript.  The  abstract  is  in- 
tended to  serve  as  an  aid  to  the  reader  by  furnishing  an  index  and  brief  sum- 
mary or  preliminary  survey  of  the  contents  of  the  article ;  it  should  be  suitable 
for  reprinting  in  an  abstract  journal  so  as  to  make  a  reabstracting  of  the  ar- 
ticle unnecessary.  The  abstract  should,  therefore,  summarize  all  new  in- 
formation completely  and  precisely.  Furthermore,  in  order  to  enable  a  reader 
to  tell  at  a  glance  what  the  article  is  about  and  to  enable  an  efficient  index  of 
its  subject  matter  to  be  readily  prepared,  the  abstract  should  contain  a  set  of 
subtitles  which  together  form  a  complete  and  precise  index  of  the  informa- 
tion contained  in  the  article.  This  requires  at  least  one  and  often  several 
subtitles  even  for  a  short  abstract. 

In  the  preparation  of  abstracts,  authors  should  be  guided  by  the  following 
rules,  which  are  illustrated  by  the  abstracts  in  This  Journal  for  February  and 
March,  1921.*  The  new  information  contained  in  an  article  should  first  be 
determined  by  a  careful  analysis ;  then  the  subtitles  should  be  formulated ;  and 
finally  the  text  should  be  written  and  checked. 

Rules 

1.  Material  not  new  need  not  be  analyzed  or  described  in  detail;  a  valuable 
summary  of  a  previous  work,  however,  should  be  noted  with  a  statement  in- 
dicating its  nature  and  scope. 

2.  The  subtitles  should  together  include  all  the  new  information;  that  is 
every  measurement,  observation,  method,  improvement,  suggestion  and 
theory  which  is  presented  by  the  author  as  new  and  of  value  in  itself. 

3.  Each  subtitle  should  describe  the  corresponding  information  so  pre- 
cisely that  the  chance  of  any  investigator  being  misled  into  thinking  the  ar- 
ticle contains  the  particular  information  he  desires  when  it  does  not,  or  vice- 
versa,  may  be  small  Such  a  title  as  "A  note  on  blue  glass,"  for  example,  is 
evidently  too  indefinite  a  description  of  information  regarding  "Absorption 
spectra  of  glass  containing  various  amounts  of  copper-cobalt  and  chromium- 
cobalt."  General  subtitles,  such  as  "Purpose"  and  "Results"  should  not  be 
employed  as  they  do  not  help  to  describe  the  specific  information  given  in  the 
article. 

4.  The  text  should  summarize  the  authors'  conclusions  and  should  trans- 
cribe numerical  results  of  general  interest,  including  those  that  might  be 
looked  for  in  a  table  of  physical  and  chemical  constants,  with  an  indication 
of  the  accuracy  of  each.  It  should  give  all  the  information  that  anyone,  not 
a  specialist  in  the  particular  field  involved,  might  care  to  have  in  his  note  book. 

5.  The  text  should  be  divided  into  as  many  paragraphs  as  there  are  distinct 
subjects  concerning  which  information  is  given,  but  no  more  than  necessary. 
All  parts  of  subtitles  may  be  scattered  through  the  text  but  the  subject  of  each 
paragraph,  however  short,  must  be  indicated  at  the  beginning. 

6.  Complete  sentences  should  be  used  except  in  the  case  of  subtitles.  The 
abstract  should  be  made  as  readable  as  the  necessary  brevity  will  permit. 

7.  The  ms.  of  all  abstracts  must  be  typewritten  and  double  or  triple  spaced. 

*  The  rules  were  prepared  by  the  Research  Information  Service  of  the 
National  Research  Council.  The  Society  is  indebted  to  Dr.  G.  S.  Fulcher  of 
the  Corning  Glass  Works  (formerly  with  the  National  Research  Council)  for 
the  rules  and  the  illustrative  abstracts. 
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THE  TENSILE  STRENGTH  OF  PORCELAIN1 

F.  H.  Riddle  and  J.  S.  Laird2 
ABSTRACT 

A  method  of  accurately  determining  the  tensile  strength  of  porcelain  has  been 
developed. 

The  ratio  of  tensile  to  compression  strength  was  found  to  be  5.9  for  the  special 
porcelain  studied.     Triaxial  porcelains  gave  an  average  ratio  of  7.66. 

The  tensile  strength  tests  show  in  general  a  little  more  variation  than  compression 
strength  tests. 

The  tensile  strength  is  of  more  significance  in  judging  the  quality  of  porcelain  than 
it  has  been  commonly  considered. 

Introduction 

Determinations  of  the  tensile  strength  of  porcelain  appear  to  have  been 
made  only  rarely,  apparently  on  account  of  the  experimental  difficulties 
involved,  and  the  uncertainty  of  the  results  obtained.  Friese3  reports 
tensile  strengths  of  1300-2000  kg.  per  cm.  (18,480-28,440  pounds  per  sq. 
in.),  on  the  basis  of  tests  made  with  special  test  specimens.  These  results 
appear  very  high.  Rosenthal  and  Singer4  state  that  the  determination 
of  tensile  strength  is  very  difficult  and  report  201  kg.  per  sq.  cm.  (3,712 
pounds  per  sq.  in.)  as  the  approximate  strength  of  their  insulator  porcelain. 

1  Contribution  from  the  research  laboratories  of  the  Champion  Porcelain  and 
Jeffery-Dewitt  Insulator  Companies. 

2  Received  April,  1922. 

3  "Das  Porzellan  als  Isoler  und  Konstruktions  material  in  der  Ivlektrotechuik," 
p.  41. 

4  Rosenthal  and  Singer,  Keram.  Rund.,  29,  81  (1921). 
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Watts1  in  a  study  of  electrical  porcelain  made  tensile  strength  determina- 
tions. His  specimens  were  molded  by  hand  in  the  metal  molds  used  in 
cement  testing  and  had  a  cross-section  of  one  square  inch.  They  were 
broken  in  a  standard  cement  testing  machine,  the  shoulders  of  the  speci- 
mens being  cushioned  with  pasteboard.  Only  two  specimens  of  each  body 
were  tested,  so  we  cannot  determine  how  consistent  his  results  were. 
He  found  strengths  for  cone  10  triaxial  porcelains  properly  vitrified  varying 
from  one  to  three  thousand  pounds  per  square  inch. 

In  general,  however,  the  assumption  has  been  made  that  the  strength 
of  porcelain  could  be  determined  only  by  cross-breaking  or  compression 
tests.  Against  the  former  of  these  tests  may  be  urged  the  uncertainty 
of  the  modulus  of  rupture  formula  as  applied  to  porcelain,  and  against 
the  latter,  the  expense  of  the  equipment  necessary. 

A  method  of  determining  the  tensile  strength  of  porcelain  which  appears 
to  give  really  significant  results  has  recently  been  reported  from  this  labora- 
tory.2 

Comparison  of  the  strengths  of  different  porcelain  or  other  clay  bodies 
can  be  made  by  this  method  by  means  of  a  small  (2000  lb.)  inexpensive, 
tensile  test  machine,  of  the  type  used  in  testing  Portland  cement;  thus 
bringing  such  investigations  within  the  reach  of  the  laboratory  of  almost 
any  clay-working  plant.  The  results  are  apparently  at  least  as  reliable 
as  those  obtained  by  compression  tests,  while  tests  of  this  type  (compres- 
sion) are  possible  only  when  the  laboratory  is  equipped  with  a  testing 
machine  of  large  capacity,  50,000  to  100,000-lb.  capacity  at  least;  and  so 
are  out  of  the  question  for  most  clay- working  plants. 

Apparatus  Used 

Two  types  of  test  specimens  have  been  devised,  designed  to  eliminate 
as  far  as  possible  transverse  stresses  and  excessive  local  stresses  which  would 
tend  to  produce  shattering.  Either  of  these  specimens,  having  a  minimum 
cross-section  of  0.125-0.2  sq.  in.,  may  be  broken  in  an  ordinary  2000-lb. 
Olsen  cement  testing  machine  provided  with  special  grips  (Fig.  1). 

Test  specimen  No.  1,  Fig.  2,  has  conical  ends  or  shoulders  which  make 
an  angle  of  about  15°  with  the  straight  portion  in  the  center  (see  Fig.  2). 
The  test  specimen  T  is  held  by  small  steel  clamps  consisting  of  the  split 
bushing  B  ground  to  fit  the  fired  specimen  and  held  by  the  collar  C,  the  load 
being  applied  through  the  ball  arid  socket  joint  by  means  of  the  plate  Pi 
held  in  slots  in  the  jaws  of  the  testing  machine.  A  soft  gasket  G  of  blotting 
paper  is  inserted  between  the  porcelain  and  the  bushing  to  distribute  the 
load,  or  else  the  porcelain  will  fail  with  a  small  load  by  splitting  into  thin 

1  Watts,  Trans.  Am.  Ceram.  Soc,  4,  86-130  (1902). 

2  Riddle  and  Laird,  Proc.  A.S.T.  M.,21,  1050-56  (1921). 
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Fig.  1. 
Testing  machine  used  with  0.4-0. 5-in.  test  pieces. 


Fig.  2. 
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disks.  A  fresh  gasket  is  used  with  each  specimen.  Specimens  of  this 
type  may  be  used  either  glazed  or  unglazed,  but  must  be  of  uniform  size 
and  shape  or  they  will  not  fit  the  clamps. 

Test  specimen  No.  2  (Fig.  3)  is  dumb-bell  shaped,  the  diameter  of  the 
ends  being  about  twice  that  of  the  reduced  central  portion  (see  Fig.  3). 
In  testing,  it  is  held  by  a  split  ring  R  with  the  same  radius  of  curvature  as 
the  shoulders  of  the  specimen.     This  ring  fits  into  a  recess  in  the  plate  P-2, 


Fig.  3. 


which  in  turn  is  held  in  the  slots  in  the.  jaws  of  the  testing  machine.  No 
gasket  is  required  with  this  piece  if  the  shoulders  are  glazed,  but  satisfactory 
results  have  not  been  obtained  with  unglazed  pieces  even  by  using  a  gasket. 
Of  the  two  types,  No.  1  appears  to  give  slightly  higher  results;  possibly 
on  account  of  its  shape  it  stands  firing  better.  The  second  type  requiring 
no  gasket  permits  of  more  rapid  manipulation,  and  is  more  satisfactory 
when  there  is  any  considerable  variation  in  size  or  the  pieces  have  warped 
in  firing. 

Preparation 

Test  specimens  have  been  prepared  by  pugging  and  extruding  rolls  of 
suitable  size,  throwing  rolls  by  hand,  and  by  cutting  blanks  from  large 
pugged  and  cast  blocks.  It  has  been  found  that  different  strengths  are 
shown  by  specimens  prepared  in  different  ways,  and  for  comparative  tests 
there  must  be  strict  adherence  to  one  standard  method  of  preparing  the 
blanks.  The  blanks  are  turned  in  the  green  condition  to  such  dimensions 
as  will  give  fired  specimens  of  standard  size,  shrinkage  being  determined 
and  allowed  for  as  in  regular  ceramic  practice.  The  minimum  cross- 
section  of  the  fired  specimen  is  determined  by  calipering  and  averaging  a 
number,  the  variation  from  standard  dimensions  being  kept  within  very 
narrow  limits  as  it  has  been  found  that  with  specimens  of  about  0.2  sq.  in. 
the  calculated  tensile  strength  increased  about  0.5  per  cent  for  a  decrease 
in  an  area  of  1  per  cent. 
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When  dry,  the  shoulders  of  the  specimens  are  glazed,  the  central  portion 
of  minimum  cross-section  being  left  free  from  glaze  to  avoid  the  effect  of  the 
glaze  in  increasing  or  decreasing  the  strength  of  the  specimens.  This  glazing 
of  the  shoulders  is  necessary  with  specimens  of  the  second  type,  and  is  em- 
ployed with  those  of  the  first  type  for  the  sake  of  uniformity  and  to  insure 
that  failure  occurs  in  testing  in  the  central  cross-section  of  the  specimen. 

The  glazed  test  pieces  are  fired  on  end  in  sagger  usually  on  a  little  placing 
sand  or  in  clay  bats.  Completely  covering  the  specimens  with  sand  causes 
them  to  break  in  firing.  The  specimens  are  burned  in  the  regular  porcelain 
kilns  (or  where  noted  in  special  experimental  kilns) .  Specimens  which  warp 
in  firing  give  unreliable  results  and  should  be  rejected. 

Results  Obtained 

A  large  number  of  tests  have  been  made  with  porcelain  specimens 
prepared  and  tested  as  described  above.  The  consistency  shown  by  the 
results  indicated  that  this  method  gives  an  accurate  measurement  of  the 
relative  strengths  of  different  porcelains,  agreeing  with  the  results  shown 
in  using  the  porcelain  on  a  commercial  scale. 

In  a  series  of  tests  the  average  variation  of  a  single  determination  from 
the  mean  of  the  series  is  14  to  15  per  cent,  the  maximum  variation,  30  to 
40  per  cent.  It  is  therefore  necessary  to  test  15  to  20  specimens  to  obtain 
a  value  reliable  to  a  few  per  cent.  This  refers  to  porcelain  which  has  been 
satisfactorily  prepared  and  fired.  Specimens  which  have  been  subjected 
to  considerable  variation  in  heat  treatment,  or  have  been  subject  to  strains 
in  forming  so  that  they  warp  on  firing  are  much  less  uniform. 

Table   I 
Tensile  Properties  of  Porcelain 


Test  specimen 

Aver,  cross-          Aver. 

section  area,          load, 

sq.  in.                  lbs. 

Aver. 

strength,  lbs. 

per  sq.  in. 

Variation 
per  cent 
Aver.              Max. 

TRIAXIAL   PORCELAIN 

No.  1  (conical) 

0.131                816 

6249 

15.0 

39.7 

No.  2  (dumb-bell) 

0.127            731 

SPECIAL   PORCELAIN 

5760 

15.6 

23.2 

No.  1  (conical) 

0 . 129           1320 

10250 

17.7 

37.9 

No.  2  (dumb-bell) 

0.130           1211 

9390 

15.1 

33.9 

Table  I  gives  the  results  of  a  typical  series  of  tests,  the  specimen  blanks 
being  formed  by  pugging.  About  twenty  specimens  were  tested  in  each 
case. 

On  the  basis  of  the  tests  which  have  been  made  by  this  method  we  have 
determined  that  good  triaxial  porcelain  has  a  strength  of  3000  to  6000  lbs. 
per  sq.  in.,  calculated  from  the  breaking  strength  of  specimens  of  0.4  in. 
in  diameter.  Special  high  temperature  porcelains  show  strengths  running 
up  to  10,000  to  12,000  lbs.  per  sq.  in. 
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Comparison  with  Compression  Tests 

Compression  test  specimens  were  prepared  by  pugging  rolls  of  special  por- 
celain body  with  a  diameter  of  one  inch  (after  firing) .  After  drying  these 
were  cut  to  give  a  fired  length  of  about  2.5  inches  on  a  specially  designed 
wheel  so  that  the  two  ends  were  truly  parallel  and  as  nearly  as  possible  at 
right  angles  to  the  axis  of  the  cylinder.  A  number  of  these  specimens  were 
fired  in  the  same  sagger  with  a  number  of  tensile  test  specimens  prepared 
from  the  same  porcelain  body.  Four  separate  lots  were  fired  and 
tested. 

They  were  crushed  on  a  large  Olsen  testing  machine  of  100,000  pounds 
capacity.  In  some  cases  the  specimens  were  in  direct  contact  with  the 
iron  compression  plates  of  the  machine.  In  other  cases  thin  sheet  lead  was 
inserted  between  the  porcelain  and  the  iron  to  eliminate  inequalities. 
The  latter  method  gave  results  which  were  a  little  more  uniform,  but  a 
little  lower  on  the  average.  Failure  under  test  with  these  specimens  was 
a  little  peculiar,  as  in  most  cases  there  first  occurred  a  splitting  of  the 
specimens  into  longitudinal  segments.  Then  the  load  could  sometimes, 
particularly  when  using  the  lead  cushions,  be  increased  considerably  before 
complete  failure  occurred  by  crushing  into  many  small  fragments.  About 
twelve  specimens  were  tested  in  each  experiment,  and  the  results  given  are 
averages  of  all  the  specimens  tested. 


3. 


jeriment 

J  Tension 

|  Compression 

Area, 
sq.  in. 

0.134 

0.760 

Table  II 

Load, 
lbs. 

1,251 
40,071 

Strength, 
lbs.  per 
sq.  in. 

9,292 
53,355 

Variation, 
per  cent 

16.4 

13.1 

Ratio 

1:5.74 

J  Tension 

\  Compression 

0.135 
0.760 

1,244 
43,899 

9,194 
57,720 

21.8 
16.3 

1:6.27 

J  Tension 

\  Compression 

0.135 
0.760 

1,454 
47,405 

10,749 
62,335 

11.1 
12.1 

1:5.79 

J  Tension 

\  Compression 

0.133 
0.760 

1,285 
43,410 

9,639         23.9 
57,080         12.4 

Average  Ratio 

1:5.92 

1:5.90 

The  variation  in  strength  of  the  tensile  test  specimens  is  in  general  a  little 
greater  than  that  of  the  compression  test  specimens.  The  ratios  between 
tensile  and  compression  strengths  show  quite  satisfactory  agreement. 

The  ratio  between  tensile  and  compression  strengths  is  undoubtedly 
affected  by  variations  in  the  preparation  of  the  specimens  and  possibly 
varies  with  changes  in  the  composition  of  the  porcelain.  As  determined 
for  twenty-two  triaxial  porcelains  it  averaged  7.66,  as  compared  with  5.90, 
the  average  results  obtained  with  special  high-fire  porcelain. 
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Fig.  4. — Relatiorf  between  tensile  strength  and  cross-section  of  porcelain. 
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Kig.  5. — Relation  between  breaking  strength  and  diameter  of  porcelain  test  specimen. 
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Unfortunately  in  the  case  of  the  triaxial  porcelains  the  tensile  and  com- 
pression test  specimens  were  not  fired  together.  It  should  also  be  noted 
that  in  these  compression  tests,  which  were  made  at  the  Bureau  of  Standards, 
the  ends  of  the  compression  test  specimens  were  ground  and  polished  after 
firing.  This  may  have  given  higher  results  than  were  obtained  with  our 
specimens  which  were  ground  but  not  polished. 

It  should  also  be  noted  that  these  ratios  are  dependent  on  the  size  of 
test  specimen.  The  calculated  tensile  strength,  decreases  markedly  with 
increase  in  cross-section  of  the  test  specimen.  As  reported  in  the  article 
mentioned,  tests  with  specimens  of  0.4",  1.125"  and  2.25"  diameters  showed 
an  increase  of  breaking  strength  almost  proportional  to  the  increase  in 
diameter  instead  of  to  the  increase  in  area.     This  relation  is  expressed 

c 

approximately  by  the  equation:   5  =  (d— 1/4)  -, — VrJ  where  5  =  strength 

(k—ll\ 
of  specimen,  d  =  diameter  of  specimen,  52  =  strength  of  small  specimen, 
di  =  diameter  of  small  specimen.  This  is  shown  in  the  accompanying  dia- 
grams (Figs.  4  and  5).  Fig.  6  illustrates  grips  and  different  sized  specimens. 
From  a  practical  point  of  view  the  results  obtained  by  means  of  this  ten- 
sile strength  test  have  been  found  to  be  very  significant  not  only  in  cases 
when  the  porcelain  is  loaded  in  tension,  but  also  when  it  must  resist  impact 
shock.  In  the  case  of  impact  resistance  particularly,  the  tensile  strength 
seems  to  give  a  more  reliable  indication  of  the  value  of  the  porcelain  than 
the  compression  strength. 


A  SIMPLIFIED  METHOD  OF  DETERMINING  THE  DRY  VOLUME 
OF  CLAY  BRIQUETTES 

By  J.  L.  Crawford1 
ABSTRACT 

The  dry  volumes  of  clay  briquettes  for  use  in  a  draw  trial  burn  are  determined  by 
dividing  the  dry  weight  by  the  bulk  specific  gravity.  This  method  eliminates  satura- 
tion of  the  test  pieces  with  kerosene. 

In  testing  a  number  of  clays,  the  writer  experienced  considerable  difficulty 
in  determining  the  burning  shrinkage  when  the  standard  method  of  the 
American  Ceramic  Society  and  of  the  American  Society  for  Testing  Mate- 
rials was  used.  This  method  involves  the  saturation  of  the  dry  briquettes 
with  oil  and  necessitates  considerable  weighing  when  a  large  volume  of 
work  is  being  done.  It  is  often  extremely  difficult  to  remove  the  last 
traces  of  kerosene  and  when  this  is  not  done  the  briquettes  break  or  crack 
upon  being  heated.  Consequently,  the  results  obtained  by  this  method 
show  numerous  irregularities.  In  view  of  these  results,  several  modifica- 
tions were  applied  in  order  to  eliminate  the  oil  saturation  and  lessen  the 
number  of  weighings. 

The  following  method  of  procedure  was  finally  developed.  Four  or 
five  extra  briquettes  are  made,  weighed  dry,  and  saturated  with  kerosene. 
Their  volumes  are  determined  in  the  usual  way  and  the  bulk  specific  gravi- 
ties2 determined  by  formulas  1  or  2. 

Bulk  sp.  gr.    =         ^  W61g —      (by  volumeter)  (1) 

Volume 

„   „  Dry  weight  X  S.  G.  kerosene    ,,  .  ,  .  it     .. 

Bulk  sp.  gr.  =    — •  (by  weighing  method) 

Saturated  wt.  —  suspended  wt.  /o\ 

The  remainder  of  the  test  pieces  are  simply  weighed  dry  and  their  volumes 
are  determined  by  means  of  formula  3. 

Volume  =    Dry  Wdght (3) 

Bulk  specific  gravity 

When  this  method  was  applied  to  several  clays  and  mixes  the  maximum 
variation  of  the  bulk  specific  gravity  from  the  mean  was  found  to  be  .005, 


Table  I 

teria: 

Grog  and 
plastic  clay 

I               A 

Plastic 

fire  clay 

B 

Brick 

clay 

C 

Flint 

clay 

D 

Washed 

pot  clay 

E 

1 

1.960 

1.525 

2.000 

1.860 

1.875 

2 

1.960 

1.525 

2.010 

1.860 

1.870 

3 

1.970 

1   525 

2.010 

1.850 

1.875 

4 

1.960 

1   520 

2.000      - 

1.860 

1.870 

1  Industrial  Fellow  of  the  Mellon  Institute  of  Industrial  Research,  University  of 
Pittsburgh,  Pittsburgh,  Pa. 

2  The  bulk  specific  gravity  is  defined  as  the  specific  gravity  of  the  composite  piece. 
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with  a  balance  accurate  to  .05  grams.     The  results  in  Table  1  are  typical 
for  the  specific  gravity  check  determination. 

Data  that  give  a  direct  comparison  between  this  method  and  the  stand- 
ard method  are  also  available.  Twenty  briquettes  (F)  were  made  from 
plastic  clay  and  twenty  were  made  containing  50  per  cent  of  grog  (G). 
The  volume  of  each  briquette  was  determined  by  each  method.  The 
results  of  this  comparison  are  given  in  Table  II  and  demonstrate  that  the 
modified  procedure  is  equally  as  accurate  as  the  standard. 

Subsequent  application  of  the  modified  method  further  demonstrated 
that  the  volume  change  curves  were  smoother  and  freer  from  erratic  re- 
sults. This  fact  is  undoubtedly  due  to  two  causes,  the  decreased  handling 
of  each  test  briquette,  and  the  omission  of  the  oil  saturation.  When 
the  latter  does  not  actually  cause  cracking  or  breaking  it  undoubtedly 
causes  flaking  to  a  smaller  degree. 

Table  II 


Measured1 
vol.,  cc. 

F 
computed2 
vol.,  cc. 

Bulk                 Measured 
sp.  gr.                vol.,  cc. 

G 

computed 

vol.,  cc. 

Bulk 
sp.  gr. 

1 

21. 803 

21.80 

1.7854              20.55 

20.55 

1.965 

2 

20.30 

20.30 

1 . 780               23 . 50 

23.45 

1.960 

3 

19.30 

19.30 

1.785              24.75 

24.80 

1.970 

4 

21.50 

21.55 

1.790              22.50 

22 .  55 

1.965 

5 

18.65 

18.60 

1.785               22.05 

22.05 

1.960 

6 

18.25 

18.25 

1 . 785               23 . 70 

23.75 

1.970 

7 

21.50 

21.55 

1.790               23.90 

23.90 

1.965 

8 

18.90 

18.90 

1.790               25.85 

25.80 

1.960 

9 

18.80 

18.75 

1.780              22.95 

23.00 

1.970 

1(1 

19.75 

19.80 

1.790              23.80 

23.85 

1.965 

11 

19.25 

19.25 

1.780              22.85 

22.85 

1.965 

12 

24.05 

24.05 

1.785              20.75 

20.80 

1.970 

13 

19.60 

19.65 

1.785              26.95 

27.00 

1.970 

14 

19.25 

19.25 

1.785              23.65 

23.70 

1.970 

15 

19.80 

19.75 

1.780              24.05 

24.05 

1.970 

16 

20.05 

20.05 

1.785              25.90 

25.90 

1.970 

17 

20.75 

20.75 

1.785              22! 65 

22.70 

1.960 

IS 

20.10 

20.10 

1.785              22.00 

22.00 

1.965 

19 

18.50 

18.55 

1.780              24.75 

24.75 

1.970 

20 
A  v< 

18.65 
jrage 

18.60 

1.785              22.05 
1.785 

22.05 

1.965 
1.965 

l 

Determined  by  old  method- 

-saturated  weight  minus 

suspended  weight. 

2 

Determined  by  new  method- 

—dry  weight  divided  by  bulk  sp.  gr. 

3 

The  volumes  are 

computed  to  the  nearest  0.05  cc. 

4 

The  bulk  specific 

gravities  are  computed  to  the  nearest  0 .  005. 

It  is,  therefore,  unnecessary  to  saturate  any  of  the  briquettes  used  in  a 
draw  trial  burn  with  kerosene.  It  is  only  necessary  to  saturate  a  few 
briquettes  which  were  made  under  the  same  conditions  in  order  to  deter- 
mine the  average  bulk  specific  gravity  of  all  the  briquettes.  The  volumes 
of  those  to  be  fired  may  be  calculated  from  their  dry  weights  and  bulk 
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specific  gravities.  This  modified  method  lessens  the  number  of  weighings 
and  eliminates  oil  saturation  of  the  pieces  to  be  burned.  This  results  in 
a  saving  in  time  spent  in  weighing.  It  also  results  in  eliminating  the 
difficult  task  of  drying  the  oil  saturated  pieces,  in  preventing  cracking  in 
the  furnace,  and  in  giving  a  smoother  burning  curve. 

In  conclusion,  the  writer  maintains  that  in  determining  the  volume  burn- 
ing shrinkage  of  a  clay  it  is  quicker,  simpler  and  more  accurate  to  calcu- 
late the  dry  volume  of  the  briquettes  from  the  dry  weight  and  bulk  specific 
gravity  as  explained  above  than  to  saturate  each  briquette  in  kerosene. 

Meuon    Institute   op    Industrial    Research 

University  of  Pittsburgh 

Pittsburgh,  Pa. 

Discussions 

By  H.  W.  Washburn: — The  simplest  and  most  convenient,  as  well 
as  the  most  rapid  and  most  accurate,  method  of  determining  the  dry  volumes 
of  clay  briquettes  is  by  the  use  of  a  properly  constructed  mercury  volu- 
meter. For  example,  with  the  rapid  porosimeter  {Jour.  Am.  Ceram.  Soc, 
5,  125,  Fig.  11)  a  determination  of  the  bulk  volume  of  a  briquette  to  an 
accuracy  of  0.02  cc.  can  be  made  in  2  minutes.  No  weighing  is  required. 
A  somewhat  more  accurate  result  (ca.  0.005  cc.)  can  by  obtained  by  using 
a  volumeter  of  the  type  shown  in  Figs.  9  and  10  (J.  c.)  and  weighing  the 
mercury  withdrawn. 

By  E.  N.  Bunting: — Mr.  Crawford's  procedure  is  an  improvement  upon 
the  standard  method  when  several  determinations  are  made.  However, 
it  is  not  necessary  to  use  oil  to  determine  the  bulk  sp.  gr.,  as  the  volume 
can  be  determined  accurately  and  rapidly  in  a  mercury  volumeter  of  correct 
design.  Briquettes  of  the  same  batch  seldom  differ  in  bulk  sp.  gr.  by  more 
than  V2%>  so  the  author's  assumption  that  the  bulk  sp.  gr.  of  any  one 
briquette  can  be  determined  from  the  average  bulk  sp.  gr.  of  a  few  is  fairly 
correct. 

By  H.  H.  SorTwELl: — The  method  of  determining  volumes  described 
by  Mr.  Crawford  is  an  excellent  one  from  the  standpoint  of  saving  time, 
minimizing  routine  work,  and  eliminating  the  difficulty  of  safely  removing 
the  kerosene  from  the  trial  pieces.  During  the  past  year  in  a  study  of  ball 
clays,  a  preliminary  report  of  which  appeared  in  The  Ceramist1  it  was 
found  to  be  practically  impossible  to  completely  remove  the  kerosene 
from  some  of  the  very  plastic  English  ball  clays  in  any  reasonable  length 
of  time  without  damaging  the  pieces.  In  order  to  determine  the  volumes 
without  saturating  the  pieces  with  kerosene  a  similar  method  was  used 
in  combination  with  the  Schurecht  pycnometer.  In  the  writer's  judgment 
Mr.  Crawford  has  presented  enough  data  to  show  that  this  method  is 
sufficiently  accurate  for  all  practical  testing. 

1  "The  Properties  of  Some  Ball  Clays,"  H.  H.  Sortwell,  The  Ceramist,  2,  5  (1922). 
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By  H.   Ries2 
ABSTRACT 

The  eastern  coalfield  of  Kentucky  contains  two  horizons  of  workable  refractory 
clays.  One  of  these  bearing  flint,  semi-flint  and  plastic  clay  is  definitely  proven  to  be  of 
upper  Pottsville  age,  and  rests  unconformably  on  the  Mississippian  formations.  The 
other  found  in  Boyd  and  eastern  Carter  County  is  in  the  Allegheny  series  and  carries 
plastic  fire  clay  of  less  commercial  value.  A  number  of  points,  not  hitherto  emphasized 
or  noted  are  described. 

The  fire  clay  deposits  of  the  eastern  coalfield  of  Kentucky  have  long  been 
known,  and  serve  as  the  basis  of  a  flourishing  refractory  product  industry. 
They  have,  moreover,  been  discussed  from  time  to  time  by  different  writers,3 
so  that  it  might  seem  superfluous  to  devote  any  more  space  to  them,  and 
the  main  reason  for  doing  so  is  for  the  purpose  of  bringing  out  certain  facts, 
not  hitherto  mentioned,  and  others  regarding  which  there  may  be  a  differ- 
ence of  opinion  with  previous  investigators. 

Formations  of  the  Eastern  Coalfield 

The  bed  rock  formations  occurring  in  that  part  of  Kentucky  lying  roughly 
east  of  a  line  drawn  from  opposite  Portsmouth,  Ohio,  through  Irvine  and 
Somerset,  Kentucky,  range  from  Silurian  to  Pennsylvanian  in  age.  The 
pre-Pennsylvanian  formations  contain,  so  far  as  known,  no  clays  of  refrac- 
tory character,  and  consequently  it  is  only  the  Pennsylvanian  strata  that 
concern  us. 

The  formations  of  the  last-named  system  of  rocks,  which  underlie  the 
greater  part  of  the  area  under  discussion,  are  represented  by  the  Pottsville, 
Allegheny,  and  Conemaugh  series,  named  in  ascending  order.  Of  these, 
only  the  Pottsville  and  Allegheny  have  so  far  yielded  refractory  clays. 

Pottsville  Clays. — At  the  bottom  of  the  Pottsville  series  as  exposed 
in  Carter,  Boyd,  Elliott  and  Rowan  Counties  there  is  found  an  extensive, 
but  not  continuous,  deposit  of  fire  clay,  which  has  assumed  great  industrial 
importance,  and  which  is  often  referred  to  as  the  Olive  Hill  fire  clay,  be- 
cause of  the  locality  in  Carter  County,  where  it  was  first  developed. 

Character  of  the  Olive  Hill  Fire  Clay. — This  fire  clay  deposit  is  made 
up  of  three  different  grades  known  as:  (1)  Flint,  (2)  Semi-hard,  soft-hard 
or  semi-flint,  and  (3)  No.  2  plastic. 

The  flint  clay  is  very  fine  grained,  has  a  conchoidal  fracture,  and  in  color 
is  often  buff  or  gray,  but  sometimes  dark  gray,  black,  or  even  red.     It 

1  Published  by  permission,  State  Geologist  of  Kentucky. 

2  Refractories  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 

3  A.  F.  Crider,  Ky.  Geol.  Surv.,  4th  Ser.,  1,  II  (1913);  S.  L.  Galpin,  Trans.  Am. 
Ceram.  Soc,  14,  301  (1912);  A.  F.  Greaves- Walker.  Ibid.,  9,  461  (1907). 
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occasionally  grades  into  a  sandy  phase,  which  contains  minute  grains  of 
quartz. 

At  a  few  localities  an  oolitic  variety  of  flint  clay  is  found,  which  contains 
small  oolites  imbedded  in  a  matrix  of  normal  flint  clay.  This  variety  was 
described  by  Greaves-Walker1  as  occurring  in  the  Burnt  House  mine  (now 
abandoned)  at  Olive  Hill  and  he  proposed  the  name  of  Aluminite  for  it. 
A  peculiarity  was  its  high  percentage  of  alumina,  which  is  due  as  shown  by 
Galpin,2  to  the  fact  that  the  oolites  are  composed  of  gibbsite  (A1203,  3H20). 

This  type  is  not  found  in  any  of  the  other  mines  around  Olive  Hill,  but 
Crider3  has  noted  its  occurrence  at  several  other  localities. 

While  the  flint  clay  shows  high  refractoriness,  the  deposits  may  oc- 
casionally show  impurities  such  as  pyrite  concretions,  and  films  of  gypsum, 
the  latter  occurring  in  the  irregular  cracks  that  traverse  the  flint  clay  in 
all  directions,  but  not  in  sufficient  quantity  to  reduce  its  refractoriness. 
Quartz  grains  are  present  where  the  flint  clay  grades  into  sandstone. 

A  microscopic  study  of  the  flint  clay  by  Galpin4  shows  that  the  flint 
clay  contains  kaolinite,  hydromica,  pyrite,  quartz,  rutile,  zircon,  and 
tourmaline,  but  all  except  the  first  two,  only  in  small  amounts.  Gibbsite 
was  found  only  in  the  oolitic  clay. 

The  semi-hard  clay  differs  from  the  flint  in  being  slightly  softer,  in  having 
noticeable  plasticity,  and  in  showing  the  presence  of  numerous  slickensided 
surfaces  which  commonly  traverse  the  flint  clay  in  all  directions,  although 
occasionally  they  follow  a  prevailing  one. 

It  is  usually  quite  sharply  separated  from  the  flint  clay,  but  like  the  latter 
may  contain  pyrite  concretions  and  gypsum  films.  In  some  mines  it  shows 
minute  white  specks  about  V3?  inch  diameter,  which  may  be  gypsum. 
Hydromica  is  more  abundant  than  kaolinite. 

The  No.  2  plastic  clay,  differs  from  the  other  two  in  having  decided  plas- 
ticity. It  is  softer  than  the  semi-hard,  but  shows  an  abundance  of  slicken- 
sides,  and  is  the  least  refractory  of  the  three.  In  some  cases  it  can  be  used 
for  a  lower  grade  of  fire  brick. 

Relations  of  the  Three  Fire  Clays. — Some  of  the  previously  published 
sections  may  lead  one  to  infer  that  the  three  clays  above  mentioned  occur 
in  rather  regular  beds  within  the  deposits,  but  a  careful  comparison  of  the 
sections  studied  in  different  mines  brings  out  the  fact  that  there  is  no 
definite  order  of  deposition.  It  is  true  that  a  definite  relationship  may  hold 
throughout  one  mine,  but  it  does  not  hold  in  all  parts  of  the  area  in  which 
these  clays  occur.  In  some  mines  practically  nothing  but  flint  clay  may 
occur,  in  others  only  semi-hard,  but  none  was  seen  where  No.  2  plastic 

1  Trans.  Am.  Ceram.  Soc,  9,  461  (1907). 

3  Ibid.,  14,  301   (1912). 

;i  Ky.  Geol.  Surv.,  4th  Ser.,  1,  II,  589  (1913). 

4  Loc.  cit. 
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alone  is  found.     It  is  not  common  however  to  find  any  one  variety  forming 
the  entire  deposit  in  any  one  mine. 

Extent   of   Fire  Clay   Deposits 

The  three  associated  fire  clays  just  described  are  found  throughout  a 
wide  area  of  territory  extending  from  the  Ohio  River  on  the  northeast, 
to  Elliott  County  on  the  southwest,  although  the  deposit  is  not  a  continuous 
one,  for  the  clays  are  wanting  in  spots  due  either  to  non-deposition  or 
erosion. 

The  former  condition  is  indicated  by  the  fact  that  the  fire  clay  at  places 
grades  laterally  into  a  sandstone  and  the  latter  condition  by  the  occasional 
close  but  unconformable  contact  between  the  Pottsville  conglomerate  and 
the  lower  lying  Waverly  beds  of  the  Mississippian  system.  Along  the  line 
of  the  Chesapeake  and  Ohio  Railway  they  are  found  from  Aden  on  the  east 
to  Morehead  on  the  west. 


Fig.  1  — Entrance  to  mine  of  Ashland  Fire  Brick  Co.,  Hayward,  Carter  Co.,  Ky. 

Roughly  speaking  the  area  within  which  the  fire  clay  deposits  have  been 
found  outcropping  is  about  660  square  miles. 

Within  this  area  the  development  has  been  chiefly  in  a  zone  bordering 
the  Chesapeake  and  Ohio  Railway,  but  some  companies  have  bnilt  narrow 
gauge  railroads  to  mines  4  or  5  miles  distant  from  the  main  rail  line. 

Much  drilling  has,  however,  been  done  in  practically  all  parts  of  the  area, 
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and  reserve  supplies  blocked  out,  so  the  several  fire  brick  companies  either 
own  extensive  undeveloped  clay  lands,  or  control  the  mineral  rights  on 
them.  There  is,  no  doubt,  a  large  reserve  tonnage  in  the  district  as  a  whole 
but  it  is  impossible  to  state  exactly  how  many  years  it  will  last,  although 
there  is  no  danger  of  early  exhaustion.  To  the  east  of  Aden  the.  fire  clay 
passes  below  the  surface  since  the  strata  dip  in  that  direction,  and  that  it 
probably  continues  with  depth  is  shown  by  the  fact  that  about  one  mile 
east  of  Denton,  Boyd  County,  it  was  struck  at  a  depth  of  625  feet  below 
the  surface. 

The  thickness  of  the  fire  clay  as  determined  from  a  study  of  the  beds 
and  drill  records  ranges  from  almost  zero  to  29  feet,  the  larger  figure  repre- 
senting a  bed  of  solid  flint  clay  said  to  have  been  struck  in  boring. 

Relation  of  Fire  Clay  to  Underlying  Formations 

At  most  localities  where  the  fire  clay  occurs  the  Maxville  limestone  is 
found  below,  but  not  always  in  actual  contact  with  it.  Erosion  which 
preceded  the  deposition  of  the  fire  clay,  has  cut  the  limestone  to  a  variable 
degree  in  different  places,  and  in  cases  has  removed  it  completely  as  at 
Iron  Hill,  Carter  County,  where,  according  to  Crider,1  the  flint  clay  rests 
directly  on  Waverly  sandstones  and  shales. 

Only  rarely  does  the  fire  clay  rest  directly  on  the  limestone,  being  usually 
separated  from  it  by  a  red  mottled  plastic  clay  known  as  "pinkeye," 
by  sandstone  or  by  shale.  Crider  has  stated  that  the  pinkeye  is  calcareous 
and  furthermore  that  it  is  a  residual  deposit  derived  from  the  Maxville 
limestone.  So  far  as  my  observations  go,  I  have  not  observed  any  pinkeye 
that  is  calcareous,  nor  should  one  expect  it  to  be  if  it  is  residual,  as  weather- 
ing usually  leaches  the  lime  carbonate  out  of  a  rock.  Nor  can  I  agree  with 
him  that  it  represents  a  residual  deposit  from  the  Maxville  limestone, 
because  sometimes  there  is  sandstone  between  the  two. 

As  a  rule  the  pinkeye  is  of  low  refractoriness,  but  occasionally  it  is  suffi- 
ciently refractory  to  be  used  in  fire  brick. 

Immediately  on  top  of  the  limestone  there  is  sometimes  a  cherty  mass 
that  appears  to  have  been  altered  by  weathering,  and  which  may  be  from 
1  to  3  feet  thick.  A  good  section  of  this  is  seen  in  the  mine  of  the  Ironton 
Fire  Brick  Company  near  Enterprise,  Carter  County. 

The  interval  between  the  bottom  of  the  fire  clay  and  the  top  of  the  Max- 
ville limestone  is  exceedingly  variable.  Data  obtained  from  sections  at 
mines  and  from  drill  records  which  I  was  kindly  permitted  to  examine  show 
that  this  interval  ranged  from  one  foot  eight  inches  to  25  feet.  One  sec- 
tion showed  22  feet  of  shale  between  the  fire  clay  and  the  limestone,  in 
another  there  was  sandstone  between  the  pinkeye  and  fire  clay,  while  in 
1  Loc.  cit. 
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still  other  cases  the  floor  of  the  fire  clay  was  pinkeye  in  one  place  and  sand- 
stone in  another,  even  within  the  same  mine. 

There  is  no  doubt  that  the  fire  clay  is  separated  from  the  Maxville  lime- 
stone by  an  unconformity,  and  this  break  may  be  above  the  shale  and  sand- 
stone sometimes  found  overlying  the  lime  rock.  That  this  unconformity 
represents  not  only  uneven  erosion,  but  also  considerable  erosion  in  places, 
is  shown  by  the  variable  thickness  of  the  limestone  which  ranges  from 
0  to  100  feet,  the  former  figure  being  represented  by  one  drill  hole  in  which 
the  fire  clay  was  found  resting  on  the  Chester  sandstone  (Crider). 

It  is  probable  that  some  of  the  soft  sandstone  associated  with  and 
grading  into  the  fire  clay,  as  well  as  the  pinkeye  clay,  are  above  the  uncon- 
formity. 

Relation  of  Fire  Clay  to  Overlying  Formations 

The  rock  immediately  overlying  the  fire  clay  may  be  shale,  sandstone, 
coal,  coarse  conglomerate,  or  Pottsville  pebbly  sandstone. 


i 
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Fig.  2.- — Entrance  to  mine  of  Louisville  Fire  Brick  Works,  Grahn,  Carter  Co., 
Ky.     Shows  Pottsville  pebbly  sandstone  roof,  over  fire  clay. 


While  the  coal  is  usually  above  the  fire  clay,  and  often  rests  directly  on 
it,  there  are  times  when  it  occurs  within  the  fire  clay  near  its  upper  limit. 
It  may  be  entirely  absent,  and  in  any  event  is  rarely  over  six  inches  thick. 

The  shale  when  present  is  conformable  with  the  clay,  and  is  sometimes 
quite  carbonaceous.     It  may  also  contain  concretions  of  siderite  and  pyrite. 
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At  Hayward,  for  example,  there  is  between  the  shale  and  fire  clay  a  hard, 
fine  grained  sandstone,  known  as  "whim  rock,"  which  contains  small 
angular  particles  of  flint  clay. 

At  Grahn,  the  Pottsville  pebbly  sandstone  rests  directly  on  the  fire  clay 
in  places,  but  in  one  mine  there  are  found  flat  lenses  of  a  coarse  conglom- 
erate, consisting  of  pebbles  up  to  an  inch  in  diameter,  in  a  matrix  of 
quartz  sand  and  mica  scales.  The  pebbles  are  mostly  quartz,  but  where 
the  black  shale  lies  between  the  fire  clay  and  conglomerate,  some  of  the 
pebbles  are  of  shale  and  of  siderite. 

Here  then  there  is  an  unconformity  between  the  Pottsville  pebbly  sand- 
stone and  the  fire  clay  and  black  shale.  A  similar  unconformity  has  been 
noted  in  some  other  mines. 

The  thickness  of  the  Pottsville  pebbly  sandstone  above  the  clay  is  vari- 
able, and  the  range  shown  by  a  number  of  drill  records  is  from  50  to  130 
feet. 

In  this  Pottsville  sandstone  above  the  fire  clay,  there  may  be  one  or 
several  beds  of  a  mottled  clay  known  as  "Huckleberry  clay"  which  is  said 
to  be  non-refractory.  The  thickness  of  these  as  encountered  in  different 
drill  holes  ranged  from  2  to  15  feet,  and  the  interval  between  the  fire  clay  and 
the  nearest  bed  of  Huckleberry  ranged  from  2  to  35  feet. 

In  two  holes  where  no  fire  clay  was  present  there  was  20  feet  of  sand- 
stone between  the  Huckleberry  and  limestone  in  one  case,  and  39  feet  of 
shales  and  sandstones  in  another  case.  In  short,  the  Huckleberry  does  not 
appear  to  occupy  any  definite  position  in  the  section  above  the  clay. 

Age  of  the   Olive  Hill  Fire   Clays 

While  there  has  been  much  discussion  regarding  the  geologic  age  of  the 
flint  and  associated  fire  clays  of  the  Olive  Hill  region,  most  writers  have 
placed  it  in  the  Pottsville  series  of  the  Pennsylvanian,  rather  than  in  the 
Mississippian. 

Most  observers  agree  that  the  fire  clay  formation  lies  above  the  Max- 
ville  limestone  of  the  Chester,  a  subdivision  of  the  Mississippian,  and  that 
it  is  separated  from  the  lime  rock  by  an  unconformity.  Moreover,  the  clay 
miner  and  prospector  look  for  the  clay  above  the  limestone. 

This  position  of  the  clay  above  the  limestone,  and  the  unconformity 
has  no  doubt  caused  the  majority  of  observers  to  place  it  in  the  Pottsville. 

Miller1  has  however  called  attention  to  an  occurrence  of  flint-like  clay 
near  Blairs  Mill,  Rowan  County,  which  is  overlain  by  Mississippian  lime- 
stone, and  has  suggested,  that  this  indicates  that  the  clay  is  of  the  above- 
named  age. 

While  there  seems  to  be  no  doubt  regarding  the  age  of  the  "flint  clay" 

1  Dept.  Geol.  and  For.,  Ky.,  Ser.  V.,  Bull.  2,  330  (1919). 
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which  he  refers  to,  the  other  evidence  indicates  that  the  Olive  Hill  flint  clay 
is  not  of  Mississippian  age,  because;  (1)  the  so-called  flint  clay  at  Blairs 
Mill  is  not  such,  but  is  a  clay  of  low  refractoriness,  (2)  no  limestone  has  been 
found  above  the  fire  clay  in  the  hundreds  of  drill  holes  that  have  been  put 
down  in  Greenup,  Carter,  Rowan  and  Elliott  counties. 

This  it  would  seem  rules  out  the  theory  that  the  clay  is  of  Mississippian 
age.  Further  evidence  is  afforded  by  plant  remains  found  immediately 
above  the  fire  clay,  and  below  the  unconformity  between  it  and  the  Potts- 
ville  sandstone,  for  these  plants  have  been  definitely  identified  by  Dr. 
David  White  as  of  upper  Pottsville  age. 

It  would  appear  then  that  following  the  deposition  of  the  Maxville 
limestone,  and  some  shale  and  sandstone,  there  was  a  period  of  erosion 
which  in  places  removed  much  or  all  of  the  lime  rock.  On  this  undulating 
surface  there  were  deposited  the  pinkeye  clay,  semi-plastic  fire  clay  and 
flint  clay,  the  No.  2  plastic,  and  the  thin  seams  of  coal  and  carbonaceous 
shale.  In  places  some  thin  deposits  of  iron  ore  also  accumulated.  There 
followed  then  another  interval  of  erosion  before  the  Pottsville  conglomerate 
was  deposited. 

The  Fire  Clay  of  Allegheny  Series 

The  Allegheny  series  of  the  Pennsylvanian  contains  a  deposit  of  plastic 
fire  clay  associated  with  the  Vanport  or  ferriferous  limestone  in  parts  of 
Carter  and  Boyd  Counties. 

In  Boyd  County1  it  usually  lies  10  to  40  feet  above  the  top  of  the  Home- 
wood  (Pottsville)  sandstone,  and  between  coals  Nos.  5  (Brookville)  and 
6  (Lower  Kittanning) .  If  coal  No.  5  is  absent  the  clay  may  lie  even  nearer 
the  Homewood  sandstone. 

The  fire  clay  outcrops  in  the  hills  both  southeast  and  northwest  of 
Ashland,  and  north  of  Catlettsburg. 

The  dip  of  the  formations  causes  it  to  disappear  near  the  mouth  of  the 
Big  Sandy  River,  and  it  does  not  reappear  north  of  Louisa  in  Lawrence 
County  on  the  south.  From  Louisa  it  outcrops  in  the  hills  in  the  form  of 
a  great  arc,  following  the  outer  edge  of  the  basin,  and  coming  back  to  the 
Ohio  River  at  Ashland. 

In  Carter  County  the  clay  comes  up  with  the  dip  and  is  seen  above  the 
C.  &  O.  Ry.  tracks  about  one  mile  east  of  Denton. 

Near  Hitchins  the  clay  is  found  near  the  tops  of  the  ridges  and  is  not  to 
be  looked  for  any  farther  to  the  west. 

The  plastic  fire  clay  while  associated  with  the  Vanport  limestone,  is 
sometimes  above  and  sometimes  below  it.     Indeed  at  some  of  the  mines  in 
Carter  County  no  limestone  is  found  with  the  fire  clay,  moreover  even  in 
the  same  mine  the  thickness  of  the  limestone  may  vary. 
1  W.  C.  Phalen,   U.  S.  Geol.  Sum.,  Bull.  349,  1918. 
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It  has  also  been  noticed  in  working  the  clay  that  it  occasionally  grades 
into  material  of  lower  refractoriness  and  more  ferruginous  character, 
necessitating  abandonment  of  the  entry  or  sometimes  the  mine. 

It  seems  probable  that  at  the  horizon  of  the  Vanport  limestone  there  is 
a  clay  deposit  of  variable,  and  sometimes  appreciable  thickness,  and  that 
certain  beds  or  lenses  in  this  deposit  may  be  of  refractory  character,  but 
that  these  refractory  beds  do  not  all  occupy  the  same  position  in  the 
clay  member,  nor  are  they  always  of  great  extent. 

The  Vanport  fire  clay  is  usually  plastic,  but  these  are  occasionally  pockets 
of  flint  clay  found  in  the  plastic  material. 

The  plastic  clay  is  usually,  mottled  gray  and  yellow,  and  occasionally 
shows  concretions  of  pyrite  and  thin  films  of  gypsum.  The  thickness 
in  different  mines  ranges  from  3  to  10  feet,  the  floor  being  often  a  micaceous 
sandy  clay. 

Owing  to  the  fact  that  the  Allegheny  plastic  fire  clay  is  not  as  refractory 
as  the  Pottsville  flint  and  semi-hard  clays  it  is  less  in  demand,  and  when 
worked  it  is  for  the  purpose  of  mixing  with  the  more  refractory  clays 
found  to  the  westward. 

In  the  summer  of  1921  the  only  mines  in  steady  operation  were  those  of 
the  Ashland  Fire  Brick  Company,  northwest  of  Ashland,  the  Harbison- 
Walker  Refractories  Company,  2  miles  south  of  Denton,  and  the  General 
Refractories  Company  at  Hitchins. 

The  section  at  the  mine  south  of  Denton  showed: 

Impure  clay  shales  50  ft. 
Plastic  fire  clay  4}4  ft. 
Sandy  micaceous  clay  

These  clays  average  from  cones  30-31  in  their  refractoriness.  Some 
drop  as  low  as  cone  29  while  others  have  tested  as  high  as  cone  33. 

The   Fire   Brick   Industry 

With  the  development  of  the  fire  clays  of  eastern  Kentucky,  there  has 
gradually  developed  a  thriving  fire  brick  manufacturing  industry,  which 
is  supported  mainlyby  the  Pottsville  refractory  clays,  the  plastic  fire  clays 
of  the  Allegheny  series  being  drawn  upon  to  a  lesser  extent.  Most  of  the 
plants  are  located  in  eastern  Kentucky,  but  one  is  at  Louisville  and  in 
addition  the  clay  is  shipped  to  factories  in  Ohio  and  Pennsylvania. 

According  to  Crider,1  S.  Eifort,  K.  B.  Grahn  and  J.  McL.  Stoughton 
purchased  a  large  tract  of  land  in  the  Olive  Hill  district  about  1868,  with 
the  intention  of  erecting  an  iron  furnace.     As  there  was  no  railroad  through 
the  district  then,  the  venture  was  unsuccessful. 
1  Loc.  cit. 
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Fig.  3. — Plastic  fire  clay  pit  of  General  Refractories  Co.,  Hitchins, 
Carter  Co.,  Ky. 


Fig.  4. — Plastic  fire  clay  mine  of  Harbison-Walker  Refractories  Co.,  2  miles 
south  of  Denton,  Boyd  Co.,  Ky. 
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In  1871 ,  Pottsville  fire  clays  were  mined  in  Lewis  County  and  shipped  to 
a  fire  brick  works  at  Cincinnati.  It  is  also  stated  that  the  plastic  fire 
clays  were  made  into  fire  brick  at  Bellefonte  Furnace  near  Ashland, 
Boyd  Co. 

The  first  Olive  Hill  clay  was  shipped  in  1883  to  the  Ironton  Fire  Brick 
Works  at.Ironton,  Ohio,  and  the  material  was  found  so  satisfactory  that  soon 
plants  in  Ashland,  Cincinnati,  Sciotoville  and  Louisville  were  using  it. 

About  this  same  time,  plastic  fire  clays  were  worked  at  Amanda  Furnace, 
Ky.,  although  they  may  have  been  worked  at  a  still  earlier  date. 

In  1885  the  Ashland  Fire  Brick  Company  constructed  a  plant  at  Ash- 
land, followed  by  the  erection  of  another  plant  at  the  same  place  in  1890 
by  the  Clinton  Fire  Brick  Company.  The  latter  company  sold  its  plant 
to  the  former  a  few  years  later. 

The  Louisville  Fire  Brick  Works,  at  Highland  Park,  Jefferson  County, 
was  started  in  1889. 


Fig.  6. — Plant  of  Ashland  Firebrick  Co.,  at  Hayward,  Carter  Co.,  Ky. 


It  was  not  until  1895  that  a  plant,  that  of  the  Olive  Hill  Fire  Brick 
Company,  was  built  at  Olive  Hill.  This  was  supplied  from  the  Old  Burnt 
House  mine,  now  worked  out,  but  said  to  have  a  deposit  of  fire  clay  27 
feet    thick. 

There   followed   then   at  intervals  .additional   plants   as   follows: 
1900.  Ashland    Fire    Brick    Company,    Hayward,    Carter    Co. 
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1901.  Harbison-Walker  Refractories  Company,  Olive  Hill,  Carter  Co. 
1903.  Kentucky  Fire  Brick  Company,  Haldeman,  Carter  County. 
1909.  General  Refractories  Company,  absorbed  plant  of  Olive  Hill  Fire 
Brick  Company. 

1911.  Louisville  Fire  Brick  Works,  Grahn,  Carter  County. 

1912.  General  Refractories  Company,  Hitchins,  Carter  County. 

In  addition  Chas.  Taylor's  Sons  of  Cincinnati  have  taken  over  the  former 
plant  of  the  Tygart  Fire  Brick  Company  at  McCall,  Carter  County. 

These  plants  have  an  aggregate  daily  capacity  of  535,000  expressed  in 
terms  of  9 -inch  brick. 

While  many  of  the  mines  are  operated  to  supply  local  plants,  there  are 
others  which  are  either  owned  and  operated  by  fire  brick  manufacturing 
firms  located  outside  of  Kentucky,  or  by  clay  miners  who  own  no  plants . 

Cornell  University  > 

Ithaca,  New  York 


DEVELOPMENTS  IN  1921  IN  ELECTRIC  VITREOUS  ENAMELING 

FURNACES1 

By  James  W.  Carpenter 
ABSTRACT 

A  summary  of  the  new  installations  of  electric  furnaces  during  1921  for  vitreous 
enameling  work  with  descriptions  of  various  types  of  furnaces  and  operating  data  from 
various  shops. 

Progress  of  the  most  pleasing  nature  in  the  application  of  electric  heat 
to  vitreous  enameling  has  been  recorded  during  1921.  In  that  time  in- 
dustrial conditions  in  general  have  not  been  satisfactory  and  in  the  metal 
trades  particularly  there  has  been  an  extreme  of  depression.  Despite 
this  abnormal  condition  there  has  been  a  rapid  development  in  electric 
enameling  with  new  installations  and  improved  methods  of  operation. 
A  widespread  interest  has  grown  in  this  new  field  of  the  electric  furnace 
and  present  indications  point  to  a  rapid  expansion  in  electric  furnace  usage 
with  the  improvement  gradually  appearing  in  business  conditions. 

It  was  the  privilege  of  the  writer  in  association  with  Mr.  C.  W.  Mehling 
to  offer  at  the  1920  meeting  of  the  American  Ceramic  Society  a  report  on 
the  operation  of  the  first  commercial  application  of  electric  heat  to  vitreous 
enameling  in  the  factory  of  the  St.  Louis  Brass  Mfg.  Co.  It  is  the  purpose 
of  the  present  paper  to  give  in  brief  fashion  the  advancements  in  the  use 
of  electric  heat  for  vitreous  enameling  during  1921. 

Since  that  report  on  the  St.  Louis  Brass  Mfg.  Co.  furnace,  the  installa- 
tion has  remained  in  steady  operation  and  has  continued  its  uniform  pro- 
duction of  white  enameled  reflectors  of  various  shapes.  It  has  also  been 
used  for  color  work,  pipe  work  and  cast  iron  jobs.  In  all  cases  the  results 
have  been  of  the  very  best  quality.  This  furnace  has  been  subjected  to 
extremely  hard  usage  as  it  was  operated  on  night  shift  during  the  spring 
months.  It  was  shut  down  for  a  brief  period  and  then  placed  on  day 
time  operation  during  the  summer  months.  Since  October  it  has  run  on 
night  shift  again,  10  hours  a  night  and  six  nights  a  week.  This  continual 
daily  shutting  down,  starting  up  and  change  of  schedule  has  not  had  the 
slightest  apparent  effect  upon  the  furnace.  The  brick  work  and  structural 
work  are  unimpaired,  the  elements  from  external  inspection  appear  in 
first  class  condition,  and  the  furnace  in  general  is  in  excellent  shape.  The 
maintenance  during  the  year  has  consisted  of  one  thermocouple,  a  small 
coil  and  four  dry  cells  on  the  Leeds  and  Northrup  control  apparatus  and  a 
box  of  fuse  links  for  the  main  fuse  block  of  the  furnace  circuit.  During 
the  year  the  furnace  has  been  further  improved  in  appearance  and  opera- 
tion by  the  application  of  a  thin  coat  of  asbestos  to  the  outer  walls.  This 
has  saved  a  considerable  amount  of  heat  and  has  given  an  unusually  clean 
appearance  to  the  furnace. 

1  Read  by  Mr.  Hain  before  the  Enamels  Division,  St.  Louis  Meeting,  Feb.  28, 1922. 
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A  smaller  furnace  of  two  compartment  design  in  the  factory  of  the  Gen- 
eral Electric  Company  at  Schenectady,  N.  Y.,  has  been  reported  in  Chemical 
and  Metallurgical  Engineering  (1921)  as  giving  similar  satisfactory  results. 
This  furnace  is  used  for  the  enameling  of  resistance  tubes  used  in  electrical 
apparatus  manufactured  by  the  General  Electric  Company.  The  furnace 
has  a  front  chamber  48  inches  long,  18  inches  wide  and  24  inches  high, 
supplied  with  9  kw.  of  electrical  capacity  and  arranged  as  a  preheating 
chamber.  The  material  is  placed  in  this  chamber  for  approximately  six 
minutes  at  a  temperature  of  570  °F.  It  may  then  be  moved  back  to  the 
second  chamber  which  is  48  inches  long,  18  inches  wide  and  24  inches  high. 
In  this  chamber  the  work  is  carried  up  to  1650 °F  for  a  period  of  four 
minutes.  This  second  chamber  has  an  electrical  capacity  of  24  kw. 
The  data  obtainable  indicate  that  the  load  in  the  furnace  will  consist  of 
36  tubes  or  27  pounds  of  material  in  one  compartment  and  that  the  sup- 
porting tray  will  weigh  approximately  30  pounds.  It  has  been  estimated 
that  this  small  furnace  has  increased  the  production  of  the  department 
where  it  is  used  about  50%  over  the  old  oil  furnace  and  very  favorable 
operating  costs  with  the  electric  heat  have  been  obtained  in  comparison 
with  the  previous  requirements  of  6  gallons  of  oil  per  hour. 

The  value  of  the  electric  furnace  for  another  type  of  small  piece  enameling 
has  been  shown  in  the  initial  installation  in  an  Illinois  watch  factory. 
This  particular  furnace  is  of  the  rotary  type  with  a  narrow  refractory  block 
supported  on  stools  and  rotated  through  three  separate  chambers.  The 
plates  to  be  enameled  are  sprinkled  with  the  enamel  in  the  dry  process 
and  then  placed  in  the  furnace  and  carried  around  on  the  rotating  refrac- 
tory. This  furnace  has  given  exceptionally  satisfactory  results  in  the 
quality  of  enamel  finish. 

The  first  application  of  the  electric  furnace  to  the  enameling  of  stove 
parts  has  been  made  during  the  year  in  the  factory  of  a  Rochester,  N.  Y. 
stove  company.  The  furnace  for  this  work  is  somewhat  similar  in  design 
to  that  of  the  St.  Louis  Brass  Mfg.  Co.  although  it  is  smaller  in  size  and  has 
an  electrical  rating  of  95  kw.  The  approximate  overall  dimensions  of  this 
furnace  are  8  ft.  high,  9  feet  deep  and  7  feet  wide.  The  heating  cham- 
ber is  composed  of  an  upper  and  lower  chamber  about  42  inches  wide, 
5  feet  deep  and  23  inches  high.  The  wall  construction  is  approxi- 
mately as  follows :  Fire  brick  lining  on  the  inside  with  a  minimum  thick- 
ness of  4V2  inches  at  the  side  walls  of  the  upper  chamber  and  a  maximum 
thickness  of  9  inches  at  the  arch.  The  lower  chamber  walls  are  also  9 
inches  in  thickness.  This  fire  brick  enclosure  is  surrounded  by  a  9-inch 
lining  of  Sil-o-cel  and  there  is  then  an  outer  shell  of  a  single  course  of  com- 
mon red  brick.  The  door  consists  of  4lA  inches  of  fire  brick  facing  with 
41/*  inches  of  Sil-o-cel,  carried  in  a  cast  iron  frame. 

At  present  this  furnace  is  being  operated  Vt  from  1250  to  1350  °F  for 
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the  enameling  of  cast  iron  stove  parts.  Four  colors  of  enamel  are  being 
produced — white,  black,  gray  and  blue.  The  surfaces  of  the  work  are 
not  pitted  and  when  the  castings  are  fractured,  the  enamel  adheres  very 
closely  to  the  line  of  cleavage.  Very  shortly  it  is  planned  to  put  Armco 
iron  parts  used  for  gas  ranges  through  the  furnace  when  the  temperature 
will  be  approximately  1600  °F.  The  furnace  is  now  operated  at  night  from 
seven  P.M.  until  the  day  shift  of  workers  arrives  at  the  factory  and  the  power 
consumption  approximates  10,000  kw.  hr.  a  month.  It  has  been  deter- 
mined that  the  production  of  the  furnace  is  easily  700  pounds  of  metal 
per  hour  on  cast  iron  parts  enameled  at  a  temperature  of  1250 °F. 


Fig.  1. — Electric  furnace  for  kitchen  ware. 


For  the  production  of  hollow  ware  an  interesting  installation  has  been 
made  in  a  Chicago  factory.  This  unit  is  arranged  for  double  end  opera- 
tion. The  inside  length  of  the  furnace  is  approximately  15  feet,  divided 
into  two  equal  sections  and  there  is  a  door  at  each  end.  The  width  of 
the  burning  chamber  is  42  inches  and  the  height  is  approximately  2  feet. 
The  power  rating  is  235  kw.  for  operation  on  440  volts,  3  phase,  60  cycle 
service.  The  company  operating  this  particular  furnace  is  reported  as 
being  very  pleased  with  the  results  of  the  few  months  of  operation.  They 
are  turning  out  exceptionally  good  work  and  have  entirely  eliminated 
rejects  due  to  improper  burning.  They  have  been  able  to  increase  the 
number  of  pieces  placed  on  a  fork  from  14  to  approximately  24  for  a  given 
charge  and  can  thus  use  100%  of  the  hearth  space. 
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Another  large  furnace  placed  in  operation  during  the  year  is  devoted 
to  the  enameling  of  bath  tubs  and  such  articles.  This  unit  is  a  double 
chamber  furnace  constructed  for  operation  on  the  old  gas  and  coal  furnace 
schedule  of  2V2  tubs  per  hour  but  the  electric  furnace  has  gone  right  along 
with  a  considerably  better  production  in  each  chamber.  This  furnace  is 
notable  for  low  operating  cost,  uniform  heat,  advantages  obtained  through 
automatic  control  of  temperature,  elimination  of  rejects  and  simplicity 
of  operation. 

Some  of  the  operating  data  at  present  available  on  furnaces  of  the 
foregoing  types  are  given  in  the  following  paragraph. 


Fig.  2. — Electric  furnace  for  bath  tubs. 


One  furnace  is  arranged  to  deliver  at  least  25  heats  of  110. 4  lbs.  per  hour, 
as  follows : 

Supporting  racks  60     lbs. 

Steel  ware  32     lbs. 

Enamel  18.4  lbs. 

Gross  production  per  hour      2760  lbs. 
Net  production  per  hour         1260  lbs. 

The  net  efficiency  is  approximately  6V2  lbs.  of  material  burned  per  kw.  hr.  of  power 
consumed.  At  the  present  time  the  furnace  operates  at  1750°  F  with  the  maturing  tem- 
perature of  the  enamel  at  1550  °F. 
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For  the  furnace  from  which  this  duta  were  secured,  it  was  predicted 
that  the  quantity  of  tin  oxide  used  in  the  enamel  can  be  materially  decreased 
because  of  the  very  positive  temperature  at  which  the  electric  furnace 
operates  at  all  times.  Likewise  the  production  has  been  increased  approxi- 
mately 50%  per  unit  of  floor  space  and  it  seems  probable  as  regards  in- 
stallation costs  that  the  increased  production  will  offset  the  greater  first 
cost  of  the  electric  furnace. 

In  one  factory  two  electric  furnaces  have  replaced  three  coal  furnaces, 
that  is,  the  production  of  two  electric  furnaces  is  equivalent  to  the  produc- 
tion of  three  coal  furnaces.  The  cost  of  the  coal  itself,  plus  the  labor  for 
unloading  coal  and  the  firing,  and  the  labor  for  removing  the  ashes,  was 
equal  to  the  cost  of  power  consumed  by  two  electric  furnaces.  This  cal- 
culation was  based  upon  20-hour  per  day  operation  with  coal  at  $4.60  per 
ton  on  the  siding,  and  electricity  at  1.8  cents  per  kw.  hr.     In  addition,  the 


Fig.  3. 


three  coal  furnaces  required  7  men,  2  shifts  each,  while  the  two  electric 
furnaces  require  only  4  men,  2  shifts  each.  The  labor  costs  in  the  case  of 
the  three  coal  furnaces  amounted,  therefore,  to  $56  a  day  while  with  the 
two  electric  furnaces  the  labor  cost  was  only  $32  a  day.  With  the  lower 
labor  cost  and  the  equal  fuel  and  power  costs,  the  two  electric  furnaces  have 
a  net  daily  operating  cost  approximately  $20  lower  than  that  of  the  three 
coal  furnaces. 

New  Design-Movable  Furnace 
During  the  past  year  plans  were  formulated  for  a  revolutionary  idea  in 
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enamel  burning.  The  fundamental  thought  in  this  new  design  of  furnace 
is  to  carry  the  furnace  over  the  ware  to  be  enameled  instead  of  placing 
the  ware  inside  a  stationary  furnace.  The  initial  installation  based  upon 
this  principle  was  designed  for  a  large  enamel  ware  factory  in  Pennsylvania. 
The  equipment  has  been  installed  and  tested  out  for  several  days  and  it  is 
expected  that  active  production  will  be  carried  on  just  as  soon  as  the  factory 
building  has  been  completed. 

This  installation  may  be  described  briefly  as  follows:  There  is  a  sta- 
tionary circular  platform  which  is  54  inches  wide  and  60  feet  in  diameter 
from  center  of  table  to  center  of  table,  giving  a  circumference  of  approxi- 
mately ISO  feet.  The  ware  is  to  be  placed  by  hand  on  this  platform  and 
the    furnace    proper   revolves   over   the   platform,    moving    along   on   a 


Fig.  4. — Moving  furnace — stationary  ware. 

standard  railroad  gauge  track.  The  furnace  chamber  is  21  feet  in 
length  in  the  main  section  and  attached  to  each  end  of  this  main 
chamber  there  is  a  hood  8  feet  in  length.  There  are  doors  at  each  end 
of  the  main  chamber  as  well  as  at  the  ends  of  the  hoods.  These  hoods 
are  intended  to  prevent  excessive  heat  losses  from  the  main  chamber  as 
the  doors  are  opened  constantly  just  high  enough  to  clear  the  ware. 

The  furnace  is  driven  over  the  platform  by  a  variable  speed  motor  with 
a  range  of  from  4'/2  feet  to  9  feet  per  minute,  and  as  it  is  to  be  operated  at 
an  average  speed  of  7  feet  per  minute,  the  ware  will  be  covered  by  the  main 
heating  chamber  for  a  period  of  3  minutes. 
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This  furnace  is  supplied  with  600  kw.  of  electrical  capacity  but  it  is 
expected  that  it  will  be  operated  most  of  the  time  with  an  input  of  500 
kw.  The  maximum  capacity  of  enamel  ware  production  is  3000  pounds 
of  material  an  hour  and  the  furnace  can  take  care  of  2430  square  feet  of 
ware  in  that  time. 

The  present  plans  call  for  operating  procedure  to  consist  of  placing  the 
ware  on  the  table  top  by  hand  and  as  the  chamber  will  make  a  complete 
revolution  in  24  minutes,  there  will  be  21  minutes  in  which  to  unload  the 
table.  It  is  expected  that  labor  cost  can  be  materially  reduced  as  ordinary 
labor  can  be  used  for  all  the  work  and  the  men  will  be  able  to  keep  busy 
all  the  time  loading  and  unloading  ware.  The  racks  will  be  of  very  light 
material  as  they  are  placed  on  a  level  table  and  are  not  handled  with  force. 
They  are  supported  along  their  full  length  and  will  accordingly  not  sag. 
The  furnace  can  be  operated  at  any  desired  temperature  in  the  enamel 
range  up  to  1850°  for  ground  coat. 

It  will  be  very  interesting  to  see  the  results  obtained  from  this  installa- 
tion and  to  study  the  possibilities  of  this  method  of  operation  in  large 
enamel  shops. 

The  information  set  forth  in  the  foregoing  covers  the  principal  develop- 
ments of  the  year  of  1921.  The  notable  advances  that  have  been  made 
foretell  greater  developments  in  the  years  to  come  and  we  may  look  cheer- 
fully to  the  future  for  far-reaching  advances  in  this  phase  of  the  Ceramic 
Art. 

Discussion 

Mr.  Lindemann: — Mr.  Chairman,  I  visited  the  St.  Louis  Brass  Works 
last  night,  and  watched  their  electric  furnace  in  operation.  Mr.  Mehling 
made  the  statement  then  that  they  could  turn  out  twice  as  much  work  as 
with  a  coal  furnace,  but  I  can  not  understand  why,  if  you  maintain  the 
same  temperatures,  there  should  be  any  difference  in  the  production  of 
one  furnace  against  another.  There  are  furnaces  built  today  which  can, 
without  any  question,  maintain  a  temperature  of  1600°  to  1700  °F  in  con- 
tinuous operation,  putting  in  successive  loads  as  fast  as  is  possible.  Why 
can't  you  turn  out  as  much  work  there  as  in  an  electric  furnace? 

Mr.  Hain: — Here  is  an  illustration  of  an  enameling  furnace  handling 
hollow  ware.  The  resistor  is  near  the  work  and  very  rapid  action  results 
from  that  resistor  and  very  delicate  temperature    control  is  obtainable. 

It  has  been  found  with  electric  furnaces  not  only  of  this  type  but  electric 
furnaces  for  steel  heat  treating  and  for  melting  brass  and  non-ferrous 
metals,  as  well  as  arc  type  furnaces  in  melting  down  steels,  that  electric 
heat  was  very  much  more  rapid  than  that  from  other  types  of  fuel.  That 
has  been  explained  by  the  fact  that  most  all  of  the  heat  is  transferred  from 
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the  ribbons  by  radiation  rather  than  by  convection  gases,  radiation  being 
a  rapid  method  of  transference  of  heat.  In  this  type  of  furnace,  we  have 
estimated  that  probably  So  per  cent  of  the  energy  is  transferred  from  the 
element,  which  generates  the  heat,  directly  into  the  work  by  radiation 
and  the  balance  by  convection.  That  is  the  explanation  of  the  speed  which 
you  get  out  of  electric  furnaces.  It  is  not  only  notable  in  high  temperature 
furnaces  of  this  kind  but  also  notable  in  japanning  at  low  temperature,  and 
it  is  universal  in  electric  furnaces.  That  is  the  explanation  that  has  been 
given  for  it. 

Mr.  Lindemann  : — The  fact  that  it  is  generally  conceded  does  not  answer 
my  question. 

Mr.  Hain: — I  have  attempted  to  explain  that  the  fact  that  the  energy 
is  obtained  by  radiation,  rather  than  convection,  is  the  answer. 

Mr.  Jaeger: — Mr.  Chairman,  from  observing  operations  on  both  types 
of  furnaces,  I  believe  that  question  can  be  answered  by  citing  a  simple 
example.  In  putting  a  heavy  casting  into  an  ordinary  muffle  type  furnace 
anyone  who  has  seen  the  operation  will  recall  that  the  bottom  and  side 
tile  get  dark,  which  would  not  be  the  case  in  an  electric-heated  furnace. 
The  electric-heated  resistors  will  not  cool  off  as  the}'  are  constantly  giving 
out  energy. 

Chairman  Poste: — In  other  words,  Mr.  Lindemann's  hypothesis, 
that  you  do  maintain  the  same  temperature,  is  not  realized. 

Mr.  LixdEmaxx  : — Mr.  Poste,  we  observed  last  night,  that  with  twenty- 
five  ordinary  electric  reflectors,  the  recording  pyrometer  showed  that  when 
first  loaded  the  furnace  temperature  dropped  one  hundred  and  fifty  degrees. 
I  can  show  you  coal-fired  furnaces  taking  eight  hundred  pounds  of  cast 
iron  where  the  furnace  temperature  would  not  drop  over  forty  degrees. 

Chairman  Poste: — "What  are  the  details  as  to  the  location  of  the  end 
of  the  thermocouple  in  two  places? 

Mr.  Lindemann  :— The  end  of  the  thermocouple  was  within  a  few  inches 
of  the  resistor  ribbon,  and  in  the  coal-fired  furnace  it  was  placed  in  the  rear 
end  of  the  furnace  about  half  way  up  and  projected  six  inches  into  the 
furnace,  which  is  eleven  feet  in  length. 

Mr.  SwEELY:— -I  might  be  able  to  help  out  a  little.  It  is  a  question  not 
only  of  location  of  installation  but  also  of  the  type  of  installation.  I 
would  like  to  ask  Mr.  Lindemann  if  his  thermocouple  is  enclosed  in  a  tube  ? 

Mr.  Lindemann: — No,  it  extends  through  a  tube,  the  couple  itself 
being  exposed. 

Air.  Sweely: — We  have  four  coal-fired  furnaces  and  this  electric  fur- 
nace as  shown  on  the  back  of  this  sheet,  which  gives  us  the  opportunity 
to  compare  the  two  furnaces.     We  have  put  couples  into  the  back  of  our 


ELECTRIC  VITREOUS  ENAMELING  FURNACES  417 

coal-fired  muffle  furnaces,  which  are  the  standard  type,  the  old  type. 
I  am  not  speaking  of  the  carbon  muffle  or  the  gas-fired  or  oil-fired  type, 
but  the  old  fashioned  coal-fired  muffle  furnace.  When  putting  a  load 
in  we  get  the  same  temperature  drop  in  introducing  the  charge  as  we 
get  in  the  electric  furnace.  However,  it  is  not  a  question  of  drop  in  tem- 
perature of  the  furnace  but  a  chilling  of  the  air  within  the  furnace.  Con- 
vection plays  a  large  part  in  the  heating  of  the  ware.  As  soon  as  the  cold 
ware  is  introduced  into  your  furnace,  a  circulation  of  air  is  started.  If 
you  chill  the  air  it.  will  fall,  the  hot  air  will  rise  and,  naturally,  the  air  is 
chilled  in  the  vicinity  of  the  couple.  The  result  is  there  will  be  a  sharp 
drop  when  introducing   the  ware. 

That  has  been  our  experience  with  either  type  of  furnace,  but  the  load 
introduced  in  the  electric  furnace  is  larger,  and  the  heat  is  there.  With 
the  coal-fired  muffle  we  are  using,  the  furnace  will  not  maintain  its  heat 
with  a  heavy  charge,  due  to  the  fact  that  the  muffle  tile  will  not  conduct 
heat  fast  enough  to  the  muffle  chamber.  That,  I  think,  is  the  explanation 
of  the  difference. 

Mr.  KallsTEdT: — I  would  like  to  ask  how  long  Mr.  Sweely  figures  it 
takes  to  heat  up  this  larger  furnace  from  a  cold  start? 

Mr.  SwEELY: — We  have  never  allowed  the  furnace  to  cool  off.  We 
heated  it  up  once.  The  first  time  it  was  heated  up,  we  had  the  condition 
of  wet  brickwork  and  all  that  sort  of  thing  to  contend  with,  which  is  not 
a  fair  test.     Any  furnace  will  heat  up  slowly  when  first  built. 

The  best  idea  I  can  give  of  the  way  the  furnace  heats  is  when  the  furnace 
is  shut  off.  We  shut  the  furnace  off  on  Sunday  morning  at  six  o'clock, 
as  we  do  not  operate  on  Sunday,  and  start  the  following  morning  at  about 
three,  and  the  temperature  will  be  from  1000°  to  1200 °F  when  we  turn  the 
current  on,  and  it  will  require  about  two  hours  to  bring  the  furnace  up  to 
heat,  but  the  furnace  will  have  to  be  kept  on  an  hour  or  two  longer  to  get 
maximum  production.  It  is  a  case  of  storing  a  certain  amount  of  heat  in 
the  brickwork. 

Mr.  KallstedT: — I  can  readily  see  that  the  radiation  loss  would  not 
amount  to  a  great  deal,  because  the  furnace  takes  care  of  that.  However, 
if  operating  conditions  were  such  that  you  had  to  shut  down  your  furnace 
for  a  week,  would  it  not  pay  to  keep  the  furnace  hot?  I  have  seen  inter- 
mittent gas-fired  furnaces  ready  to  operate  at  1750  °F  from  a  starting  tem- 
perature of  ()()() °F  in  forty-five  minutes.  This  I  believe  would  be  impossi- 
ble with  this  furnace. 

Mr.  SwEELY : — I  do  not  think  it  would  pay  to  keep  it  hot.  We  do  not 
keep  it  hot  over  Sunday,  although  the  furnace  would  only  be  taking 
current  about  one-fifth  of  the  time. 

Mr.  Riess: — I  visited  the  St.  Louis  Brass  Co.  last  night,  and  was  advised 
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it  took  about  twelve  hours  to  heat  that  furnace  from  a  cold  to  a  working 
temperature. 

Mr.  StalEy  : — The  electric  furnace  we  have — we  use  about  the  same  size 
— takes  us  about  twelve  hours,  and  you  get  exactly  the  same  amount  of 
current  that  it  takes  to  maintain  the  furnace.  We  maintain  our  furnace 
with  about  seventy  kw.  per  hour.  After  we  get  it  up,  it  takes  twelve  hours 
of  seventy  kw.  to  keep  it  up. 

Mr.  Lindemann: — The  reason  I  asked  the  question  was  to  start  a  dis- 
cussion, because  I  had  in  mind  that,  possibly  due  to  additional  expense 
of  installation  and  the  expense  of  operation,  it  probably  was  a  fact 
that  anvone  who  owns  an  electric  furnace  would  operate  the  same  more 
carefullv  and  drive  his  men  to  get  more  production  than  under  other 
circumstances. 

We  had  a  similar  experience  some  years  ago  on  japanning,  where  the 
question  of  installing  electric  ovens  came  up.  At  that  time,  taking  into 
consideration  what  was  necessary  to  operate  the  electric  japanning  oven, 
we  applied  the  same  conditions  to  a  gas  oven,  and  increased  our  production 
nearlv  fifty  per  cent.  I  believe  similar  conditions  account  for  some  of 
the  advantages  in  the  operation  of  electric  furnaces  in  comparison  with 
coal-fired  muffle  where  precautions  are  not  taken.  I  would  like  to  ask 
Mr.  Sweelv  whether  he  has  any  particular  reference  to  that  subject? 

Mr.  Sweely: — I  should  not  want  anyone  to  get  the  impression  that  I 
am  selling  electric  furnaces  or  that  we  believe  an  electric  furnace  is  the 
only  thing  for  enameling.  We  have  put  this  furnace  in,  and  so  far  we  have 
no  cause  to  regret  it. 

As  to  getting  down  to  actual  cost,  the  furnace  was  started  in  December 
and,  like  many  plants  that  are  making  money,  we  have  not  worried 
about  the  cost.  The  figures  presented  in  this  paper  are  approximately 
correct.  I  have  not  checked  them  over  personally,  but  that  will  probably 
be  done  sooner  or  later  in  the  plant.  I  think  there  are  a  number  of  furnaces 
that  are  very  good. 

I  would  like  to  call  the  attention  of  the  Ceramic  Society  to  a  furnace 
that  is  in  operation  in  the  Chicago  district — a  gas-fired  furnace  without  a 
muffle,  which  is  giving  good  results.  I  have  seen  both  of  them  in  operation 
and  they  are  doing  good  work.  Whether  they  are  doing  poorer  work  than 
the  electric  furnace,  I  do  not  know. 

Chairman  Poste: — Is  there  anything  else  bearing  immediately  on  the 
paper  that  has  just  been  presented?" 

Mr.  Riess: — I  would  like  to  ask  Mr.  Sweely  whether  he  had  that  electric 
furnace  in  operation  long  enough  to  make  comparative  costs. 

Mr.  Sweely: — We  have,  not  as  yet.  That  is  the  point  I  was  trying  to 
make. 


ELECTRIC  VITREOUS  ENAMEUNG  FURNACES  4  1 9 

Chairman  Poste: — Has  anyone  any  data  on  that  point? 

Mr.  MahonEy: — I  would  like  to  ask  Mr.  Sweely  if  he  has  experi- 
mented with  leaving  that  furnace  run  over  Sunday  and  then  cutting  it 
down  and  turning  it  on  at  three  o'clock  to  make  a  comparison  as  to  whether 
it  was  cheaper  to  keep  the  furnace  at  heat  or  let  it  cool  down. 

Mr.  Sweely: — The  plant  engineer  and  myself  have  been  having  a  little 
controversy  on  what  is  the  best  policy.  I  wanted  the  furnace  in  full  heat 
on  Monday  morning,  but  as  yet  we  have  not  settled  the  matter. 

Mr.  Wenning  : — The  cost  of  operation  of  an  electric  furnace  in  one  stove 
factory  runs  about  three  hundred  dollars  a  month.  In  Canada  they  are 
running  seven  furnaces  at  about  half  the  cost. 


HEAT  TRANSMISSION,   WITH   SPECIAL  REFERENCE  TO   THE 
STOKER  FIRED  BOILER1 

By  R.  M.  Howe  and  S.  M.  Phelps2 
ABSTRACT 

It  has  been  demonstrated  that  the  temperature  within  the  brickwork  depends  to 
a  very  large  extent  upon  the  pressure  conditions  within  the  furnace.  When  the  gases 
are  under  pressure  they  penetrate  the  brickwork,  impart  their  heat,  and  raise  the  tem- 
perature above  that  which  would  result  from  simple  thermal  conductivity.  When 
the  gases  are  under  draft,  cold  air  is  drawn  through  the  brickwork  into  the  furnace 
and  it  exerts  a  cooling  effect.  Spalling  is  therefore  associated  with  furnace  pressure; 
when  positive,  spalling  is  greater  than  when  negative.  This  is  due  to  the  fact  that 
spalling  is  a  function  of  vitrification,  which  in  turn  is  a  function  of  temperature.  It 
s  believed  that  these  results  may  explain  the  lack  of  concordance  in  those  pertaining 
to  thermal  conductivity.  They  probably  represent  heat  transmission  in  a  number  of 
cases  and  are  therefore  higher  or  lower  than  conductivity  according  to  the  direction 
of  the  gas  flow. 

When  high  grade  coal  was  available  at  a  low  cost  there  was  little  neces- 
sity for  the  study  of  furnace  efficiency.  Today  this  subject  is  being  given 
serious  consideration  wherever  coal  is  burned.  The  forced  draft  auto- 
matic stoker  is  a  logical  outgrowth  of  the  effort  to  burn  this  fuel  more 
economically.  With  its  application  the  efficiency  obtained  with  bitumi- 
nous coal  has  been  increased  from  50  to  65  per  cent,  while  that  obtained 
with  semi-anthracite  has  increased  from  70  to  75  per  cent.  Some  coals 
that  could  not  be  used  in  hand-fired  furnaces  are  now  being  utilized  with 
great  economy. 

The  importance  of  greater  efficiency  may  be  illustrated  by  the  fact  that 
a  medium  grade  coal  (11,000  B.t.u.'s)  burned  with  an  efficiency  of  65  per 
cent  is  equivalent  to  a  high  grade  coal  (14,500  B.t.u.'s)  burned  with  an 
efficiency  of  only  50  per  cent.  A  low  grade  coal  (9,000  B.t.u.'s)  would  have 
a  similar  value  if  burned  at  an  efficiency  of  SO  per  cent.  The  following 
table  shows  the  relative  values  of  different  grades  of  coal  when  burned 
under  different  degrees  of  efficiency  for  the  evaporation  of  water  in  boilers. 
These  figures  are  based  on  evaporation  from,  and  at,  212  °F. 

Table  I 


50%  Efficiency 

65%  Efficiency 

80%  Efficiency 

B.t.u. 

per 
pound 

coal 

Evapora-      Pounds 
tion  per          coal 
pound           per  h.p. 
coal                per 
hour 

Evapora-       Pounds 
tion  per            coal 
pound          per  h.p. 
coal                 per 
hour 

Evapora-     Pounds 
tion  per         coal 
pound         per  h.p. 
coal              per 
hour 

7500 

3.8             9.0 

5.0             6.8 

6.2          5.5 

9500 

4.9             7.0 

6.3             5.4 

7.8           4.4 

12500 

6.4            5.3 

S.4             4.1 

10.3           3.3 

14500 

7.5            4.6 

9.7             3.5 

12.0           2.8 

1  A  contribution  from  the  Industrial  Fellowship  of  the  Refractories  Manufacturers 
Association,  Mellon  Institute  of  Industrial  Research,  University  of  Pittsburgh,  Pitts- 
burgh,   Pa. 

2  Read  before  Refractories  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 
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It  has  been  noted,  however,  that  the  service  obtained  from  the  refrac- 
tories is  usually  shorter  when  used  with  low  grade  fuel  burned  by  forced 
draft.  This  decreased  sendee  is  not  due  to  higher  furnace  temperatures 
nor  to  increased  slag  action.  The  refractories  do  have  a  higher  tendency 
to  spall.  It  was  suggested  that  this  condition  might  be  due  to  changes  in 
furnace  pressure  when  automatic  stokers  replaced  hand  firing.1  Accord- 
ingly, a  study  was  made  of  the  influence  of  furnace  gas  pressure  upon  heat 
penetration. 

Fire  clay  tile  were  made  so  that  temperature  readings  could  be  ob- 
tained at  several  distances  from  the  hotter  surface.  These  tile  were  placed 
in  the  door  of  a  furnace,  laid  up  with  fire  clay,  and  heated  under  the  con- 
dition indicated  below.  The  temperature  measurements  were  checked 
every  hour  and  finally  recorded  when  equilibrium  was  established.  The 
position  of  the  tile  was  not  disturbed  until  the  tests  were  complete. 


Table  II 

Furnace  Temperature 

1340 °C 

1340°C 

1340°C 

1220°C 

1220°C 

1220°C 

Pressure  of  furnace  gases 

+  1.00 

+  .05 

-.30 

+  .95 

+  .05 

-.30 

(inches   of  water) 

Temp,  of  fire  brick  l/%  in. 

from  hot  surface 

1305 

1265 

1105 

1105 

1075 

900 

*'      •  "           "1  in. 

1270 

1210 

1020 

1035 

965 

800 

"       2  in. 

1125 

1040 

800 

900 

770 

620 

'*      3  in. 

1040 

950 

720 

800 

660 

490 

"       4  in. 

845 

745 

515 

665 

510 

355 

Upon  examining  these  data,  it  becomes  evident  that  heat  penetration 
depends  very  largely  upon  the  pressure  of  the  furnace  gases.  It  is  not 
only  a  function  of  the  thermal  conductivity  of  the  brick,  but  also  depends 
upon  its  permeability.  The  temperatures  recorded  at  a  pressure  of  +.05 
inch  of  water  probably  approximate  equilibrium  conditions  for  a  tile  of 
that  character,  thickness,  and  conductivity.  The  temperatures  recorded  at 
a  pressure  of  +1.00  inch  of  water  indicate  the  extent  to  which  the  permeat- 
ing gases  imparted  heat  to  the  brickwork.  The  temperatures  recorded 
under  a  draft  of  .30  inch  of  water  show  the  cooling  effect  of  cold  air  that 
was  drawn  from  the  room,  through  the  brickwork,  and  into  the  furnace. 

Consequently,  the  temperature  within  the  brickwork  of  a  furnace  will 
be  several  hundred  degrees  higher  when  operated  under  pressure  than  when 
operated  under  draft  conditions.  Pressure,  therefore,  accelerates  vitri- 
fication, which  is  a  function  of  temperature  and  which  progresses  rapidly 
in  first-quality  fire  brick  at  about  1350°C.  As  fire  brick  vitrify  they 
become  less  resistant  to  temperature  change  and  spall  more  rapidly.  In 
view  of  these  facts  a  higher  tendency  to  spall  is  the  natural  and  unavoidable 
1  This  suggestion  was  made  by  Mr.  J.  E.  Harlow,  Chief  Engineer,  M.  H.  Detrick 
Co.,  whose  co-operation  is  hereby  acknowledged. 
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result  of  changing  from  draft  to  pressure,  reducing  the  draft,  or  increasing 
the  pressure  of  the  furnace  gases. 

In  obtaining  the  experimental  data  under  discussion,  it  was  necessary 
to  lay  up  the  tile  in  fire  clay  so  that  the  proper  draft  and  pressure  could 
be  obtained  under  laboratory  conditions.  It  is  obvious,  however,  that 
the  influence  of  these  conditions  would  be  far  greater  were  the  fire  clay 
joint  omitted,  as  is  sometimes  the  case  in  actual  service.  This  being 
the  case,  it  might  be  beneficial  to  omit  the  joint  where  the  furnace  is 
operated  under  draft  conditions.  On  the  other  hand,  it  might  be  possible 
to  minimize  the  effect  of  pressure  in  producing  a  high  temperature  within 
the  brickwork  by  using  a  dense  burning  material  in  the  joints.  Care  should 
be  exercised,  however,  in  selecting  bonds  of  this  type  for  they  are  very 
often  of  low  refractoriness  and  consequently  leave  the  joint  open  as  they 
melt  and  run. 

The  joint  should  never  be  greater  than  1/M  inch  in  thickness. 

A  thin  wash  (less  than  1 U  inch)  of  dense  burning  cement  can  also  be 
applied  with  advantage  to  the  entire  furnace  lining.  When  this  vitri- 
fies or  melts  at  furnace  temperatures  it  retards  gas  penetration  and  in  that 
way  decreases  spalling  by  virtue  of  a  lower  temperature  within  the  brick- 
work. While  joints  must  always  be  made  as  thin  as  possible,  these  washes 
may  be  applied  more  thickly;  softening  of  a  joint  may  cause  the  collapse 
of  the  brickwork  while  a  wash  supports  nothing  but  its  own  weight.  The 
deposition  of  an  easily  fusible  ash  produces  the  same  effect  as  may  be  se- 
cured by  the  application  of  a  wash  but,  of  course,  is  accidental  and  cannot 
be  relied  upon. 

The  application  of  these  results  is  not  limited,  however,  to  this  partic- 
ular problem.  They  have  a  direct  bearing  upon  the  study  of  thermal  con- 
ductivity and  upon  the  application  of  the  load  test. 

The  heat  transmitted  through  a  refractory  is  not  necessarily  a  measure- 
ment of  its  thermal  conductivity.  It  depends  upon  at  least  two  factors — 
the  thermal  conductivity  of  the  material  itself  and  the  penetration  of  hot 
or  cold  gases.  Heat  transmission  and  thermal  conductivity  equalize  when 
there  is  no  circulation  of  gas  within  the  material.  Heat  transmission  is 
greater  or  less  than  thermal  conductivity  when  hot  or  cold  air  is  drawn 
through  the  specimen  under  consideration.  The  type  of  furnace  used 
will  effect  thermal  conductivity  results  and  this  fact  may  explain  the  lack 
of  concordance  of  those  on  record.  An  electrically  heated  furnace  should 
reduce  errors  in  thermal  conductivity  measurements  to  a  minimum,  for 
no  gases  are  in  rapid  motion;  gas-fired  furnaces  are  usually  under  high 
pressure  or  draft,  depending  upon  whether  a  blower  or  stack  is  relied  upon 
to  supply  the  air  for  combustion. 

These  results  also  limit  the  application  of  the  load  test.  They  demon- 
strate that  the  drop  in  temperature  is  very  sudden  in  uninsulated  walls. 
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Consequently,  the  major  portion  of  a  fire  brick  will  be  at  a  sufficiently 
low  temperature  to  carry  the  load  of  the  average  installation.  The  load 
test  is,  therefore,  directly  applicable  only  to  muffles  and  cases  where  in- 
sulation is  applied. 

They  also  throw  an  important  light  upon  the  action  of  slag  on  fire  brick. 
From  these  data,  it  is  evident  that  the  slag  will  penetrate  only  to  a  slight 
extent  before  it  becomes  chilled.  Before  going  further  it  must  dissolve  the 
brickwork,  after  which  there  is  a  temperature  readjustment  allowing  fur- 
ther penetration.  The  action  is,  therefore,  primarily  a  junction  of  the 
fluxing  power  of  a  given  slag.  These  conditions  must  not  be  overlooked 
in  the  future  development  of  a  slag  test,  as  they  have  in  the  past.  Re- 
sults obtained  by  heating  a  brick  throughout  and  treating  with  a  small 
quantity  of  slag  have  no  practical  application,  for  they  measure  penetra- 
tion and  not  the  chemical  action  of  the  slag.  Further  studies  of  heat 
penetration  are  now  under  way  and  additional  data  have  already  been 
obtained.  These  data,  however,  are  not  applicable  to  the  present  dis- 
cussion. 

Mellon  Institute  of  Industrial  Research 

University  of  Pittsburgh 

Pittsburgh,  Pa. 

Discussions 

By  J.  E.  Harlow: — Our  product  consists  chiefly  of  a  flat  suspended 
fire  clay  tile  arch.  This  arch  is  used  as  a  roof  over  the  enclosure  where 
all  kinds  of  fuel  are  burned  and  where  all  kinds  of  hot  gases  travel.  Its 
chief  function,  of  course,  is  to  reflect  heat,  thus  assisting  and  maintaining 
combustion.     The  temperatures  reached  vary  from  11()()°C  to  1400°C. 

The  chief  requirements  of  a  flat  suspended  arch  are  proper  position  in 
the  furnace,  freedom  to  expand  and  contract  without  stress  or  strain,  and 
a   good   refractory. 

The  requirements  of  a  refractory  for  a  suspended  arch  of  the  best  design 
are  high  fusing  temperature,  high  resistance  to  corrosion,  and  abrasion 
from  high  temperature  gases  and  high  resistance  to  spalling. 

Most  hand-made  tile  have  sufficiently  high  fusing  temperature  to  re- 
sist the  temperatures  encountered  in  boiler  furnaces.  There  are  furnaces, 
where  the  temperature  is  higher  and  where  the  heat  is  termed  "soaking 
heat,"  that  require  more  special  attention  to  fusing  temperature.  These 
are  found  chiefly  in  the  metallurgical  processes  where  high  temperature 
and  slow  gas  velocity  present  a  different  refractory  problem. 

Resistance  of  refractory  to  corrosion  and  abrasion  of  gases  is  a  more 
serious  problem,  especially  with  fuels  of  high  ash  content  or  fuels  contain- 
ing a  basic  compound. 

Resistance  to  spalling  is  the  most  serious  problem.  Fire  clay  manu- 
facturers can  assist  as  far  as  the  problem  of  proper  mixture  of  flint,  plastic 
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and  calcined  clay  is  concerned;  also  in  the  degree  of  burn.  But  the  arch 
designer  can  assist  very  materially  by  making  a  shape  easily  manufactured 
and  free  from  entrant  angles. 

These  requirements  are  obvious,  but  as  the  problem  becomes  clearer  to 
our  minds,  the  action  of  heat  within  the  tile  becomes  a  question.  Obser- 
vation and  analysis  have  shown  that  spalling  can  be  reduced  by  exposing 
only  one  plane  or  slightly  curved  surface  to  the  heat.  Success  with  this 
idea  leads  by  analogy  to  the  prevention  of  heat  penetration  into  the  joints 
between  the  surfaces  of  the  tile. 

This  is  a  difficult  matter  for  the  reason  that  fire  clay  tile  manufacturers 
do  not  always  succeed  in  making  tile  with  plane  surfaces  and  square  angles 
and  the  action  of  fire  clay  used  as  mortar  or  grout  is  very  uncertain.  It 
may  be  solved  by  some  high  temperature  cement  coating,  and  it  may  be 
solved  by  the  accidental  presence  of  a  low  fusible  ash.  The  writer  is  in- 
clined to  the  use  of  common  salt,  but  is  well  aware  of  the  objections  and 
makes  use  of  that  in  a  very  limited  way,  dictated,  of  course,  by  observation 
of  hundreds  of  various  furnaces  in  actual  operation.  The  present  paper 
confirms  our  reasoning  in  this  problem,  and  suggests  many  other  problems. 
One  of  them  is  the  depth  of  tile  to  be  used  in  a  suspended  arch. 

M.  H.  Detrick  Company 
Chicago,  Illinois 

By  P.  Nicholls: — Most  engineers  concerned  with  heat  transmission 
have  recognized,  that  leakage  of  air  through  a  material  would  affect  its 
apparent  conductivity,  and  consequently  also  the  temperatures  through 
its  section,  but  the  authors  are  to  be  congratulated  on  being  the  first  to 
demonstrate  experimentally  what  may  be  the  order  of  value  of  such  changes. 

It  is  unfortunate  that  the  paper  does  not  give  fuller  details  of  the  ap- 
paratus used,  and  in  particular  of  the  tile  blocks  themselves.  Were,  for 
instance,  these  blocks  four  inches  thick,  so  that  the  4-inch  temperatures 
are  those  at  the  surface?  If  so,  such  temperatures  would  give  some  relative 
idea  at  least  of  the  quantity  of  heat  transmitted  if  the  air  temperature 
near  the  surface  were  known,  and  if  the  face  was  not  too  much  shrouded 
by  other  parts  of  the  apparatus. 

Were  the  holes  for  the  thermocouples  parallel  or  at  right  angles  to  the 
face  of  the  tile,  and  were  proper  precautions  taken  that  the  air  was  not 
short-circuited  by  such  holes,  as  this  might  materially  affect  the  tem- 
peratures indicated  by  the  thermocouples?  Since  the  same  blocks  were 
used  throughout  the  tests,  was  there  any  surface  change  that  would  tend 
to  clog  up  the  pores  and  thus  successively  reduce  their  porosity? 

In  lack  of  a  knowledge  of  the  value  of  the  heat  flow  it  is  not  worth  while 
attempting  to  form  any  idea  of  the  amount  of  gas  or  air  passing  through 
the  tile,  but  some  interesting  confirmation  of  the  effect  of  leakage  on  the 
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temperatures  can  be  made  from  a  study  of  curves  representing  the  results, 
which  are  plotted  on  Fig.  1. 

Curves  1,  2  and  3  are  the  three  where  the  furnace  temperature  was 
1340 °C,  and  4,  5  and  6  where  it  was  1220 °C.  The  dotted  parts  of  the 
curves  are  on  the  assumption  that  the  furnace  temperatures  existed  about 
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one  inch  from  the  inner  face  of  the  wall  and  are,  of  course,  uncertain  as 
to  their  correctness. 

It  would  appear  that  possibly  one  or  both  of  the  temperatures  at  the 
2-inch  and  3-inch  points  are  in  error.  Such  temperatures  are  difficult 
to  obtain  accurately — especially  with  holes  at  right  angles  to  the  face, 
that  is  in  line  with  the  direction  of  heat  flow — due  to  the  disturbing  effect 
of  the  holes  themselves  and  to  the  higher  conductivity  of  the  metal  of  the 
couples. 

Assuming  that  gas  or  air  passes  through  the  wall,  what  will  be  its  effect 
on  the  temperature?  Consider  the  case  of  the  hot  gases  passing  from  the 
furnace  to  the  outer  face.  It  can  be  assumed  that  the  rate  of  flow  is  con- 
stant when  practically  constant  conditions  have  been  established.  Since 
the  gas  is  cooled  down  in  passing  through,  the  only  way  it  can  have  parted 
with  its  heat  is  to  have  given  it  up  to  the  material,  which  in  turn  transmits 
it  to  the  surface.  Before  constant  conditions  are  reached,  some  of  this 
heat  will  also  be  used  to  raise  the  temperature  through  the  wall,  but  finally 
the  heat  taken  up  from  the  gas  by  any  small  piece  of  material  will  become 
constant,  and  be  equal  to  the  increase  in  the  rate  of  flow  in  the  material 
at  that  point. 

The  general  effect  of  the  passage  of  the  gas  is  to  add  through  the  material 
what  is  equivalent  to  a  source  of  heat  supply  equivalent  in  action  to  genera- 
tion of  heat  at  all  points,  and  this  action  is  superimposed  algebraically  on 
the  transfer  by  direct  conduction  from  the  inner  hot  surface.  Also  the 
temperature  of  the  gas  at  any  point  must  always  be  greater  than  the  mate- 
rial in  contact  with  it,  though  this  difference  may  be  small. 

The  general  effect  on  the  temperature  curve  can  be  seen  by  a  simple  con- 
sideration. Fig.  2  represents  any  small  section,  at  right  angles  to  the 
direction  of  heat  and  gas  flow,  and  of  thickness  AB.  Divide  this  equally  at 
C.  Then  the  heat  flowing  across  CC  is  greater  than  that  across  AA' 
by  the  quantity  of  heat  absorbed  from  the  gas  by  the  thickness  AC. 
Similarly,  the  flow  across  BB'  is  greater  than  that  across  CC.  Assuming 
that  the  conductivity  coefficient  of  the  material  does  not  decrease  with 
temperature  increase,  it  follows  that  the  drop  in  temperature  from  C  to  B 
is  greater  than  that  from  AtoB,  and  thus  the  temperature  curve  would  be 
concave  toward  the  temperature  axis. 

Similarly  in  the  case  of  air  passing  from  the  outside  to  the  furnace,  the 
temperature  curve  would  be  convex. 

In  addition  to  this,  it  has  been  pretty  well  established  that  the  conductiv- 
ity of  ceramic  materials  increases  with  the  temperature,  which  will  again 
bow  up  the  temperature  curve,  so  that  with  air  inleakage,  the  departure 
of  the  curve  from  a  straight  line  will  be  the  resultant  of  these  two  tendencies. 

Again,  because  the  outer  surface  temperature  is  higher  when  the  hot 
gases  pass  outward  than  it  would  be  if  there  were  no  gas  transfer,  therefore 
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there  will  be  a  smaller  quantity  of  heat  transferred  from  the  furnace  by 
direct  conduction.  Similarly  with  passage  of  air  inward  the  flow  of  heat 
by  direct  conduction  only  will  be  greater.  This  argument  should  strictly 
be  applied  to  the  rate  of  change  at  the  inner  surface,  but  the  same  reasoning 
still  applies,  and  more  so,  in  as  far  as  the  gas  or  air  temperatures,  respec- 
tively, differ  from  that  of  the  material.  These  tendencies  in  the  two 
cases  are  in  opposite  directions  and  would  counterbalance  each  other  as 
far  as  general  comparisons  go. 

Fig.  3  shows  these  expected  curves  plotted  for  shape  only,  and  it  is 
apparent  that  those  in  Fig.  1  as  found  by  the  authors  exhibit  the  same 
tendency,  though  there  is  not  as  much  curvature  distinction  between 
that  for  1  inch  and  .05  inch  pressure,  as  between  the  .05  inch  and  the 
-.3  inch. 

Fig.  1,  showing  the  results  of  the  tests,  gives  a  comparatively  large 
difference  between  the  temperatures  at  each  surface  for  gas  and  air  leak- 
age. It  is  to  be  expected  that  the  method  of  test  accentuates  this  greatly 
compared  with  what  would  be  found  in  actual  furnaces.  The  leakage 
must  have  been  comparatively  high,  and  possibly  the  heat  reserve  in  the 
furnace  was  comparatively  small  and  the  velocity  of  the  gases  over  the 
surface  low,  so  that  the  inleakage  of  air  produced  at  the  inner  surface  a 
large  increase  in  the  air  film  thermal  resistance. 

Probably  more  detailed  investigations  into  and  determination  of  the 
physical  actions  causing  spalling  are  needed  before  it  is  safe  to  make  assured 
deductions,  as  it  would  appear  to  be  a  choice  between  higher  temperatures 
with  smaller  rates  of  change  in  the  case  of  outward  flow,  and  the  reverse 
for  inward  flow. 

If  the  inward  flow  is  desired,  the  remedy  would  seem  to  be  to  connect  a 
space  behind  the  brickwork  with  the  pressure  supply,  and  it  should  thus 
be  possible  to  maintain  a  greater  pressure  than  that  above  the  fuel  bed. 
This  should  be  particularly  easily  arranged  for  in  the  case  of  the  majority 
of  arches. 

Reply  by  R.  M.  Howe: — It  is  unfortunate  that  Mr.  Nicholls  should 
be  forced  to  ask  for  information  regarding  testing  details,  but  these  were 
omitted  from  this  preliminary  report  for  the  sake  of  brevity.  The  tile 
were  9  inches  in  thickness,  but  temperature  observations  were  not  made 
in  the  cooler  half  as  they  were  too  low  to  affect  the  properties  of  the  tile. 
The  thermocouple  holes  were  at  right  angles  to  the  furnace  lining.  There 
was  no  apparent  change  in  the  porosity  of  the  tile  at  the  temperatures 
involved,  these  having  been  selected  with  this  point  in  mind.  It  might 
be  stated  also  that  the  1200°  C  readings  were  made  first. 

Mr.  Nicholls'  discussion  of  curves  1  and  3  is  particularly  interesting 
and  encouraging  to  the  writer,  who  has  read  so  many  contradictory  reports 
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on  the  thermal  conductivity  of  refractories.  Thermal  conductivity  re- 
sults obtained  in  well  planned  investigations  often  show  variations  as 
great  as  100  per  cent  and  rarelv  show  a  definite  tendency  that  may  be 
expressed  graphically.  While  several  of  the  points  in  Fig.  1.  are  ob- 
viously incorrect  the  general  tendencies  of  these  curves  are  similar  to  those 
in  Fig.  3. 

It  is  possible  that  Mr.  Nicholls'  suggestion  regarding  a  pressure  reser- 
voir back  of  the  brickwork  might  be  applied  to  prevent  the  passage  of 
gas  from  the  furnace  into  the  tile. 

We  are  not  willing  to  modify  our  original  statement  regarding  the  effect 
of  furnace  pressure  upon  spalling  for  the  chain  of  evidence  is  too  complete. 
The  temperature  within  the  brickwork  of  furnaces  operating  under  pres- 
sure is  greater  than  with  those  operating  under  draft.  Vitrification  is 
a  function  of  temperature.  Spalling  is  accelerated  by  vitrification.  There- 
fore, it  is  obvious  that  spalling  will  be  more  pronounced  where  the  furnace 
is  being  operated  under  pressure,  and  the  usual  heating  and  cooling  takes 
place. 

The  opinions  expressed  by  J.  E.  Harlow  are  in  general  agreement 
with  those  which  have  been  formed  by  the  writer. 

In  view  of  the  results  that  were  obtained  by  this  very  elementary  study, 
additional  tests  involving  tile  of  different  thicknesses  are  now  under  way. 


THE    FIELD    OF    PORCELAIN    GLAZES    MATURING    BETWEEN 

CONES    17   AND   201 

By  Robert  Twells,  Jr.2 
ABSTRACT 

Field  Covered. — A  typical  porcelain  glaze  formula: 

0.3  K20\ 

X  AI.O11  Y  Si02 
0.7  CaO/ 

was  used.     The  RO  was  held  constant,  the  AI2O3  was  varied  between  0.8  and  1.6  equiva- 
lents, and  the  Si02  between  6  and  16  equivalents. 

Firing  Test. — The  glazes  were  applied  to  green  porcelain  dises  and  fired  to  cone 
17  3/i  down,  and  cones,  18,  19,  and  20  down  in  commercial  kilns. 

Representation  of  Results. — The  glazes  are  plotted  according  to  batch  weights  and 
empirical  formula.  The  diagrams  show  the  location  of  the  best  glazes  at  each  tempera- 
ture better  than  would  statements  of  limits. 

Best  Compositions. — Under  conditions  similar  to  those  used,  the  best  glazes  for 
temperatures  between  cones  17  and  20  have  the  following  range  of  composition: 
Clay  21.9%  to  27.2% 

Flint  40.8%  to  51.8% 

Feldspar  17.2%  to  23.6% 

Whiting  7.2%  to  10.0% 

Introduction 

The  field  of  porcelain  glazes  maturing  between  cones  9  and  1 1  has  been 
carefully  studied  by  several  investigators,3  and  its  characteristics  are  well 
known.  Systematic  information  in  regard  to  porcelain  glazes  maturing 
above  cone  11  has  been  somewhat  meagre.  Recently,  however,  the  Bureau 
of  Standards  published  an  article  on" High  Fire  Porcelain  Glazes"4  covering 
the  field  maturing  between  cones  10  and  16.  Above  cone  16  there  is  still 
a  lack  of  published  information.  Several  months  before  the  publication 
of  the  work  of  the  Bureau  of  Standards,  the  writer  had  made  a  short  study 
of  some  porcelain  glazes  maturing  between  cones  17  and  20.  The  methods 
employed  were  similar  in  several  respects  to  those  used  by  Sortwell  at  the 
Bureau  of  Standards;  although  in  this  case  the  firing  was  done  in  commer- 
cial kilns  with  a  longer  firing  period.  The  object  of  this  article  is  to  publish 
some  systematic  information  in  regard  to  some  porcelain  glazes  maturing 
at  temperatures  even  higher  than  those  studied  by  the  Bureau  of  Standards. 
The  writer  recognizes  the  fact  that  similar  results  are  not  likely  to  be  ob- 
tained except  by  the  use  of  similar  methods,  raw  materials,  and  body. 

1  Research  laboratories,  Champion  Porcelain  Company  and  Jeffery-Dewitt 
Insulator  Company. 

2  Read  before  Whiteware  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 

3  R.  T.  Stull,  Trans.  Am.  Ceram.  Soc,  14,  62-67  (1912).  R.  T.  Stull,  and  W.  L. 
Howat,    Ibid.,    16,    454-460    (1914). 

4  H.  H.  Sortwell,  Jour.  Am.  Ceram.  Soc,  4,  718-730  (1921). 
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Compositions  Studied 
The  compositions  of  the  glazes  were  based  on  the  empirical  formula: 

^^XA^YSiO, 

The  RO  members  were  held  constant;  the  alumina  was  varied  between  0.8 
and  1.6  equivalents;  the  silica  was  varied  between  6.0  and  1.6  equivalents. 
Fig.  1  shows  the  molecular  variation  of  the  alumina  and  silica  in  the 
glazes.  Fig.  2  shows  the  batch  weights  of  the  glazes  as  calculated  in 
percentages  of  clay,  flint,  and  fluxes.  The  fluxes  consist  of  feldspar  and 
whiting  in  the  proportion  of  107  parts  feldspar  to  70  parts  of  whiting.  As 
originally  laid  out  the  field  consisted  of  the  glazes  numbered  from  1  to  16. 
These  were  made  by  cross-blending  numbers  1,  4,  13,  and  10.  A  pre- 
liminary test  showed  that  this  series  did  not  include  as  much  of  the  area 
of  bright  glazes  as  was  desired.  Glazes  17  to  23  were  included. 
These  were  made  by  cross-blending  numbers  15,  17,  21,  and  23. 

Table  I 
Batch  Weights  of  the  Corner  Glazes 


Number 

1 

4 

13 

15 

16 

17 

21 

23 

Feldspar 

13.2% 

14.1% 

18.4% 

19.6% 

20.2% 

20.9% 

27.3% 

30.0 

Whiting 

5.5 

9.5 

7.7 

8.2 

8.5 

8.8 

11.4 

12.5 

Clay 

26.6 

15.3 

36.95 

27.2 

21.9 

16.3 

37.8 

23.1 

Flint 

54.7 

64.7 

36.95 

45.0 

49.4 

54.0 

23.5 

34.4 

100.00     100.00     100.00     100.00     100.00     100.00     100.00     100.00 

Sources  of  Raw  Materials 
Feldspar —Maine  Feldspar  Co.,  Shipping  point,  Auburn,  Maine. 
Whiting — Solvay  Process  Co.,  Delray,  Mich. 
Clay        — Fdgar  Plastic  Kaolin  Co.,  Shipping  point,  Edgar,  Fla. 
Flint        — Penna.  Pulverizing  Co.,  Shipping  point,  Hancock,  W.  Va. 

Procedure 

The  corner  glazes  already  given  were  weighed  out,  and  ground  wet  for 
four  hours  in  small  ball  mills.  The  cross-blending  to  produce  the  inter- 
mediate glazes  was  performed  by  mixing  the  corner  glazes  wet  in  the  proper 
proportions  as  determined  by  their  relative  molecular  weights  and  specific 
gravities.     Care  was  taken  to  obtain  thorough  mixing. 

The  glazes  were  applied  on  green  porcelain  discs  lx/4  inches  in  diameter 
and  y2  inch  thick.  The  discs  were  air  dried,  but  were  dipped  in  water 
before  being  dipped  in  the  glaze.  The  composition  of  the  body  was  as 
follows : 
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COMPOSITION   OF  CLAZES. 
GENERAL  FORMULA.  0. 7  CaO)*  Alz  03  (YSiOj 
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Fig.  2. 
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English  Ball  Clay  (M.  and  M.)  5 . 0% 

North  Carolina  Kaolin  (Harris  Spruce  Pine)  12.0 

Florida  Kaolin  8.0 

English  China  Clay  (M.  W.  M.  No.  2)  30.0 

Flint  30.0 

Feldspar  15.0 

100.0% 
This  body  was  vitreous  from  cone  17  to  cone  19,  but  overfired  at  cone  20 
with  a  longer  firing  period. 

In  each  sagger  were  placed  three  cones  of  proper  number.  Around 
these  were  arranged  23  of  the  discs,  each  coated  with  one  of  the  glazes. 
Part  of  the  saggers  were  fired  in  a  Dressier  tunnel  kiln  to  temperatures 
ranging  between  cone  173/4  and  cone  19  down.  The  maximum  heat  was 
reached  in  approximately  31  hours.  Another  sagger  was  fired  in  a  large 
periodic  kiln  to  cone  20  down.  It  reached  this  temperature  in  approxi- 
mately 52  hours. 

Results  at  Cone  173  4 
Fine  crazing  occurs  with  a  theoretical  alumina :  silica  ratio  of  1:12  or 
less.  (Figs.  3  and  4.)  This  is  in  the  region  of  high  flint.  Coarse  crazing 
occurs  with  a  theoretical  alumina  :  silica  ratio  of  1:5  for  6  equivalents  of 
silica.  This  is  in  the  region  of  low  flint,  high  clay  and  high  fluxes.  The 
area  of  smooth  glazes  is  large.  Its  limits  are  best  understood  by  reference 
to  the  diagrams.  Between  the  glazes  termed  "Smooth  Transparent" 
and  "Smooth  Opaque"  there  is  no  distinct  dividing  line.  The  opacity 
increases  gradually  in  the  general  direction  of  the  flint.  The  opaque  glazes 
might  possibly  be  called  semi-mats,  but  since  they  become  transparent  when 
fired  to  a  higher  temperature,  the  term  "opaque"  seems  more  appropriate. 
Glaze  No.  13,  however,  is  a  true  aluminous  mat.  It  has  a  theoretical 
alumina:  silica  ratio  of  1:025  for  10  equivalents  of  silica.  This  glaze  is 
located  in  the  region  of  high  clay.  The  glazes  high  in  fluxes  tend  to  be 
seedy  due  to  entrapped  bubbles  in  the  glaze. 

Results  at  Cone  18  Down 
The  area  of  fine  crazing  is  reduced  at  this  temperature.  The  theoretical 
alumina :  silica  ratio  of  the  fine-crazed  glazes  is  1 :  14  or  less.  (Figs.  5  and  6.) 
The  area  of  coarse  crazing  is  increased  at  this  temperature  to  include 
No.  22,  which  suffered  delayed  crazing  after  about  8  months  in  the  air. 
The  other  characteristics  are  similar  to  those  described  for  cone  l73/4. 

Results  at  Cone  19  Down 
The  area  of  fine  crazing  is  similar  to  that  at  cone  18  down.     (Figs.  7  and 
8.)     It  is,  however,  extended  enough  to  include  No.  12  with  theoretical 
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alumina :  silica  ratio  of  1:12  for  12  equivalents  of  silica.  The  area  of 
coarse  crazing  is  also  increased  at  this  temperature.  It  includes  all  the 
glazes  with  6.0  equivalents  of  silica.  Glaze  No.  23  crazed  only  after  stand- 
ing several  months. 

The  matness  of  glaze  No.  13  is  increased,  and  the  area  of  the  semi- 
mats  is  increased  to  include  No.  21 ;  however,  the  appearance  of  the  latter 
seems  to  indicate  that  its  dull  finish  is  due  to  overfiring.  The  areas  which 
are  termed  "Transparent"  and  "Opaque"  remain  the  same  although  it  is 
hard  to  fix  a  dividing  line.  The  transparent  area  seems  gradually  to  be 
shifting  toward  the  high  flint  region  with  each  increase  of  temperature. 
The  glazes  with  6  and  8  equivalents  of  silica  show  a  great  deal  of  seediness, 
but  this  is  greatly  lessened  with  an  increase  to  10  equivalents  of  silica. 

Results  at  Cone  20  Down 

These  glazes  received  a  longer  firing  period  than  those  fired  to  the  lower 
temperatures.  This  will  account  for  the  relatively  great  change  between 
the  results  at  cone  19  down  and  cone  20  down.  The  fine  crazed  area  has 
been  totally  eliminated.  The  coarse  crazed  area  is  also  much  decreased, 
only  glaze  No.  21  being  so  crazed.  The  glazes  which  were  opaque  at  cones 
17  to  19  are  transparent  at  cone  20  down.  The  area  of  mat  glazes  is 
extended.  The  mats  themselves  tend  more  to  roughness.  The  glazes  of 
high  flux  content  are  overtired.  They  still  remain  transparent  but  tend 
to  leave  bare  spots  on  the  porcelain. 

Conclusions 

The  approximate  formula  A1203  =  0.3  plus  l/i2  Si02,  the  alumina 
and  silica  being  expressed  in  equivalents,  seems  to  hold  approximately 
true  at  these  higher  temperatures.  This  formula  was  given  by  Sortwell 
as  the  straight  line  axis  passing  through  the  locations  of  the  best  high  gloss 
glazes.  At  cone  20  the  locations  of  the  best  glazes  are  such  that  the  line 
passing  through  them  would  tend  to  curve  down  into  the  region  of  lower 
alumina. 

Fine  crazing  due  to  relatively  high  flint  could  be  corrected  by  firing  to  a 
higher  temperature.  A  better  way  would  be  to  decrease  the  flint  content. 
Coarse  crazing  in  the  glazes  of  high  flux  content  seems  to  be  caused  or  made 
worse  by  increased  temperatures.  This  could  be  remedied  by  increasing 
both  the  flint  and  clay  content,  the  latter  to  a  lesser  extent. 

Mr.  Sortwell  reported  that  glazes  containing  over  55%  of  flint  would 
not  lie  down  to  a  smooth  surface.  The  writer  did  not  notice  any  such 
effect  at  cones  17  to  20.  All  the  glazes  marked  "Smooth  Opaque"  even 
with  high  flint  content  were  smooth  glazes. 
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At  any  one  temperature  there  is  a  wide  range  of  compositions  which 
will  give  good  glazes.  The  best  glazes  for  temperatures  to  range  between 
17  and  20,  when  fired  as  described,  are  numbers  11,  15,  16  and  19.  Those 
glazes  have  ranges  of  composition  as  follows: 

Clay  21.9%  to  27.2% 

Flint  40.8      to  51.8 

Feldspar  17.2      to  23.6 

Whiting  7.2      to  10.0 

Highland  Park,  Mich. 


REDUCTION  OF  INDUSTRIAL  WASTES1 

By  Dwight  T.  Farnham 

Introduction 

Formation  of  the  Committee. — At  the  end  of  1920  the  Federated 
American  Engineering  Society  came  into  being  through  the  convening 
of  its  executive  body,  the  American  Engineering  Council.  On  November 
19th,  Herbert  Hoover  was  elected  as  its  first  President.  One  of  his  first 
acts  was  to  suggest  a  study  of  wastes  in  industry.  On  November  20th  a 
committee  was  appointed  to  make  such  an  investigation.  On  January  12th, 
1921,  Mr.  Hoover  named  fifteen  engineers  as  the  Committee  on  Elimination 
of  Waste  in  Industry.  The  report  was  issued  and  signed  by: 
J.  Parke  Channing,  Chairman  Herbert  Hoover, 

L.  W.  Wallace,  Vice-Chairman  Robert  Hinton, 

L.  P.  Alford,  E.E.Hunt, 

Geo.  D.  Babcock,  C.  E.  Knoeppel, 

Wm.  Bassett,  F.  J.  Miller, 

F.  G.  Coburn,  H.  V.  R.  Schell, 

Morris  L.  Cooke,  Sanford  E.  Thompson, 

Harrington  Emerson,  John  H.  Williams, 

Ira  N.  Hollis,  Robert  B.  Wolfe. 

From  April  1st  to  May  13th  the  reports  were  submitted.  On  July  loth 
the  reports  were  approved  by  the  Committee.  It  may  be  historically 
interesting  to  know  that  this  Committee  met  in  St.  Louis,  and  the  discus- 
sion as  to  what  should  go  into  the  report  and  what  should  not  go  into  the 
report  started  here.  It  is  a  very  wonderful  piece  of  work.  The  complete 
report  is  given  in  a  volume  entitled  "Waste  in  Industry"  which  can  be 
obtained  from  McGraw-Hill  Book  Company.  The  report  is  very  much 
worth  reading,  because  it  contains  data  which  is  impossible  to  be  given  in 
a  paper  such  as  this.  It  is  a  great  deal  like  some  of  the  ceramic  papers. 
You  want  to  go  home  and  take  some  black  coffee  and  put  some  ice  on  your 
head  and  get  down  to  business,  to  get  the  real  meat  out  of  them.  The  meat 
is  there  when  once  you  concentrate  on  them. 

Plan  of  Investigation 

The  investigation  was  based  on  a  questionnaire.  This  was  used  to 
investigate  all  the  industries,  so  the  committee  would  not  have  a  mass  of 
data  which  was  not  correlated  in  any  way,  and  so  that  the  final  result 
might  represent  the  same  sort  of  investigation  in  each  industry.  Con- 
nected with  this  questionnaire  was  a  valuation  sheet  on  which  a  rating 
was  given  to  the  different  industries  by  the  percentage  system.  Of  course, 
1  Address  given  at  the  St.  Louis  Meeting,  February,  1922. 
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an  industry  couldn't  be  one  hundred  per  cent  waste,  and  it  was  necessary 
to  decide  what  should  constitute  waste,  and  how  many  black  marks  should 
be  given  in  each  case.  Eventually,  complete  reports  were  made  on  men's 
clothing,  the  building  industry,  printing,  boot  and  shoe  manufacturers, 
metal  trades,  and  textile  factories.  It  was  found  that  waste  was  attribut- 
able to  loiv  production,  caused  by  faulty  management  of  materials,  plant 
equipment  and  men ;  interrupted  production,  caused  by  idle  men,  idle  mate- 
rials, idle  plants  and  idle  equipment;  restricted  production  meaning  pro- 
duction intentionally  restricted  by  the  owners  and  by  managers,  or  by 
labor;  lost  production,  caused  by  ill  health,  physical  defects  and  industrial 
accidents. 

The  conditions  in  the  different  industries  can  perhaps  be  best  gauged 
from  the  following  table: 


Points 

assigned  against 

Responsibility  assigned  against 

Industry 

Best 

Average 

Management 

Labor 

Public,  etc, 

Men's  Clothing 

26 

63 

75% 

16 

9 

Building 

30 

53 

65 

21 

14 

Printing 

30 

57 

63 

18 

9 

Boots  &  Shoes 

12 

40 

73 

11 

16 

Metal 

6 

28 

81 

9 

10 

Textile 

28 

49 

50 

10 

40 

Total  Over  50%     Less  than  25% 

The  committee,  after  some  debating,  decided  that  at  least  fifty  per  cent 
of  the  waste  in  industry  in  general  was  attributable  to  management,  and 
less  than  twenty-five  per  cent  to  labor. 

The  causes  of  low  production  caused  by  faulty  management  were  due  in 
these  various  industries  to  such  things  as: 

1.  Faulty  Material  Control. — They  found,  for  instance,  in  certain  shoe 
factories,  that  operatives  were  waiting  for  materials,  and  for  orders  for 
work  about  thirty-five  per  cent  of  the  time.  These  figures  that  I  am 
giving  you  are  not  caused  by  seasonal  demands  or  the  reverse,  but  delays 
occur  when  there  are  plenty  of  orders  in  but  workmen  are  not  able  to  go 
ahead  because  the  tools  are  not  ready  or  production  orders  are  not  ready, 
or  conditions  are  unbalanced  in  the  plant — they  may  have  one  part  of  the 
finished  product  but  not  another. 

2.  Faulty  Design  Control.— For  instance,  the  Federal  Bank  check 
cannot  be  cut  from  any  regular  paper  size.  The  variance  in  the  size 
of  newspapers,  magazines,  and  so  forth,  costs  the  public  over  one  hundred 
million  dollars  a  year.  The  standardization  of  newspaper  columns  would 
save  from  three  to  five  millions  in  composition  and  plates  alone. 

3.  Faulty  Production  Control. — That  is,  lack  of  planning  the  work. 
In  one  plant  the  waste  took  up  one-fifth  of  the  workers'  time  in  this  way. 
Loss  in  clothing  factories  runs  to  thirty  or  thirty-five  per  cent.    The  engi- 
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neers  figure  about  three-quarters  of  a  million  dollars  a  day  could  be  saved 
by  properly  planning  the  work  in  the  clothing  industry  in  the  United 
States  alone. 

4.  Lack  of  Cost  Control. — It  is  surprising  how  many  companies  have 
no  idea  what  their  goods  cost  them.  In  printing  concerns  that  were 
looked  over,  fifty-six  used  a  standardized  cost  system,  one  hundred  and 
eighty-seven  plants  knew  something  about  their  costs,  seven  hundred  and 
forty-one  had  no  cost  system,  but  had  a  little  knowledge  as  to  what  their 
work  was  costing  them,  five  hundred  and  fifty-four  had  no  cost  system  and 
no  knowledge.  As  a  result  of  that,  during  1919,  the  first  two  groups  only 
made  money,  which  is  pretty  good  proof  that  a  cost  system  is  needed  in  a 
plant  if  it  is  to  be  run  intelligently  and  for  profit. 

5.  Lack  of  Research. — I  don't  need  to  tell  anything  about  the  necessity 
for  that — research   is  what  most  of  us  here  know  from  the  ground  up. 

6.  Faulty  Labor  Control. — Very  few  people  analyze  the  reasons  why 
men  quit.  Whenever  a  man  quits  it  is  necessary  to  break  in  a  new  man  at 
a  cost  of  anywhere  from  twenty-five  to  two  or  three  hundred  dollars. 
Various  abuses  occur  in  the  usual  plant  which  would  not  occur  if  the 
"quits"  were  analyzed  and  the  manager  knew  which  foremen  were  losing 
their  men,  and  why.  I  have  found  foremen  who  had  a  turnover  of  one 
thousand  per  cent  a  year.  High  labor  turnover  can  usually  be  reduced  if 
certain  departments  can  be  shown  how  to  handle  their  labor  or  some  other 
difficulties  done  away  with,  such  as  those  which  come  from  inadequate 
rate  setting. 

7.  Ineffective  Workmanship  and  Faulty  Sales  Policy. 

Study  of  Wastes  Due  to  Interrupted  Production 

1.  Intermittent  Employment  causes  loss  which  has  resulted  in  a  great 
manv  idle  men  in  certain  industries.  In  the  clothing  industry,  the  work- 
ers are  idle  about  thirty-one  per  cent  of  the  time;  shoe  workers  about 
thirty-five  per  cent  of  the  time;  and  the  building  workers,  thirty-seven 
per  cent  of  the  time. 

2.  Idle  Material  is  exceedingly  wasteful  because  of  the  fact  that  when 
you  get  a  lot  of  money  tied  up  in  material,  more  material  than  you  need, 
you  have  to  pay  interest  on  that  money.  That  is  the  trouble  a  lot  of  people 
have  been  getting  into  the  last  few  months.  Industries  have  had  thou- 
sands of  dollars  tied  up  in  materials,  and  when  the  value  of  the  materials 
dropped  the  business  has  had  to  take  a  two  or  three  hundred  thousand 
dollar  loss.  One  concern  recently  went  into  the  matter  of  the  materials 
thev  had  on  hand,  and  found  there  was  $250,000  worth  of  tool  steel  that 
they  did  not  know  they  had.  Another  had  about  $300,000  worth  of  fire 
brick  that  did  not  appear  anywhere  on  their  books.     Of  course,  that  is 
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not  a  bad  thing  for  the  brick  business,  but  it  is  pretty  hard  on  owners  at  a 
time  when  they  can't  get  money  at  the  bank. 

3.  Idle  Plants. — American  industry  is  very  much  overbuilt.  Of 
course  you  realize  that  in  the  clay  business.  The  clothing  factories  are 
about  forty-five  per  cent  overbuilt;  printing  plants  over  fifty;  and  the 
shoe  industry  over  fifty  per  cent. 

Under  Restricted  Production  Wastes 

1.  Closing  of  Plants. — The  owners  get  together  and  shut  down  plants 
to  shut  out  labor  and  decrease  production,  with  the  idea  of  getting  prices 
up. 

2.  Restricted  Output  by  Labor. — We  are  all  familiar  with  the  joke 
about  the  union  plumber  who  always  comes  without  his  tools  and  then 
sends  his  helper  back  for  them.  Of  course,  systematic  soldering  on  a 
large  scale  was  due  recently  largely  to  the  fact  that  during  the  war  labor 
had  things  more  or  less  in  their  own  hands.  Nobody  does  any  more 
work  than  they  have  to  in  this  world,  and  when  there  were  two  jobs  for 
one  man  nobody  did  hardly  any  work  at  all,  because  they  could  go  across 
the  street  and  get  a  job  which  was  probably  better  and  easier. 

3.  Wastes  Due  to  111  Health  of  Workmen. — The  economic  loss  from 
preventable  disease  is  estimated  at  one  billion  dollars  a  year.  The 
economic  loss  in  1919  alone  from  industrial  accidents  amounted  to 
$853,000,000. 

The  remedies  for  the  wastes  we  have  enumerated  are  to  a  large  degree 
disclosed  by  the  statement  of  the  wastes  themselves.  Of  course,  in  the 
"first  place,  more  effective  management  is  demanded.  I  am  not  going  into 
that  because  we  have  plenty  of  literature  on  effective  management.  Since 
1910  the  market  has  been  flooded  with  books  on  how  to  run  your  business, 
all  the  way  from  building  your  factory  up  through  sales  and  financing. 
That  of  course  is  the  result  of  the  demand  for  more  exact  methods  of 
management. 

Co-operation  of  Labor  Required 

Standards  of  work  were  recommended  by  the  Committee.  It  is  a  rather 
curious  thing  that  we  should  pay  a  workman,  as  we  do  under  the  day  work 
system,  an  exact  amount  of  money  which  is  measurable  and  then  not 
measure  the  work  which  he  does  for  that  amount  of  money.  If  you  turn 
the  thing,  around  the  other  way,  and  say  to  labor,  "We  will  expect  you 
to  do  a  definite  amount  of  work,  and  we  will  give  you  a  piece  of  money," 
and  then  not  specify  the  size  of  the  piece  of  money,  we  would  have  a  terrible 
howl  from  labor.  Yet  today  labor  says:  "You  give  five  dollars  a  day, 
and  I  will  give  you  an  indefinite  amount  of  work"  and  manufacturer- 
have  been  standing  for  it.     It  is  a  ridiculous  situation. 
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To  get  away  from  this  sort  of  thing  piece  rates  were  invented.  The 
difficulty  with  this  has  been  that  up  until  the  last  few  years,  piece  rates 
were  set  very  largely  by  bargaining.  A  man  would  say,  "I  think  I  can 
make  five  boxes  a  day,"  and  the  boss  would  say,  "You  are  crazy,  you 
ought  to  make  ten,"  and  they  would  fight  it  out  until  finally  the  man  would 
say,  "Well,  I  will  make  seven,"  and  seven  it  would  be;  when,  as  a  matter 
of  fact  he  could  make  fifteen  if  everything  possible  were  done  by  the 
management  to  help  him. 

Scientific   Standards   of  Labor 

In  the  garment  industry  in  Cleveland,  about  two  years  ago  the  labor 
unions  put  up  half  the  money,  while  the  manufacturers  put  up  the  other 
half  of  the  money,  to  engage  a  firm  of  industrial  engineers  to  set  standards 
as  to  how  many  garments  should  be  made  by  one  person  per  day.  I  was 
told  in  England  last  year  by  a  labor  leader  that  there  would  undoubtedly  be 
no  objection  to  scientific  management  in  the  plants  of  England,  if  labor 
paid  for  the  work. 

This  matter  of  co-operation  between  labor  and  capital  is  discussed  a  good 
deal.  Their  interests  of  course  are  different.  Labor  wants  to  get  all  it 
can,  and  the  boss  wants  to  get  the  work  done  as  cheaply  as  possible. 
I  feel  that  Secretary  of  Labor  Wilson's  analysis  of  the  thing  is  the  real  way 
to  work  it  out — labor  to  produce  all  it  can,  and  then  after  the  production 
has  occurred,  to  sit  down  at  a  table  and  figure  it  out  as  scientifically  as 
possible  with  the  employer,  as  to  what  share  should  go  to  labor  and  what 
to  capital.  It  is  needless  to  say  if  nobody  produces  anything  there  is 
nothing  to  divide.  The  need  of  public  interest  in  such  matters  is  very 
great. 

One  of  the  things  that  gave  the  Committee  a  good  deal  of  publicity  was 
their  recommendation  that  there  be  fewer  style  changes.  I  think  the 
turnover  in  women's  garments  is  three  and  a  half  a  year,  and  in  men's 
clothes  two  and  a  half  times  a  year.  That  means  men  buy  one  suit  for 
winter,  and  another  suit  for  summer,  and  that  there  are  enough  dudes 
that  buy  spring  and  fall  suits  to  make  up  the  other  half  turnover.  The 
women  are  more  stylish  and  they  buy  a  winter  suit,  a  summer  suit,  and  a 
spring  suit,  and  half  a  fall  suit.  That  sort  of  business  is  terribly  expensive, 
as  you  who  are  married  know.  What  we  really  ought  to  learn  in  America, 
is  to  buy  on  a  basis  of  cost  per  year;  I  had  luncheon  this  noon  with  a  man 
who  is  a  good  deal  of  a  student  of  affairs.  He  showed  me  a  pair  of  shoes 
he  had  on,  and  said  that  he  had  paid  $6.00  for  them  five  years  ago.  That 
figures  a  little  over  a  dollar  per  year.  I  don't  know  how  many  people 
figure  their  shoes  that  way,  but  such  things  should  be  figured.  It  is  quite 
common  to  see  in  advertisements  in  English  periodicals  a  letter  something 
like  this:  "I  am  returning  herewith  the  rainproof  coat  bought  from  you 
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fifteen  years  ago  to  be  re-proofed."  None  of  us  do  that  sort  of  thing  in 
this  country.  Try,  for  instance,  to  get  your  wife  to  buy  a  durable  hat, 
and  see  what  happens.  Cost  to  the  consumer  per  year  is  a  slogan  that  has 
already  been  adopted  by  the  Building  Brick  people. 

Trade  associations  can  do  a  great  deal  of  good,  and  the  necessity  for 
standardization  hardly  needs  discussion.  National  statistical  service 
is  necessary.  There  are  so  many  manufacturers  that  are  rushing  things 
to  the  same  market,  "carrying  coals  to  Newcastle,"  without  a  real  knowl- 
edge of  where  the  things  are  needed,  and  of  where  the  market  is  flooded. 

Principles  of  adjustment  for  labor  disputes  should  be  laid  down.  There 
is  something  that  the  Government  has  attempted  from  time  to  time  but 
the  condition  in  this  country  is  that  labor  unions  are  so  new  and  so  much 
disliked  by  the  employers  that  as  soon  as  union  labor  and  the  employer  get 
together  there  is  immediately  a  fight.  Judge  Taft  said  at  the  University 
Club  in  St.  Louis,  that  when  he  was  sitting  on  the  Labor  Board  during 
the  war,  they  couldn't  accomplish  anything  during  the  first  three  months 
because  labor  and  capital  spent  all  of  that  time  telling  the  Board  the  dirty 
tricks  the  other  side  had  been  playing  on  them.  Abroad  they  have  been 
through  the  fight  longer,  and  unions  know  what  they  can  expect  to  get. 
However,  even  when  they  have  brought  in  a  new  union  like  the  Clerks' 
Union,  they  have  about  what  we  have  in  this  country,  because  the  newly 
made  union  man  thinks  he  ought  to  ride  in  the  limousine  and  the  boss 
ought  to  walk,  and  until  he  finds  out  the  relation  of  things  in  general  he 
has  rather  a  bad  time  of  it. 

Necessity  for  a  public  health  policy  goes  without  saying,  and  industrial 
rehabilitation  work  is  very  necessary.  Certain  industries  have  been  em- 
ploying the  blind  and  the  deaf  and  dumb,  and  it  is  surprising  the  number 
of  people  who  are  defective  who  can  be  used  in  certain  sorts  of  work. 

Necessity  of  Elimination  of  Waste 

There  is  a  certain  pleasure  in  being  wasteful  and  inefficient  We  are 
all  familiar  with  the  oil-county  Johnny  who  goes  down  to  New  York  and 
lights  cigarettes  with  twenty  dollar  bills.  There  seems  to  be  a  sort  of 
satisfaction  in  waste  for  certain  people,  but  it  is  something  we  cannot  afford. 
The  statement  is  made  in  the  study  of  waste  in  industry  that  American 
industry,  as  a  whole,  is  much  more  efficient  than  European  industry.  That 
may  be  so,  but  at  the  same  time  we  gave  away  during  the  war  all  the  best 
methods  in  America,  when  they  were  put  at  the  service  of  European 
industries.  An  Englishman  who  had  dinner  with  me  the  other  night  who 
had  been  in  contact  with  the  firing  line  of  the  sales  forces  of  the  biggest 
industries  of  all  Europe,  said  that  every  nation  in  Europe  was  getting  ready 
for  the  race  for  world's  trade ;  that  they  were  like  a  lot  of  racers  on  the  track 
waiting  for  the  pistol  to  go  off,  but  that  singularly  enough  America  didn't 
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seem  to  know  there  was  a  race  on  at  all.  The  necessity  for  getting  ready 
for  world  competition  is  that  you  have  to  ship  goods  abroad,  or  else 
there  is  a  kind  of  competition  that  is  very  damaging  to  industry  with  plants 
working  at  part  capacity.  The  best  information  I  have  been  able  to  get 
on  the  subject  is  that  ten  per  cent  of  our  products  must  be  shipped  abroad 
if  our  plants  are  to  be  kept  busy. 

In  competing  with  European  labor,  there  are  two  things  to  be  considered. 
One  of  them  is  the  efficiency  of  European  labor,  and  the  other  is  what  it  is 
paid.  I  will  quote  some  figures,  to  give  you  an  idea  of  what  the  situation 
was  in  1920.  The  United  States  was  paying  a  first-class  machinist  $45.00 
a  week;  England  was  paying  the  same  man  $14.70  a  week;  France,  $8.31 
a  week;  Italy,  $5.47  a  week;  and  Germany  was  paying  him  $4.(38  a  week. 
The  men  in  the  plants  that  I  went  through  in  the  United  States  were 
running  from  four  to  six  automatics  a  piece,  in  England  one  to  three,  in 
France  two  to  three,  in  Italy  one  to  two,  and  in  Germany  from  three  to 
four.  Now,  even  if  we  are  twice  as  efficient  as  they  are  over  there,  the  pay 
in  the  United  States  is  three  to  nine  times  as  much;  so  we  cannot  afford 
these  wastes.  I  had  dinner  with  a  banker  in  New  York  not  long  ago,  and 
he  said  one  of  our  large  cable  companies  wanted  a  cable  laying  ship.  The 
bid  in  the  United  States  on  this  ship  was  $900,000;  the  French  bid  was 
about  $850,000;  the  British  bid  was  slightly  over  a  million;  and  the  Ger- 
man bid  was  $350,000. 

Standardization  of  Materials 

Now,  in  your  own  industry  there  are  great  savings  that  can  be  made 
by  the  standardization  of  materials.  To  too  many  of  the  older  type  of 
manufacturers,  clay  is  clay.  Most  of  you  have  been  troubled  with  the 
farmer  coming  in  with  everything  from  chalk  to  flour,  and  telling  you  it  is 
kaolin.  So  it  has  been  with  a  good  many  of  the  manufacturers:  they  have 
not  tested  and  standardized  their  materials  as  carefully  as  they  should. 
Of  course,  some  of  the  manufacturers  have.  I  know  one  paving  manu- 
facturer, for  instance,  who  keeps  track  of  the  particular  part  of  the  bank 
that  the  shale  comes  from.  At  one  plant  they  had  an  argument  as  to  how 
much  sand  should  go  into  the  brick,  and  they  did  nothing  but  argue  it  for 
two  or  three  years,  and  then  somebody  got  a  bright  idea  and  they  made  up 
brick  containing  no  sand  up  to  sixty  or  seventy  per  cent.  Eventually 
they  found  thirty  per  cent  sand  was  the  best.     That  killed  the  argument. 

Mechanical  handling  in  many  of  the  plants  is  very  much  underdone. 
This  is  especially  true  of  the  raw  materials.  I  remember  about  ten  years 
ago  going  to  see  the  last  word  in  sewer  pipe  factories.  I  was  told  I  would 
see  all  the  latest  improvements.  I  traveled  a  thousand  miles  to  see  this 
plant  and  the  first  thing  I  saw  was  six  men  each  in  a  gondola  car,  shoveling 
clay  out  over  the  fence.     About  twelve  more  colored  gentlemen  were 
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shoveling  it  up  and  wheeling  it  to  the  dry  pans.  That  was  what  I  had 
gone  a  thousand  miles  to  see! 

As  far  as  I  know,  nobody  has  gotten  down  to  brass  tacks  as  to  the  correct 
size  of  kiln  flues  for  the  heavy  sorts  of  clay  ware.  There  have  been  a 
good  many  articles  on  the  sizes  that  are  used,  but  no  one  has  really  gone 
into  the  scientific  principles  of  the  thing.  I  tried  it  once,  and  made  a 
rather  poor  job  of  it,  and  since  that  time  there  have  been  arguments  as 
to  what  is  a  good  kiln;  but  what  really  is  the  most  effective  size  of  the  flue, 
has  not  to  my  knowledge  been  finally  settled. 

I  hired  a  ceramic  engineer  once  and  his  first  job  was  to  take  a  miner's 
lamp  and  go  through  all  the  flues.  Later  on  after  we  got  the  top  coat  off 
these  flues  we  couldn't  see  how  a  man  that  weighed  a  hundred  pounds 
could  have  possibly  gone  through  them.  The  standardization  of  kiln 
flues  is  absolutely  necessary  if  you  are  to  burn  your  product  as  quickly  as 
possible  with  the  least  amount  of  coal. 

The  output  of  a  plant  is  very  often  interfered  with  by  changing  equip- 
ment in  the  midst  of  production  because  there  is  not  enough  of  the  right 
sort  of  clay  in  the  bins,  because  of  break  downs  or  for  some  other  reason 
connected  with  planning  the  work  ahead.  All  this  means  men  standing 
around  and  increased  costs. 

Technical  Control 

Technical  control  is  of  course  very  necessary.  I  think  people  are  pretty 
well  sold  on  pyrometers  now,  but  a  great  many  have  not  taken  the  next 
step,  that  of  making  it  worth  while  to  the  men  who  are  handling  the  kiln 
to  work  to  the  best  advantage.  When  kiln  bottoms  are  standardized 
you  can  set  up  a  burning  schedule  that  can  be  adhered  to  from  hour  to  hour. 
Once  this  is  done  the  firemen  can  be  paid  on  the  basis  of  quality  of  product, 
on  the  basis  of  coal  saved  and  on  the  basis  of  labor  saved.  Where  you  have 
their  interest  tied  in,  you  will  find  wops  who  cannot  speak  English  using  tech- 
nical instruments  in  ways  that  are  almost  unbelievable  until  you  have  tried  it. 

A  good  deal  can  be  said  about  cost  system.  I  remember  one  cost 
system  devised  for  the  clay  business  by  an  expert  accountant  who  had  a 
bright  idea.  He  said,  "Count  only,  the  spoiled  stuff  from  the  kiln;  don't 
bother  to  count  all  the  stuff,  and  you  will  save  a  lot  of  time."  Inasmuch 
as  the  men  who  set  the  kilns  are  generally  paid  on  a  basis  of  how  much 
tonnage  they  put  in,  and  the  men  who  draw  the  kilns  are  paid  on  the  same 
basis,  it  was  to  the  interest  of  both  to  boost  the  figures.  Since  they  get 
blamed  if  they  break  anything,  they  don't  report  much  breakage.  The 
result  was  the  kilns  were  always  running  from  ninety-nine  to  a  hundred 
and  one  per  cent  good  wherever  this  system  was  put  in.  It  is  necessary 
to  know  something  about  the  clay  business  and  about  management  if 
you  are  to  get  anywhere  with  a  cost  system. 
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Organization  is  largely  a  matter  of  managing  so  everybody  knows  just 
what  he  is  responsible  for.  I  have  found  as  many  as  five  different  men 
giving  orders  to  the  Maintenance  Department  in  a  clay  plant.  In  such  a 
case  the  Maintenance  Department  did  the  work  of  the  fellow  who  had  the 
biggest  pull  or  who  made  himself  most  disagreeable,  regardless  of  the 
necessity  for  the  particular  piece  of  work.  The  organization  of  a  good 
many  clay  plants  reminds  me  a  good  deal  of  a  statement  made  by  the  man- 
ager of  a  Sheffield  plant  who  said  they  drew  up  an  organization  chart 
showing  the  lines  of  authority,  and  there  were  so  many  lines  all  of  which 
represented  men  giving  orders  to  the  same  men — that  they  tore  the  whole 
thing  up. 

Administrative  Control 

Finally,  we  have  what  is  known  as  administrative  control,  the  method 
of  determination  of  the  policy  by  which  to  run  the  business.  In  every 
business  there  is  one  man  who  is  an  administrator.  He  is  the  man  who 
makes  up  his  mind  it  is  a  good  thing  to  cut  labor  or  raise  wages,  and  that 
sort  of  thing.  He,  having  made  up  his  mind  as  to  what  policy  should  be 
carried  out,  tells  the  executive  to  go  ahead.  The  executive's  job  is  to  deal 
with  men— to  get  them  to  do  as  efficiently  as  possible  what  they  should  do. 
Administrative  control  deals  with  budgeting  expenditures,  financial 
forecasting  and  the  like.  You  will  find  it  fully  explained  in  the  May 
issue  of  Administration  published  by  the  Ronald  Press  of  New  York. 

The  annual  saving  due  to  the  elimination  of  waste  in  one  clay  plant 
was  as  follows:  on  raw  material  handling  was  $8,000;  on  grinding  and 
tempering  $6300 ;  and  in  the  machine  room  $15,000.  Machine  break  downs 
were  reduced  58%.  The  saving  in  burning  amounted  to  $14,355;  the 
saving  of  coal  was  $39,392.  Production  was  increased  48%.  Demurrage 
reduced  68%.  The  excess  men  used  were  reduced  from  fifty  to  twenty- 
nine  per  day.  Labor  turnover  was  reduced  55%.  Complete  costs  were 
furnished  on  the  seventh  of  the  month  instead  of  the  eighteenth  to  the 
thirtieth.  Altogether  the  total  annual  saving  amounted  to  something  like 
$180,000  a  year  without  counting  the  profit  on  the  increased  output. 
That  sort  of  thing  is  worth  considering. 

I  have  attempted  to  give  you  a  little  idea  of  the  systematic  work  that 
has  been  done  by  the  Committee  on  Waste  in  Industry.  My  feeling  is 
that  the  members  of  the  American  Ceramic  Society  are  in  a  position  to  do 
more  to  eliminate  waste  in  their  own  industry  than  any  one  else.  What 
happens  will  rest  very  largely  on  how  much  the  members  of  this  Society 
interest  themselves  in  the  economic  and  financial  aspects  of  the  business. 
Gentlemen,  it  is  up  to  you. 

C.  E.  Knoepple  and  Co. 
New  York  City 


USE  OF  FORCED  DRAFT  FOR  TERRA  COTTA  KILNS1 

By  John  h.  Carruthers 
ABSTRACT 
Application  of  forced  draft  system  to  terra  cotta  kilns  is  described.     Special  features 
are  (1)  type  of  grate  used,  (2)  overhead  air  flues,  and  (3)  use  of  cheap  slack  coal. 

Advantages  over  natural  draft  system  formerly  used  are  (1)  a  net  saving  of  about 
20%  in  burning  costs,  (2)  better  control  of  combustion  gases  and  kiln  temperatures, 
and  (3)  uses  less  skilled  labor  for  firing. 

The  purpose  of  this  paper  is  to  give  a  description  of  a  forced  draft  system 
that  has  been  successfully  applied  to  periodic  muffle  kilns  such  as  are  used 
for  firing  architectural  terra  cotta.  Incidentally,  this  system  has  been 
applied  to  round  down-draft  brick  kilns,  with  very  good  results.  No 
attempt  is  made  to  discuss  the  advantages  or  disadvantages  of  forced 
draft  as  compared  with  either  natural  or  mechanically  induced  draft. 

The  terra  cotta  kilns  on  which  the  forced  draft  system  has  been  installed 
are  of  the  up-draft  and  down-draft  muffle  type,  varying  in  size  from  9  to 
23  feet  in  diameter.  No  changes  have  been  made  in  the  design  of  the 
kilns  in  applying  this  system. 

Formerly  a  combination  inclined  and  horizontal  grate  bar  furnace  was 
used.  The  new  grates  are  placed  at  the  level  of  the  old  horizontal  bars. 
The  old  fire  and  ash  door  openings  have  been  changed  to  meet  the  require- 
ments of  the  new  fire  door,  and  this  is  the  only  change  made  in  the  struc- 
ture of  the  kiln. 

The  principal  feature  of  the  new  system  is  the  grate,  which  consists  of  a 
3/i6"  sheet  iron  box  and  a  cast  iron  plate,  typical  details  being  shown  in 
Fig.  1.  All  joints  of  the  box  are  welded.  The  grate  plate  is  made  in  two 
pieces,  with  a  ship  lap  at  the  joint.  Doing  this,  allows  a  cracked  or  burned 
end  of  a  plate  to  be  replaced  without  using  an  entire  new  plate.  The  life 
of  the  front  half  of  the  grate  plate  is  generally  longer  because  part  of  it 
acts  as  a  coking  table  and  is  not  subjected  to  the  intense  heat  of  the  rear 
of  the  furnace.  The  cone-shaped  part  of  the  air  holes  is  provided  in  the 
casting,  the  remainder  of  each  hole  being  drilled  to  the  size  needed  for  the 
particular  kiln  in  which  the  plates  are  to  be  used.  The  weight  of  the  plate 
and  the  style  of  joint  between  the  box  and  plate  are  sufficient  to  hold  the 
latter  in  place  and  to  prevent  appreciable  air  leakage  at  the  joint.  The 
air  passing  under  and  through  the  plates  keeps  them  relatively  cool  and 
thus  lengthens  their  life.  With  a  few  exceptions,  the  original  plates  in- 
stalled eighteen  months  ago  are  still  in  good  condition  and  from  all  appear- 
ances will  last  for  some  time. 

The  grate  box  is  connected  to  the  air  flues  by  a  4-inch  tee  and  nipple, 
the  latter  being  welded  to  the  box  (Fig.  2).     The  little  ash  that  falls  through 
the  air  holes  into  the  grate  box  is  raked  out  through  the  tee.     The  plug 
1  Read  before  Terra  Cotta  Division,  St.   Louis  Meeting,   February  28,    1922. 
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in  the  tee  should  be  taken  out  in  case  the  blower  is  stopped  while  the  kiln 
is  under  fire  or  when  firing  is  finished.  If  this  is  not  done,  an  explosion 
may  take  place  in  the  grate  boxes  and  the  air  flues.  Such  an  explosion 
is  caused  by  the  ignition  of  unburned  gases  that  are  pulled  into  the  grate 
box  and  flues  by  a  back  draft  that  is  created  with  an  overhead  flue  system 
when  the  air  pressure  has  been  eliminated.  Closing  the  draft  valves 
checks  this  back  draft  and  removing  the  plugs  allows  a  natural  draft  of 
low  intensity,  due  to  small  grate  openings,  to  be  created.  This  procedure 
eliminates  the  danger  of  an  explosion  and  also  keeps  the  grate  plates  from 
getting  too  hot. 


DETAILS  OF  GRATE  BOX 
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ALL     JOINTS     WELDED 


Fig.  1. 

Fig.  2  also  shows  the  type  of  door  used  and  the  method  of  hanging 
it  on  the  kiln.  The  door  is  a  thin  cast  iron  box  in  which  is  placed  a  fire 
clay  slab,  held  in  place  by  means  of  set  screws  through  the  top  and  one  side 
of  the  casting.  This  method  of  securing  the  slab  in  the  frame  eliminates 
cracks  that  would  occur  if  bolts  were  put  through  the  face  of  the  slab. 
In  case  the  slab  does  crack,  the  set  screws  can  be  tightened  and  the  pieces 
will  remain  in  place. 
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The  draft  is  furnished  by  a  No.  6  volume  blower  driven  by  a  5  H.P. 
motor.  The  intensity  of  the  draft  is  controlled  by  a  gate  valve  in  the  air 
pipe  to  each  grate.  Thickness  of  the  fuel  bed  is  also  used  to  regulate  burn- 
ing conditions. 

Fig.  3  shows  a  typical  installation  of  the  overhead  air  flue  system  on 
two  of  the  kilns.     The  flues  are  made  of  22  ga.  galvanized  iron.     All  joints 

DETAILS  OF  GRATE  PLATE 


Fig.  la. 
were  crimped,  wrapped  with  cloth,  and  a  coat  of  shellac  applied  to  make 
them  air  tight.  In  the  installation  shown,  the  motor  and  blower  are  above 
the  kilns.  For  the  other  kilns,  a  blower  and  motor  are  mounted  on  a 
platform  and  transferred  from  kiln  to  kiln  as  needed  by  means  of  a  jacklif t 
truck.  Electrical  connections  are  provided  at  each  kiln.  The  use  of  small 
units  requires  less  power  than  if  a  central  blower  house  was  maintained 
Long  flue  systems  with  loss  of  draft  due  to  excessive  friction,  and  hah 
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loaded  blower  equipment,  that  would  occur  at  times,  are  eliminated. 
Placing  the  air  flues  above  ground  has  eliminated  the  troubles  ordinarily 
found  with  underground  flues,  such  as  water,  and  leaks  that  are  hard  to 
locate  The  overhead  system  is  less  expensive  to  install  than  an  under- 
ground one  and  can  be  more  readily  repaired  should  leaks  occur. 


Fig.  2. 

With  the  old  type  of  furnace,  a  certain  high  grade  of  bituminous  lump 
coal  was  necessary  to  secure  good  results  from  the  firing  operation.  This 
coal  had  to  be  forked  before  using,  the  resultant  slack  being  used  as  boiler 
coal  in  place  of  cheap  lignite  slack,  thus  increasing  the  cost  of  kiln  and 
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boiler  firing.     Practically  all  grades  of  bituminous  slack  coal  have  been 
successfully  used  with  the  forced  draft  system.     Slack  coal  has  a  much 


lower   mine  price,  lower  freight  rate,  costs  less  to  handle  and  store,  and 
makes  the  labor  of  kiln  firing  easier,  when  compared  with  lump  coal. 


4.14  CARKUTHERS 

For  several  reasons,  it  was  considered  advisable  to  lengthen  the  firing  period 
about  the  time  of  the  installation  of  the  forced  draft  system,  consequently 
the  amount  of  coal  per  kiln  or  ton  of  ware  has  been  somewhat  increased. 
However,  the  firing  period  and  coal  consumption  could  be  reduced  with 
forced  draft  and  still  obtain  a  reasonable  amount  of  good  ware.  Consider- 
ing the  initial  cost  of  the  coal,  freight,  handling,  storing,  and  increased 
fuel  consumption,  the  use  of  slack  coal  by  means  of  the  forced  draft  has 
cut  the  fuel  bill  almost  in  half,  tonnage  of  ware  being  the  same. 

Forced  draft  has  reduced  the  amount  of  ash,  unburned  fuel,  and  clinkers 
which  were  found  with  the  natural  draft  system.  Very  little  clinker  is 
found  along  the  walls  because  of  the  thin  fuel  bed  maintained,  with  a 
consequent  increase  in  the  life  of  the  furnace  lining.  Due  to  the  high  tem- 
perature in  the  furnace  and  the  fine  ash  blown  from  the  fuel  bed  by  the 
forced  draft,  the  walls  are  coated  with  a  slag.  This  slag  has  formed  a 
smooth  coat  over  the  furnace  lining  and  the  lower  parts  of  the  muffle. 
Observation  to  date  shows  that  this  slag  coat  has  had  little  effect  upon 
the  life  of  the  furnace  "or  muffle  linings. 

The  forced  draft  system  has  made  it  much  easier  to  maintain  even  tem- 
peratures in  all  parts  of  the  kiln  during  the  firing  period.  The  type 
of  labor  required  for  firing  does  not  have  to  be  of  the  same  high  class  that 
was  necessary  when  using  natural  draft,  hence  the  relative  cost  of  labor 
per  hour  has  been  reduced.  A  fairly  thin  fuel  bed  is  maintained  to  secure 
the  best  results,  which  necessitates  more  frequent  firing.  The  labor  of 
firing  has  been  made  easier,  though  more  constant,  by  using  slack  coal. 

The  costs  of  this  system,  excluding  installation,  not  found  when  natural 
draft  was  used,  are  power,  maintenance,  and  depreciation  of  mechanical 
equipment,  and  an  increase  in  the  total  labor  cost  due  to  the  lengthening 
of  the  firing  period.  These  are  more  than  offset  by  the  saving  in  the  fuel 
so  that  a  net  saving  of  about  20  per  cent,  in  the  burning  costs  has  been 
secured  through  the  replacement  of  natural  draft  by  forced  draft. 

Denver  Terra  Cotta  Co. 
Denver,  Colo. 


STABILITY  AND  DESIGN  OF  A  KILN  STACK 

By  T.  W.  Garve1 
ABSTRACT 

Introduction. — It  points  out  the  advantages  and  disadvantages  of  stack  draft 
compared  with  fan  draft  and  the  necessary  calculations  for  stability.  It  discusses  the 
merits  of  the  various  cross-sections  and  the  difference  in  stability  of  round,  octagon 
and  square  stacks.     (Fig.  1.) 

Theoretical  Consideration. — Calculations  on  dead  weight  and  wind  pressure  are 
made  on  an  average  sized  periodic  kiln  stack  and  the  conclusion  is  reached  that  it  is 
necessary  to  figure  each  stack  section  as  a  beam,  fastened  to  one  end,  for  compression 
and  tension.     (Figs.  2,  3,  4,  5.) 

Practical  Requirements. — A  number  of  essential  practical  pointers  are  given  for 
designing  or  building  stacks,  all  fully  illustrated  in  Figs.  6,  7,  8,  9. 

Introduction 

The  advantages  and  disadvantages  of  a  stack  compared  with  a  fan  are 
as  follows: 
Advantages : 

1.  Draft  always  available,  not  depending  upon  any  source  of  gen- 
erated  power. 

2.  Practically  no  upkeep. 

3.  No  power  consumption,  wear  and  tear. 

4.  Needs  hardly  any  attention,  hence  saving  of  labor. 

5.  No  danger  of  overheating. 

0.  No  destruction  in  case  of  fire. 
Disadvantages : 

1.  Influenced  by  weather. 

2.  Draft  limitations  and  limitations  of  control  to  a  certain  extent. 

3.  Exposed  to  the   destructive   elements   of   nature. 

Fans  are  usually  connected  to  continuous  kilns  and  stacks  to  periodic 
kilns. 

A  proper  kiln  stack  should  answer  theoretical  considerations  and  fulfill 
practical  requirements,  yet  there  are  many  kiln  stacks  in  existence  which 
answer  neither  condition. 

As  regards  draft  conditions  and  temperature,  size  and  height  of  stack, 
we  refer  to  Lovejoy's  "Burning  Clay  Wares."2 

However,  a  stack  also  must  be  strong  enough  to  withstand  all  destructive 
agencies,  yet  not  so  heavy  that  material  and  money  are  wasted. 

A  stack  must:  First,  carry  its  own  weight,  and  foundation  and  soil 
must  safely  carry  the  weight  Of  the  whole  stack.  Second,  the  wind  pres- 
sure, acting  upon  the  bottom  of  the  stack  column,  foundation  and  soil, 

1  Read  before  the  Heavy  Clay  Products  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 

2  T.  A.  Randall  &  Co.,  Publishers,  1920. 
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must  safely  be  withstood.     Third,  the  stack  column  itself  in  its  varying 
cross-sections  must  be  safe  against  breaking  due  to  wind  pressure. 

Stacks  are  built  square,  circular,  and  octagon,  but  kiln  stacks  are  usually 
built  square.     Kiln  stacks  are  built  single,   double  and  quadruple.     A 
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Fig.  1. 


quadruple  stack,  of  course,  is  cheaper  than  four  single  stacks,  but  it  is 
necessary  to  carry  the  partition  to  the  top  of  the  stack.  The  cross-section  of 
each  stack  flue  (see  Fig.  1),  whether  a  square  or  a  rectangle  or  a  triangle 
or  a  circle  or  a  semi-circle  or  a  segment  or  an  octagon,  must  correspond 
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to  the  size  of  the  outlet  required  to  carry  out  the  gases,  taking  into  consid- 
eration the  friction  of  the  gases  along  the  sides  varying  with  the  shape  of 
the  flue  and  the  length  of  its  circumference. 

The  most  economical  cross-section  is  the  circle,  being  shorter  than  the 
square,  rectangle,  triangle,  or  any  other  figure  to  circumscribe  the  same 
area.  In  addition  to  this,  there  is  a  greater  frictional  loss  at  the  corners 
of  a  square  and  rectangle  and  especially  triangle,  hence  these  cross-sections 
must  be  made  correspondingly  larger  in  order  to  receive  the  same  pull. 
The  square  cross-section  comes  next  to  the  circular,  and  most  kiln  stacks 
are  square. 

Referring  to  the  elevation  of  the  stack  column,  a  square  stack  offers 
a  greater  surface  of  resistance  to  the  wind  than  a  circular  stack,  hence  should 
be  made  correspondingly  stronger.  If  we  call  the  effective  wind  surface 
of  a  square  stack  100  per  cent,  the  effective  wind  surface  of  an  octagon 
stack  will  be  70  per  cent  and  of  a  circular  stack  67  per  cent,  which  is  about 
two  thirds  of  a  square  stack.  Hence  if  we  assume  in  our  calculations  a 
wind  pressure  of  30  pounds  per  square  foot  for  a  square  stack,  we  need  to 
figure  but  20  pounds  for  a  circular  stack  in  reference  to  the  projected  area 
exposed  to  the  wind. 

Theoretical  Considerations 

1.  Safety  against  Crushing  of  Bottom  Course,  Concrete  and  Soil.— For 
our  theoretical  considerations  let  us  assume  an  average  stack  as  shown 
in  Fig.  2. 

The  total  weight  of  the  brickwork  (without  the  lining)  figures  96,000 
pounds.  The  cross-section  of  the  botton  course,  of  brick  measures  28.75 
square  feet,  which  will  give  a  pressure  of  3340  pounds  per  square  foot,  an 
amount  very  far  below  the  allowable  compression  of  brickwork  and  con- 
crete. 

The  crushing  strength  of  good  brickwork  with  proper  mortar  and  also 
of  concrete  is  in  the  neighborhood  of  3000  pounds  per  square  inch,  or  an 
allowable  safe  load  of  600  pounds  per  square  inch  (with  a  factor  of  safety 
of  five),  equal  to  a  safe  load  of  about  86,000  pounds  per  square  foot. 

Of  course,  the  concrete  slab  should  be  heavy  enough  to  distribute  the 
weight  over  the  soil  without  cracking  or  breaking.  A  two  foot  slab  is 
heavy  enough  for  any  ordinary  single  or  double  kiln  stack. 

Upon  the  soil  below  the  concrete  slab  we  have  a  total  weight  (stack  plus 
lining  plus  slab)  of  about  136,000  pounds  or  68  tons. 

Since  the  concrete  slab  measures  56  square  feet,  the  above  weight  will 
exert  a  pressure  of  1 .2  tons  per  square  foot  which  is  safe  for  any  soil.  The 
allowable  bearing  values  of  soils  from  clay  to  rock  vary  from  2  tons  to  20 
tons  per  square  foot;  these  values  can  be  found  in  any  engineering  hand 
book. 
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2.  Safety  at  Base  against  Overturning  Due  to  Wind  Pressure  (Fig.  2). 
— We  will  consider  the  stack  as  an  upright  column,  neglecting  the  lining 
and  the  earth  below  ground  since  the  lining  should  be  independent  and 
would  add  but  very  little  to  the  stability  of  the  stack  and  the  earth  may 
be  removed  during  the  construction  of  the  stack. 

The  effective  wind  area  above  ground  is  248  square  feet.  Taking  a  wind 
pressure  of  30  pounds  per  square  foot,  we  have  a  total  wind  pressure  of 
7440  pounds.  This  should  be  concentrated  at  the  center  of  gravity  of  the 
total  stack  in  reference  to  the  bottom,  hence  in  our  case  at  a  distance  of 
17.4  feet  from  the  bottom.  The  wind  moment  or  overturning  moment 
then  is  7440  times  17.4  equal  to  129,456  foot  pounds,  and  the  resisting 
moment  113,000  times  3.75  (weight  of  stack  without  lining  times  distance 
from  center  to  outer  edge  of  foundation)  equal  to  423,750  foot  pounds, 
exceeding  the  overturning  moment  nearly  3.3  times. 

A  wind  pressure  of  7440  pounds  and  a  stack  weight  of  113,000  pounds 
(stack  without  lining)  are  graphically  shown  in  Fig.  2  with  a  resultant  but 
very  slightly  in  excess  of  113,000  (stack  weight),  hence  we  see  that  in  our 
case  the  influence  of  the  wind  upon  the  base  is  negligible. 

3.  Safety  of  Stack  Column  against  Breaking. — In  order  to  investigate 
the  strength  and  safety  of  the  stack  column,  it  is  best  to  take  the  bottom 
of  each  section.  The  different  sections,  marked  1-1,  2-2,  3-3,  in  Fig.  2, 
have  been  redrawn  in  Fig.  3,  showing  the  forces  acting  upon  each  section. 

Section  1-1. — The  effective  wind  area  is  75  square  feet  and  the  wind 
pressure  2250  pounds  acting  in  the  center  of  gravity  of  this  section.  Hence 
the  overturning  moment  is  2250  times  7.8  equal  to  17,550  foot  pounds. 

The  resisting  moment  is  the  weight  times  its  lever  arm  or  12,800  pounds 
times  2.5  feet  equal  to  32,000  foot  pounds. 

We  see  that  the  resisting  moment  is  1.8  times  larger  than  the  overturn- 
ing moment. 

Section  2-2. — The  effective  wind  area  above  this  section  is  210  square 
feet  and  the  wind  pressure  210  times  30  or  6300  pounds  acting  in  the 
center  of  gravity  of  the  total.  Hence  the  overturning  moment  is  6300 
times  16  equal  to  100,800  foot  pounds.  The  resisting  moment  is  58,000 
times  3,  equal  to  174,000  foot  pounds,  being  1.7  times  larger  than  the 
overturning  moment. 

Section  3-3. — The  effective  wind  area  is  246  square  feet  and  the  wind 
pressure  7380  pounds,  resulting  in  an  overturning  moment  of  7380  times 
17.9  or  132,100  foot  pounds. 

The  resisting  moment  is  75,000  times  3  or  225,000  foot  pounds,  being  1.7 
times  larger  than  the  overturning  moment. 

We  have  seen  that  a  kiln  stack,  so  far,  seems  to  be  a  very  safe  proposition 
in  regard  to  stability.  A  kiln  stack  is  very  different  from  a  power  stack. 
In  the  first  place  it  is  usually  a  good  deal  lower  than  a  power  stack,  and  in 
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Fig.  3. 
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the  second  place  the  base  or  foundation  has  to  be  comparatively  large  to 
accommodate  the  underground  draft  flues  and  the  additional  brickwork 
around  the  flue  intakes. 

However,  the  above  calculations  do  not  take  into  consideration  the  thick- 
ness of  the  walls  for  the  various  sections,  hence  it  will  be  necessary  to 
figure  the  stack  sections  for  compression  and  tension  like  ordinary  beams, 
fastened  at  one  end. 
If  we  call 

P,    weight  of  stack  or  stack  section 
A,    area  of  cross-section 
M,  bending  moment 
5,     section  modulus  of  cross-section 
we  get  for  the  fiber  stress  per  square  foot  the  expression 
P       M 
A*=S 

where  plus  stands  for  half  of  stack  column  opposite  the  wind,  and  minus 
for  half  of  stack  column  facing  the  wind. 
All  the  calculations  are  in  pounds  and  feet. 
Hence  we  have: 
Section  1-1   (see  Fig.  4) 
P    =  12,800 
A    =  6.3 
M  =  2250  X  7.8  =  17,550 

5.14-4.444 

5  =       R  v  .  -,       =  9.4 
6  X  5.1 


/=   " 


or 


/  = 


(Section  Modulus  from  any  engineering  handbook.) 
12,800       17,550 


6.3  9.4 

=  2032  ±  1S67 

=  3899  pounds  per  square  foot  for  side  opposite  wind 
=  165  pounds  per  square  foot  for  side  facing  the  wind. 
Section  2-2  (see  Fig.  4) 
P    =  58,000 
A    =  10.9 

M   =  6300  X  16  =  100,800 
64-4.74 

5  =  -^xir  =  22-4 


or 


_  WJOO       100,800 
•'  ~     10.9    *     22.4 
=  5322  ±  4500 

=  9S22  pounds  per  square  foot  for  side  opposite  wind 
=  822  pounds  per  square  foot  for  side  facing  wind. 
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Section  3-3  (see  Fig.  4). 


p 

= 

75,000 

A 

= 

20 

M 

= 

7380  X  1 

7.9  =  132 

K 

■) 

S 

t 

29 

75,000 

-t- 

132,102 

or 


'      _       20  29  ' 

=  3750  =*=  4555 

=  8305  pounds  per  square  foot  for  side  opposite  wind 
=  —SOS  pounds  per  square  foot  for  side  facing  wind,  being  tension. 
These  calculations  bring  out  the  fact  that  practically  all  sections  are 
very  safe  with  the  exception  of  the  last  section  3—3  where  it  faces  the  wind. 
Since  the  wind  may  blow  from  any  direction,  it  is  advisable  to  strengthen 
this  section  all  around  at  the  bottom  by  running  the  16-inch  wall  a  few 
courses  higher  and  stepping  down  to  a  12-inch  wall,  as  shown  in  Fig.  5. 


-5.1"- 


^" 


/^/an^Jccf/on  /-/  f*/a  n  Sec  f/on  2-  2  fflanScc  fro  n  3~3 

Fig.  4. 


Refiguring  this  section  now  with  the  above  correction,  we  get  for: 
Section  3-3  (see  Fig.  5). 

6.754  -  44 

=  57 


5 


/ 


6X  6 


3750 


132,102 


57 

=  3750  ±  2317 

=  6067  pounds  per  square  foot  for  side  opposite  wind 
=  1433  pounds  per  square  foot  for  side  facing  wind. 
While  small  tension  values  perhaps  cannot  always  be  avoided  in  stack 
design,  yet  a  correction  and  hence  safeguarding  can  easily  be  introduced  as 
illustrated  above. 

It  is  necessary  to  make  calculations  referring  to  the  thickness  of  the  wall 
of  each  section,  and  it  is  evident  that  no  other  calculation  can  be  considered 
conclusive  as  regards  stability  of  stack. 
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Practical  Requirements 

For  pointing  out  the  practical 
requirements  we  refer  to  Figs.  6  and  7. 
In  Fig.  6  we  have  a  double  and  in 
Fig.  7  a  single  stack,  both  being 
dampered  with  cold  air  instead  of  a 
sliding  gate  which  is  of  short  life, 
mostly  leaks  and  seldom  works.  The 
stack  Fig.  7  is  shown  tapered  while 
the  one  in  Fig.  6  has  perpendicular 
walls  which  sometimes  can  be  built 
quicker  with  inexperienced  brick- 
layers in  tapered  work. 

A  concrete  slab  at  the  bottom  of  the 
stack  is  a  good  feature  to  distribute 
the  weight  uniformly  over  the  soil  and 
to  insure  uniform  settle.  However, 
care  must  be  taken  to  properly  protect 
the  concrete  against  the  heat  from 
the  flue  to  prevent  its  cracking  and 
disintegration. 

It  is  absolutely  necessary  to  leave 
an  expansion  joint,  as  shown,  between 
the  end  of  the  main  draft  flue  from 
the  kiln  and  the  stack. 

The  main  draft  flue  will  naturally 
be  low  on  account  of  the  kiln  bottom, 
and  it  is  advisable  to  step  up  at  the 
outside  of  the  kiln,  as  shown,  and 
place  the  entrance  to  the  stack  just 
below  ground.  Outside  of  the  small 
saving  in  excavation,  it  will  enable 
better  access  of  the  outside  air  for 
dampering  or  cheeking  the  draft,  and 
also  for  cooling  the  kiln  after  the 
burn. 

It      is      necessary      to 
strengthen  the  lower  part  of  the  stack 
sideways  of  the  flue  inlets,  as  shown 
on  plan. 

Instead  of  placing  the  cold  air  inlet 
over  the  flue  as  shown,  it  can  also  be 
placed  in   the   bottom  of   the  stack 
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above  ground,  on  any  side  of  the  stack 
except  the  one  facing  the  kiln.  Then 
we  can  place  the  stack  closer  to  the 
kiln  to  give  more  room  for  coaling. 
Such  an  opening  could  also  be  used 
for  an  auxiliary  furnace  for  getting 
draft  in  starting  up  or  watersmoking. 
However  the  damper  for  such  an 
opening  could  not  be  as  simple  and 
positive  as  the  plate  above  the  flue 
opening  shown,  and  the  stack  would 
naturally  be  weakened  here  unless  the 
opening  is  kept  narrow  or  the  cross- 
section  is  strengthened  accordingly. 

We  see  the  fire-brick  lining  resting 
on  solid  foundation,  independent  of 
the  outer  wall  and  carried  to  the  top  of 
the  stack.  The  lining  is  supported 
by  bricks  projecting  out  from  the 
outer  wall,  two  at  the  corner  above 
each  other,  as  shown  in  Fig.  S.  In 
order  to  make  sure  that  the  expan- 
sion of  the  lining  will  not  affect  the 
outer  brickwork,  these  projections  can 
be  staggered,  in  other  words  they  go 
around  the  stack  in  form  of  a  spiral 
and  are  never  opposite  one  another. 
The  main  expansion  of  the  lining, 
however,  is  upward  and  if  the  coping 
projects  into  the  stack,  there  should 
be  left  enough  space  between  the 
bottom  of  the  coping  and  the  top  of 
the  lining  to  allow  expansion  of  the 
lining  upward. 

There  is  no  reason  why  openings 
should  be  left  in  the  outer  brickwork 
which  will  cool  the  stack  and  diminish 
its  pull.  Only  concrete  stacks  require 
such   openings. 

There  should  be  no  abrupt  change 
from  a  heavy  to  a  lighter  wall  but  it 
should  be  done  gradually  by  stepping 
off  the  brickwork. 
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There  can  be  found  all  sorts  of  copings,  but  the  one  illustrated  in  Fig.  9 
we  claim  to  be  the  most  practical  one.  There  is  a  dry  joint  in  the  lining  to 
allow  the  air  to  escape  from  the  air  space  in  heating  and  expansion  or  a 
small  hole  can  be  left  in  the  lining  somewhere  on  top.  A  heavy  concrete 
top  and  cement  wash  over  the  top  will  tie  the  brickwork  and  shed  all 


/n  tn<y  <J  u/?t?  or*f 
Fig.  8. 


water.  The  lining  also  should  have  a  cement  wash.  The  cement  coping 
should  be  put  on  as  dry  as  possible  and  covered  with  wet  rags  after  com- 
pletion so  that  the  surface  does  not  dry  too  rapidly  causing  cracks.  It  is 
most  important  to  avoid  cracks  in  the  coping  because  water  and  frost  will 
commence  their  gradual  destruction  here,  easily  and  unseen. 
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It  is  very  good  practice  to  embed  an  iron  band  or  iron  rod,  in  form  of  a 
closed  frame,  on  top  within  the  brickwork,  as  shown,  to  tie  the  brickwork 
and  keep  it  from  spreading.  This  can  also  advantageously  be  done  in 
each  section  where  a  reduction  in  wall  thickness  takes  place.  It  is  a  mis- 
take, however,  to  use  any  kind  of  steel  outside  of  the  stack  since  it  will  rust 
and  finally  fail.  The  outside  tieing  of  a  stack  should  only  be  resorted  to 
as  a  means  for  repairing  and  safeguarding  a  badly  cracked  stack.  A 
properly  constructed  stack  will  not  crack. 

In  nine  cases  out  of  ten,  if  the  clayworker  has  to  add  more  kilns  and 
stacks  to  his  equipment,  he  will  build  the  stacks  just  as  they  have  been 
built  before,  for  only  the  reason  that  they  stood  up  and  hence  evidently 
are  all  right.  The  question  whether  the  stacks  have  a  close  margin  of 
safety  or  are  built  with  a  waste  of  material  does  not  enter  into  his  mind. 

Highly  theoretical  calculations  do  not  have  to  be  made,  and  we  have 
pointed  out  a  way  of  checking  the  safety  of  a  stack  with  a  small  amount 
of  mathematical  work.  The  practical  pointers  given,  we  believe,  are 
worthy  of  consideration.  The  neglect  of  so-called  details  may  swing  the 
balance  from  success  to  failure. 

Paxtonville,  Pa. 
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ORIGINAL  PAPERS 

MECHANISM   OF  PLASTICITY  FROM  COLLOID  STANDPOINT1 

By  G.  A.  Bole2 
ABSTRACT 

Introduction. — Brief  statement  of  present  conceptions  of  the  colloid  chemists. 

Theory. — Plasticity  is  caused  by  the  enveloping  film  of  colloidal  material  which 
surrounds  the  clay  grains,  this  film  being  of  opposite  polarity  to  the  grain  proper. 
Addition  of  electrolyte  acting  as  deflocculant  causes  outer  layer  of  film  to  be  attracted 
to  ion  of  same  polarity  as  clay  particle,  thus  reducing  effective  diameter  and  increasing 
polarity  of  plasticity  inducing  particles.  Particles  which  were  held  by  surface  forces 
of  "particles  in  contact"  are  no  longer  in  contact  and  are  actually  repelling  each  other 
due  to  like  and  increased  polarity.  A  flocculating  ion  drives  action  in  opposite  direction 
causing  an  increase  in  depth  of  colloid  film  thereby  increasing  surface  in  actual  contact 
and  decreasing  repulsive  force  of  plasticity  inducing  particles.  Transport  numbers  as 
well  as  polarity  are  governing  factors  in  ions  of  electrolytes. 

Measurements. — -Touch  method  is  proven  to  be  unreliable.  Desirability  of  a  unit 
of  measurement.     Plea  for  a  unit  of  colloidality  and  standard  method  for  measurement. 

Introduction 

Matter  in  the  colloidal  state  means  simply  that  any  species  of  matter, 
if  sufficiently  subdivided,  becomes  colloidal.  Whether  it  be  a  gel  or  sus- 
pension depends  on  its  state  of  subdivision  or  dispersion.  Any  kind  of 
matter  may,  theoretically  at  least,  appear  in  the  form  of  a  jelly.  We 
will  use  the  term  "gel"  to  indicate  an  agglomerated  sol.  The  term  "gel" 
is  meant  to  include  a  jelly  but  is  in  no  way  synonymous  with  it.  Ceramists 
prefer  the  terms  "flocculated"  and  "deflocculated"  to  indicate  that  a  clay  is 
in  the  "gel"  or  "sol"  state,  respectively.     We  shall  use  the  term  "colloid"  to 

1  Published  with  the  permission  of  the  Director  of  the  U.  S.  Bureau  of  Mines. 

2  This  presentation  is  the  written  form  of  a  talk  given  before  the  annual  meeting  of 
the  American  Ceramic  Society. 


470  BOLE — MECHANISM  OF  PLASTICITY 

indicate  those  particles  with  a  diameter  of  0. 0005  mm.  to  0. 000005  mm. ; 
these  limits  are  of  course  somewhat  elastic.  The  prime  requisite  to 
colloidality,  with  a  few  exceptions  which  do  not  concern  us,  is  that  the 
material  in  question  be  highly  insoluble  in  the  suspending  medium,  such 
as  clay  in  water. 

The  colloids  in  clay  are  very  largely  at  least  crystalline  in  nature.  The 
X-ray  spectra  we  hope  will  tell  us  shortly  just  to  what  extent  this  is  true. 

Since  the  colloidal  state  of  matter  is  a  case  of  subdivision,  we  could 
call  it  the  state  of  large  surfaces;  *.  e.,  as  we  subdivide  an  object,  its 
surface  becomes  larger  in  comparison  with  its  mass.  So,  for  a  given 
quantity  of  material  in  the  colloidal  state,  we  have  relatively  enormous 
surface  areas.  So  any  phenomena  with  relation  to  the  surface  will 
be  greatly  multiplied  as  we  approach  and  proceed  through  the  colloidal 
state  of  subdivision.  Some  of  these  phenomena  are:  surface  tension 
(interface  forces);    cohesion  (as  a  mass);    adhesion;    adsorption,  etc. 

We  may  then  further  define  the  colloidal  state  as  the  state  of  augmented 
surface  phenomena. 

The  factor  which  interests  us  most  just  now  is  adsorption;  it  is  a  property 
that  every  surface  has,  and  for  a  given  substance  varies  directly  as  the 
surface  area.  Since  adsorption  is  a  selective  phenomenon,  all  substances 
are  not  adsorbed  to  the  same  extent  upon  a  given  surface.  The  minerals 
which  go  to  make  up  a  clay  adsorb  electrolytes  very  strongly  and  to  a 
lesser  degree  some  colloids;  always  remembering  that  these  minerals 
themselves  comprise,  for  the  most  part  at  least,  the  colloid  as  well  as  the 
larger  agglomerates. 

Since  a  clay  consists  of  a  collection  of  particles  with  diameters  ranging 
all  the  way  from  that  of  simple  molecules  (adsorbed  salts)  to  that  of  par- 
ticles plainly  visible  under  the  low  power  microscope,  we  may  ask  what 
proportion  of  this  collection  is  of  colloidal  dimensions.  Recent  work 
would  seem  to  point  to  their  being  roughly  in  the  neighborhood  of  10 
to  40  per  cent  in  the  clays  examined. 

No  matter  what  our  views  may  be  as  to  the  mechanics  of  plasticity 
and  its  measurement,  I  believe  we  can  agree  that  it  is  summed  up  in  the 
internal  forces  which  resist  the  free  passage  of  clay  particles  (macro- 
scopic, microscopic,  or  submicroscopic)  over  each  other. 

If  the  force  of  gravity  is  sufficient  to  overcome  this  friction,  we  call 
the  motion  induced,  viscous  flow ;  if  a  force  greater  than  gravity  is  required 
to  overcome  the  frictional  resistance,  we  call  it  plastic  flow,  and  the  force 
required,  the  yield  value.  Since  this  friction  between  the  particles  takes 
place  only  at  the  surface  of  the  particle,  it  is  very  evident  that  it  will  be 
greater  the  greater  the  contact  surface  area.  In  other  words,  the  nearer 
the  individual  particles  approach  colloidal  dimensions,  the  greater  the 
yield  value,  or  the  greater  the  plasticity  factor. 
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The  fact  that  an  electrolyte  may  first  cause  a  slip  to  decrease  in  viscos- 
ity, then  increase,  and  again  slowly  to  decrease  as  progressive  concentra- 
tions of  electrolyte  are  used,  is  explained  by  one  authority  as  being  due, 
first,  to  deflocculation  of  the  particles,  second,  to  the  "salting  out"  effect 
as  illustrated  by  soaps  and  the  third  stage  as  a  dehydration  or  squeezing 
out  of  water  from  the  already  flocculated  agglomerates. 

Theory 

I  like  to  think  of  the  mechanics  of  the  clay  water  system  as  follows: 
Let  us  mentally  picture  the  vertical  cross  section  of  a  hypothetical  clay 
suspension — particles  with  their  adsorbed  films.  The  particles  them- 
selves may  be  either  microscopic  or  sub-microscopic  and  the  adsorbed 
film  of  submicroscopic  material  either  amorphous  or  crystalline — it  makes 
no  difference.  The  system  is,  let  us  say,  a  clay  cream  just  too  thick  to 
flow  without  addition  of  an  electrolyte. 

The  clay  particles  have  the  power  of  adsorbing  strongly  on  their  sur- 
faces these  other  particles,  due  to  their  surface  energy  (probably  of  a  nega- 
tive electrical  character) ,  the  surface  film  being  of  positive  polarity  as 
regards  the  adsorbing  particle.  This  film  is  in  effect  a  dielectric  and  the 
clay  particles,  together  with  their  adsorbed  films,  are  in  effect  neutral 
bodies  which  are  subject  to  the  laws  of  attraction  and  repulsion.  This 
constitutes  a  part  of  the  frictional  force  that  is  required  to  be  overcome,  and 
is  included  in  the  yield  value.  If  the  particle  is  small  enough  to  possess 
a  Brownian  movement  of  sufficient  amplitude  it  will  stay  in  suspension, 
and  if  not  it  will  slowly  settle  in  accordance  with  Stokes'  law.  We  have 
then,  in  the  case  of  the  larger  particles  including  their  adsorbed  films, 
in  effect  two  electrically  neutral  bodies  in  contact.  The  force  with  which 
the  outer  layers  of  this  film  is  held  varies  inversely  as  its  thickness. 
So,  as  we  apply  a  force  of  given  magnitude,  it  will  at  first  cause  it  to  slip. 
The  very  slight  elasticity  shown  by  a  clay  in  passing  from  a  die  may  be 
caused  by  the  surface  film. 

We  conceive  plasticity,  as  understood  by  the  ceramic  man,  to  be  due 
to  this  surface  film  of  colloidal  material — amorphous  or  crystalline,  or- 
ganic or  inorganic — and  these  films  to  be  not  of  relatively  great  thickness. 

If  then  we  wish  to  control  the  force  (yield  value)  required  to  induce 
flow,  we  must  control  the  depth  of  the  surface  film.  This  can  be  done 
with  electrolytes  (charged  bodies).  If  we  add  NaOH  to  such  a  system, 
we  will  upset  the  adsorption  equilibrium.  The  ions  of  NaOH  in  equi- 
librium with  the  system  will  function  as  follows: 

The  negatively  charged  OH"  ions  will  attract  the  outer  layers  of  the 
film  material  with  greater  force  than  the  less  negative  clay  particles, 
forming  a  colloid-hydroxide  complex,  which  can  be  assumed  to  be  either  a 
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chemical  individual  or  a  colloid  with  OH-  nucleus.  We  prefer  to  consider 
it  a  very  slightly  ionized  chemical  entity.  This  process  goes  on  until  an 
adsorption  equilibrium  is  set  up. 

During  this  process  we  have  done  two  things — both  of  which  will  cause 
a  fall  in  viscosity.  We  have  removed  the  outer  films  from  the  clay  particles, 
thus  reducing  their  effective  diameters,  and  so  reducing  friction.  We 
have  also  displaced  the  practically  electrically  neutral  bodies  by  bodies 
with  like  charges  (negative),  thus  introducing  repulsive  forces,  which 
will  permit  mobility.  Schematically  the  equilibrium  may  be  represented 
as  follows:. 

Clay  particle — colloid  film 

//  (2>    {1)  // 

Sodium    <   >    Hydroxyl — colloid 
ion         (3)  ion  complex 

The  positive  Na  ion  is  in  electrostatic  equilibrium  with  the  two  nega- 
tively charged  bodies. 

There  is  no  tendency  for  Na+  to  be  adsorbed  on  a  positive  film  but  a 
great  tendency  for  a  positive  film  to  unite  with  a  negative  OH-  ion  to 
form  a  colloid-hydroxide  complex. . 

As  the  concentration  of  the  ions  of  NaOH  is  progressively  increased 
the  tendency  for  action  (1)  to  take  place  decreases  due  to  progressive 
removal  of  positive  colloid  film,  but  for  action  (2)  to  increase  due  to  in- 
creased negative  polarity  of  the  clay  particle.  Action  (3)  is  of  minor 
importance. 

Viscosity  falls  while  action  (1)  is  in  ascendance  due  to  removal  of  film, 
plus  repulsion  of  aforesaid  friction  inducing  bodies,  while  it  increases  as 
action  (2)  increases  due  to  decreasing  polarity  of  friction  inducing  bodies. 
When  polarity  has  approached  zero,  we  reach  a  high  point  in  viscosity 
due  to  internal  friction  but  not  in  plasticity,  as  plasticity  is  induced  largely 
by  the  larger  clay  particles  with  their  adsorbed  films,  while  now  we  have 
clay  particles  with  thin  films  and  loosely  combined  colloid — OH  ion  com- 
plexes. 

If  this  is  true,  we  would  expect  a  curve  with  great  pitch  at  first  on  ad- 
dition of  electrolyte  that  would  taper  off  and  then  start  up.  This  is  what 
we  actually  do  get. 

If  NaOH  is  added  beyond  a  concentration  sufficient  to  give  a  neutral 
body,  it  is  possibly  combined  molecularly  to  form:  (a)  NaOH — film 
colloid  complex,  and  (b)  NaOH-OH- — colloid  complex,  both  of  which 
are  ionized,  giving  Na+  and  negative  complexes  which  will  again  repel 
each  other  and  lower  viscosity. 

When  H+  ion  is  added  to  such  a  system,  the  effect  is  to  combine  with 
the  OH-  of  the  hydroxyl-film  complex,  thus  forming  H20  and  liberating 
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,  some  of  the  positive  colloid  which  is  then  free  to  be  adsorbed  as  outer 
layers  on  the  clay  particles  system. 

It  is  in  effect  a  driving  of  the  equilibrium  in  the  opposite  direction 
thus  effecting  an  increase  of  the  plasticity  producing  film. 

The  flocculating  or  deflocculating  effect  of  the  ions  of  an  electrolyte 
depends  not  only  upon  their  polarity  and  concentration  but  also  upon  their 
transport  numbers,  the  speedier  ions  such  as  H+  and  OH-  having  the 
greater  effect.  The  concentration  of  the  hydrogen  ion  (pH)  as  measured 
against  a  hydrogen  electrode  should  throw  light  upon  flocculation  and 
deflocculation.  If  such  a  theory  as  the  above  is  correct  one  would  predict 
a  break  in  the  curve  at  pH-7  and  an  increase  in  dispersion  as  the  pH 
value  increased  and  a  flocculation  when  it  decreased. 

If  the  aging  of  clays  is  due  to  an  increase  of  H  ions,  it  may  be  explained 
as  above  suggested.  Note  that  both  the  bodies  capable  of  producing 
friction  carry  a  negative  charge,  which  agrees  with  cataphoretic  considera- 
tions. The  above  outlined  theory  seems  to  clear  up  many  of  the  physical 
changes  which  clay  suspensions  undergo.  Any  theory,  such  as  the  above, 
which  seeks  to  explain  physical  phenomena  is  justifiable  only  if  it  explains 
known  facts  or  if  it  points  the  direction  in  which  research  can  hope  to  be 
productive.  An  enormous  amount  of  exact  experimental  evidence  is, 
of  course,  necessary  to  establish  such  a  theory  which  in  the  case  of  clays 
is  lamentably  lacking.  This  phase  of  the  work  will  be  brought  out  in  a 
subsequent  paper. 

Having  thus  taken  considerable  time  to  set  forth  my  views  (which 
are  only  a  collection  and  expansion  of  already  expressed  theories)  on 
plasticity,  we  will  now  consider  for  a  while  plasticity  measurement. 

Measurement 

Many  types  of  apparatus  have  been  devised  to  measure  this  elusive 
property  of  clays  and  allied  substances,  but  none  of  them  has  proved 
wholly  successful,  and  as  a  result  a  great  deal  of  preference  is  still  expressed 
for  the  so-called  touch  or  feel  method. 

In  order  to  test  out  the  reliability  of  this  method  so  largely  used  in 
many  quarters,  we  got  the  consent  of  five  men,  eminently  fitted  to  judge 
clays,  to  undergo  a  series  of  tests,  the  results  of  which  are  shown  in  the 
accompanying  table.  Each  observer  tested  five  clays  varying  widely  in 
degree  of  plasticity,  ranging  from  ball  clay  to  short  kaolin.  The  first 
two  observations  were  made  blindfolded  and  the  last  observation  was 
unrestricted.  The  observations  were  made  several  weeks  apart  and  the 
observers  were  not  aware  that  they  were  the  same  clays.  The  clays  were 
made  up  to  maximum  plasticity  just  before  each  trial. 

The  four  most  satisfactory  methods  for  measuring  plasticity  are  probably 
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the  so-called  Bingham  plastometer  method,  the  Stringer-Emery  method, 
the  Atterberg  tests,    and  the  dye  absorption  method. 

The  last  named  has  lately  fallen  somewhat  into  disrepute  due  to  the 
fact  that  it  is  a  measure  of  a  particular  colloid  rather  than  the  total  colloid 
content  of  clay  and  assumes  that  plasticity  varies  directly  as  colloid  con- 
tent. 

It  is  possible  to  get  duplicate  results  far  more  consistently  than  by  any 
other  method,  unless  it  be  possibly  the  Bingham  method,  which  has  not 
as  yet  been  fully  tried  out  on  clay-water  systems.  The  explanation  of 
course  is  either  that  the  colloids  found  in  clays  are  largely  the  same  or 
that  the  adsorptive  power  of  the  different  colloids  does  not  vary  widely, 
and  that  plasticity  is  very  closely  associated  with  colloid  content. 

In  explanation  of  the  accompanying  table,  Observer  (1)  in  his  first 
(a)  trial  judged  Tenn.  Ball  to  be  third  (3)  in  order  of  plasticity  of  the  clays 
tested,  placed  it  (3)  on  second  trial  (b)  also.  These  first  two  (a)  and  (6) 
trials  were  under  blindfold  (touch).     His  third  judgment  unblindfolded 
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Table:    Showing  Order  ok  Plasticity  of  Clays  as  Judged  by  Observers  Using 
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(unrestricted)  was  that  Tenn.  Ball  was  the  first  (1)  in  order  of  plasticity. 

In  the  last  vertical  column  is  indicated  the  property  upon  which  he 
claimed  to  base  his  judgment. 

In  the  two  lower  horizontal  columns  are  indicated  the  order  of  plas- 
ticity as  determined  by  the  adsorption  and  Atterberg  tests. 

It  would  seem,  then,  that  the  touch  method  is  not  reliable  when  carried 
out  by  different  men,  even  under  the  same  conditions.  More  than  this, 
however,  it  is  of  course  highly  desirable  to  be  able  to  state  in  concrete 
terms — a  unit  or  series  of  units,  if  necessary — the  degree  of  plasticity  of 
a  clay,  so  that  a  man  on  the  Pacific  Coast  may  understand  a  man  in  St. 
Louis,  when  he  says  one  clay  is  twice  as  plastic  as  another,  and  not  have 
to  depend  on  the  comparatives,  very,  most,  little,  least,  etc. 

Our  literature,  as  well  as  our  technology,  suffers  enormously  from  the 
lack  of  a  standard  of  comparison.  The  first  thing  which  needs  to  be  clari- 
fied is  a  definition  of  terms.  This  we  must  have  even  before  we  can 
discuss   intelligibly  the   factors  involved. 

It  seems  futile  to  try  to  measure  a  quantity  upon  which  we  are  not  agreed 
even  to  the  extent  of  the  factors  involved.  If,  however,  we  can  group 
all  these  unknown  factors  under  one  term,  such,  for  instance,  as  "p," 
we  can  later  dissect  "p"  in  some  such  formula  as  the  following: 

deformation  flow 

or  p  = 


force  yield  value 

We  know  that  in  "p"  are  involved  several  factors,  such  as  cohesion,  ad- 
hesion, surface  tension,  etc.,  and  it  is  very  desirable  that  they  should  be 
determined,  but  we  do  not  need  to  mark  time  until  this  is  done. 

Specific  references  have  not  been  given  in  this  article,  but  the  pub- 
lished works  of  Bancroft,  Zsigmondy,  Roland,  Oden,  Washburn,  Purdy, 
Ashley,  Bingham,  Atterberg,  Stringer,  Emery,  Von  Veimaren,  Alexander, 
Schurecht,  Mellor,  and  others  have  been  freely  consulted  and  used. 

Ceramic  Experiment  .Station 
U.  S.  Bureau  of  Mines 
Columbus,  Ohio 
April,  1922 

Discussion 

By  Mr.  Purdy: — The  correctness  in  definition  of  colloidality,  as  given 
by  Mr.  Bole,  cannot  be  questioned,  but  it  should  be  understood  that  an 
all-inclusive  general  definition  is  bound  to  be  much  too  broad  for  any 
particular  colloid.  All-inclusive  definitions  are  misleading  as  are  such 
theoretical  statements  as  "any  kind  of  matter,  may,  theoretically  at  least, 
appear  in  the  form  of  a  jelly" — for  practically  many  colloids  have  not 
been  found  in  and  cannot  be  made  to  assume  the  jelly-like  condition. 
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Subdivision  of  matter  may  be  one  of  the  conditions  of  colloidality 
but  fineness  of  grain  per  se  is  not  the  whole  story  of  colloidality  and  cer- 
tainly it  is  not  the  cause  of  distinguishing  properties  of  different  types  of 
colloids.  Types  of  colloids  are  distinguished  by  properties  other  than 
size  of  particle.  It  can  be  said,  however,  that  with  materials  in  the  form 
of  discrete  particles,  as  the  size  of  particle  diminishes,  its  specific  surface 
is  increased  and  with  this  there  is  an  increase  in  intensity  of  surface  effects. 
The  smaller  the  clay  particle,  the  more  pronounced  will  be  its  behavior 
as  a  colloid. 

Among  the  several  classifications  of  colloids,  two  are  of  particular 
interest  to  ceramists,  (1)  emulsoids,  and  (2)  suspensoids.  Very  few 
materials  correspond  in  all  particulars  with  those  that  are  pronouncedly 
and  distinctly  of  one  type  or  the  other,  but  those  colloids  which  do  corre- 
spond in  all  particulars  to  each  of  these  types  have  very  pronounced 
distinguishing  properties  and  physical  reactions. 

Is  a  clay  a  suspensoid  or  an  emulsoid?  There  are  different  sorts  of 
suspensoids  and  emulsoids,  and  each  sort  has  its  own  peculiar  properties 
but  there  are  determining  characteristics  for  each  class. 

Viscosity. — The  viscosity  of  a  suspensoid,  whether  it  be  a  solution 
or  a  turbid  suspension,  is  not  much  greater  than  the  liquid  medium  or 
solvent  and  is  not  increased  greatly  with  increased  concentrations.  Where- 
as, the  viscosity  of  emulsoids  increases  with  increased  concentrations. 

Clay  "slips"  agree  more  nearly  with  emulsoids  in  this  respect. 

Flocculation. — Suspensoids  are  easily  flocculated  by  electrolytes 
while  emulsoids  are  not. 

Clay  slips  behave  in  this  more  like  suspensoids. 

Change  in  State. — The  emulsoids  when  dried  and  rewetted  will  revert 
to  the  same  physical  state  as  before.  Suspensoids  will  not  as  a  class  so 
revert.     In  this  respect  clays  behave  more  like  emulsoids. 

These  and  other  contradictions  are  not  surprising,  for  colloidality 
is  not  any  particular  state  or  condition  and  is  not  predicated  by  any 
set  of  conditions  and,  therefore,  there  is  no  particular  definition  of  col- 
loidality. 

Have  plastic  clay  particles  a  film  of  material  in  a  colloidal  condition? 

Put  into  another  form  this  question  can  be:  do  the  colloidal  clay  par- 
ticles require  a  film  of  another  material  in  colloidal  condition  in  order  to 
exhibit  plasticity?     If  so,  what  is  this  plasticity -giving  material? 

Certainly  the  hydroxides  of  alumina  and  silica  do  not  meet  the  require- 
ments. They  will  not  deflocculate  with  electrolytes.  They  will  not  re- 
vert to  their  original  colloidal  state  after  having  been  dried.  Additions 
of  any  proportion  of  either  of  these  hydroxides  will  not  increase  the  plas- 
ticity of  any  clay  yet  experimented  with;  indeed  after  drying  and  re- 
wetting,  they  decrease  the  plasticity. 


FROM  COLLOID  STANDPOINT  477 

Bole  infers  that  this  film  about  the  clay  particles  is  made  up  of  yet 
smaller  particles  of  the  same  material  held  by  adsorption.  The  plastic, 
friction  reducing  material,  according  to  this  conception,  consists  of  those 
clay  particles  that  are  so  fine  as  to  more  nearly  approach  molecular  sub- 
division. 

This  does  not  appear  to  me  to  be  a  necessary  hypothesis.  We  have 
been  unable  to  discover  any  colloidal  material  in  clays  essential  to  plas- 
ticity and  have  been  unable,  by  addition  of  colloidal  material,  to  increase 
plasticity.  Certainly  the  finest  portion  of  plastic  clays  obtainable  by 
centrifuge  separation  neither  subtracts  from  nor  adds  to  plasticity. 

It  meets  all  the  requirements  in  the  way  of  a  working  hypothesis  to 
assume  that  the  plastic  clay  particles  have  sufficient  specific  surface  (sur- 
face per  unit  volume)  to  allow  the  maximum  development  of  the  natural 
physical  properties  of  the  material,  such  as  adsorption  of  salts,  holding 
of  a  water  film,  and  flocculating  and  deflocculating  under  the  influence 
of  a  difference  in  tension  between  the  salt  water  film  and  the  salt  solution 
in  which  the  discrete  clay  particles  are  suspended.  There  is  nothing  in  this 
assumption  that  is  contrary  or  new  to  colloidal  chemistry  and  it  certainly 
plumbs  more  nearly  with  the  several  sorts  of  observations. 

Much  stress  has  been  laid  on  the  Brownian  movement  exhibited  by  some 
of  the  clay  particles  as  evidence  of  electric  charge.  As  a  matter  of  fact, 
Brownian  movement  is  evidence  of  a  kinetic  energy  apart  from  electro 
static.  Osmotic  pressure  (surface  tension),  Brownian  movement  and 
diffusion  are  markedly  dependent  upon  the  specific  surface  of  the  particles 
and  not  upon  electric  charges  per  se. 

Clay  particles  are  negatively  charged  and  this  is  so  whether  flocculated 
or  deflocculated.  Flocculation  by  electrolytes  does  not  render  the  par- 
ticles neutral,  as  is  evidenced  by  their  traveling  to  the  positive  pole  in 
electrosmosis  tests.  If  the  dielectric  constant  of  the  suspending  medium 
is  higher  than  that  of  the  clay  particle,  as  it  generally  is,  the  clay  particle 
will  show  a  negative  charge.  Flocculation  and  deflocculation  has  not 
been  proved  to  be  caused  by  changes  in  polarity  of  the  clay  particles. 
There  is  more  evidence  that  flocculation  and  deflocculation  result  from 
tension  differences. 


A  NEW  TYPE  OF  GAS-FIRED  VITREOUS  ENAMELING  FURNACE 

By  H.H.Clark 
ABSTRACT 

The  furnace  described  in  this  article  has  a  working  chamber  4  feet  wide  by  3  feet 
high  by  10  feet  long,  and  is  heated  by  ten  gas  burners,  five  on  each  side.  Other  pro- 
portions are  made  to  suit  the  nature  of  the  work  to  be  enameled.  City  gas  is  most 
desirable,  although  any  gas  above  the  grade  of  producer  gas  may  be  used. 

A  furnace  of  this  type  can  be  brought  to  a  working  temperature  in  less  than  an 
hour,  and  will  turn  out  from  12  to  24  loads  of  work  an  hour,  depending  on  the  kind  of 
work  being  enameled. 

The  average  gas  consumption  is  about  1800  cubic  feet  of  500  B.t.u.  gas  per  hour 
when  firing  about  600  square  feet  of  flat  ware  totaling  690  pounds,  representing  240 
pieces,  at  an  average  temperature  of  1700  °F.  The  furnace  runs  without  attention  other 
than  that  given  by  the  men  who  load  and  unload  the  fork. 

Furnaces  of  the  intermittent  type  have  various  features  which  are  covered  by 
patents  issued  and  applied  for.  In  addition  to  fuel  economy,  this  type  of  furnace  has 
the  added  advantage  of  producing  ware  of  a  very  high  gloss. 

The  first  cost  is  low  and  no  foundations  other  than  the  ordinary  cement  floor  are 
necessary,  as  the  entire  furnace  is  above  the  floor  level.  Maintenance  is  practically 
nothing,  as  there  is  no  muffle  or  combustion  chamber. 

If  the  following  charts  and  photographs  could  be  presented  without 
further  comment,  leaving  the  rest  to  imagination,  the  author  would  be 
pleased,  because  to  give  all  the  details  of  a  furnace  such  as  this  is  very- 
much  of  a  problem. 

On  one  hand  the  users  of  the  furnaces  hesitate  about  letting  their  com- 
petitors know  about  the  improvements  made  in  methods  of  burning  on 
enamel  that  result  in  improved  product  and  reduction  of  cost. 

On  the  other  hand  the  manufacturer  objects  to  a  detailed  description 
of  the  furnace  and  of  the  method  of  operation  for  fear  of  losing  a  sale  of 
his  knowledge  of  such  things.  Ordinarily  you  cannot  sell  to  a  person 
that  which  you  have  already  given  to  him.  Then,  too,  a  failure  with  a 
certain  type  of  furnace  because  of  faulty  construction  or  incorrect  operation 
makes  difficult  the  promotion  of  such  a  furnace  even  under  guarantee 
of  correct  construction  and  successful  operation. 

In  this  instance  the  writer  is  a  third  party  who  has  represented  both  sides 
in  the  selection  and  operation  of  furnaces  of  this  type,  hence  will  endeavor 
to  be  fair  with  all  parties  concerned. 

The  general  design  of  the  furnace  is  shown  in  Fig.  1.  Photograph 
of  a  furnace  of  this  type,  but  without  steel  casing,  is  shown  in  Fig.  2. 
Figure  3  is  an  interior  view  of  one  of  these  furnaces  after  20  months  full 
operation,  except  for  occasional  shut-downs  over  Sunday.  No  repairs 
of  any  kind  have  been  made,  and  indications  are  that  none  will  be  required 
for  many  more  months. 

Figure  4  is  a  photographic  eopy  of  pyrometer  chart,  showing  how  this 
type  of  furnace  comes  up  to  working  heat  after  a  72-hour  shut-down. 
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Fig.  2. 


Fig.  3. 
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It  also  shows  the  variety  of  work  done  on  that  particular  morning  and  an 
analysis  of  the  chart  runs  about  as  follows: 

4: 10  Gas  turned  on.     (Furnace  at  750°  after  72-hour  shut-down) 
4:53  Gas  off.     (Furnace  at  1850°  after  43  minutes  firing) 
4 :  55  First  charge  in 
5 :  00  First  charge  out 

From  5:00  o'clock  until  7:35,  a  period  of  2  hours  and  35  minutes,  a 
total  of  36  loads  was  taken  out  of  the  furnace  at  a  finishing  temperature 
of  1600°F,  consisting  of  1003  square 
feet   of  first   and  second  white   coats 
on  assortments  of  22   and  24  gauge 
steel,  consisting  of  splasher  sides,  panel 
tops,  and  broiler  pans  for  gas  ranges. 
Total   net  weight   of   material,    1140 
pounds.     Total  number  of  pieces,  403. 
In   addition  to   this,  it  required   220 
pounds   of   supporting   pins    for  each 
load,    in    order    to    give    the    proper  . 
support  to  this   gauge   of  flat  steel. 

From  7: 35  to  8 :  00  o'clock,  5  loads 
of  ground  coat,  white,  were  taken  out 
at  a  finishing  temperature  of  1700°F. 
Total  square  feet,  135.  Net  weight,  150 
pounds.     Total  number  of  pieces,  50. 

From  8:00  o'clock  to  8:30,  the 
furnace  stood  with  the  gas  off  while 
the  workmen  ate  their  meal. 

At  8:30  the  gas  was  turned  on 
again  and  was  ready  for  ground  coat 
firing  in  5  minutes,  and  from  8 :  35  to 
9:20  a  total  of  10  charges  of  ground 
coat,  white,  were  taken  out  at  a  finish- 
ing temperature  of  1700°F.  Total 
square  feet,  270.  Total  net  weight, 
300  pounds.  Total  number  of  pieces, 
100. 

From  9 :  20  until  1 1 :  05  they  resumed  work  on  first  and  second  white 
coat  and  put  through  30  charges  in  this  period  at  a  finishing  temperature  of 
1600  °F,  consisting  of  1122  square  feet.  Net  weight,  1295  pounds.  Total 
of  438  pieces. 

From  1 1 :  05  to  1 1 :  50  they  were  back  on  ground  coat  white,  and  in  this 
period  turned  out  11  charges.  Total  square  feet,  21)7.  Net  weight, 
330  pounds.     Total  pieces,  110. 


Fig.  4. 
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These  figures,  while  taken  from  actual  practice,  are  not  the  best  ob- 
tainable, but  are  given  to  represent  what  can  be  expected  under  conditions 
as  you  find  them  the  first  few  hours  after  starting  the  furnace  after  a  shut- 
down of  several  days. 

Figure  5  is  a  photographic  copy  of  pyrometer  chart  for  21  hours'  running, 
showing  various  temperatures  for  ground  coat,  first  white  coat,  and  second 
white  coat  on  steel;  also  you  will  note  5  loads  of  cast  iron  were  fired, 
2  shortly  after  9:00  and  3  more  about  2:00  P.  M.  These  were  cast  iron 
stove  legs  weighing  approximately  3  pounds  a  piece,  and  52  legs  consti- 
tuted a  load. 

Figure  6  is  a  photograph  of  a  typical  gas  meter  installation  which  is 
used  for  metering  the  gas  to  this  type  of  furnace.     The  installation  illus- 


Fig.  6. 


trated  handles  city  gas  of  approximately  500  B.t.u.'s  per  cubic  foot,  and 
has  a  capacity  of  24,000  cubic  feet  of  gas  per  hour.  The  burning  rate  of 
each  furnace  is  about  7200  cubic  feet  per  hour,  but  for  the  short  interval 
that  the  gas  burns  between  loads,  the  gas  consumed  is  less  than  100  cubic 
feet  per  minute,  and  the  total  consumed  is  about  1S00  cubic  feet  per  hour. 
This  installation  will  handle  nicely,  four  of  the  furnaces  described  in  this  ar- 
ticle, and  this  brings  us  to  the  item  of  cost. 

The  average  gas  consumption  for  the  21 -hour  period  shown  on  Chart 
5  was  1S00  cubic  feet  of  500  B.t.u.  gas  per  hour,  and  at  50  cents  per  thou- 
sand this  would  represent  a  total  fuel  cost  of  90  cents  per  hour  per  furnace. 
There  was  no  other  expense  in  connection  with  the  fuel  because  the  air 
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for  combustion  is  drawn  in  at  the  gas  mixers  by  an  automatic  device  known 
as  an  inspirator.  The  average  production  of  material  in  this  21 -hour 
period  was  600  square  feet  per  hour ;  average  weight  of  material  per  hour, 
690  pounds;  average  number  of  pieces  per  hour,  240;  average  finishing 
temperature,  1700  °F.  Two  men  did  all  of  the  work  on  this  furnace,  in- 
cluding loading  and  unloading  fork,  loading  and  unloading  furnace,  open- 
ing and  closing  the  door,  regulating  the  fuel,  and  so  forth.     The  total  labor 
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expense  per  hour  was  therefore  two  men  at  50  cents  each.  This  makes 
a  dollar  an  hour  for  labor  and  90  cents  an  hour  for  fuel,  a  total  of  $1 .  90 
per  hour,  which,  divided  by  the  production  per  hour  on  the  class  of  goods 
previously  mentioned,  is,  labor  and  fuel,  32  cents  a  hundred  square  feet 
or  27  cents  per  hundred  pounds.  These  costs  can  be  further  reduced 
by  leaving  supporting  pins  in  the  oven,  for  certain  classes  of  ware,  also 
by  use  of  flue  gases  in  waste  heat  boilers  and  dry  rooms.     No  exact  figures 
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have  been  obtained  as  yet,  but  indications  are  that  leaving  pins  in  the 
oven  reduces  fuel  cost  about  18  cents  per  hour  per  furnace,  and  heat 
recovered  from  the  gases  by  boiler  and  dry-rooms  represent  a  further 
saving  of  about  18  cents  per  hour  per  furnace. 

Chart  7  is  a  typical  temperature  record  showing  the  start  from  cold 
furnace  to  working  temperature  and  production  of  14  loads  of  material 
all  within  2  hours.     Inserted  in  this  chart  are  some  typical  temperature 
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for  vitreous   enameling. 

Fig.  8. 

records  for  lighter  loads  and  shorter  heats.  These  charts  are  taken  from 
actual  pyrometer  records,  but  on  account  of  the  frequent  charges  and  short 
intervals  of  firing,  the  pyrometer  record  shows  almost  a  straight  line,  due 
to  the  slight  lag  in  the  thermocouple. 

Chart  8  shows  a  very  important  point  in  favor  of  the  intermittently 
fired  gas  furnace,  because  the  finished  goods  have  a  very  high  gloss.  This 
has  been  attributed  to  the  fact  that  the  fusing  of  the  enamel  takes  place 
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at  a  falling  heat.  For  example,  when  the  door  is  opened  to  receive  the 
goods,  the  furnace  is  at  a  temperature,  of  1800°F,  although  the  desired 
finishing  temperature  is  1700  °F.  Careful  observation  with  optical  pyrom- 
eter and  calculating  the  lag  of  our  recording  instruments  indicate 
that  it  takes  about  a  minute  for  the  goods  and  the  oven  to  come  to  the 
same  temperature,  and  in  doing  this  the  furnace  temperature  drops  about 
80  °F.  Therefore,  from  that  time  on,  whether  the  goods  are  in  the  oven 
2  minutes  or  3  minutes  or  more,  they  are  under  a  slightly  falling  tempera- 
ture which  is  approximately  3°F  per  minute. 

Making  similar  observations  on  a  muffle  furnace,  in  which  the  finishing 
temperature  of  the  goods  was  the  same,  namely  1700°F,  we  found  that, 
not  having  the  thermal  head  of  100°  to  start  with,  the  temperature  in  the 
vicinity  of  the  goods  dropped  to  1600°,  and  it  took  about  a  minute  and 
a  half  for  the  oven  temperature  and  the  goods  to  equalize.  After  that 
period  there  was  a  slowly  rising  temperature,  and  if  left  in  the  oven  ap- 
proximately 5  minutes,  the  normal  temperature  of  1700°  was  restored; 
but  if  under  these  conditions  the  enamel  was  fused  at  1000°F,  it  would 
evidently  be  still  more  liquid  at  the  end  of  the  bake,  which  would  tend  to 
thin  the  surface  and  diminish  the  gloss.  On  the  other  hand,  if  the  enamel 
is  compounded  to  be  thoroughly  melted  at  170U°F,  it  only  reaches  this 
temperature  for  a  fraction  of  the  time,  when  compared  with  the  inter- 
mittently fired  furnace,  which  starts  off  with  a  thermal  head  of  about  100° 
on  heavy  work  and  at  least  40°  on  light  work. 

The  big  advantage  of  the  gas  fired  furnace  seems  to  be  that,  by  distribut- 
ing the  fuel  over  a  large  number  of  small  burners  and  designing  them  in 
such  a  way  that  combustion  is  self-starting  and  practically  complete 
before  the  products  enter  the  furnace  chamber,  rapid  and  economical 
combustion  takes  place,  and  the  heat  absorbed  by  the  goods  can  be  re- 
stored to  the  furnace  in  from  30  seconds  to  a  minute  and  a  half,  depending 
on  the  class  of  work  being  enameled,  or  in  any  event  within  the  time  that 
it  takes  the  2  men  to  take  the  finished  work  off  the  fork  and  reload  with 
work  to  be  enameled.  The  opening  in  the  main  gas  valve  regulates  the 
flow  of  fuel,  and  this  determines  the  length  of  time  to  restore  the  furnace 
to  proper  heat. 

In  calculating  the  heat  balance  of  the  furnace  on  which  these  results 
were  obtained,  it  is  found  that  the  average  fuel  consumption  is  about 
900,000  B.t.u.'s  per  hour,  of  which  about  15%  goes  into  the  enameled 
ware  and  about  20%  into  the  loading  pins.  Here  is  where  room  for  economy 
is  possible,  because  on  some  classes  of  work  the  pins  can  be  left  in  the  oven. 
The  other  losses  are  radiation  losses,  flue  losses,  and  heat  lost  each  time 
door  is  opened. 

In  a  furnace  which  is  now  under  construction,  the  fuel  consumption, 
it  is  thought,  will  be  less  than  700,000  B.t.u.'s  per  hour,  because  while  no 
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change  is  contemplated  in  the  method  of  loading  with  pins,  it  is  planned 
to  use  automatic  temperature  control  which  will  shorten  the  period  in 
which  the  furnace  is  under  fire,  and  compressed  air  operated  doors  will 
shorten  the  time  that  the  door  is  open.  Furthermore,  this  latest  furnace 
is  being  built  with  9"  of  insulating  brick  inside  of  the  steel  casing,  so  that 
radiation  losses  will  be  reduced  to  a  minimum. 


SOME  PROPERTIES  OF  ZINC  OXIDE  BODIES1 

By  Eari,  E.  Libman 
ABSTRACT 

Melting  Point  of  ZnO. — The  melting  point  of  ZnO  is  above  1800  CC  and  may  be 
above  its  normal  sublimation  point. 

Volume  Shrinkage  and  Porosity  of  ZnO  Bodies. — A  very  hard  and  dense  body 
composed  of  pure  ZnO  can  be  prepared.  At  high  temperatures  it  exhibits  the  unusual 
phenomenon  of  volume  shrinkage  accompanied  by  an  increasing  porosity. 

Zinc  Retort  Bodies. — In  the  discussion  the  possible  advantages  of  incorporating 
zinc  oxide  in  a  zinc  retort  body  are  mentioned. 

1.  Introduction. — The  data  presented  below  constitute  part  of  an 
investigation  which  had  for  its  purpose  the  determination  of  the  Phase 
Rule  diagram  for  the  system  ZnO-Al203-Si02.  It  was  found,  however, 
that,  using  pure  materials,  most  of  the  temperatures  of  the  diagram  were 
beyond  the  range  of  any  furnace  equipment  which  the  Department  pos- 
sessed and  the  investigation  was  therefore  abandoned.  The  few  data  which 
were  obtained,  however,  may  be  of  some  value  to  others  interested  in  the 
behavior  of  zinc  oxide  and  it  seems,  therefore,  worth  while  to  place  them  on 
record. 

2.  Material  Employed. — The  zinc  oxide  employed  was  a  "chemically 
pure"  material  having  the  following  analysis: 

Fe trace 

Cu none 

Cd none 

Mn none 

Pb 0.01% 

3.  The  Sintering  of  Zinc  Oxide. — The  material  employed  was  in  the 
usual  form  of  a  light  fluffy  powder  which,  on  heating  to  a  bright  yellow 
heat,  volatilized  rather  rapidly.  Since  the  vapor  pressure  of  a  substance 
increases  with  increase  in  the  convexity  of  the  evaporating  surfaces,  it 
seemed  probable  that  the  high  volatility  of  ordinary  zinc  oxide  is  caused 
by  the  combination  of  a  great  surface  exposed  and  a  high  vapor  pressure 
due  to  the  smallness  of  the  individual  particles. 

In  order,  therefore,  to  reduce  the  surface  and  to  increase  the  size  of  the 
crystals,  a  sample  of  the  zinc  oxide  was  first  placed  in  a  desiccator  and 
allowed  to  stand  over  damp  filter  paper  until  it  had  absorbed  about  20 
per  cent  of  water.  This  moist  material  was  found  suitable  for  pressing, 
and  cylinders  1.5  cm.  in  diameter  by  5  cm.  long  were  pressed  out  in  a 
hardened-steel  die,  using  a  large  hand  operated  screw  press.  These  cyl- 
inders were  then  dried  and  the  surface  layer  removed  to  eliminate  any 
possible  contamination  with  iron  from  the  surface  of  the  die.  The  cylinders 
1  Received  March  8,  1922. 


SOME  PROPERTIES  OF  ZINC  OXIDE  BODIES 


489 


were  then  placed  in  a  small  platinum  box  with  a  tightly  fitting  cover  and 
heated  in  a  platinum  resistance  furnace  to  a  temperature  of  1400  °C  and 
held  there  for  several  hours. 

Upon  cooling,  the  cylinders  were  found  to  be  extremely  hard  and  stone- 
like. The  outer  surface  was  dark  brown  and  numerous  crystals,  some  as 
wide  as  0.5  mm.,  had  developed.  The  brown  coating  was  found  to  be 
confined  entirely  to  the  surface,  the  inner  portions  of  the  cylinder  showing 
a  sparkling,  coarsely  crystalline  aggregate.     The  dark  superficial  layer  was 
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ground  off  and  upon  analysis  was  found  to  contain  0.07  per  cent  Fe203,  the 
source  of  which  was  probably  the  platinum  box  in  which  the  sticks  were 
fired.  The  interior  portions  of  the  cylinder  after  crushing  and  grinding 
in  an  agate  mortar  gave  a  yellow,  heavy,  crystalline  powder,  having  the 
following  analysis: 

Fe trace 

Pb 0.01% 

Cd none 

SiC>2 0  .03%,  probably  from  the  agate  mortar 

A1203 trace,  probably  from  the  alundum  furnace  tube 

It  was  estimated  that  if  the  yellow  color  of  the  powder  was  due  to  iron 
not  more  than  0.0005  per  cent  Fe203  was  present.  No  attempt  was  made 
to  determine  the  crystallographic  properties  of  the  crystallized  material, 
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but  its  general  appearance  under  the  microscope  as  well  as  its  density  (5.4) 
indicated  that  it  was  the  mineral  zincite. 

4.  Melting  Point  of  Zincite. — A  sample  of  material  held  for  48  hours 
at  1710  °C  showed  no  signs  of  fusion.  A  stick  of  the  material  was  then 
heated  in  an  oxyacetylene  flame,  using  the  apparatus  and  method  described 
in  a  previous  paper.1  It  was  possible  in  this  way  to  heat  the  end  of  a  stick 
to  a  black-body  temperature  of  1S00°C.  It  is  not  improbable  therefore 
that  the  melting  point  of  zincite  is  above  2000°  and  it  may  be  that  its  sub- 
limation temperature  under  atmospheric  pressure  is  lower  than  its  melting 
point. 

5.  The  Burning  Behavior  of  Zinc  Oxide  Bodies. — Cylinders  of  com- 
mercial zinc  oxide  were  prepared  by  the  dust-press  process  described  above. 
After  drying,  their  bulk  volumes  were  obtained  with  a  small  mercury  volu- 
meter of  the  Seger  type.  They  were  then  placed  in  an  alundum-tube 
furnace  wound  with  a  platinum  heating  coil  and  were  fired  at  the  rate  of 
200  °C  per  hour,  trials  being  drawn  at  the  following  temperatures,  1000°, 
1100°,  1200°,  1300°,  1400°,  1500°  and  1600  °C,  respectively.  The  heating 
curve  of  the  furnace  as  indicated  by  a  platinum  platinum-rhodium  thermo- 
couple was  recorded  on  a  Hoskins  automatic  recorder. 

The  burning  shrinkages  and  porosities  are  shown  in  Fig.  1 .  The  porosi- 
ties were  obtained  by  means  of  the  Washburn-Bunting  porosimeter.2 

6.  Discussion  of  the  Volume  and  Porosity  Changes. — The  volume 
shrinkage  curve  shows  that  the  material  shrinks  uniformly  with  rising 
temperature,  but  the  curve  shows  no  breaks  or  peculiarities  corresponding 
to  the  peculiar  changes  that  are  found  in  the  porosity  curve.  The  porosity- 
temperature  curve  shows  that  the  porosity  decreases  gradually  to  a  mini- 
mum at  1350  °C  and  thereafter  increases.  This  peculiar  behavior  is  ap- 
parently due  to  the  gradual  growth  of  large  crystals  at  the  high  temper- 
atures, these  crystals  being  very  dense,  but  being  separated  from  one  an- 
other by  small  cracks  or  interstices  which  grow  in  size  with  the  crystals, 
consequently  producing  an  increase  in  the  porosity.  It  is  probable  that  a 
body  made  from  pure  zinc  oxide  would  gradually  disintegrate  at  high  tem- 
perature, owing  to  this  slow  crystallization. 

Department  of  Ceramic  Engineering 

University  of  Illinois 

Urbana,  Illinois 

Discussion 

By  E.  W.  Washburn: — During  use  a  zinc  retort  body  gradually  changes 
in  composition  owing  to  the  absorption  of  zinc  oxide  and  the  resultant  body 
contains  a  large  amount  of  this  material.  Zinc  oxide  itself,  as  Mr.  Libman's 
results  show,  is  a  good  refractory  and  it  is  practically  certain  that  from 

1  Washburn  and  Libman,  Jour.  Amer.  Ceram.  Soc,  3,  637  (1920). 

2  Washburn  and  Bunting,  Ibid.,  5,  112  (1922). 
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the  substances  A1203  (introduced  as  fire  clay)  Si02  and  ZnO  a  highly  re- 
fractory zinc  retort  could  be  manufactured.  There  is  also  the  additional 
possibility  of  being  able  to  obtain  a  retort  body  which  would  be  practically 
unattacked  by  the  charge  during  operation.  The  principles  to  be  followed 
in  meeting  this  condition  are  known  but  in  order  to  apply  them  the  Phase 
Rule  diagram  of  the  system  is  required  and  this  has  not  yet  been  worked 
out.  The  construction  of  this  diagram  offers  no  insurmountable  diffi- 
culties and  the  requisite  furnace  equipment  is  on  the  market.  If  the  zinc 
industry  would  cooperate  in  supporting  research  in  this  field  some  ex- 
tremely valuable  and  fundamental  scientific  data  would  result  which  would 
enable  us  not  only  to  understand  exactly  what  happens  in  a  zinc  retort 
during  usage  but  would  also  point  the  way  toward  the  scientifically  ideal 
retort  body. 


THE  HARROP  TUNNEL  KILN 

By  W.  E.  Cramer 
ABSTRACT 

The  successful  application  of  the  car  tunnel  kiln  to  the  firing  of  electrical  porcelains 
is  described.  This  kiln  is  321  feet  long,  54!/2  inches  wide  inside,  and  has  a  placing 
height  of  approximately  60  inches.  The  ware  is  placed  in  saggers  as  formerly.  Ware 
has  been  fired  through  this  kiln  in  48  hours — total  time  for  heating  up,  soaking,  and 
cooling.  The  kiln  operates  at  cones  10,  11,  and  12,  depending  upon  the  ware  being 
fired.  Natural  gas  is  used  as  fuel  and  is  supplied  to  the  kiln  through  Maxon  Premix 
burners.     Auxiliary  fuel  oil  equipment  is  also  installed. 

The  tunnel  kiln  located  at  the  plant  of  the  General  Porcelain  Co., 
Parkersburg,  W.  Va.,  is  a  Harrop  kiln  of  the  direct  fired  type  and  is  firing 
low  tension  electrical  insulators,  special  porcelain  and  a  general  line  of 
standard  electrical  porcelain.  It  is  equipped  for  burning  either  fuel  oil  or 
natural  gas  or  the  two  fuels  can  be  used  together.  The  kiln  is  so  con- 
structed that  with  a  few  minor  changes  in  the  furnaces,  coal  can  also  be 
readily  used  for  fuel. 

Construction  on  the  kiln  proper  was  started  on  March  4,  1921,  and  it 
was  completed  on  July  14,  1921,  at  which  time  it  was  started  in  operation. 

The  kiln  is  housed  in  a  Milliken  fabricated  steel  building  which  is  60 
feet  wide  and  350  feet  long.  This  building  is  bolted  together  throughout 
having  steel  window  sash,  steel  doors  and  concrete  floor  which  makes  it  an 
ideal  kiln  building. 

The  kiln  is  321  feet  in  length  and  the  inside  width  is  54V2  inches.  The 
overall  height  is  approximately  eleven  feet.  Of  the  321  feet  in  length, 
160  feet  is  taken  up  in  the  heating  up  zone,  42  feet  in  the  firing  zone  and  119 
feet  in  the  cooling  zone.  The  firing  zone  includes  eight  furnaces,  four  on 
each  side  of  the  kiln,  which  are  in  staggered  relation. 

The  kiln  car  is  six  feet  long  and  58x/2  inches  in  width,  the  effective 
setting  space  being  fifty  and  one  half  inches  by  five  feet  nine  inches.  The 
metal  parts  of  the  car  are  protected  from  the  high  temperature  by  sand 
seals  which  extend  the  entire  length  of  the  kiln.  The  cars  are  propelled 
by  an  automatic  hydraulic  ram. 

The  burners  used  on  the  kiln  are  the  Maxon- Premix  type.  They  are  so 
arranged  that  either  gas  or  oil  can  be  used  and  a  change  can  be  made  from 
one  fuel  to  the  other  at  a  moments  notice.  If  desired  both  fuels  could  be 
used  together. 

The  total  power  required  to  operate  the  kiln  is  twenty-one  motor  horse- 
power. This  represents  the  motor  horsepower  provided  but  it  is  calculated 
that  only  about  eighty  per  cent  of  this  power  is  used  under  normal  oper- 
ation. 

There  are  four  firemen  required  to  operate  the  kiln,  in  two  turns  of  twelve 
hours  each  with  two  men  on  each  turn.     These  men  attend  to  charging  the 
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cars  in  the  kiln,  removing  them  from  the  kiln,  and  also  the  regulation  of 
the  heat  which  requires  attention  when  there  are  three  different  firing 
temperatures  used.  .  That  is,  in  firing  three  different  kinds  of  ware  the 
kiln  must  operate  at  either  cone  10,  11  or  12  and  be  quickly  changed  from 
one  temperature  to  another.  This  change  can  be  easily  made  by  regulating 
the  burners  and  the  car  schedule  in  from  one  to  two  hours. 

The  kiln  has  been  operated  at  a  car  schedule  as  fast  as  fifty  minutes  and 
as  slow  as  one  and  three  quarter  hours.  When  operating  at  a  one  and  one 
half  hour  schedule  or  slower  it  is  sufficient  to  fire  two  furnaces  on  each  side 
of  the  kiln  to  obtain  good  results,  but  a  faster  car  schedule  requires  the  use 
of  three  furnaces  on  each  side. 

The  entering  temperature  of  the  kiln  varies  between  100  °F  and  220  °F. 
The  heating  up  curve  is  practically  a  straight  line  until  it  reaches  the  burn- 
ing temperature  of  cone  10,  11  or  12.  Then  the  temperature  drops  off 
quickly  and  then  more  slowly  as  it  nears  the  end  of  the  kiln.  The  dis- 
charge end  temperature  varies  between  175  °F  and  350  °F. 

The  cooling  air  is  first  drawn  under  the  cars  from  the  atmosphere  by 
means  of  a  suction  produced  by  the  air  supply  fan.  From  under  the  cars 
it  is  drawn  through  the  fan  and  tempered  with  atmospheric  air  and  then 
divided  three  ways.  Part  of  it  is  forced  into  the  discharge  end  of  the  kiln 
and  serves  for  cooling  the  ware.  The  second  part  is  forced  through  a  flue 
over  the  entire  discharge  end  of  the  kiln  from  where  it  is  led  down  over  the 
furnace  arches  and  delivered  into  the  furnaces  as  secondary  air  for  com- 
bustion. The  third  part  is  circulated  through  hollow  walls  in  the  furnaces 
where  it  is  preheated  and  then  can  be  led  to  the  burners  or  forced  through 
the  grates  as  primary  air  for  combustion.  The  temperature  of  the  air  as  it 
comes  from  under  the  cars  has  been  found  to  be  340  °F  when  the  kiln  was 
operating  at  cone  12.  As  this  same  air  enters  the  discharge  end  of  the  kiln 
after  being  tempered  its  temperature  is  165  °F. 

The  combustion  gases  leave  the  furnaces  and  enter  directly  into  the 
tunnel  proper,  travelling  horizontally  toward  the  charging  end.  Near 
the  charging  end  they  enter  flues  in  the  side  walls  of  the  kiln  and  are  taken 
out  by  the  draft  fan.  The  temperature  of  these  gases  as  they  enter  the 
stack  is  350  °F. 

The  cross-sectional  heat  distribution  has  been  excellent.  At  times  the 
tops  of  the  car  setting  has  been  about  one  half  of  a  cone  easier  than  the 
bottoms.  However,  this  has  been  easily  remedied  by  the  proper  adjust- 
ment after  which  practically  every  sagger  on  the  car  received  the  same 
temperature.  In  August,  1921,  a  car  loaded  with  one  hundred  ami  twenty 
five-inch  saggers,  every  one  containing  cones  and  ware  trials,  was  run 
through  the  kiln  in  order  to  determine  the  cross-sectional  heat  distribution. 
It  was  found  that  each  sagger  received  practically  the  same  amount  of  heat, 
there  being  but  a  quarter  of  a  cone  variation  throughout  the  entire  setting. 
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Discharging  end  of  kiln. 
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The  top  saggers  of  the  setting  were  slightly  easier  than  the  bottom  saggers. 
Later  it  was  found  that,  unlike  other  kilns  of  the  car  tunnel  type,  it  was 
possible  to  maintain  continuously  a  higher  temperature  along  the  bottoms 
of  the  setting  than  along  the  tops.  This  condition  is  undoubtedly  due  to 
the  construction  of  the  inner  walls  of  the  kiln  which  allows  an  easier  passage 
of  gases  through  the  bottom  of  the  setting.  This  is  an  exclusive  feature  of 
the  Harrop  Kiln.  The  car  setting  is  three  bung  wide  and  the  center  bung 
is  as  well  fired  as  the  two  outer  ones.  It  was  found  that  the  same  results 
were  obtained  when  the  saggers  were  set  tight  across  the  car  but  with 
a  space  between  them  lengthwise  as  when  the  setting  was  very  loose.  This 
again  shows  that  there  is  good  circulation  throughout  the  kiln. 


Typical  cross-section. 


The  kiln  was  designed  to  have  a  maximum  capacity  equivalent  to  the 
drawing  of  twelve  sixteen  foot  diameter  periodic  kilns  per  week.  Using 
thirteen  and  one  half  inch  diameter  round  saggers  it  requires  seventeen 
kiln  cars  of  ware  for  the  equivalent  of  one  periodic  kiln.  Thus  a  fifty 
minute  schedule  will  give  the  above  capacity.  Using  square  saggers  the 
amount  of  ware  placed  on  a  car  can  be  increased  by  55%.  These  saggers 
are  now  being  made  and  will  undoubtedly  increase  the  saving  and  effi- 
ciency of  the  kiln. 

The  kiln  will  hold  fifty-two  cars  in  its  length.  Thus  at  an  hour  schedule 
a  car  will  remain  in  the  kiln  fifty-two  hours,  twenty-six  hours  being  used 
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in  the  heating  up  zone,  seven  hours  in  the  firing  zone  and  nineteen  hours 
for  cooling.  This  gives  a  saving  of  approximately  35%  in  firing  time  over 
the  periodic  kilns. 

It  is  interesting  to  note  that  the  average  weight  of  one  car  loaded  with 
green  ware  ready  for  the  kiln  is  slightly  over  ten  thousand  pounds,  the 
weight  of  an  empty  car  being  four  thousand  pounds.  The  pusher  is  of 
ten  tons  capacity  and  to  propel  the  fifty-two  cars  is  required  but  nine 
thousand  four  hundred  pounds  total  pressure. 

A  fuel  test  conducted  during  the  summer  of  1921  shows  a  fuel  consump- 
tion of  195,300  cu.  ft.  of  gas  in  36  hours  with  a  production  of  35  cars.  At 
this  time  six  furnaces  were  under  fire.  This  gives  a  consumption  of 
5,580  cu.  ft.  per  car  or  94,809  cu.  ft.  for  the  equivalent  of  one  periodic 
kiln.  Another  test  was  conducted  while  four  furnaces  were  under  fire. 
Twenty-four  cars  were  produced  in  thirty-six  hours  and  130,000  cu.  ft.  of 
gas  was  consumed.  This  is  5,416  cu.  ft.  per  car  or  92,972  cu.  ft.  for  the 
equivalent  of  one  periodic  kiln.  Meter  readings  taken  during  the  month 
of  November,  1921,  show  that  the  average  gas  consumption  per  hour  on  an 
operating  schedule  of  one  hour  and  twenty  minutes  is  4,200  cu.  ft.  of  gas. 
This  shows  a  considerable  saving  over  the  periodic  kilns. 

During  the  five  and  one  half  months  that  the  kiln  has  been  operating 
it  has  been  found  that  there  is  a  saving  in  labor  amounting  to  the  elimina- 
tion of  one  man  in  placing  and  one  man  in  drawing  the  equivalent  amount 
of  ware  in  a  periodic  kiln.  The  odd  work  around  the  kiln  is  practically 
the  same  as  around  a  periodic  kiln.  However,  there  is  the  elimination 
of  maintaining  the  bags,  cleaning  out  the  flues  and  building  up  the 
doors. 

There  have  been  practically  no  repairs  on  the  kiln  since  it  was  started. 
One  of  the  thermocouple  welds  broke  but  it  was  rewelded  and  replaced. 
Twice  through  carelessness  it  was  necessary  to  shut  the  kiln  off  for  several 
days.  One  time  the  fireman  went  to  sleep  and  let  the  cars  stand  too  long, 
resulting  in  a  wreck.  From  the  time  the  kiln  was  shut  off  until  it  was  back 
up  to  temperature  it  was  but  eighty-four  hours,  during  which  time  the 
temperature  did  not  fall  below  800  °F.  Another  time  through  careless 
regulation  of  the  burners  a  bung  of  saggers  was  caused  to  fall,  thus  re- 
quiring another  short  shut-down. 

The  kiln  has  shown  its  advantages  over  the  periodic  kilns.  First  of  all 
it  produces  a  uniformly  fired  product  which  is  impossible  in  the  periodics. 
It  has  a  large  fuel  saving  over  the  periodic  kilns.  It  also  has  enabled  a 
lower  individual  labor  cost  due  to  the  fact  that  all  placing  and  drawing  is 
centralized  and  much  easier  than  in  the  other  kilns.  Finally  it  has  proved 
a  pacemaker  for  the  entire  plant.  That  is,  when  the  tunnel  is  operating 
at  a  certain  schedule  the  other  departments  know  that  they  have  to  handle 
a  certain  quantity  of  ware  in  order  to  keep  up. 
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The  installation  cost  of  the  kiln  was  considerably  less  than  the  cost  of  the 
number  of  periodic  kilns  necessary  to  give  the  same  production. 

Due  to  business  conditions  the  kiln  was  closed  down  the  latter  part  of 
December,  1921,  for  a  couple  of  months.  Upon  cooling  a  close  inspection 
was  made  of  the  kiln.  It  was  found  that  but  few  small  cracks  had 
developed  on  the  outside  of  the  kiln  as  a  result  of  cooling.  The  inside  of 
the  kiln  was  in  perfect  condition  after  having  been  in  operation  five  and 
one  half  months.  It  was  particularly  noticeable  that  the  expansion  joints 
had  functioned  perfectly. 

Columbus,  Ohio 


THE  CONTROL  OF  GLAZE-FIT  BY  MEANS  OF  TENSILE  TEST 

SPECIMENS1 

By  F.  H.  Riddle  and  J.  S.  Laird2 
ABSTRACT 

The  selection  of  a  suitable  glaze  for  a  particular  body  by  usual  inspection  of  a 
field  of  glaze  trials  is  not  sufficiently  precise,  and  gives  no  indication  of  slow  crazing 
tendencies. 

A  new  method  of  selecting  glazes  depends  on  the  effect  of  a  glaze  on  the  strength 
of  a  porcelain  tensile  test  specimen.  The  best  fitting  glazes  increase  the  strength  while 
poorer  ones  decrease  it.  Glazes  which  craze  weaken  the  specimens  very  markedly. 
Results  obtained  with  various  glazes  on  one  fire  porcelain  are  given. 

Introduction 

When  a  glaze  is  selected  by  a  systematic  study  of  a  tri-variant  system, 
it  is  found  as  a  rule  that  within  a  field  of  considerable  area  the  glazes  appear 
equally  suitable,  that  is,  the  composition  may  be  varied  considerably  with- 
out developing  crazing,  shivering,  under-maturing  or  over-firing.  The 
selection  of  the  best  glaze  within  this  field  has  been  largely  a  matter  of 
judgment,  and  the  best  glaze  could  not  be  assumed  to  be  the  one  most 
nearly  central  in  the  field  of  good  glazes.  It  is  frequently  the  case  that  a 
glaze  which  appears  satisfactory  when  newly  fired  will  develop  crazing  on 
standing.  This  is  particularly  troublesome  in  the  case  of  bright  glazed  wall 
tile  which  have  an  unfortunate  habit  of  crazing  anywhere  from  a  month 
to  several  years  after  being  cemented  up  in  a  wall,  even  though  they  may 
have  shown  no  signs  of  crazing  when  newly  fired  or  even  when  stored  in  air 
for  a  long  time. 

Attempts  have  been  made  to  devise  tests  which  would  indicate  quickly 
any  tendency  for  an  apparently  suitable  glaze  to  develop  crazing.  The 
tests  have  usually  involved  subjecting  the  specimens  to  rapid  variations 
in  temperature,  much  wider  than  those  to  which  they  would  ever  be  sub- 
jected in  use.  These  methods  while  of  value  for  the  particular  products 
for  which  they  have  been  devised  are  not  of  very  general  applicability. 

A  new  direct  method  for  comparing  different  glazes  as  regards  fit  has 
been  devised  in  this  laboratory,  based  upon  the  effect  which  a  glaze  exerts 
on  the  strength  of  a  porcelain  tensile  test  specimen. 

Preparation  of  Specimens 

Test  specimens  of  diameters  0.4-0.5  inch  are  used,  similar  to  those  used 
in  the  tensile  testing  of  metals,  modified  as  necessary  on  account  of  the 
difficulty  in  loading  a  material  of  the  degree  of  brittleness  of  porcelain. 

1-A  contribution  from  the  Research  Laboratories  of  the  Champion  Porcelain  and 
Jeffery-Dewitt  Insulator  Companies. 

2  Received  April,  1922. 
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They  are  formed  by  turning  in  the  green  state,  and  after  glazing  and  firing 
are  broken  on  an  ordinary  cement  testing  machine,  as  described  in  detail  in 
an  article,  "The  Determination  of  the  Tensile  Strength  of  Porcelain."1 
The  preparation  of  the  specimens  differs  from  that  of  test  specimens  for 
determining  the  tensile  strength  of  porcelain  bodies  in  that  they  are  glazed 
all  over  (except  the  ends)  while  at  least  the  central  portions  of  the  tensile 
strength  specimens  are  left  unglazed. 

A  number  of  specimens  are  made  up  from  one  body,  glazed  with  the  var- 
ious glazes  to  be  compared  and  fired  together  all  in  the  same  sagger  when 
possible  and  in  a  large  kiln.  At  least  ten  specimens  glazed  with  each  glaze 
should  be  prepared  and  tested. 

Effect  of  Glaze  on  Strength  of  Specimens 

The  glazing  of  a  small  porcelain  object  such  as  one  of  these  test  specimens 
may  (a)  materially  increase,  (b)  have  little  effect  on  (c)  markedly  decrease 
its  breaking  strength.  These  effects  appear  to  be  determined  by  the  degree 
of  success  with  which  the  glaze  has  been  fitted  to  the  body. 

Thus,  in  the  following  series  of  tests  the  composition  of  a  particularly 
good  one-fire  porcelain  glaze  maturing  at  cone  16-18  was  modified  by  the 
addition  of  increasing  amounts  of  a  certain  ingredient,  so  that  while  the 
maturing  range  of  the  glaze  was  not  affected  noticeably,  crazing  was 
developed  with  the  higher  members  of  the  series. 

The  test  specimens  were  taken  from  a  large  batch  made  mechanically, 
i.  e.,  blanks  were  cut  from  pugged  one-inch  rolls,  and  turned  to  a  definite 
size.  All  the  specimens  were  fired  in  one  sagger  in  a  commercial  kiln. 
Each  result  is  the  average  strength  of  several  specimens. 

Table  I 
Series  of  Cone  18  Glazes  with  Increased  Crazing  Tendencies 


Strength 

Glaze  used 

Lbs.  per  sq.  in. 

Remarks  on  glaze 

No  Glaze 

8,890 

Glaze  255 

10,245 

Standard 

Glaze  255  A 

9,135 

Very  good 

Glaze  255  B 

4,338 

Bright,  but  distintly  crazed 

Glaze  255  C 

3,592 

Bright,  badly  crazed 

Glaze  255  D 

3,437 

Opaque,  crazed 

The  falling  off  in  strength  with  the  development  of  crazing  is  very 
marked,  dropping  to  only  one-third  with  the  poorest  glaze.  A  marked 
decrease  in  strength  is,  however,  shown  by  glaze  255  A,  which  in  appearance 
is  equal  to  255,  and  from  which  it  differs  in  chemical  composition  by  only 
1.25%. 

1  Riddle  and   Laird,   Proc.   A.S.T.M.,   21,    1050-56    (1921).     Riddle  and  Laird, 
Jour.  Amer.  Ceram.  Soc,  5,  385  (1922). 
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The  following  table  shows  results  with  one-fire  cone  13  porcelain  with 
various  glazes. 

Table  II 


Tensile  Strength 

Glaze  no. 

Lbs.  per  sq. 

in. 

Remarks  on  glaze 

22 

7,520 

Good  bright  glaze 

16 

6,954 

Good  bright  glaze 

691  D 

6,590 

Somewhat  pinholed 

665 

5,710 

Immature,  mat 

666 

2,052 

Crazed,  immature 

Table  III  gives  results  with  a  number  of  cone  18  glazes  none  of  which 
showed  crazing  by  usual  inspection  but  which  showed  marked  differences 
by  these  tests.  It  may  be  noted  that  the  glaze  selected  as  a  result  of  these 
tests  has  proved  extremely  satisfactory  and  reliable  for  use  on  spark  plugs, 
the  tensile  strength  tests  being  confirmed  by  impact  tests.  Glaze  No.  GG6 
was  very  white  and  of  high  covering  power  but  weakened  the  body  to  which 
it  was  applied. 

Table  III 


Strength 

Glaze  no. 

Lbs.  per  sq.  in. 

Remarks  on  glaze 

644 

10,876 

Good,  slightly  vesicular 

255 

10,324 

Good,  slightly  eggshell 

665 

10,178 

Very  good 

649 

9,779 

Poor,  vesicular 

653 

9,622 

Very  good 

647 

9,622 

Good 

646 

9,578 

Poor,  vesicular 

648 

9,454 

Poor,  eggshell 

652 

9,382 

Good 

664 

9,200 

Poor,  mat 

650 

9,184 

Good 

645 

9,033 

Poor 

651 

8,973 

Good 

654 

8,632 

Good 

655 

8,432 

Good 

666 

8,119 

Very  good 

663 

7,552 

Conclusions 

Poor 

There  can  be  no  question  as  to  the  intimate  relationship  between  the  fit 
of  the  glaze  and  the  strength  of  small  glazed  porcelain  objects  such  as 
spark  plugs,  or  with  one  or  more  small  dimensions  as  rods,  tubes, -plates, 
etc.  This  relation  probably  holds  true  to  a  considerable  extent  for  porce- 
lain objects  of  any  size  or  dimension,  as  for  example  high  tension  insulators. 
Failure  of  the  glaze  to  fit,  especially  when  the  fit  is  so  poor  that  crazing 
develops,  produces  strains  in  the  surface  of  the  porcelain  so  that  failure 
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occurs  under  a  much  smaller  external  load  than  when  the  porcelain  is  free 
from  such  strains.  On  the  other  hand  proper  selection  of  a  glaze  results 
in  a  strength  notably  greater  than  that  of  the  unglazed  ware,  an  increase 
which  can  not  be  referred  with  one-fire  porcelain  to  increased  vitrification 
of  the  body  due  to  soaking  in  of  the  glaze. 

No  experiments  along  this  line  have  been  made  with  semi-porcelain  or 
the  unverified  bodies  used  in  bright  glazed  wall  tile,  but  it  seems  probable 
that  in  these  cases  also  this  method  could  be  successfully  used  in  the  selec- 
tion of  glazes. 

Detroit,  Mich. 


DISINTEGRATION  OF  SODA  LIME  GLASSES  IN  WATER1 

By  Arthur  E.  Williams2 
ABSTRACT 
Soda  lime  glasses  have  been  treated  in  water  at  temperatures  below  boiling  point, 
at  boiling  point,  and  up  to  25  lb.  pressure  in  an  autoclave.  Effects  produced  are  illus- 
trated with  photographs  and  show  that  glass  disintegrates,  i.  e.,  cracks,  spalls,  and  loses 
weight  when  treated  at  any  temperature  used.  The  rate  of  disintegration  depends  upon 
time,  temperature,  composition,  and  heat  treatment  of  glass  surface  during  forming, 
the  latter  factor  apparently  affecting  considerably  the  tendency  to  spall  or  chip. 

Treatment  given  glasses  conforms  in  many  ways  to  treatment  glass  receives  in 
service,  either  when  sterilized  when  used  for  food  packing  or  continued  washing  and 
sterilizing  as  when  used  for  delivering  or  serving  food  daily.  The  relative  endurance 
of  glasses  may  be  studied  by  the  methods  used,  and  standard  methods  of  testing  based 
upon  them  can  be  worked  out.  An  article  must  stand  at  least  six  hours  in  boiling  water 
without  apparent  disintegral  ion  or  chipping  to  be  of  good  quality. 

Spalling  always  appeared  on  the  exterior  only  of  pressed  or  blown  ware.  Disintegra- 
tion of  the  glass  is  cumulative  with  time  of  treatment  whether  it  be  periodic  or  continu- 
ous treatment.  Treating  glass  in  hot  water  with  increasing  pressures  does  not  seem  to 
give  greatly  increased  disintegration  as  the  temperature  and  pressure  rises. 

Surfaces  of  blown  or  pressed  articles  are  shown  to  be  laminated  rather  than  smooth 
and  impervious. 

Introduction 

Glass  used  for  the  daily  delivery  or  serving  of  food  and  for  the  packing 
of  food  must  stand  repeated  washing  and  sterilizing  or  several  hours 
continued  sterilization.  Although  glass  is  being  made  which  stands  these 
requirements  in  a  satisfactory  manner,  there  are  also  many  cases  where 
the  life  of  the  article  is  short,  or  it  fails  to  endure  the  increasingly  severe 
conditions  being  required  of  it.  The  following  tests  have  been  made  to 
develop  a  means  of  determining  the  factors  affecting  the  life  of  glass  articles 
in  service.     Some  very  significant  facts  have  been  observed. 

These  experiments  were  confined  to  the  treatment  of  soda  lime  glasses 
in  distilled  water  at  temperatures  below  boiling,  at  the  boiling  point, 
and  in  boiling  water  at  pressures  above  atmospheric  pressure. 

Photographs  illustrating  some  of  the  disintegrating  action  observed  in 
the  experiments  are  shown  herewith.  A  brief  description  and  discussion 
of  these  will  be  given  previous  to  correlating  the  results. 

Action  of  Water  at  Temperatures  below  Boiling 

Figures  1,  2,  and  3  show  the  results  of  immersing  large  battery  jars  in 
water  at  about  60  °C  for  two  months.  The  interior  of  these  jars  contained 
no  water  but  held  a  few  dry  samples  of  sheet  glass,  the  water  surrounding 
the  jars  to  about  one  inch  from  the  top.     Cracking  and  spalling  on  the  jars 

1  Glass'Division,  St.  Louis  Meeting,  Feb.,  1922. 

2  By  permission  of  the  Director  of  the  Bureau  of  Standards. 
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Fig.  1. 
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Fig.  2. 
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Fig.  3. 
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shown  in  Figures  1  and  2  began  to  appear  after  about  two  weeks'  immersion. 
The  cracks  grew  larger  continuously  and  the  spalled  areas  increased  with 
time  of  immersion.  Figure  3  is  a  battery  jar  of  different  composition  and 
make,  which  was  exposed  to  the  same  conditions  as  those  shown  in  Figures 
1  and  2,  but  did  not  give  any  evidence  of  cracking  or  spalling. 

Action  of  Boiling  Water 

Figure  4  illustrates  the  effect  of  six  hours  and  twelve  hours  continuous 
boiling  on  two  types  of  commercial  soda-lime  tumblers.  Tumblers  1  and 
2,  Fig.  4a,  made  of  the  same  glass  have  been  boiled  six  and  twelve  hours 
respectively,  and  illustrate  what  should  be  expected  of  a  glass  of  good 
enough  quality  to  warrant  a  reasonable  life  in  service.  Tumblers  3  and  4, 
Fig.  4b,  treated  in  the  same  manner  illustrate  a  glass  which  cracks  in  wash- 
ing and  of  low  mechanical  strength.  This  latter  glass  contains  but  5% 
of  alkali  earth  oxides  and  less  than  70%  of  silica  which  should  be  con- 
sidered a  glass  of  very  poor  composition. 

Continued  boiling  of  these  articles  would  have  produced  a  continuous 
increase  in  disintegration.  This  disintegrating  effect  is  cumulative  in 
action,  in  that  periodic  boiling  for  short  intervals  will  show  very  similar 
results  to  a  continued  boiling  for  an  equal  length  of  time.  Tests  on  a  num- 
ber of  makes  of  tumblers  and  bottles  show  that  a  very  great  variation  in  the 
degree  of  disintegration  may  be  obtained,  some  glasses  being  much  more 
stable  than  the  best  shown  in  the  illustrations. 

Boiling  Water  at  Pressures  above  Atmospheric 
A  distinct  increase  in  the  amount  of  disintegration  produced  for  a  given 
length  of  time  is  shown  with  temperatures  of  water  increased  above  the 
boiling  point.  Figures  5  and  6  are  photographs  of  tumblers  and  milk 
bottles  treated  in  an  autoclave  at  0,  5,  10,  15,  20,  25,  30,  and  50  pounds 
steam  pressure  for  a  period  of  6  hours.  While  the  effects  of  the  treatments 
do  not  seem  to  increase  in  the  same  ratio  as  the  pressures,  the  depth  as 
well  as  the  area  of  the  spalls  increases  with  pressure  or  extended  treatment. 
Prolonged  treatment  results  in  a  breaking  up  of  the  article.  Six  hours 
treatment  at  5  pounds  pressure  is  equivalent  to  about  24  hours  continuous 
boiling  at  atmospheric  pressure. 

It  was  observed  that  spalling  was  confined  to  the  outer  surfaces  in  all 
cases.  Grinding  the  edges  of  pieces  of  glass  before  treating  them  in  the 
autoclave  resulted  in  greater  disintegration.  The  interior  surface  of 
different  articles  was  scratched  and  roughed  by  shaking  with  shot,  water, 
and  carborundum,  after  which  they  were  autoclaved.  In  this  case  spalling 
was  observed  on  the  interior.  This  Would  seem  to  indicate  that  the  spalling 
on  the  exterior  was  due  in  part  to  a  rougher  surface  than  that  on  the 
interior. 
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Fig.  6. 
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Figures  7  and  8  show  the  results  that  were  obtained  in  an  effort  to  smooth 
the  exterior  surface  submitting  the  article  to  the  autoclave  tests.  The 
deformed  bottle  and  tumbler  have  been  heated  to  the  softening  point 
(515  °C)  and  then  annealed.  These  articles  together  with  those  not 
heated  were  autoclaved  at  50  pounds  pressure  for  six  hours.  The  entire 
absence  of  any  spalling  on  the  reheated  articles  indicates  the  importance 
of  a  proper  surface  condition.  It  is  evident  that  a  mere  drying  out  of  the 
article  is  not  sufficient,  as  articles  heated  and  annealed  at  temperatures 
at  50  degree  intervals  up  to  400  °C  show  no  reduction  in  amount  of  spalling. 
Softening  of  the  surface  or  a  complete  removal  of  surface  strains  is  ap- 
parently an  important  factor,  450  °C  having  been  found  to  be  the  minimum 
temperature  at  which  spalling  ceased,  which  is  within  the  temperature 
range  required  for  annealing  this  glass.  Treating  a  glass  of  poor  composi- 
tion in  the  same  manner  will  not  prevent  spalling,  hence  the  importance  of 
both  composition  and  surface  condition. 

Figure  9  illustrates  a  very  interesting  development.  These  tumblers 
were  both  treated  in  an  autoclave  at  twenty-five  pounds  pressure  for  6 
hours  and  then  dried  at  about  250  °C,  the  tumbler  on  the  right  having  been 
previously  heated  to  its  softening  point  and  then  re-annealed,  the  tumbler 
on  the  left  having  had  no  preliminary  treatment.  The  effect  is  to  produce 
on  the  tumbler  not  reheated  an  etched  surface  consisting  of  scale-like 
flakes  of  glassy  material.  These  scales  appear  as  approximately  parallel 
curved  lines  which  give  the  appearance  of  flow  lines  of  the  glass  in  pressing 
or  blowing.  This  scale  is  found  on  both  the  interior  and  exterior  of  pressed 
and  blown  articles. 

The  question  immediately  arises,  whether  the  glass  in  flowing  actually 
tears,  the  scale  being  the  remainder  of  the  surface  left  after  a  certain  amount 
of  leaching  has  been  done,  or  whether  the  condition  is  due  to  some  other 
cause.     Observations  completed  so  far  do  not  justify  a  positive  answer. 

Correlation  of  Observations 

Reviewing  the  various  facts  observed,  there  is  shown: 

1.  The  chipping  or  spalling  exhibited  in  the  various  accompanying 
photographs  is  always  on  the  exterior,  whether  it  be  pressed  or  blown  ware, 
except  the  type  illustrated  in  Figure  9: 

2.  The  effect  of  spalling  is  cumulative  with  increased  time  of  treatment, 
in  that  ultimate  disintegration  appears  whether  the  glass  is  treated  in 
hot  water  periodically  or  continuously.  Poor  glasses  show  spalling  after 
six  hours  boiling,  whereas  glasses  having  a  sufficiently  high  silica  and  lime 
content  require  from  12  to  30  hours  boiling  to  show  any  signs  of  disintegra- 
tion. 

3.  Treatment  in  hot  water  with  increasing  pressure  does  not  seem  to  give 
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greatly  increased  disintegration  as  the  temperature  and  pressure  rise, 
especially  on  articles  which  are  resistant  to  water  at  atmospheric  pressure. 
4.  Although  the  amount  of  disintegration  appears  to  be  a  function  of  the 
solubility  of  the  glass  the  physical  condition  of  surface  is  also  shown  to 
be  an  important  factor.     Reheating  to  the  temperature  (450  °C)  found 


Fig.  8. 

necessary J:o  avoid  spalling  in  the  samples  shown  does  anneal  the  glass 
and  may  close  minute  surface  cracks  by  softening  of  the  surface  layer. 
Chilling  or  tearing  of  the  outer  surface  as  compared  to  the  inner  surface, 
might  be  explained  in  a  blown  article  as  it  comes  in  contact  with  a  mold 
only  on  the  external  surface.  Pressed  ware,  however,  is  subjected  to  metal 
contact  on  both  surfaces  and  as  the  plunger  is  often  water  cooled  the  inner 
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surface  may  be  the  more  suddenly  chilled.  Just  what  is  the  physical  dif- 
ference between  the  outer  and  inner  surface  of  the  ware,  such  that  spalling 
occurs  only  on  the  former,  has  not  been  determined  as  yet;  but,  as  shown 
by  Figure  9,  both  surfaces  are  subject  to  disintegration. 

5.  Articles  which  are  treated  for  long  periods  in  hot  water  will  often 
crack.  Sudden  temperature  changes  are  not  needed  to  develop  cracks, 
which  seem  to  be  due  to  strained  glass.  Hand  finished  goblets  which  did 
not  crack  after  being  filled  several  times  with  boiling  water,  cracked  after 
several  hours'  boiling.  These  cracks  were  identified  as  being  due  to  poor 
annealing,  since  they  were  found  to  be  strained,  and  well-annealed  goblets 
of  the  same  make  did  not  develop  such  cracks. 

6.  Articles  which  spall  do  not  always  crack,  and  articles  which  crack  do 
not  always  spall.  Cracking  usually  occurs  only  after  moderately  long 
treatment  in  water,  regardless  of  whether  the  article  spalled  or  not. 

Summary 

Treating  soda  lime  glasses  in  water  at  high  temperatures  for  a  continuous 
period  of  six  hours  or  more  seems  to  be  a  very  satisfactory  means  of  indi- 
cating their  resistance  to  the  treatment  certain  types  of  ware  are  required 
to  endure  in  service,  and  to  indicate  the  general  mechanical  strength  of  the 
ware. 

The  evidence  obtained  is  sufficient  to  show  that  both  the  composition 
and  the  mechanical  condition  of  the  surface  are  important  factors.  While 
in  pressed  and  blown  wares  the  interior  surfaces  of  both  kinds  appear  to 
behave  similarly  and  the  exterior  surfaces  of  both  kinds  are  also  apparently 
alike,  there  does  appear  to  be  an  important  difference  between  interior  and 
exterior  surfaces,  regardless  of  the  process  of  forming. 

In  glasses  of  comparatively  resistant  composition,  softening  or  reheating 
the  surfaces  seems  to  be  the  only  treatment  necessary  to  prevent  spalling. 
Glasses  having  a  low  resistance  to  solution  and  disintegration,  however, 
are  not  made  immune  to  spalling  or  chipping  by  reheating. 

The  character  of  the  results  obtained  indicate  that  the  experimental 
methods  used  are  capable  of  detecting  weaknesses  of  a  character  which 
develop  in  service.  It  is  proposed  to  continue  the  work  for  the  purpose  of 
collecting  more  evidence  regarding  the  nature  of  the  failures  occurring. 

IT,  S.  Bureau  op  Standards 
Washington,  D.  C. 


NOTES  ON  SHIVERING  OF  TERRA  COTTA1 

By  John  L.  Carruthers 
ABSTRACT 

Six  terra  cotta  clays  are  tested  for  shivering  as  a  body  trouble  using  a  white  mat 
glaze,  at  cone  3  starting.  One  non-shivering  clay  and  one  badly  shivering  clay  are 
experimented  with,  to  produce  and  overcome  shivering. 

Causes  of  Shivering.— From  this  work  and  that  of  others  which  has  been  checked  , 
causes  are 

(1)  presence  of  finely  divided  silica  in  the  body,  from 

(a)  highly  siliceous  clays 

(b)  finely  ground  grog  of  a  siliceous  nature 

(2)  presence  of  soluble  salts  in  the  clay,  grog,  or  tempering  water 

(3)  longer  firing  periods 
Methods  of  Eliminating  Shivering. 

(1)  Use  of  a  flux  such  as  feldspar,  felsite,  or  similar  rock  to  overcome  action 
of  fine  silica 

(2)  Use  of  coarse  grog  or  sand 

(3)  Use  of  barium  carbonate  to  overcome  effects  of  salts 

Shivering  and  crazing  are  the  glaze  and  body  problems  that  nearly 
all  manufacturers  of  terra  cotta  or  other  glazed  clay  wares  have  had  to 
contend  with  at  one  time  or  another.  A  great  deal  of  experimental  work 
has  been  done  by  this  Company  in  previous  years,  in  an  effort  to  elimi- 
nate shivering  by  fitting  the  glazes  to  the  body,  and  a  small  amount  of 
work  had  been  done  toward  correcting  the  body.  The  results  were  quite 
successful,  with  only  occasional  shivering  taking  place,  probably  due 
to  variations  in  the  body.  In  the  summer  of  1921,  a  great  deal  of  shiver- 
ing trouble  occurred,  and  due  to  the  fact  that  it  seemed  practically  im- 
possible to  correct  the  trouble  by  changing  the  glazes,  a  study  of  the 
constituents  of  the  body  was  undertaken,  with  the  purpose  of  fitting  the 
body  to  the  glazes  in  use. 

An  investigation  of  ceramic  literature  shows  that  there  is  a  difference 
of  opinion  among  some  of  the  investigators,  as  to  the  causes  of  shivering. 
Some  of  their  work  has  been  with  white  ware  bodies,  and  the  theories 
presented  have  seemed  in  accordance  with  some  of  the  results  of  this  work, 
hence  they  are  included  in  the  following  references. 

E.  E-  Gorton2  notes  that  a  body  high  in  clay  substance  does  not  shiver. 

H.  R.  Griffen3  found  that  the  addition  of  a  siliceous  clay  to  a  body  would 
cause  shivering  and  that  the  addition  of  a  feldspar  to  such  a  body  would 
overcome  the  trouble.  In  his  opinion,  "shivering  originates  as  a  body 
failure  and  that  the  subsequent  glaze  shiver  is  a  secondary  reactionary 
consequence  of  the  body  failure."     He  also  claims,  "that  while  shivering 

1  Terra  Cotta  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 

2  Trans.  Amer.  Ceram.  Soc,  1,  84  (1899). 

3  Ibid.,  2,  135  (1900). 
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and  crazing  are  the  results  of  strains  set  up  due  to  a  difference  in  the  ex- 
pansion coefficients  of  the  body  and  glaze,  the  expansion  coefficient  of 
the  glaze  is  always  the  greater.  The  relative  strength  of  the  body  and 
glaze  determines  which  shall  appear,  shivering  occurring  when  the  body 
is  the  weaker."  He  further  states  as  his  opinion,  "that  there  are  two 
conditions  of  standing  between  the  body  and  the  glaze,  the  first  in  vit- 
rified bodies  due  to  the  coefficients  of  expansion,  being  brought  so  close 
together  as  not  to  produce  a  strain  in  excess  of  the  elastic  limit  of  the 
body  or  glaze;  and  the  second,  in  porous  bodies,  where,  while  the  strain 
is  great,  the  powers  are  balanced,  the  factors  being  the  relative  strength 
and  the  elasticity  of  the  body  and  glaze." 

In  the  discussion1  it  was  the  opinion  of  some  that  shivering  in  terra 
cotta  bodies  was  produced  by  sulfates  in  the  clay  and  grog. 

M.  A.  Coates2  caused  shivering  to  occur  in  a  terra  cotta  body  by  the 
addition  of  a  soluble  salt.     The  degree  of  shivering  was  the  same  for 


Fig.  1. 


either  a  small  or  large  addition  of  the  salt.  The  addition  of  a  fixer  such 
as  barium  carbonate  overcame  the  trouble. 

R.  H.  Minton3  found  that  the  introduction  of  as  low  as  5%  of  flint  to 
a  non-shivering  terra  cotta  body,  caused  shivering  to  take  place,  and  that 
shivering  increased  with  further  additions  of  flint. 

The  chief  points  brought  out  by  previous  investigators  are  the  following : 

(1)  Shivering  can  be  produced  in  non-shivering  bodies  or  clays  by  the 
addition  of  a  siliceous  clay  or  ground  flint. 

(2)  Shivering  can  be  produced  by  the  addition  of  a  soluble  salt  to 
non-shivering  body  or  clay. 

(3)  Shivering  can  be  overcome  by  the  addition  of  feldspar  to  the  body. 

(4)  Bodies  high  in  clay  substance  do  not  shiver. 

In  making  the  tests  .described  later,  all  clays  were  ground  to  pass  a  10- 
mesh  sieve.     Bodies  were  made  by  volume  parts  rather  than  by  weight, 

1  Trans.  Amer.  Ceram.  Soc,  9,  520-27  (1907). 

2  Ibid.,  16,  162  (1914). 

3  Ibid.,  17,  310  (1915). 
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so  as  to  follow  factory  practice.  Bodies  were  pugged  by  hand  to  the 
consistency  of  the  regular  terra  cotta  body.  Test  pieces  of  the  shape 
shown  in  Fig.  1  were  pressed  in  a  plaster  mold.  This  shape  of  piece  was 
used  because  it  has  been  our  experience  that  shivering  occurs  mostly  on 
45  degree  bevel  edges  and  on  drove  or  tool  finish.  After  removing  from 
the  mold,  the  pieces  were  finished  and  dried.  Then  the  test  pieces  were 
sprayed  with  three  coats  of  a  white  mat  glaze  which  had  shivered  badly 
in  factory  use.  The  pieces  were  fired  in  a  commercial  terra  cotta  kiln 
to  cone  3  starting. 

Formula  of  White  Mat  Glaze: 

0 .  166  KNaO  ] 

0.005  MgO  I     0.2029  A1203  (1.57  Si02  +  5%  Sn02) 

0.412  CaO  ( 

0.417  ZnO  J 

Preliminary  Tests. — Five  Colorado  clays,  which  we  were  using  or  had 
used,  and  one  Indiana  clay,  which  we  knew  to  be  successfully  used  in  some 
other  terra  cotta  plants,  were  each  made  into  two  bodies — one  of  six 
parts  clay  and  four  parts  grog,  and  the  other  of  the  clay  alone.  Table  I 
gives  the  analyses  of  these  clays. 

Table  I 
A  b  c  d  e  F 

Si02 58.7%  68.7%  72.8%  66.1%  66.7%  51.5% 

A1203 26.6  18.2  15.9  19.8  18.3  32.9 

Fe203 1.7  2.0  2.6  2.1  2.3  1.4 

Ti02 n.d.  0.7  0.4  0.5  0.8  0.1 

CaO 01  1.4  0.7  1.0  1.6  0.8 

MgO 0.8  0.6  0.6  0.5  1.2  0.4 

KNaO 2.9.  1.8  2.6  2.7  3.0  1.1 

Ign.  Loss 9.5  6.8  5.1  7.5  7.1  12.3 

Total  100.3  100.2  100.7  100.2  101.0  100.5 

Key  to  Table  I: 

A.  A  buff  dense  burning  Indiana  clay. 

B.  A  fairly  plastic  buff  burning  Colorado  clay,  having  a  sandy  feel. 

C.  A  fairly  plastic  buff  burning  Colorado  clay,  having  a  sandy  feel. 

D.  A  very  plastic  buff  burning  Colorado  clay. 

E.  A  very  plastic  buff  burning  Colorado  clay. 

F.  A  very  plastic  white  burning  Colorado  fire  clay. 

Results. — Bodies  made  with  clays  A  and  F  did  not  shiver,  while  those 
containing  D  and  E  gave  only  slight  indications  of  shivering,  and  bodies 
from  B  and  C  shivered  badly.  Bodies  made  without  grog  shivered  worst. 
For  further  study,  clays  A  and  B  were  chosen  from  the  above  group  in 
order  that  a  comparison  of  a  non-shivering  clay  and  a  badly  shivering 
Clay  (under  conditions  at  hand)  might  be  made. 
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Bodies  of  the  composition  shown  in  Table  II  were  made  up  to  determine 
the  effect  of  different  sized  particles  of  Si02.  White  silica  sand  and  flint 
were  used  raw  and  calcined  (cone  3)  in  this  and  another  series  but  no 
difference  was  noted  in  the  effect  of  either,  hence  only  one  series  is  shown. 
No  attempt  is  made  to  determine  any  limits  in  this  work  and  consequently 
all  results  are  of  a  qualitative  nature  rather  than  quantitative. 


Clay  A 
Grog 

Sand  (10  M.) 
Sand  (20  —  ) 
(40  M.J 
Sand  (150  M.) 
Flint  (200  M.) 

Table  II 
12      3 
6     6     6 
4     4     4 
-     1     2 

4 

6 
4 
3 

5  6      7      8      9 

6  6     4     4     5 

4     4     -     -     - 

-    -    6     -    - 
ft 

_     _     _ 

- 

1     2    -    -     5 

Results. — Bodies  1,  2,  3,  4,  and  7  showed  no  indications  of  shivering 
Bodies  3,  4,  and  7  are  very  porous  and  open.  Bodies  5  and  6  show  slight 
shivering,  and  bodies  8  and  9  are  badly  shivered,  No.  9  being  the  worst. 

Because  the  bodies  (  n  Table  II)  containing  coarse  silica  particles  did 
not  shiver,  the  series  shown  in  Table  III  was  made  to  ascertain  the  effect 
of  coarse  silica,  if  added  to  a  body  that  was  known  to  shiver. 

Table  III 

12  3  4 

Clay  B  6     6  6  6 

Grog  4     4  4  4 

Sand  (10  M.)  -     1  2  3 

Results. — Body  No.  1  shivered  badly  and  the  others  much  less,  No.  4 
showing  only  slight  indications  of  the  trouble.  As  the  percentage  of  sand 
increased,  the  body  naturally  became  more  porous. 

Previous  to  the  last  outbreak  of  shivering,  the  clay  storage  yard  was 
filled  with  about  three  feet  of  flood  waters.  The  water  had  swept  over 
the  salt  coated  grounds  of  a  nearby  chemical  works.  That  some  of  these 
salts  were  left  in  the  clay  and  grog  when  the  piles  dried  out,  has  been  es- 
tablished by  analysis.  The  following  tests  were  made  to  check  the  theory 
of  soluble  salts  in  terra  cotta  bodies,  as  being  the  cause  of  shivering. 
Fifty  pounds  of  each  of  the  clays  and  grog  used  in  the  body  was  soake  1 
in  a  tub  of  water  for  four  days,  with  occasional  stirring.  The  water  was 
evaporated  down  to  a  few  gallons  in  ea?h  tub  and  then  siphoned  off.  The 
waters  from  the  different  tubs  were  then  put  in  one  container  and  the  bulk 
evaporated  until  about  1200  cc.  was  left.  This  water  was  used  in  the 
tests  as  indicated  in  Table  IV. 
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TablU  IV 

1.  Clay  A  +  Water  No.  1 

2    Clay  A  +  Water  No.  2 

3.  Clay  A  +  2%  Na2S04  +  Water  No.  1 

4.  Clay  E  +  Water  No.  1 

5.  Clay  E  +  Water  No.  2 

6.  Clay  E  +  2%  Na2S04  +  Water  No.  1 

7.  T.  C.  Body  +  Water  No.  1 
8    T.  C.  Body  +  Water  No.  2 

9.  T.  C.  Body     +  2%  Na2S04  +  Water  No.  1 
N  B .—Water  No.  1— Artesian  well  water. 

Water  No.  2 — Concentrated  leachings. 

Bodies  3,  6,  and  9  were  covered  with  a  heavy  coat  of  salt  when  dry. 
Most  of  this  salt  was  brushed  off  before  applying  the  glaze. 

Results.-Bodies  1,  7,  and  8  did  not  shiver.  Body  No.  4  shivered 
slightly  as  in  the  preliminary  tests.  The  effect  of  the  amount  of  salts 
present  in  Body  No.  8  was  probably  not  great  enough  to  cause  shivering 
to  take  place  Bodies  2,  5,  and  9  shivered  slightly,  No.  5  showing  a  bit 
more  of  the  trouble  than  No.  4.  Bodies  3  and  6  showed  a  greater  degree 
of  shivering  than  any  of  the  others  in  this  series.  Increasing  the  amount 
of  barium  carbonate  used  in  the  body,  and  one  other  change  mentioned 
later,  has  entirely  eliminated  shivering  from  our  body. 

Shivering  in  white  ware  has  been  eliminated  by  the  use  of  feldspar 
in  the  body,  but  such  practice  is  generally  out  of  the  question  with  terra 
cotta  manufacturers  because  of  the  cost.  However,  to  investigate  the 
properties  of  the  feldspars  and  a  rock  having  a  high  feldspathic  content, 
the  following   tests  were   made. 

Table  V 

1.  4  parts  Clay  B  4-  1  part  ground  K20  feldspar  (Maine) 

2.  4  parts  Clay  B  +  1  part  ground  Na20  feldspar 

3.  4  parts  Clay  B  +  1  part  ground  K20  feldspar  (Colorado) 
4    4  parts  Clay  B  +  1  part  ground  Eelsite 

5.  3  parts  Clay  B  +  2  parts  Eelsite  (10-40  M.) 

6.  3  parts  Clay  B  +  2  parts  Felsite  (150  M.) 

Results  —All  of  the  above  bodies,  except  No.  5,  were  free  from  any 
indication  of  shivering  and  No.  5  was  not  very  badly  shivered.  The  feld- 
spar and  felsite  undoubtedly  acted  as  a  flux,  because  the  body  produced 
was  much  harder  and  more  glassy,  than  one  made  from  Clay  B.  The 
feldspars  or  felsite  in  the  terra  cotta  body  have  overcome  all  shivering  ac- 
tion produced  by  the  presence  of  Clay  B  or  other  shivering  clays. 

Felsite  is  a  light  greenish  gray  rock,  not  as  hard  but  tougher  than  feld- 
spar It  develops  some  plasticity  when  ground  fine,  and  burns  to  a  hard 
glassy  body  at  cone  3.     It  has  been  used  in  our  terra  cotta  body  for  the 
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last  nine  years.  Previous  to  this  work,  it  had  been  ground  in  a  dry  pan 
with  the  clays  and  grog  of  the  body.  It  was  then  found  in  the  body  in 
particles  about  the  size  of  grog.  As  shown  in  Bodies  5  and  6  of  Table 
V,  the  finer  the  material  is  ground  the  more  effective  it  is  in  eliminating 
shivering.  The  felsite  is  now  ground  in  a  separate  mill  before  adding  it 
to  the  body  and  the  use  of  this  finely  ground  material  has  entirely  elimi- 
nated shivering.  Felsite  also  aids  in  drying  as  it  has  a  low  drying  shrink- 
age and  does  not  warp  in  drying.  The  addition  of  too  much  felsite  will 
cause  warping  in  the  firing  process. 

Analysis  of  felsite:  Si02)  71.5%;  A1203,  15.4%;  Fe203,  2.0%;  Ti02, 
0.5%;  CaO,  0.8%0;  MgO,  0.4%>;  KNaO,  7.6%;  Ign.  loss,  2.1%; 
with  a  total  of  100.3%. 

A  microscopic  examination  of  some  of  the  clays  and  bodies  previously 
noted  brings  forth  the  following  data : 

Clay  A  (raw).  Contains  less  free  quartz  than  Clay  B.  Contains 
considerable  mica,  presumably  muscovite. 

Clay  A  (to  cone  3).  Body  shows  more  glassy  material  than  Clay  B 
(to  cone  3).     Quartz  not  in  solution. 

Clay  B  (raw).     Contains  considerable  free  quartz  and  some  hematite. 

Clay  B  (to  cone  3).  No  appreciable  amount  of  quartz  has  gone  into 
solution.     Hematite  still  present. 

Body  No.  6  (Table  V).  Felsite  has  gone  into  solution  with  the  clay  and 
formed  a  bond  around  the  quartz  grains,  which  do  not  seem  to  have  been 
taken  into  solution. 

It  was  then  thought  advisable  to  make  up  the  bodies  shown  in  Table 
VI.  This  was  done  to  see  if  the  size  of  grog  particle  had  any  influence  in 
causing  shivering  or  eliminating  it. 

Table   VI 

12  3  4 
Clay  A  6     6-- 

Clay  B  -     -     6     6 

Grog  No.  1  4     -     4     - 

Grog  No.  2  -     4     -    4 

Grog  No.  1—10-40  Mesh. 

Grog  No.  2—100  Mesh. 

Results.— Bodies  1  and  2  did  not  shiver.  Body  No.  3  shivered 
slightly,  while  Body  No.  4  was  badly  shivered,  in  fact  the  latter  was  much 
worse  than  a  body  containing  unsized  grog. 

No  effort  has  been  made  to  check  the  statement  that  bodies  high  in 
clay  substance  do  not  shiver.  However,  the  clays  that  did  not  shiver 
in  the  preliminary  tests,  were  those  having  a  high  A1203  and  low  Si02 
content,  which  would  indicate  that  the  clays  were  high  in  clay  substance 
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and  low  in  free  silica.  Whether  any  clay,  having  a  similar  analysis, 
would  not  shiver  under  identical  conditions,  is  problematical. 

The  foregoing  tests  and  results  obtained  would  indicate  that  finely 
divided  silica  in  the  body  or  clay  will  cause  shivering  and  that  large  par- 
ticles, in  a  corresponding  amount,  reduce  the  shivering  tendencies  of  the 
body  and  clay.  We  could  also  expect  that  siliceous  clays,  when  used  in 
a  body,  will  undoubtedly  promote  or  cause  shivering.  Fine  particles 
of  inert  material,  such  as  grog,  seem  to  have  an  action  corresponding  to 
that  of  fine  particles  of  silica,  though  to  a  lesser  degree.  Since  a  good  many 
grogs  used  by  terra  cotta  companies  are  of  a  siliceous  nature,  it  is  possible 
that  only  the  finely  ground  siliceous  particles  have  any  effect.  The  use 
of  sand  or  a  sized  grog  (say  10-60  mesh)  will  tend  to  overcome  shivering 
according  to  the  results  obtained  in  this  work,  but  the  body  is  made 
more  open  and  porous.  The  writer  has  heard  of  one  company  who  uses 
sand  to  eliminate  shivering  from  their  terra  cotta  body,  but  because  the 
resultant  body  is  open  and  porous,  such  practice  is  questionable. 

Results  also  indicate  that  the  use  of  a  flux  such  as  feldspar  or  felsite 
wil.1  overcome  shivering  that  is  caused  by  fine  particles  of  silica.  Whether 
clays,  with  a  high  feldspathic  or  fluxing  constituent,  will  act  in  a  similar 
manner,  is  a  point  that  might  be  investigated.  Incidentally,  there  are 
a  number  of  rocks  of  the  felsite  type  which  could  probably  be  used  in 
a  terra  cotta  body  to  overcome  shivering  troubles. 

Clays  that  have  become  quite  dense  and  glassy  at  cone  3  have  shivered 
badly  under  the  conditions  used  in  this  work,  and  likewise  open  burning 
clays  have  done  the  same.  Whether  the  use  of  a  flux  in  the  body,  or  the 
use  of  coarse  material  such  as  sand  and  grog,  have  any  effect  upon  the 
coefficient  of  expansion  of  the  body,  has  not  been  determined. 

The  results  obtained  in  the  work  covering  soluble  salts  agreed  with  that 
of  previous  investigators.  It  is  almost  conclusive  that  soluble  salts 
in  the  body  will  cause  shivering,  not  to  mention  other  troubles  that  can 
arise.  However,  the  use  of  barium  carbonate  has  been  quite  effective 
in  overcoming  such  troubles. 

Through  results  from  experiments,  it  is  our  opinion  that  the  thickness 
of  the  glaze  coat  does  not  seem  to  have  any  connection  with  shivering. 
We  have  also  found  that  a  body  with  a  tendency  to  shiver  is  more  apt 
to  shiver  when  subjected  to  a  long  firing  period.  No  investigation  has 
been  made  upon  this  point. 

Summary. — The  results  of  this  work  indicate  that  shivering  in  terra 
cotta  bodies  is  caused  or  promoted  by  one  or  more  of  the  following: 

1.  The  presence  of  a  highly  siliceous  clay  in  the  body. 

2.  The  presence  of  considerable  finely  ground  grog  of  a  siliceous  nature. 

3.  The  presence  of  soluble  salts  in  the  clay,  grog,  or  in  the  water  used 
for  tempering. 
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Three  methods  of  eliminating  shivering  in  terra  cotta  bodies,  if  caused 
by  one  of  the  above,  are  suggested  by  this  work  and  that  of  others.  They 
are  as  follows: 

1.  Shivering  caused  by  the  presence  of  siliceous  material  in  the  body 
may  be  overcome  by  the  use  of, 

(a)  feldspar,  felsite,  or  rock  having  a   similar   composition,  making 
the  body  more  dense,  i.  e.,  use  a  flux  in  the  body; 

(b)  coarse  sand  or  grog,  making  the  body  more  open. 

2.  Shivering  caused  by  soluble  salts  can  be  eliminated  by  the  use 
of  barium  carbonate. 

The  writer  wishes  to  extend  his  thanks  to  Mr.  George  P.  Fackt  for  many 
suggestions  in  carrying  out  this  work,  and  to  Mr.  Hobart  N.  Kraner 
for  making  the  microscopic  examinations. 

Denver  Terra  Cotta  Co., 
Denver,  Colorado 


POROSITY:  VII.    THE  DETERMINATION  OF  THE  POROSITY  OF 
HIGHLY  VITRIFIED  BODIES43 

By  Edward  W.  Washburn  and  Elmer  N.  Bunting* 
ABSTRACT 

Design  and  Accuracy. — The  accuracy  limitations  of  the  general  laboratory  research 
type  of  porosimeter  are  discussed  and  the  principles  of  design  indicated. 

McLeod-Gauge  Type  of  Porosimeter. — A  new  type  of  porosimeter  is  described  with 
which  the  pore  volume  of  any  test  piece  may  be  directly  determined  within  0.01-0.02  cc. 

Results  with  Electrical  Porcelain. — Tests  of  eight  pieces  of  electrical  porcelain  indi- 
cated a  porosity  of  0±  0.01  per  cent.    This  result  was  confirmed  by  dye  penetration  tests. 

An  Apparatus  for  Measuring  the  Porosity  of  Full  Size  Brick. — A  simple  and  rapid 
apparatus  for  measuring  the  porosity  of  full  size  brick  by  the  "General  Method"  {Jour. 
Amer.  Ceram.  Soc.,  5,  113-16  (1922))  is  figured  and  described. 

XX.  Principles  of  Design 

75.  Accuracy  Limitations  of  the  Laboratory  Research  Type  of  Rapid 
Porosimeter. — Of  the  different  laboratory  types  of  porosimeters  described 
in  the  preceding  paper44  of  this  series,  the  one  described  in  Sec.  68  is  the 
most  accurate  and  convenient  for  general  research  purposes  and  for  all 
cases  where  rapidity  and  high  accuracy  are  demanded,  and  where  standard 
test  pieces  are  employed.  If  this  apparatus  is  to  be  used  for  bodies  of  low 
porosity,  however,  certain  principles  of  design  should  be  adhered  to  and 
even  when  these  principles  are  followed  as  closely  as  practicable  there  will, 
of  course,  be  a  limit  of  porosity  below  which  measurements  cannot  be 
made  with  this  form  of  apparatus.  We  shall  therefore  proceed  to  consider 
in  further  detail  the  relation  between  accuracy  and  principles  of  design 
with  reference  to  this  type  of  porosimeter  (Cf.  Sec.  67). 

Instead  of  designing  our  apparatus  so  as  to  make  the  average  total  error 
as  small  as  possible  we  shall  consider  the  design  which  will  make  the 
maximum  total  error  as  small  as  possible.  The  maximum  errdr  (which 
will  on  the  average  occur  only  once  in  16  times)  will  be  produced  when 
each  of  the  four  separate  errors  Axu  Ax%,  Ax3,  and  Axt  (Vide  supra,  Sec.  66) 
happen  to  have  the  same  sign.  The  equation  expressing  this  maximum 
error  is  therefore  given  by  the  sum  of  the  four  equations,  21  to  24  inclusive, 
(Sec.  66)  which  express  the  magnitude  of  the  separate  errors.45 
*  Received  May  20,  1922. 

43  Presented  before  the  White  Wares  Division  at  the  St.  Louis  meeting  of  the  Society, 
March  1,  1922. 

44  Jour.  Amer.  Ceram.  Soc,  5,  112  (1922). 

46  The  following  corrections  should  be  made  to  Equations  21  to  24: 
Equation  22  should  read 

AY         {X\V-(R-Rn)]  +  l00(R-R0)}  ±2  100  +  X 

B[V-(R-Ro)}  1500 

In  Equation  23,  for  X{  read  {X,  and  for  }  *,  read  \  -\\3. 
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In  writing  down  this  sum  we  will,  however,  employ  the  following  values 
for  the  magnitudes  of  the  errors  in  the  four  quantities  actually  measured 
in  place  of  the  values  given  in  connection  with  Equations  21  to  24;  viz., 
Ai=  A4  =  0.02  cc.  and  A2=A3  =  0.2  mm.  In  this  way  we  obtain  finally 
the   equation, 

X(100-Vf)  +  IOOVf 

— ~b + 

\X(\00-VF)  +  IOOVf}2     ,     100X1 


=     0.02    r, 

100-  Vf  I 


H (26) 

7500  Vf  Vf   J 

This  equation  is  for  a  porosity  bulb  with  a  total  volume  of  about  100  cc. 
and  a  free  volume,  Vp  cc.  (=100  —  VB  cc,  where  VB  is  the  bulk  volume 
of  the  test  piece). 

In  Fig.  12  are  shown  the  graphs  of  this  equation  for  different  values  of 
x.  It  is  evident  from  this  figure  that  for  each  value  of  x  there  is  a  "best 
value"  for  Vp,  that  is,  a  value  which  gives  the  smallest  maximum  error. 
The  heavy  parabolic  curve  is  the  locus  of  these  "best  values."  It  is  clear 
from  this  figure  that,  if  this  best  value  for  Vp  could  be  realized  in  each 
measurement,  a  very  high  degree  of  accuracy  could  be  attained.  It  is 
scarcely  feasible,  however,  to  make  I ' F  lower  than  about  30  cc.  and  if  a 
single  piece  of  apparatus  is  to  serve  for  all  types  of  bodies,  both  raw  and 
fired,  and  for  test  pieces  which  are  made  in  one  standard  sized  mold  {e.g., 
1  X  1  X  4")  values  of  Vp  as  large  as  70  cc.  will  be  encountered.  Even  with 
such  a  value  for  Vp,  however  it  is  evident  from  Fig.  12  that  the  accuracy 
attained  is  quite  ample  for  all  the  various  types  of  bodies  except  those  of 
very  low  porosity.  Thus  even  for  x  =  l%  we  nnd  Axmax  =  about  0.1%. 
This  could,  of  course,  be  reduced  to  0.03%  by  using  a  test  piece  of  70  cc. 
volume  (i.e.,  Vp=30  cc.)  but  for  cases  where  Axmajc  should  be  less  than 
0.1%  it  is  more  convenient  to  use  another  type  of  apparatus  which  will 
now  be  described. 

XXI.  The  McLeod-Gauge  Type  of  Porosimeter 

76.  Advantages  and  Disadvantages. — This  type  of  porosimeter  is 
shown  in  Fig.  13  and  in  Fig.  14  Y.  Only  a  single  reading  is  required  in 
determining  the  pore  volume  of  the  test  piece  and  a  test  piece  of  any  size 
and  any  shape  and  of  any  porosity  may  be  employed,  the  only  condition 
being  that  the  pore  volume  of  the  test  piece  must  not  exceed  the  capacity 
of  the  measuring  tube  of  the  apparatus.  The  capacity  of  this  tube  may, 
however,  be  made  as  large  as  desired.  This  type  of  porosimeter  measures 
only  the  pore  volume.  The  bulk  volume  must  be  separately  determined 
in  a  mercury  volumeter.  The  laboratory  research  type  of  porosimeter 
(Fig.  14  N)  may  be  conveniently  employed  as  such  a  volumeter  since  it  is 
both  rapid  and  accurate. 
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The  McLeod-Gauge  type  of  apparatus  will  probably  find  its  chief  use 
in  measuring  the  porosity  of  highly  vitrified  bodies  because  of  the  great 
accuracy  which  can  be  attained.  This  accuracy  is  about  0.01  cc.  on  the 
pore  volume  and  is  independent  of  the  size  and  porosity  of  the  test  piece 
employed.  The  apparatus  will  thus  be  found  convenient  for  measuring 
the  pore  volume  of  small  pieces  of  porous  materials  of  any  degree  of  porosity 
since  a  test  piece  of  standard  size  is  not  necessary  in  order  to  obtain  accu- 
rate results  with  this  apparatus.  The  reason  for  this  is,  of  course,  the 
fact  that  with  this  apparatus  errors  in  measuring  the  bulk  volume  do 
not  affect  the  accuracy  of  the  pore  volume  determination. 

77.  Operating  Procedure. — (1)  Set  up  and  connect  the  apparatus  as 
shown  in  the  photograph,  Fig.  14  Y.  (2)  Pour  250  cc.  of  mercury  into 
the  leveling  bulb.  (3)  Open  stop-cock  and  raise  leveling  bulb  until  the 
apparatus  is  filled  with  mercury  to  a  short  distance  above  the  stop-cock. 
(4)  Close  stop-cock  and  lower  leveling  bulb  until  mercury  falls  to  the  bot- 
tom of  the  porosity  tube  stem.  (5)  Raise  leveling  bulb  to  level  of  bottom 
of  porosity  tube  and  clamp  it  in  its  support.  (6)  Open  stop-cock  and  when 
the  mercury  has  fallen  to  equilibrium,  release  rubber  bands,  open  the 
apparatus,  insert  the  reference  test  piece,  put  the  apparatus  together,  and 
again  fasten  it  in  place  with  the  rubber  bands.  (7)  Pour  some  mercury 
into  the  mercury  seal.  (8)  Raise  the  leveling  bulb  until  the  apparatus 
fills  with  mercury  as  before.  (9)  Close  stop-cock  and  lower  leveling  bulb 
until  the  mercury  falls  below  the  bottom  of  the  piece.  (10)  Raise  leveling 
bulb  to  level  of  stop-cock  and  when  the  mercury  in  the  apparatus  has  come 
to  rest,  open  the  stop-cock,  thus  expelling  the  gas  from  the  capillary  tube. 
(11)  Close  stop-cock  and  lower  the  leveling  bulb  to  the  level  of  the  bottom 
of  the  test  piece.  (12)  Open  stop-cock  slightly  and  allow  the  apparatus 
to  fill  slowly  with  dry  air.  (13)  Allow  the  test  piece  to  soak  in  the  dry  air 
until  equilibrium  is  attained.  (14)  Again  raise  the  leveling  bulb  until 
the  apparatus  fills  with  mercury,  close  the  stop-cock  and  lower  the  leveling 
bulb  until  the  mercury  drops  below  the  bottom  of  the  test  piece.  (15) 
Allow  the  test  piece  to  soak  in  vacuo  until  equilibrium  is  attained.  (16) 
Raise  the  leveling  bulb  until  the  two  mercury  surfaces  are  on  the  same 
level  and  read  the  volume  of  air  in  the  graduated  capillary  tube.  (17) 
Lower  the  leveling  bulb  to  the  level  of  the  bottom  of  the  test  piece  and 
open  stop-cock.  (18)  Remove  the  reference  test  piece  and  replace  by  a 
test  piece.  (19)  Repeat  operations  7  to  17  inclusive.  (20)  Subtract 
reading  obtained  with  the  reference  test  piece  from  the  reading  obtained 
with  the  test  piece,  the  difference  is  the  pore  volume,  VP,  of  the  test  piece. 
(21)  Determine  the  bulk  volume,  VB,  of  the  test  piece,  using  the  apparatus 
shown  in  Fig.  16  N,  or  any  accurate  mercury  volumeter. 

The  portion  of  the  above  procedure  which  is  carried  out  with  the  refer- 
ence test  piece  in  place,  needs  to  be  done  only  once  for  a  given  apparatus, 
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as  the  reading  thus  obtained  is  a  constant  for  a  given  apparatus  and  a  given 
size  of  test  piece.  As  shown  by  the  results  given  below  the  accuracy 
obtainable  is  0.01  to  0.02  cc.  on  the  pore  volume.  The  bulk  volume  of  the 
reference  test  piece  should  be  approximately  the  same  as  that  of  the  test 
piece  itself,  and  the  surface  of  the  reference  test  piece  and  of  the  test 
pieces  themselves  should  be  approximately  smooth  and  free  from  cracks, 
pits  and  other  irregularities  liable  to  retain  enclosed  air. 

78.  Calculation  of  the  Porosity. — The  per  cent  porosity,  x,  is  calculated 
directly  from  the  relation 

100  VP 

x  =  — —  (27) 

Vb 

The  use  of  this  simple  equation  is  justified  provided  the  apparatus  is 
constructed  so  as  to  fulfill  the  following  condition 

:|>  0.01  cc.  (28) 

Vf 

Where  Vc  is  the  volume  of  the  measuring  tube  and  VP  is  the  total  free 
volume  of  the  apparatus  when  it  contains  the  test  piece. 

79.  Test  Experiments  with  Electrical  Porcelain. — Table  X  shows 
the  character  of  the  results  obtained  with  (a)  a  glass  test  piece  and  (b) 
eight  standard  pieces  of  electrical  porcelain.  The  results  in  column  1 
show  that  if  dry  air  is  not  employed  the  error  due  to  adsorbed  moisture  is 
about  0.02  cc.  The  agreement  between  columns  2  and  3  shows  that  a 
15-minute  soaking  in  vacuo  is  ample.     The  result  in  column  2  in  the  case  of 

Table  X 
Behavior  of  Electrical  Porcelain  in  the  McLeod-Gauge  Type  of  Porosimetex 
The  test  pieces  were  supplied  by  the  General  Electric  Company  and  were  of  stand- 
ard size  (ca.  1X1X4") 

Cc.  of  gas  obtained 
Body  Nature  of  Surface 

Glass  1  Highly  polished 

Glass  1  Ground-glass 

P  .  1  As  received 

P .  1  Polished  on  fine  emery  wheel 

P. 2  As  received 

P .  3  As  received 

P. 4  As  received 

P. 4  Slightly  polished 

P .  5  As  received 

P. 6  As  received 

P  .  7  As  received 

P .  7  Polished  on  fine  emery  wheel 

P .  8  As  received 

1  Result  obtained  using  air  from  the  room. 

2  Result  obtained  with  dry  air  after  allowing  piece  to  soak  15  min.  in  vacuo. 

3  Result  obtained  with  dry  air  after  allowing  piece  to  soak  1  hr.  in  vacuo. 
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0.09 

0.07 

0.07 

.16 
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.14 
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.14 
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.14 
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.14 

.14 

.15 

.14 

.14 

.14 
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.13 
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.15 
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.14 
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.13 
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the  polished  glass  test  piece  represents  adsorbed  air  plus  the  air  entrapped 
at  the  ground  joint  and  at  the  points  where  the  test  piece  touches  the  appa- 
ratus.    This  is  a  constant  quantity. 

The  increase  obtained  when  the  glass  test  piece  is  given  a  rough  surface 
represents  the  surface  porosity  which  is  also  a  constant  for  a  given  piece,  and 
as  the  data  show,  is  practically  the  same  for  the  ground  glass  and  for  the 
porcelain  pieces  in  their  natural  condition.  Polishing  the  surface  of  the 
porcelain  pieces  naturally  diminishes  this  surface  porosity. 

The  results  obtained  show  further  that,  within  the  constancy  of  the  sur- 
face porosity  (0.01-0.02  cc),  the  bulk  porosity  of  all  of  the  porcelain 
pieces  examined  is  zero.  A  piece  of  electrical  porcelain  of  zero  porosity 
may  thus  be  conveniently  used  as  a  reference  test  piece  for  any  of  the  vari- 
ous types  of  porosimeters. 

80.  Comparison  with  Water  Absorption  and  Dye  Penetration  Methods. 
— The  electrical  porcelain  test  pieces  used  in  the  above  experiments  were 
furnished  by  the  General  Electric  Company  through  the  courtesy  of 
Mr.  L.  E.  Barringer.  After  the  completion  of  our  tests  with  these  pieces, 
they  were  returned  to  Mr.  Barringer  and  were  further  tested  in  his  labora- 
tory by  the  standard  methods  employed  by  the  Company.  These  tests 
were  carried  out  under  the  supervision  of  Mr.  C.  C.  Treischel  and  he  has 
given  us  the  following  report. 

Table  XI 
Porosity  of  Electrical  Porcelain  Test  Pieces  as  Determined  by  Water  Ab- 
sorption and  Dye  Penetration 

Dye  penetration  250  lbs.  per  Dye  penetration  7000 

No.  Water  absorption  sq.  in.  12  hours      .  lbs.  per  sq.  in.  12  hours 

P.I  0.09  No  penetration  No  penetration 

P. 2  .09  No  penetration  No  penetration 

P. 3  .09  No  penetration  No  penetration 

P. 4  .25  No  penetration  No  penetration 

P. 5  .11  No  penetration  No  penetration 

P. 6  .08  No  penetration  No  penetration 

P. 7  .31  No  penetration  No  penetration 

P. 8  .09  No  penetration  No  penetration 

The  water  absorption  test  was  made  as  follows : 

The  briquettes  were  first  dried  in  an  oven  at  120  °C  for  12  hours  and 
were  then  weighed.  After  weighing  they  were  immersed  in  water  for  100 
hours,  boiling  for  one  hour  during  the  first,  twenty-fifth,  forty-ninth  and 
seventy- third  hours.  At  the  end  of  the  100-hour  period  samples  were 
dried  and  weighed  and  the  per  cent  water  absorption  calculated  from  the 
difference  between  the  wet  and  dry  weights  (this  is  our  standard  water 
absorption  test  at  the  General  Electric  Co.) 

The  dye  absorption  tests  were  as  follows: 
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The  briquettes  were  broken  in  quarters  and  one-quarter  of  each  was  used 
for  the  test  at  250  lbs.  per  square  inch  and  the  second  quarter  was  used 
for  the  test  at  7000  lbs.  per  square  inch.  The  dye  solution  was  fuehsine 
dissolved  in  alcohol.  The  length  of  time  during  which  the  pressure  was 
applied  was  12  hours  in  each  case  (the  250  lb.  dye  test  is  standard  with  the 
General  Electric  Co.,  while  the  7000  lbs.  dye  test  is  standard  with  the 
Locke   Insulator   Corporation). 

With  reference  to  the  water  absorption  test  we  consider  as  non-porous 
any  porcelain  showing  less  than  0.25  per  cent  absorption. 

It  will  be  noted  that  the  results  of  the  dye  penetration  method,  even 
under  pressures  of  7000  lbs.  per  square  inch,  agree  with  the  results  obtained 
with  our  porosimeter  in  indicating  zero  porosity  for  all  the  samples  studied. 
The  results  reported  on  the  water  absorption  tests  are  difficult  to  explain. 
They  can  scarcely  represent  any  actual  porosity  since  the  other  two  far 
more  sensitive  methods  failed  to  show  any  pore  space.  In  the  endeavor  to 
find  an  explanation  for  the  water  absorption  results  reported  by  Mr. 
Treischel  we  boiled  steadily  for  50  hours  a  broken  SO  gram  test  piece  from 
the  original  lot  and  after  drying  with  a  cloth  and  weighing  (to  0.1  mg.),  it 
showed  no  appreciable  gain  in  weight. 

As  the  net  result  of  the  above  experiments  it  seems  justifiable  to  con- 
clude that  the  McLeod-Gauge  type  of  porosimeter  may  be  recommended 
for  the  accurate  and  rapid  measurement  of  the  open-pore  porosity  of  highly 
vitrified  bodies. 

XXII.  Appendix 

81.  The  "General  Method"  for  Full  Sized  Brick. — A  convenient 
apparatus  for  determining  the  porosity  of  full  sized  brick  by  the  General 
Method**  is  shown  in  Fig.  15.  The  containing  vessel  is  designed  to  take 
the  largest  size  standard  brick  in  the  dry  state.  For  smaller  brick  the  un- 
occupied space  may  be  filled  as  explained  in  Sec.  55,  using  glass  plates  for 
this  purpose.  The  containing  vessel  may  be  made  of  any  suitable  non- 
porous  material  (e.  g.,  glass,  metal,  porcelain).  The  cover  is  a  glass,  metal, 
or  porcelain  plate  ground  so  as  to  give  an  air-tight  joint  when  greased,  this 
method  of  closure  being  similar  to  that  used  in  the  ordinary  chemist's 
desiccator.  The  remainder  of  the  apparatus  is  mounted  permanently 
on  the  cover  and  is  easily  constructed  from  glass  tubing  and  a  distilling 
flask.  An  ordinary  water-jet  suction  pump  is  satisfactory  for  evacuating 
the    flask. 

The  operating  procedure  is  as  follows:    (1)  With  the  brick  in  place, 

and  both  stop-cocks  open,  read  the  manometer,  (i.  e.,  the  difference  in  the 

two  mercury  levels),  B.     (2)  Close  stop-cock   1  and  evacuate  the  flask  F 

to  some  low  pressure,  Pi.     (3)  Close  stop-cock  2  and  again  read  the  man- 

40  See  the  6th  paper  of  this  series,  Jour.  Amer.  Ceram.  Soc,  5,  113—116  (1922 
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ometer,  Pi.  (4)  Open  stop-cock  1  and  when  pressure  equilibrium  is  at- 
tained, again  read  the  manometer,  P2.     (5)  Calculate  the  per  cent  porosity, 

where  V\  is  the  volume  of  the  flask  F  from  stop-cock  2  around  to  stop-cock 
1  and  including  that  portion  of  the  manometer  tube  from  the  mercury  sur- 
face in  B  around  to  the  side-arm  leading  to  the  flask ;  V  is  the  volume  of  the 
containing  vessel  and  that  portion  of  the  capillary  up  to  stop-cock  1; 
Vg  is  the  volume  of  any  glass  plates  which  may  be  used  for  reducing  the 
free  volume  of  the  containing  vessel.  (Cf.  Equation  14,  Sec.  55.)  The 
bulk  volume,  V B,  of  the  brick  may  be  conveniently  determined  with  a 
water  volumeter  of  the  over-flow  type,  the  brick  being  first  dipped  mo- 
mentarily into  hot  paraffine  or  rubbed  thoroughly  with  vaseline  or  other 
similar  grease,  in  order  to  close  its  surface  pores.  With  unperforated 
bricks  having  straight  edges  the  bulk  volume  may  in  most  cases  be  com- 
puted with  sufficient  accuracy  from  the  linear  dimensions. 
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By  Cullen  W.  ParmeleeI 
ABSTRACT 

A  resume  of  the  present  knowledge  of  the  causes  and  the  prevention  of  "Scum" 
and  "Efflorescence."  It  is  proposed  that  the  term  "Efflorescence"  be  restricted  to 
designate  the  surface  deposits  appearing  because  of  the  presence  of  soluble  salts  in  the 
clays  or  burned  wares  and  that  the  term  "Scum"  be  used  to  describe  the  salts  formed  by 
the  action  of  gases  upon  the  wares  during  the  drying  or  burning  operations. 

Mention  is  made  of  the  formation  of  a  surface  coating  upon  the  ware  soon  after  the 
kiln  is  opened,  sometimes  not  appearing  until  some  days  after  the  ware  is  removed  from 
the  kiln.     This  scum  is  readily  and  permanently  removed  by  the  application  of  water. 

Such  a  residue  was  found  to  consist  of  sodium  sulfate  and  sodium  chloride.  It  is 
suggested  that  its  formation  was  due  to  the  presence  of  sodium  chloride  in  the  fuel  and  its 
subsequent  deposition  on  the  burned  ware  where  it  was  changed  in  part  to  the  sulfate 
by  the  action  of  the  oxides  of  sulfur  evolved  from  the  fuel. 

Introduction. — The  causes  and  the  cures  for  the  various  manifesta- 
tions of  these  salts  have  been  topics  of  lively  interest  among  manufac- 
turers, architects  and  builders  for  many  years.  A  very  considerable 
amount  of  literature  has  been  accumulated  which  has  furnished  a  valua- 
ble source  of  information.  In  fact,  the  writer  feels  some  hesitancy  in 
presenting  this  paper  because  he  recognizes  the  fact  that  most  phases  of 
the  subject  have  been  so  ably  discussed  by  others  that  this  cannot  be 
considered  an  original  contribution,  but  a  compilation  of  various  opin- 
ions. However,  I  have  been  surprised  to  find  that  one  phase  of  the  sub- 
ject which  is  of  considerable  inportance  has  scarcely  been  noticed  by 
writers ;  namely,  the  type  of  kiln  scum  which  is  of  temporary  character 
as  contrasted  with  that  which  appears  to  be  permanently  burned  into 
the  ware. 

Definitions. — In  order  to  clear  our  way  of  misunderstandings  due  to  a 
confusion  in  the  use  of  terms,  I  will  define  those  which  I  am  about  to  dis- 
cuss. They  are:  Efflorescence:  The  accumulation  of  salts  upon  the 
surface  where  they  have  been  brought  in  solution  and  deposited  upon  the 
evaporation  of  the  water.  Scum:  A  term  which  is  used  interchangeably 
with  efflorescence. 

There  does  not  appear  to  be  any  general  agreement  as  to  a  distinction 
in  the  usages  of  these  terms.  Searle,  an  English  writer,  author  of  several 
books  on  ceramic  topics,  says  that  "efflorescence"  is  due  to  the  formation 
of  this  deposit  during  drying  and  that  "scum"  is  formed  during  the 
burning.  In  answer  to  an  inquiry  made  by  letter,  one  of  your  members 
has  kindly  written  to  me  that  in  his  study  of  the  matter  he  has  found  the 

*  Address  before  the  Indiana-Illinois  Division  of  The  American  Face  Brick  Asso- 
ciation, at  its  meeting  in  Chicago,  on  Tuesday,  April  11, 1922.      Received  July  3,  1922. 

f  Distributed  by  the  Secretarial  Department,  The  American  Face  Brick  Associa- 
tion, 130  North  Wells  Street,  Chicago. 
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term  efflorescence  applied  to  the  discoloration  which  appears  on  the 
brick  in  the  wall,  or  brick  in  stock  piles  after  they  have  been  wetted. 
"Scum,"  he  says,  is  commonly  understood  by  himself  and  his  associates 
to  be  the  surface  deposit  which  is  formed  during  the  drying  process. 

Dr.  H.  Ries,  in  his  book  "Building  Stones  and  Clay  Products,"1  uses 
both  terms  without  differentiating  between  them.  Lovejoy,2  in  an  arti- 
cle entitled  "The  Use  of  Barium  Compounds  in  Preventing  Scum,"  says 
that  there  are  "three  distinct  lines  of  efflorescence,"  one  of  which  is 
"dry-house  white,  the  common  scum."  In  other  words  his' practice 
conforms  to  that  mentioned  by  one  of  your  members.  A  diligent  search 
of  literature  has  failed  thus  far  to  find  any  general  agreement  regarding 
the  use  of  the  terms. 

It  is  well  for  us  to  arrive  at  some  agreement  regarding  the  use  of  these 
terms  since  it  is  obvious  that  we  cannot  hope  to  make  much  progress  in 
a  discussion,  if  each  party  is  using  a  different  language. 

My  own  feeling  in  the  matter  is  that  we  can  use  the  word  "efflorescence' ' 
as  defined  in  the  dictionary  to  include  all  surface  deposits  of  salts  which 
have  accumulated  there  through  the  agency  of  water  which  has  brought 
them  to  the  surface  in  solution.  This  term  will  then  include  those 
surface  deposits  of  salts  that  accumulate  upon  raw  clays  in  their  original 
beds,  or  in  stock  piles  and  bins,  all  surface  deposits  which  occur  in  the 
drying  of  the  ware  excepting  certain  examples  dried  with  the  waste  heat  of 
burning  kilns,  all  coatings  of  soluble  salts  on  masonry  work  in  walls, 
piers,  etc.,  which  have  originated  through  the  solvent  action  of  water 
upon  materials  in  the  clay  wares  or  have  been  contributed  by  the  mortar 
used,  also  coatings  of  soluble  salts  brought  to  the  surface  during  the 
early  stage  (the  water  smoking)  of  the  burning  process. 

The  use  of  the  word  "scum"  I  would  limit  to  designate  all  surface 
coatings  of  soluble  salts  which  have  originated  through  the  agency  of 
gases  in  the  atmosphere  of  the  drier  or  kiln ;  also  through  deposits  upon  the 
surface  of  volatile  substances.     Our  classification  will  then  include: 

i  Soluble  salts  upon  clays 

Bffl  „  Drier  or  dry-house  white 

Efflorescence  <      .  .     J 

Kiln  white — certain  forms 

Wall  white 

Drier  white  due  to  the  action  of  waste  gases 
Scum   "J  Kiln  white  with  exception  noted  above 
[  Certain  forms  of  wall  white 

We  will  now  take  up  these  items  in  detail  discussing  the  causes,  occur- 
rence and  proposed  remedies. 

1  Ries,  "Building  Stones  and  Clay  Products,"  p.  312. 

2  Lovejoy,  Trans.  Amer.  Ceram.  Soc,  8,  255  (1906). 
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Efflorescence 


On  Raw  Clays. — All  clays  contain  soluble  salts.  That  is  to  be  expected 
since  all  clays  have  been  formed  through  processes  of  decomposition  and 
solution  of  various  rocks,  many  of  which  are  of  types  very  resistant  to 
chemical  attack.  English  china  clays  which  have  been  formed  from  rocks 
of  a  granitic  type  and  are  typical  of  the  purest  kind  contain,  according 
to  Dr.  Mellor,1  about  0.015  per  cent  soluble  salts.  The  same  authority 
says  that. ball  clays  contain  normally  0AC/C  soluble  salts  which  are  chiefly 
soluble  silicic  acid  (15  to  209c)  and  soluble  silicates  of  alkalies  and  alka- 
line earths  with  about  1  to  2%  of  alkaline  chlorides  and  about  209c  of 
sulfates.  Ries,  in  his  report  upon  the  clays  of  Xew  Jersey,  found  in 
testing  a  large  number  of  samples  which  varied  widely  in  character  that 
the  soluble  salts  ranged  from  1.49-%  to  nothing.  The  report  on  the  clays 
of  West  Virginia  by  Grout  states  that  the  amount  of  soluble  salts  present 
varied  from  a  trace  to  1.29c-  In  a  report  on  the  clays  of  Texas,2  Dr. 
Ries  states  that  the  amount  of  soluble  salts  ranged  from  0.05  to  1.21  per 
cent. 

Fortunately,  the  soluble  salts  are  not  all  objectionable  and  also 
certain  conditions  interfere  to  prevent  the  objectionable  ones  from  always 
exerting  the  maximum  harmful  influence. 

Character. — The  soluble  salts  present  in  clays  are  of  many  sorts. 
They  include  hydrated  silicic  acid,  aluminum  salts,  probably  most 
commonly  the  sulfate,  the  sulfate  of  iron  (the  writer  has  seen  crystals  of 
both  the  sulfates  of  iron  and  alumina  upon  the  face  of  clay  as  it  lay  in 
the  bank),  the  sulfates  of  lime,  magnesium,  and  the  alkalies,  sodium  and 
potassium,  also  the  chloride  of  sodium  is  not  infrequently  found  and  it  is 
altogether  probable  that  this  list  may  be  very  considerably  extended. 
Of  these  salts,  the  most  frequently  found  and  the  most  troublesome  are 
the  sulfates  of  lime  and  magnesia. 

Formation. — In  studying  clays,  we  are  dealing  with  materials  which 
contain  particles  of  varying  sizes,  some  of  which  are  so  small  that  they 
cannot  be  seen  except  with  a  microscope  especially  designed  for  the  pur- 
pose. When  matter  is  reduced  to  such  infinitesimally  small  fractions 
and  subjected  to  prolonged  contact  with  water,  it  is  taken  into  solu- 
tion, more  or  less.  This  process  is  repeatedly  occurring  in  our  laboratory 
work.  When  we  grind  material  for  a  long  period  in  contact  with  water, 
we  find  that  there  is  unmistakable  evidence  of  a  gradual  solution  of  a 
small  portion  of  the  batch.  Therefore,  we  expect  to  find  soluble  salts 
in  all  clays,  varying  in  amount  and  character  of  course,  but  there,  never- 
theless, because  of  the  continued  solution  of  the  finest  portions  upon  long 

1  Mellor,  "Clay  and  Pottery  Industries,"  p.  56. 

2  Ries,  Bull.  Univ.  Texas,  No.  102,  p.  45. 
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contact  with  water.  This  is  the  explanation  for  the  observation  of 
Grimsley  and  Grout1  that  the  soluble  salts  found  in  West  Virginia  clays 
were  unexpectedly  high  in  alumina  and  silica  and  in  some  cases  no  sul- 
fates could  be  found. 

In  fact,  the  determination  of  the  amount  of  soluble  salts  in  clays 
is  seriously  complicated  by  the  progressive  solubility  of  clay  in  contact 
with  water,  so  that  the  duration  of  the  contact  and  the  temperature  are 
extremely  important  factors  in  such  an  investigation.  You  will  find  this 
point  noted  in  a  paper  which  was  contributed  to  the  Transactions  of  the 
American  Ceramic  Society.2 

Formation  of  Sulfates. — Iron  pyrites  (ferric  sulfide)  is  a  common  min- 
eral in  almost  all  kinds  of  clays,  occurring  in  large  lumps  and  also  in 
finely  divided  particles.  It  is  quite  insoluble.  If  this  mineral,  espe- 
cially the  form  known  as  marcasite,  is  exposed  to  free  contact  with  air  and 
moisture,  it  will  oxidize  to  form  the  sulfate  of  iron  which  dissolves  freely 
in  water  and  is  frequently  found  as  a  yellow  or  brownish  yellow  efflores- 
cence on  raw  clay  which  has  a  sweetish  astringent  taste,  reminding  one  of 
ink.  This  efflorescence  sometimes  occurs  on  ware  coming  from  the  drier 
and  is  known  as  "brown  scum."  On  the  burned  ware,  i.  e.,  of  red  or 
brown  color,  it  cannot  be  readily  distinguished,  because  it  is  decomposed 
during  the  burning  and  the  iron  oxide  remaining  will  be  red  or  brown. 

The  sulfate  of  iron  formed  from  the  pyrites  in  the  clay  will  decompose 
quite  readily  and  set  free  sulfuric  acid  which  in  turn  will  speedily  attack 
the  carbonates  of  lime,  magnesia  or  iron  which  may  be  present  and  form 
the  sulfates  of  these  bases.  This  is  a  very  ordinary  method  of  the  forma- 
tion of  the  sulfates  of  lime  and  magnesia. 

For  this  reason,  the  weathering  of  clays  containing  pyrites  or  marcasite, 
the  sulfides  of  iron,  has  been  a  frequent  cause  of  serious  efflorescence. 
The  remedies  are  either,  use  the  clay  as  promptly  as  possible  after 
mining,  or  on  the  other  hand  weather  the  clay  for  a  sufficient  length  of 
time  to  permit  the  complete  change  and  removal  of  the  sulfides.  How- 
ever, this  will  not  avail  if  the  clay  contains  the  carbonates  of  lime,  mag- 
nesia or  iron,  since  the  sulfuric  acid  formed  will  attack  and  form  the  very 
troublesome  sulfates  of  these  bases. 

Ries3  cites  the  analysis  of  a  clay  freshly  mined  containing  pyrites 
which  showed  a  soluble  salt  content  of  0.2  per  cent.  The  same  clay  which 
had  weathered  showed  0.87  per  cent  soluble  salts. 

If  weathering  is  resorted  to,  the  clay  should  be  spread  out  in  a  layer  not 
over  two  feet  thick  on  a  hard,  slightly  inclined  floor.  This  will  permit 
the  removal  by  natural  drainage  of  the  soluble  iron  salts  formed.     Of 

1  Grimsley  and  Grout,  West  Virginia  Geol.  Surv.,  Vol.  Ill,  p.  26. 

2  Trans.  Amer.  Ceram.  Soc,  11,  467  (1909). 

3  Ries,  "The  Clays  of  Texas,"  Bull.  Univ.  Texas,  p.  1 5. 
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course,  the  weathering  process  may  be  hastened  by  spreading  the  clay  in 
thinner  layers  and  by  wetting  the  mass  thoroughly  from  time  to  time. 
In  this  process,  the  soluble  salts  formed  are  brought  to  the  surface 
during  drying  and  then  removed  by  the  water  which  falls  upon  the 
surface,  either  as  rain  or  from  a  hose.  Analyses  which  I  have  before  me 
showing  the  change  in  a  clay  by  weathering  gives  the  following  figures: 

Before  weathering  After  weathering 

Lime(CaO) 1.98%  1.01% 

Alkalies  (Na20,  K20) 1 .62%  0 .75% 

This  illustrates  how  the  change  proceeds  in  that  particular  case. 

Mellor1  suggests  that  soluble  salts  in  a  clay  may  be  due  to  the  action 
of  humic  acid  upon  calcium  carbonate  which  is  present.  Humic  acid  is 
one  of  the  products  formed  by  the  decomposition  of  organic  matter  and, 
undoubtedly,  it  is  a  common  constituent  of  many  clays. 

Amount  of  Soluble  Salts. — The  amount  of  soluble  salts  which  may  be 
permissible  in  a  raw  clay  or  shale  without  danger  of  efflorescence  is  not 
known.  According  to  Ries2  less  than  0.1%  is  often  sufficient  to  produce 
a  white  incrustation.  Searle3  says  that  as  little  as  0.01%  of  the  sulfates 
of  lime,  magnesia,  alkalies,  ferrous  iron  and  aluminum  has  been  known 
to  spoil  facing  brick.  Dr.  Mackler4  is  quoted  as  saying  that  "the 
amount  of  scum  formed  on  finished  goods  bears  no  definite  relation  to  the 
proportion  of  soluble  salts  contained;  but  there  is  quite  a  definite  rela- 
tion between  the  amount  of  the  magnesium  and  sodium  sulfates 
and  that  of  scum."  There  are  other  factors  involved  concerning  which 
we  will  speak  further  on. 

Staley5  has  made  an  exceedingly  interesting  observation.  He  added 
calcium  sulfate  to  a  fine  grained  red  burning  shale  in  amounts  increasing 
to  3%  of  the  dry  clay  and  was  unable  to  produce  efflorescence  even  with 
slow  drying.  When  he  added  1%  of  magnesium  sulfate  it  appeared  in 
large  quantities  and  a  1%  mixture  of  equal  parts  of  the  sulfates  of  calcium 
and  magnesium  gave  an  even  greater  amount  of  efflorescence.  He  ex- 
plains this  by  pointing  out  that  magnesium  sulfate  is  very  soluble  in 
water  while  calcium  sulfate  has  only  a  slight  solubility.  He  also  states 
that  small  amounts  of  calcium  sulfate  hastened  the  rate  of  drying  which 
would  act  towards  a  decrease  in  efflorescence. 

Barringer6  experimented  with  a  fireclay  by  adding  increasing  amounts 
of  calcium  sulfate  and  magnesium  sulfate  in  the  ratio  of  3  to  1.     Ad- 

1  Mellor,  "Clay  and  Pottery  Industries,"  p.  56. 

2  Ries,  "Clays,  Their  Occurrence,  Properties  and  Uses,"  p.  116. 

3  Searle,  "Clayworkers'  Handbook,"  p.  335. 

4  Mackler,  Ibid.,  p.  243. 

6  vStaley,  Trans.  Amer.  Ceratn.  Soc,  17,  200  (1915). 
6  Barringer,  Ibid.,  4,  224  (1902). 
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ditions  of  these  salts  up  to  3%  did  not  show  a  corresponding  increase  in 
efflorescence. 

Determination  of  Soluble  Salts. — Those  interested  in  the  procedure 
used  in  the  determination  of  soluble  salts  are  referred  to  the  following 
literature : 

Mellor,  "Quantitative  Inorganic  Analysis,"  p.  630. 

Mellor,  "Clay  and  Pottery  Industries,"  p.  53. 

Grout,  West  Va.  Geol.  Sur.,  Ill  (1905),  p.  26. 

Ries,  New  Jersey  Geol.  Sur.,  VI  (1905),  p.  76. 

Ashley,  Bur.  of  Standards  Tech.  Paper  23,  p.  96. 

Bleininger,  "Electrical  Conductivity  of  Clays."  Trans.  Amer.  Ceram.  Soc,  15,  p.  523. 

Determination  of  Soluble  Sulfates  (Factory  Method). — A  factory 
method  for  the  determination  of  the  soluble  sulfates  which  is  simple  in 
operation  and  requires  very  little  apparatus  is  as  follows : 

Into  each  of  several  glass  jars,  the  pint  size  fruit  jar  or  a  jelly  tumbler 
will  do,  there  are  weighed  equal  quantities  of  the  clay  which  have  been 
dried  previously  at  the  temperature  of  boiling  water.  To  these  various 
jars  equal  quantities  of  distilled  water  are  added  and  the  samples  are 
well  stirred  or  agitated.  If  distilled  water  cannot  be  obtained,  the  water 
from  condensed  steam  may  be  used  or  even  rain  water  which  has  been 
gathered  in  clean  receptacles  after  the  first  downfall  has  washed  the  air 
free  from  acid  gases.  In  the  vicinity  of  large  towns  or  manufacturing 
plants,  it  is  inadvisable  to  collect  rain  water  for  such  a  purpose.  A 
dilute  solution  of  a  known  strength  of  barium  chloride  is  carefully  pre- 
pared with  distilled  water.  Into  one  of  these  several  samples  of  clay  is 
introduced  a  measured  quantity  of  the  barium  chloride  solution.  To 
another  sample  is  added  a  slightly  larger  quantity  and  so  on  gradually 
increasing  the  amounts  of  the  barium  chloride  used.  After  stirring  or  agi- 
tating each  sample  thoroughly,  they  are  allowed  to  stand  for  several  hours 
in  order  that  the  clay  may  settle  as  much  as  possible.  A  small  portion  of 
the  clear  or  slightly  turbid  water  is  carefully  poured  off  from  each  jar. 
If  turbid,  it  will  be  necessary  to  run  these  portions  through  filter  paper  and 
even  boil  them  with  the  addition  of  a  small  amount  of  hydrochloric  acid, 
or,  as  has  been  recommended,  a  solution  of  aluminum  chloride.  After  a 
portion  of  the  fluid  has  been  removed  from  a  sample  and  clarified,  a  drop 
or  two  of  dilute  sulfuric  acid  is  added  and  the  appearance  of  the  fluid 
noted.  If  a  white  cloud  forms  upon  the  contact  of  the  drop  of  acid,  it  is 
an  indication  of  the  presence  of  an  excess  of  the  barium  chloride.  Since 
the  barium  chloride  which  was  added  to  the  various  portions  has  had  an 
opportunity  to  react  with  the  sulfates  and  to  render  them  all  or  most  of 
them  insoluble,  depending  upon  the  quantity  of  the  sulfates  or  sulfuric 
acid  present,  the  presence  of  an  excess  of  the  barium  chloride  indicates 
that  more  than  a  sufficient  amount  of  the  barium  chloride  has  been  added 
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to  do  the  work  for  which  it  was  intended,  namely,  to  render  the  sulfuric 
acid  and  sulfates  insoluble  and  therefore  harmless.  We  will  assume,  by  the 
way  of  an  example,  that  the  first  five  sample  jars  do  not  show  any  ap- 
pearance of  a  white  cloud  or  precipitate  upon  the  addition  of  the  drop  of 
dilute  sulfuric  acid,  but  that  the  sixth  jar  does  show  this  appearance. 
The  sixth  jar  therefore  contains  an  excess  of  the  barium  chloride.  Since 
we  know  the  weight  of  clay  in  the  jar  and  the  amount  of  barium  chloride 
added  to  it,  we  are  in  possession  of  the  necessary  data  for  the  calculation 
of  the  amount  of  barium  chloride  or  barium  carbonate  which  is  required 
for  addition  to  any  known  weight  of  the  dry  clay.1 

Water  as  a  Source  of  Soluble  Salts. — It  not  infrequently  happens  that 
the  water  used  in  the  manufacture  of  wares  is  the  cause  of  the  appearance 
of  efflorescence.  It  should  always  be  considered  in  the  investigation  of 
the  cause.  Very  frequently  information  regarding  the  local  supply  may 
be  had  through  some  State  Bureau,  such  as  our  own  Water  Survey. 

If  the  water  supply  is  contaminated  by  waste  from  factories,  drainage 
from  mines  or  town  sewage,  trouble  may  follow.  Unfortunately,  definite 
information  regarding  the  relation  between  the  condition  of  the  water 
and  the  appearance  of  soluble  salts  is  not  available. 

Prevention. — It  has  been  stated  that  weathering  for  a  limited  period 
may  cause  or  aggravate  the  trouble  while  long-continued  thorough  weath- 
ering will  prevent  the  difficulty  by  dissolving  and  removing  the  salts. 
For  a  similar  reason  the  elaborate  process  of  washing  clay,  such  as  used 
by  potters,  affords  an  excellent  means  for  removing  soluble  salts.  This, 
however,  is  too  expensive  for  brickmaking. 

The  method  of  prevention  most  commonly  employed  is  the  addition  of 
some  compound  of  barium  to  the  clay.  The  principle  which  lies  at  the 
basis  of  this  practice,  is  to  convert  the  sulfates  of  lime  and  magnesia 
into  less  soluble  salts.     The  relative  solubilities2  are  as  follows: 

One  part  of  Parts  of  water 

Calcium  sulfate 495 .0 

Magnesium  sulfate 3 .75 

Barium  carbonate 45,450 .  00 

Barium  sulfate 435,000 .00 

Calcium  carbonate 77,000 .00 

Magnesium  carbonate 9,400 .00 

If  we  add  barium  carbonate  to  a  solution  of  calcium  sulfate  we  imme- 
diately initiate  a  chemical  reaction  which  gives  as  final  products  barium 
sulfate  and  calcium  carbonate.  An  inspection  of  the  above  table  will 
show  that  both  the  calcium  carbonate  and  the  barium  sulfate  are  far  less 
soluble  than  the  original  salts.     The  same  is  true  of  the  magnesium  car- 

1  Detailed  information  regarding  this  test  has  been  frequently  printed,  but  will  be 
gladly  supplied  by  the  author  to  any  interested  party. 

2  StaJey,  Trans.  Amer.  Ceram.  Soc,  17,  201  (1915). 
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bonate  which  will  be  formed  in  a  like  manner.  Therefore,  this  proce- 
dure is  a  sound  one  in  theory  as  well  as  in  practice. 

There  are  some  variations  which  should  be  noted.  One  is  the  use  of 
barium  chloride  for  part  of  the  barium  carbonate.  This  is  a  very 
readily  soluble  salt  which  is  of  advantage  since  it  may  be  more  uniformly 
and  intimately  distributed  throughout  the  clay  mass  whereas  the  slight 
solubility  of  the  barium  carbonate  limits  the  speed  of  its  action,  and  longer 
time  is  required  for  it  to  act  effectively. 

The  very  solubility  of  the  barium  chloride  necessitates  caution  in  its 
use  because  an  excess  over  that  actually  required  may  be  accompanied 
by  the  appearance  of  the  barium  chloride  as  an  efflorescent  salt.  The 
best  and  usual  practice  is  to  add  nearly  the  required  amount  of  barium 
chloride  and  enough  of  the  barium  carbonate  to  take  care  of  the  last 
remnant  of  soluble  salts.  A  reasonable  excess  of  barium  carbonate  will 
be  unobjectionable. 

In  recent  years,  the  use  of  barium  fluoride  has  been  proposed  as  a 
desirable  substitute  for  the  barium  carbonate  and  barium  chloride.  It 
is  soluble  in  614  parts  of  water  and  therefore  is  much  more  soluble  than 
the  carbonate  and  consequently  it  is  more  efficient.  It  is  much  less 
soluble  than  the  chloride.  Therefore,  an  excess  will  be  less  dangerous. 
According  to  Mr.  Staley,  who  recommended  it,  it  has  no  deleterious 
effect  upon  the  color  of  the  burned  ware  and  it  promotes  vitrification. 

Method  of  Introducing  the  Barium  Salts. — The  most  rational  and  most 
efficient  method  is  to  provide  a  suitable  tank  with  a  stirrer  in  which  the 
barium  salts  may  be  dissolved  or  suspended  in  water.  Keep  this  mix- 
ture constantly  agitated  and  feed  regularly  and  uniformly  into  the  clay 
mix. 

Amount  of  Reagent. — The  amount  of  barium  carbonate  to  be  added  is 
commonly  in  large  excess  of  the  theoretical  quantity.  In  fact,  we  find 
instructions  in  text-books  to  the  effect  that  the  amount  should  be  ten 
times  the  calculated  theoretical  quantity.  Undoubtedly  an  excess  is 
ordinarily  needed  since  the  barium  carbonate  has  such  a  low  solubility 
that  it  must  be  generously  distributed  in  the  clay  batch  in  order  to  be 
reasonably  effective  within  the  limited  time  for  action.  It  is  not  good 
practice  to  use  amounts  in  large  excess,  however,  since  thereby  the  costs 
are  increased  and  further  the  color1  of  the  brick  may  be  lightened  or 
impaired.  One2  experimenter  has  noted  that  in  several  trials  he  did 
not  find  it  necessary  to  use  an  excess  of  the  reagents. 

Seger3  directs  that  twice  the  theoretical  quantity  of  barium  carbonate 
be  used. 

1  Staley,  Trans.  Amer.  Ceram.  Soc,  17,  202  (1915);  Layman,  Ibid.,  18,  265  (1916). 

2  Staley,  Ibid.,  17,  202  (1915). 

3  Kerl,  Cramer  and  Hecht,  "Abriss  Tonwaarenindustrie,"  p.  523  (1907). 
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Owing  to  the  low  solubility  of  the  barium  fluoride,  an  excess  of  it  is 
not  to  be  feared  and  as  previously  stated  it  does  no  harm  to  the  color  of 
the  ware. 

The  Use  of  Common  Salt  and  Carbonate  of  Soda. — The  use  of  small 
amounts  of  common  salt  and  soda  ash  (i.  e.,  sodium  carbonate)  has  been 
proposed  and  interesting  results  have  been  reported.1  Additions  of 
these  chemicals  in  amounts  up  to  two  per  cent  increased  the  amount  of 
the  efflorescence  in  the  drying,  but  there  was  none  on  the  burned  ware. 
One  clay  which  normally  showed  a  heavy  scum  when  burned,  showed 
progressively  decreasing  amounts  of  the  scum  as  the  amount  of  these 
chemicals  was  increased.  Mr.  Staley,  who  has  reported  these  results,  is 
of  the  opinion  that  the  heavy  deposits  of  the  common  salt  and  the  sodium 
carbonate  which  came  to  the  surface  during  the  drying  served  to  vola- 
tilize or  flux  the  normal  scum.  He  says,  further,  that  the  effect  of  the 
sodium  carbonate  slightly  darkened  the  color  and  the  sodium  chloride 
produced  a  brighter,  clearer  color.  It  is  desirable  that  further  investiga- 
tion of  the  use  of  the  salts  and  other  chemicals  should  be  made  on  a 
variety  of  shales  and  clays  in  order  that  we  may  know  more  about  the 
possibilities  of  what  appears  to  be  a  very  promising  procedure. 

Drier  White. — This  is  an  efflorescence  which  appears  during  the  drying 
period.     The  causes  are : 

(1)  The  use  of  the  gases  of  burning  kilns  (scumming). 

(2)  The  presence  of  soluble  salts  in  the  clay. 

(3)  The  presence  of  soluble  salts  in  the  water  used  in  the  manufacture  of  the  ware. 

The  harmful  effect  of  the  waste  gases  of  burning  kilns  upon  damp  ware 
is  so  well  understood  that  only  a  few  words  should  suffice  to  emphasize 
the  necessity  for  avoiding  the  practice.  Such  waste  gases  from  burning 
coal,  gas  or  oil  will  contain  more  or  less  of  the  oxides  of  sulfur.  These 
gases  (sulfur  dioxide  and  sulfur  trioxide)  will  combine  with  the  water 
present  on  and  in  the  ware  and  form  strong  acids  which  react  very 
promptly  with  the  carbonates  of  lime  and  magnesia  and  with  any  alkali 
salts  which  are  present  in  a  form  which  is  readily  attacked.  The  prod- 
ucts of  such  reactions  are  the  sulfates  which  form  the  efflorescence  on 
the  unburned  ware.  Therefore,  this  method  of  drying  is  suited  only  for 
wares  which  are  not  harmed  by  the  formation  of  the  efflorescence. 

The  character  of  the  soluble  salts  which  are  in  clays  and  in  the  water 
which  is  used  has  already  been  discussed.  It  is  the  movement  of  these 
soluble  salts  in  the  clay  ware  during  the  drying  which  is  now  our  con- 
cern.    The  factors  which  influence  the  appearance  of  the  efflorescence  are : 

(1)  The  degree  of  solubility  of  the  compound  present. 

(2)  The  amount  and  the  size  of  the  particle  of  the  soluble  salt  present. 

(3)  Temperature. 

1  Staley,  Trans.  Amer.  Ceram.  Soc,  17,  702  (1915). 
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(4)  Capillary  structure  of  the  piece. 

(5)  Rate  of  drying. 

(6)  Amount  of  water  to  be  removed. 

Solubility. — The  more  soluble  the  compound  the  more  freely  it  is 
taken  into  solution  and  the  greater  the  amount  of  efflorescence.  Thus  the 
formation  of  barium  sulfate  in  the  ware  is  not  a  source  of  trouble  because 
one  part  requires  approximately  435,000  parts  of  water  to  dissolve  it. 
On  the  other  hand,  magnesium  sulfate  is  extremely  troublesome  because 
one  part  dissolves  in  3.75  parts  of  water. 

Size  of  the  Particle. — Gypsum,  i.  e.,  the  mineral  calcium  sulfate,  if 
present,  which  is  a  frequent  occurrence,  will  be  found  in  lumps,  grains, 
films  and  as  minute  crystals.  The  carbonate  of  lime  may  be  present 
in  lumps  and  grains  of  widely  varying  sizes.  The  carbonate  of  iron  will 
be  found  in  a  grer  t  variety  of  sizes.  The  sulfates  of  iron,  aluminum  and 
magnesium  are  present  probably  as  small  crystals,  films  or  stains.  It  is 
scarcely  necessary  to  state  that  the  size  of  the  particle  has  a  direct  bearing 
upon  the  rate  at  which  it  will  go  into  solution.  Choosing  a  homely  ex- 
ample of  this,  we  know  that  granulated  sugar  dissolves  more  rapidly  in  a 
cup  of  tea  than  a  lump  of  the  same. 

Temperature. — In  general,  chemical  compounds  dissolve  more  rapidly 
in  hot  water  than  in  cold.  Therefore  as  the  clay  wares  are  warmed  in 
the  course  of  the  drying,  a  greater  amount  of  the  soluble  compounds  goes 
into  solution. 

Capillary  Structure  of  the  Ware. — All  unburned  clay  wares  and  much  of 
the  burned  are  permeated  with  an  extensive  system  of  connected  pores 
or  tubes  of  extremely  small  diameters  which  we  call  capillaries.  Through 
these  capillaries  the  water  in  the  ware  makes  its  way  to  the  surface  dur- 
ing the  drying  process.  The  movement  of  the  water  in  the  capillaries 
is  greatly  retarded  by  irregularities  in  the  walls  and  the  tortuous  path 
which  they  follow.  Also,  the  rate  of  flow  in  the  capillaries  diminishes 
rapidly  as  the  diameters  of  the  capillaries  decrease  in  size.  Therefore, 
we  find  that  the  finest  grain  clays  have  the  most  extensive  system  but 
the  smallest  capillaries  and  accordingly  dry  the  slowest.  The  slow  rate 
of  drying  is  most  favorable  for  the  solution  of  the  salts.  In  so  far  as  we 
can  open  up  the  structure  of  the  wares,  that  is,  create  a  system  of  large 
capillaries  in  place  of  the  finer  ones,  to  that  extent  we  hasten  the  progress 
of  the  drying,  reduce  the  time  that  the  water  can  exert  its  solvent  action 
and  lessen  the  amount  of  efflorescence.  An  excellent  example  of  this 
phase  is  the  fact  that  dry  press  brick  do  not  often  show  efflorescence. 
This  is  due  in  part  to  the  fact  that  a  minimum  amount  of  water  is  used 
in  the  process  of  manufacture  and  also  to  the  more  porous  structure  of 
the  ware  during  the  drying  and  early  stages  of  the  firing. 

Rate  of  Drying. — As  previously  stated  the   longer  the  water  in  the 
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clay  ware  stands  in  contact  with  the  soluble  salts,  the  greater  the  amount 
that  will  go  into  solution,  especially  as  the  temperature  increase's.  It 
naturally  follows  that  the  drying  operation  should  be  carried  through 
as  rapidly  as  is  consistent  with  safety.  If  the  drying  operations  are  so 
imperfect  as  to  subject  the  ware  to  an  atmosphere  so  charged  with  hu- 
midity that  moisture  condenses  on  the  colder  brick,  which  sometimes  hap- 
pens, the  moisture  thus  condensed  may  readily  penetrate  the  surface  of 
the  ware  and  take  into  solution  large  quantities  of  the  salts. 

Use  of  Organic  Coatings. — It  has  been  proposed  to  coat  the  clay  wares 
with  glue,  flour,  starch  or  rubber  before  drying.  This  may  act  in  a  fav- 
orable manner  in  at  least  two  ways.  (1)  The  drying  proceeds  through 
the  evaporation  of  water  from  the  surface.  If  a  surface  is  coated  in 
such  a  manner  as  to  retard  or  prevent  the  evaporation  of  the  water  from 
it,  then  the  chief  movement  of  the  water  will  be  to  and  from  the  uncoated 
surfaces.  That  is,  the  course  of  the  movement  of  the  water  current 
carrying  the  soluble  salts  will  be  to  the  other  surfaces  where  they  may  not 
be  objectionable.  (2)  The  soluble  salts,  i.  e.,  sulfates  are  decomposed 
during  the  burning  operation  and  rendered  unobjectionable.  (3)  The 
soluble  salts  may  be  carried  into  the  surface  coating  and  there  deposited. 
Subsequently  the  coating  dries  and  falls  off.  This  may  apply  to  the  use 
of  flour,  starch  and  glue  but  not  to  the  use  of  tar  as  has  been  proposed. 

A  Test  for  the  Presence  of  the  Salts  on  Dried  Ware. — After  the  ware 
has  been  dried,  scrape  off  a  portion  of  the  surface  of  the  same  and  then 
burn  the  ware  under  such  conditions  as  to  prevent  the  formation  of  the 
kiln  white.  If  the  burned  ware  shows  salts  on  the  unscraped  portion,  but 
not  on  the  scraped,  it  is  obvious  where  the  trouble  originated. 

Setting  of  the  Brick  on  the  Drier  Cars. — The  manner  of  placing  the  brick 
upon  the  drier  cars  must  have  an  influence  upon  the  movement  of  the 
water  in  the  ware  and  consequently  the  place  of  deposition  of  the  salts. 
That  is  to  say,  the  faces  of  the  brick  which  are  exposed  to  the  air  dry  freely 
while  those  in  contact  dry  only  by  the  removal  of  the  water  through  the 
capillaries  leading  to  the  outer  surfaces.  Therefore,  the  efflorescence 
appears  on  the  exposed  surfaces  only. 

Kiln  White. — According  to  the  classification  previously  discussed  we 
may  consider  the  occurrence  of  surface  coatings  upon  burned  ware  under 
two  heads,  namely,  efflorescence  and  scum. 

Efflorescence. — That  is  the  deposition  upon  the  surface  of  soluble  salts 
which  have  originated  in  the  interior  of  the  ware  and  have  been  brought 
to  the  surface  in  solution.  These  may  have  been  present  originally  in 
the  raw  clay  and  may  have  come  to  the  surface  during  the  drying  process 
in  the  driers  or  during  the  early  state  of  the  firing. 

Scum. — This  is  the  surface  coating  of  salts  formed  by  the  action  of 
kiln  gases  during  the  early  period  of  the  burn.     The  chief  and  probably 
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only  offenders  are  the  oxides  of  sulfur — sulfur  dioxides  and  sulfur  trioxide 
— which  are  evolved  by  the  burning  fuel  and  by  the  decomposition  of 
the  pyrites  present  in  the  clay.  It  is  altogether  likely  that  we  have 
chlorides  of  sodium  and  other  bases  present  in  the  fuel  which  react  in 
some  way  with  the  clay  wares,  but  it  is  doubtful  that  they  have  a  harm- 
ful effect  upon  the  ware.  If  present  during  any  part  of  the  burning  period 
they  are  decomposed  and  react  upon  the  clay  wares  without  leaving  any 
surface  indications.  As  I  will  show  further  on,  these  chlorides  may  ex- 
ert a  different  effect  during  the  cooling  period. 

Sulfur  in  the  Fuel. — All  fuels  contain  variable  amounts  of  sulfur  oc- 
curring in  different  forms.  Wood  is  practically  free  from  it  and  the  lit- 
tle which  it  contains  has  a  negligible  influence  upon  clay  wares.  There- 
fore, it  has  long  been  esteemed  the  most  desirable  fuel  for  use  in  burning 
decorated  pottery,  since  the  colors  will  then  give  the  most  desired  effects. 
However,  wood  is  no  longer  available  in  sufficient  quantity  and  suffi- 
ciently cheap  to  be  considered  as  an  available  fuel  for  most  clay  wares. 

Peat,  which  is  an  abundant  fuel  in  some  parts  of  this  and  other  coun- 
tries, is  also  a  desirable  fuel  for  the  same  reason. 

However,  the  fuels  which  are  available  in  quantity  and  at  a  suitable 
price  contain  more  rather  than  less  sulfur  and  the  problem  is  to  use  them 
intelligently  in  order  to  minimize  the  inherent  bad  qualities. 

Sulfur  is  present  in  coal,  oil  and  gas  in  a  variety  of  forms.  The  most 
readily  distinguished  and  most  abundant  in  coal  is  the  sulfide  of  iron. 
Sulfide  of  iron  is  one  of  the  important  raw  materials  used  in  the  manu- 
facture of  sulfuric  acid.  The  other  essential  raw  materials  are  free  oxy- 
gen and  water.  When  fuel  containing  pyrites  is  burned  in  a  furnace  of 
any  type  we  have  the  same  materials  and  the  same  conditions  as  are  ob- 
tained in  the  manufacture  of  sulfuric  acid.  If  the  temperature  of  the 
kiln  is  sufficiently  high,  this  acid  will  pass  through  the  kiln  with  little  or 
no  effect  upon  the  ware.  But  during  the  early  stages  of  the  burn  the 
story  is  quite  different. 

Brick  set  in  a  kiln  are  never  entirely  dry.  Usually  the  drying  process 
falls  far  short  of  being  complete  and  a  considerable  amount  of  water  is  re- 
tained. Even  when  dried  at  212°  F  the  clay  clings  tenaciously  to  a 
small  percentage  of  water.  But  assuming  that  the  drying  operations 
have  been  ideal,  as  soon  as  the  dry  ware  cools  below  its  drying  tempera- 
ture it  promptly  appropriates  moisture  from  the  atmosphere  which  may 
amount  to  10%  of  its  weight.  This  happens  during  the  period  of  its 
transfer  from  drier  to  the  kiln  and  during  that  period  in  the  kiln  when  it  is 
at  a  temperature  of  212°  F  and  lower. 

Part  of  the  moisture  which  the  clay  grabs  is  supplied  by  the  air  passing 
through  the  kiln  and  part  by  the  water  which  is  always  one  of  the  prod- 
ucts of  combustion. 
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The  conditions  which  we  have  to  consider  during  the  early  stage  of  the 
burn  are  therefore — a  mass  of  moist  cold  brick,  and  a  plentiful  supply  of 
the  oxides  of  sulfur.  The  result  is  a  condensation  on  the  moist  brick 
of  dilute  sulfuric  acid  which  clings  tenaciously  to  the  clay  and  attacks 
vigorously  the  mineral  material.  The  carbonates  of  soda,  potash,  lime, 
magnesia  and  iron  speedily  succumb  and  their  sulfates  are  formed. 
Other  minerals  offer  more  resistance  but  the  oxides  of  iron  and  evidently 
certain  silicates  of  alumina  and  other  bases  yield  in  greater  or  less  de- 
gree. An  excellent  example  of  the  course  of  this  action  is  observed  with 
limey  clays.  These  normally  burn  to  a  cream  color.  Under  certain 
conditions  we  obtain  ware  flashed  red.  The  red  color  is  due  to  the  ac- 
tion of  the  sulfur  gases  upon  the  lime,  changing  it  to  the  sulfate  and  per- 
mitting the  iron  oxide  present  to  exert  its  normal  influence  upon  the  de- 
velopment of  a  red  color. 

Water- Smoking. — The  proper  method  of  treatment  of  a  kiln  during  the 
water-smoking  period  of  the  burn  is  to  remove  the  moisture  from  the  ware 
and  to  warm  up  the  ware  as  speedily  as  it  is  safe  to  do  so.  This  may  be 
accomplished  by  stimulating  the  flow  of  a  large  volume  of  heated  air 
through  the  kiln,  which  may  be  difficult  to  accomplish  owing  to  the  slug- 
gish draft  of  cold  flues  and  stack.  If  so,  a  fan  may  be  used  advanta- 
geously or  the  kiln  may  be  connected  with  a  stack  which  is  serving  a  kiln 
already  under  high  fire,  or  a  small  fire  may  be  built  at  the  base  of  the 
stack. 

Further  it  is  of  advantage  to  water-smoke  with  fuel  having  a  low  sulfur 
content  such  as  wood,  anthracite  coal  or  coke.  All  of  these  fuels  are 
used  in  various  parts  of  the  country  during  the  water-smoking  period  with 
good  effect. 

Setting  of  the  Ware. — The  manner  in  which  ware  is  set  has  much  in- 
fluence upon  the  progress  and  amount  of  scumming  and  efflorescence. 
Ware  set  too  closely  in  a  kiln  retards  the  draft  and  thereby  facilitates 
scumming.  A  friend  recently  showed  me  an  example  of  brown  scumming 
which  developed  on  brick  set  in  an  open  kiln.  It  has  been  suggested 
as  an  explanation  for  this  case  that  the  courses  were  set  too  closely, 
especially  at  the  top  and  therefore  the  acid  gases  attacked  available  iron 
and  alumina  compounds  forming  soluble  salts  which  left  a  yellowish 
brown  discoloration.  A  similar  occurrence  is  reported  to  have  been  ob- 
served on  buff  brick  burning  in  the  ordinary  kilns  with  crowns. 

As  already  explained,  the  portions  of  bricks  which  are  in  contact  with 
each  other  do  not  show  the  salts,  but  only  the  exterior  surfaces  exposed 
to  the  kiln  gases. 

Oxidation  and  Reduction. — The  oxidation  of  the  pyrites  to  form  sul- 
furic acid  takes  place  only  in  the  presence  of  an  ample  supply  of  free 
oxygen.     The  sulfates  of  lime,  magnesia  and  the  alkalies  form  therefore 
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only  under  oxidizing  conditions.  It  naturally  follows  that  reducing  con- 
dition, i.  e.,  burning  with  an  insufficient  supply  of  oxygen  is  unfavorable 
for  the  formation  of  sulfates.  Consequently,  we  have  the  use  of  reducing 
condition  as  a  method  of  preventing  the  development  of  sulfates.  Also 
by  reduction  it  is  possible  to  convert  the  sulfates  already  formed  into  sul- 
fites which  decompose  readily  under  the  influence  of  heat. 

Influence  of  Hard  Burning. — The  amount  of  soluble  salts  formed  on 
burned  ware  does  not  seem  to  be  closely  related  to  the  amount  of  soluble 
salts  in  the  clay.  However,  the  amount  of  soluble  salts  in  ware  de- 
creases as  we  burn  the  ware  at  higher  temperatures,  for  example: 

A  soft  burned  brick  contained  0.4  to  0.5  per  cent  soluble  salts.  The 
same  brick  burned  harder  contained  only  0.001-0.003  per  cent  soluble 
salts. 

Ries1  cites  an  example  of  a  limey  Wisconsin  clay  which  contained  a 
few  tenths  of  a  per  cent  soluble  material.  When  burned  at  different  tem- 
peratures it  gave  the  following  results : 

A — softest  burn 4 .50%  sol.  salts 

B     2 .20%  sol.  salts 

C     1.42 

D     1.23 

E — hardest  burn 1 .03%  sol.  salts 

However,  as  shown  in  the  above  table  only  part  of  the  soluble  salts  be- 
comes fixed.  Another  investigator2  found  that  only  a  little  more  than 
a  third  of  the  total  soluble  salts  were  fixed  by  burning  of  a  fire  brick. 

Experiments  of  A.  E.Williams3 — Laboratory  experiments  on  the  effect 
of  volatilizing  ferric  chloride  in  the  kiln  during  the  burning  gave  good 
red  colors  free  from  scumming.  Factory  experiments  on  the  application 
of  a  solution  of  two  pounds  per  gallon  per  three  thousand  bricks  was 
promising  of  good  results  although  not  quite  satisfactory.  Similar  ex- 
periments using  a  solution  of  the, sulfate  of  iron  and  applying  it  to  the 
damp  brick  prevented  scumming,  but  was  not  as  effective  as  the  ferric 
chloride. 

Alkaline  Scum. — According  to  Searle's  Clayworkers'  Handbook4  this 
may  be  due  to  the  use  of  oil  containing  soap.  It  appears  as  patches  of 
glazed  surface  on  the  ware. 

Temporary  Scum. — A  form  of  soluble  salts  which  apparently  has  not 
been  discussed  in  literature,  although  seemingly  frequently  observed,  is 
the  appearance  of  a  whitish  coating  upon  brick  in  the  kiln  after  opening 
the  same,  especially  upon  those  near  the  door;    or  appearing  upon  the 

1  Ries,  Rept.  Wis.  Geol.  Surv.,  p.  21. 

2  Trans.  Amer.  Ceram.  Soc,  18,  611  (1916). 

3  Ibid.,  17,  764  (1915). 
*  P.r335. 
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brick  soon  after  removal  from  the  kiln.  Its  appearance  seems  to  be 
influenced  by  general  atmospheric  conditions.  Further,  this  white 
coating  is  readily  removed  by  washing  the  brick  and  once  removed  is 
permanently  gone. 

The  recent  microchemical  examination  in  our  laboratory  of  some  bricks 
with  such  a  coating  showed  that  the  deposit  was  chiefly  sodium  sulfate 
with  sodium  chloride  (common  salt),  a  little  calcium  sulfate  and  no 
magnesium    sulfate.     This   result   is    surprising    and    very    interesting. 

My  inference  from  this  analysis  is  that  these  salts  were  deposited 
during  the  cooling  of  the  kiln  and  that  they  do  not  originate  in  the  ware. 

My  reasons  are  as  follows: 

If  they  had  been  present  in  the  ware,  the  sodium  chloride  particularly 
would  have  been  volatilized  and  dissipated  in  the  kiln  gases  or  decom- 
posed and  the  sodium  would  have  attacked  the  clay  and  become  perma- 
nently fixed.  Just  as  for  example  in  salt  glazing,  the  salt  thrown  into 
the  kiln  is  converted  into  a  gas  and  is  decomposed  by  the  hot  ware  form- 
ing a  glaze.  The  sodium  sulfate  either  was  volatilized  and  deposited  on 
the  ware,  or  more  probably  salt  vapor  was  present  and  was  attacked 
and  changed  to  sodium  sulfate.  The  ware  does  not  show  a  glaze  be- 
cause the  amount  of  these  salts  is  small  and  because  they  are  deposited  at 
a  temperature  too  low  to  form  a  glaze. 

The  source  of  the  sodium  which  has  formed  the  chloride  and  the  sul- 
fate is  probably  the  fuel  left  on  the  grates  during  the  cooling,  or  the  ashes 
and  clinker.  For  example,  we  know  that  certain  coals  contain  notable 
quantities  of  sodium  chloride,  so  much  so  that  the  effect  of  it  upon  re- 
fractories  in   coking  furnaces  is  being   carefully  studied  in   England. 

The  sulfur  oxides  which  have  combined  with  the  sodium  to  form  the 
sulfate  have  come  from  the  burning  fuel  left  on  the  grates  and  from  the 
clinker. 

These  salts  are  both  readily  soluble  in  water  and  may  be  easily  and  per- 
manently removed  by  washing  the  brick. 

To  prevent  their  occurrence,  if  I  am  correct  in  my  theory  of  their 
formation,  the  fire  boxes  and  ash  pits  should  be  cleaned  of  their  contents, 
when  the  firing  is  completed,  and  before  cooling. 

I  offer  the  above  opinion  as  tentative  and  subject  to  modification,  real- 
izing that  we  still  have  much  to  learn  about  this  peculiar  occurrence. 

Wall  White. — The  occurrence  of  a  coating  of  white  soluble  salts  upon 
brick  set  in  the  wall  is  known  as  "wall  white,"  "wall  saltpetre"  or  "wall 
nitre."  Other  discolorations,  yellow,  green,  brown,  etc.,  sometimes  are 
observed.  These  may  be  due  to  the  presence  of  vanadium  salts,1  veg- 
etable growths,  etc.,  which  we  will  not  discuss.  The  causes  which  bring 
about  the  formation  of  the  soluble  salts  in  the  crude  clay  in  the  drying 
1  Seger's  "Collected  Writings,"  p.  381  (Trans,  by  Amer.  Ceram.  Soc). 
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and  the  burning  operations  have  already  been  mentioned.  Bricks  which 
normally  are  free  from  soluble  salts,  sometimes  show  them  after  standing 
in  stock  piles,  or  when  built  into  the  wall.  The  salts  will  be  observed  if 
the  stock  piles  are  built  upon  ground  covered  with  cinders,  ashes  or  slag. 
The  appearance  of  soluble  salts  upon  brick  built  into  the  wall  may  be 
expected  if  soluble  salts  are  present  in  the  mortar  or  if  lime  is  used  too 
freely  in  the  mortar  batch.  Professor  Kloes  in  his  interesting  book, 
"A  Manual  for  Masons"1  says  that  the  "addition  of  lime  to  Portland 
cement  is  about  the  worst  thing  that  can  be  done,"  and  he  cites  numerous 
instances  of  the  bad  results  following  such  a  practice.  He  advocates  the 
addition  of  some  hydraulic  agent  such  as  kieselguhr  (».  *.,  infusorial 
earth),  powdered  brick,  slag,  etc.,  to  the  lime-cement  mortar  to  prevent 
the  leaching  out  of  the  soluble  salts. 

Notwithstanding  Professor  Kloes'  opinion,  the  addition  of  lime  to 
Portland  cement  mortar  is  a  very  common  practice  because  it  renders  the 
mortar  more  easily  workable  under  the  trowel,  is  supposed  to  act  as  a 
waterproofing  agent  in  the  mortar  and  to  some  degree  lessens  the  cost 
of  the  mortar.  Numerous  instances  of  the  pernicious  effects  of  its  ex- 
cessive or  improper  use  with  brick,  glazed  brick  and  architectural  terra 
cotta  may  be  cited,  however,  in  substantiation  of  his  views. 

The  addition  of  gypsum  or  plaster  of  paris  to  Portland  cement  mortar 
makes  it  more  plastic  and  easier  to  set,  but  it  is  altogether  probable  that 
it  will  find  its  way  eventually  to  the  surface  of  the  brick  and  appear  as 
wall  white.     Therefore,  its  presence  in  or  addition  to  mortar  is  highly 

objectionable. 

Of  course,  soft  burned  porous  brick  are  much  more  likely  to  develop 
"wall  white"  than  the  hard  burned  brick  of  low  porosity.  The  porous 
brick  are  easily  wetted  by  rains  and  the  water  thus  absorbed  gradually 
dissolves  and  brings  to  the  surface  fresh  additions  of  salts. 

Care  in  waterproofing  certain  parts  of  the  masonry  such  as  founda- 
tions, parapet  walls  and  cornices  should  be  observed.  Manufacturers 
of  architectural  terra  cotta  have  learned  from  experience  the  great 
importance  of  care  in  preventing  the  access  of  water  to  the  body  of  their 
wares  when  built  into  structures.  ( 

Soluble  salts  on  masonry  may  arise,  also,  from  the  "kind  of  sand 
used  in  the  mortar,  from  their  presence  in  the  mortar,  colors  which  are 
used,  from  the  addition  of  salt  to  water  used  in  mixing  mortar  m  very 
cold  weather. 

Dept.  op  Ceramic  Engineering 

University  of  Illinois 

Urban  a,  Illinois 

1  Translation  by  A.  B.  Scarle,  p.  148. 


NEED  FOR  MORE  REFRACTORY  HEAT  INSULATORS 
Proposed  Conductometers  for  Measuring  Thermal  Conductivity1 

By  Robt.   D.  Pike 
ABSTRACT 

The  commercial  value  of  high  temperature  thermal  insulators  is  discussed,  and 
a  numerical  example  of  a  problem  in  designing  a  flue  for  conducting  hot  gases  is  given. 
A  suggestion  is  offered  for  carrying  out  research  in  the  manufacture  of  more  highly  re- 
fractory thermal  insulators  than  are  at  present  available,  and  tentative  specifications  for 
refractory  and  insulating  properties  are  given.  It  is  further  suggested  that  refractory 
manufacturers  should  interest  themselves  in  such  research.  The  need  of  a  simple 
apparatus,  called  for  convenience  a  conductometer,  for  carrying  out  routine  investiga- 
tions of  thermal  conductivity,  is  pointed  out,  and,  after  describing  some  of  the  more 
important  apparatus  formerly  used,  a  design  of  an  improved  new  type  is  suggested  and 
the  method  of  working  up  the  results  is  described. 

Introduction 

One  of  the  pressing  needs  of  the  combustion  engineer  is  an  enforceable 
specification  covering  both  the  refractory  and  heat  insulating  properties 
of  refractory  and  insulating  materials.  This  will  call  for  a  greater  com- 
bination of  refractoriness  and  insulation  than  is  at  present  attainable. 
So  far  as  known  to  the  writer,  the  optimum  combination  of  these  two 
properties  is  now  found  in  a  brick  made  from  calcined  diatomaceous  earth. 
The  makers  claim  that  this  brick  may  be  safely  used  up  to  2300  °F  and  that 
the  conductivity  in  English  units  (K)  varies  from  1  to  3.  Several  insulating 
bricks  are  obtainable  which  can  be  safely  used  up  to  1600-1 700  °F  and 
which  have  a  conductivity  (K)  of  1  to  1.5. 

There  appears  to  have  been  no  consistent  attempt  to  place  on  the  market 
insulating  bricks  which  could  safely  be  used  at  temperatures  in  excess  of 
2300  °F  and  which  would  possess  considerable  value  as  heat  insulators. 
There  is  no  theoretical  reason  why  such  bricks  could  not  be  manufactured, 
and  furthermore  there  is  no  doubt  of  their  great  prospective  value  in  many 
cases. 

To  illustrate  one  aspect  of  this  value  the  writer  has  worked  out  a  numer- 
ical example  of  insulating  a  flue,  in  which  a  hypothetical  high  temperature 
insulator  is  employed.  This  example  is  an  extreme  case,  and  has  been  so 
chosen  to  clearly  bring  out  the  point. 

Example  Showing  Need  of  Refractory  Insulation 
The  structure  considered  is  a  vertical  flue  of  inside  dimensions  IS"  x  18". 
This  flue  carries  clean  gases  of  combustion  at  a  temperature  of  2800  °F 
at  a  velocity  of  16  feet  per  second.  It  is  proposed  to  construct  this  flue 
out  of  refractory  and  insulating  materials.  Suppose  the  designer  had  at 
his  disposal  only  the  following: 

}  Refractories  Division,  St.  Louis  Meeting,  Feb.,  1922. 
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Fire  brick  with  conductivity  (K)  =9. 

Non-refractory  insulating  brick  good  to  1600  °F  with  K  =  \ 

Common  brick. 

The  flue  would  then  be  constructed  somewhat  as  in  Fig.  1.  The  heat 
loss  due  to  radiation  and  convection  to  the  outside  atmosphere  for  every 
foot  of  the  flue  is  about  4750  B.  t.  u.  per  hour;  the  temperature  of  the  inside 
face  of  the  insulating  brick  is  1650°F  and  the  weight  per  linear  foot  is  about 
2440  pounds. 


FIG.  I. 

LINING  &£" 
4-T['  I  B.  (NON 
<*"  C  0. 


FB. 
REFRACTORY) 


But  suppose  in  addition  to  the  materials  listed  above  the  designer  had 
at  his  disposal  the  following  refractory  insulating  bricks  (high  temperature 
insulator).  Refractory  insulating  brick  good  for  exposure  to  clean  gas 
at  2800 °F  and  having  K  =  2  and  possessing  the  necessary  structural 
strength  for  the  intended  service. 
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Under  these  circumstances  the  flue  could  be  built  as  shown  in  Fig.  2. 
The  loss  per  linear  foot  would  be  2900  B.  t.  u.  per  hour;  the  temperature  of 
the  inside  face  of  the  non-refractory  insulating  brick  would  be  about  1640°F 
and  the  weight  per  linear  foot  would  be  about  866  pounds. 

The  flue  shown  in  Fig.  2  would  weigh  only  35.5%  of  that  shown  in  Fig.  1, 
and  the  heat  loss  would  only  be  61.0%  as  great. 


FIG.Z  . 
L/NING    <* -g  "  REFRACTORY 
INSULATING     MATERIAL    RIB. 
4-k'lNSULAT/NG    BR/CK (id)  (NON -REFRACTORY) 
*"  C.B 

In  the  foregoing  example  Langmuir's1  data  has  been  used  for  estimating 
the  thermal  resistance  of  the  surface  film  of  gas  inside  the  flue  and  the  loss 
of  heat  by  radiation  and  convection  from  the  outside  surface;  and  Lang- 
muir's2 formula  has  been  used  for  calculating  the  shape  factor. 

Relation  between  Flare  of  Walls  and  Insulating  Requirements 

As  already  pointed  out,  this  example  represents  an  extreme  case,  and 
this  is  principally  so  because  of  the  sharp  flare  of  the  walls  of  the  flue, 
and  to  the  highly  favorable  nature  of  the  hypothetical  high  temperature 
insulator.  But  all  furnace  walls  have  more  or  less  flare,  and  on  this  ac- 
count alone  the  closer  the  heat  insulator  can  be  placed  to  the  inside  surface, 
the  lighter  in  weight  will  be  the  structure  and  the  better  the  insulation; 
and  furthermore  even  when  the  flow  of  heat  through  a  wall  may  be  con- 

1  "The  Convection  and  Radiation  of  Heat,"  by  Irving  Langmuir,  Trans.  Am.  Elec. 
Chem.  Soc.,  1913. 

2  "Flow  of  Heat  through  Furnace  Walls;"  "The  Shape  Factor,"  by  Irving  Lang- 
muir, E.  Q.  Adams  and  C.  S.  Meikle,  Trans.  Am.  Elec.  Chem.  Soc,  1913. 
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sidered  to  take  place  in  parallel  flow  lines  without  serious  error,  i.  e.,  when 
there  is  little  or  no  flare,  it  is  obvious  that  the  more  refractory  the  heat 
insulator,  the  closer  it  can  be  placed  to  the  inside  surface  of  the  furnace, 
and  the  thinner  can  be  the  refractory  lining,  and  the  lighter  the  weight  of 
the    entire    structure. 

Where  Insulation  Is  Sacrificed  for  Want  of  Refractoriness 

An  important  conclusion  arising  from  consideration  of  the  flare  of  furnace 
walls  is  that  insulating  property  can  be  sacrificed  to  some  extent  if  there  is  a 
corresponding  gain  in  refractory  property  while  maintaining  equal  insula- 
tion effect,  and  this  fact  opens  up  the  possibility  of  a  new  type  of  brick 
which  would  find  application  in  a  large  number  of  structures,  i.  e.,  in  all 
furnaces,  flues,  etc.,  where  the  flare  of  the  walls  is  a  factor. 

Research  and  experience  alone  will  finally  show  just  what  combinations 
of  refractory  and  insulating  properties  may  be  attained  in  practice,  but  the 
following  table  may  be  considered  as  a  tentative  suggestion,  covering  the 
entire  range  from  non-refractory  insulating  to  refractory  non-insulating 
materials. 

Table  I 
Tentative  Range  of  Refractory  and  Insulating  Properties  of  Materials  for 

Furnace  Construction 


Type 

Approximate  upper 

limit  of  working 

temperature  when 

exposed  to  clean 

non-corrosive 

gases 

Conductivity 

K  Eng.  units 

at  average 

working 
temperature 

Present 
state  of  art 

1. 

Refractory,  non- 

Represented  by  commercial 

insulating 

2700°F-3000°F 

8-10 

refractory  bricks. 

2. 

Semi-insulating 

Hypothetical    material. 

refractory- 

2600°F-2800°F 

3.0-5.0 

3.  Refractory  insulator.  Hypothetical    material. 

High  temperature  2500  °F-2800  °F         1.5-3.0 

insulator 


4.  Insulating,  semi- 
refractory 


2300 °F 


Bricks  made  from  cal- 
cined diatomaceous 
earth. 


5.  Insulating  non- 
refractory 


[COO    K 


Bricks    made    from    di- 
1-1 .5  atomaceous  earth  and 

like  substances. 


Consideration  of  placing  insulation  back  of  refractories,  involves  the 
ability  of  the  refractory  to  withstand  the  more  severe  heat  conditions. 
Thus  far  the  refractory  manufacturer,  and  the  maker  of  insulating  materials 
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have  followed  more  or  less  independent  paths;  without  evincing  that  re- 
ciprocal interest  in  each  other,  which  is  needed  to  place  at  the  disposal  of  the 
furnace  designer,  the  materials  for  most  efficient  design,  all  factors  being 
considered. 

Need  of  Refractories  Having  Insulating  Properties 

The  writer  ventures  to  urge  that  refractory  manufacturers  begin  to  give 
attention  to  the  heat  insulating  aspect  of  refractory  bricks  in  addition  to 
the  other  properties  now  embodied  in  standard  specifications.  In  short, 
a  question  of  this  sort  should  be  answerable;  given  certain  conditions  of 
temperature,  gas  velocity,  dust  conditions,  etc.,  on  the  inside  of  a  wall, 
how  much  insulation  may  be  safely  applied  on  the  outside?  Or,  putting 
the  matter  in  another  way,  What  is  the  smallest  temperature  gradient 
through  the  refractory  compatible  with  safety  and  long  life?  And  beyond 
this,  the  further  suggestion  is  urged  that  refractory  manufacturers  under- 
take research  in  the  manufacture  of  high  temperature  refractories  occupy- 
ing the  upper  region  of  the  foregoing  tentative  table.  Such  research  can 
be  followed  along  the  lines  of  experimenting  with  various  sizes  and  numbers 
of  pore  spaces  in  a  given  volume,  combined  with  various  refractory 
bodies. 

The  successful  manufacturing  of  insulating  materials  demands  an 
apparatus  capable  of  commercial  application  for  determining  with  a  fan- 
degree  of  accuracy  the  conductivity  at  different  temperatures.  The 
writer  would  not  go  so  far  as  to  say  that  such  an  apparatus  is  not  available, 
but  certainly  it  would  seem  that  none  such  has  been  adopted.  Possibly 
this  is  because  of  the  complexity  of  the  various  types  of  apparatus  described 
in  the  literature,  and  the  very  evident  lack  of  any  uniformity  in  method 
among  experimenters.  Thus  far  the  measurement  of  thermal  conductivity 
appears  to  have  been  most  largely  laboratory  research  rather  than  routine 
commercial  testing  or  control  of  a  commercial  process. 

Methods  of  Measuring  Heat  Conductivity 

Clement  and  Egy1  measure  the  current  input  into  an  electrical  resistance 
placed  along  the  axis  of  a  special  hollow  cylindrical  test  piece;  and  deter- 
mine the  temperature  at  two  points  in  the  wall.  The  necessity  for  using  a 
special  test  piece  rules  out  such  a  method  for  practical  routine  work. 

Griffiths2  reviews  the  work  of  other  investigators  and  points  out  the 
requirements  for  the  accurate  use  of  the  flow  calorimeter.  Readings 
were  made  at  several  temperatures  and  several  days  were  required  to 

1  "The  Thermal  Conductivity  of  Fire  Clay  at  High  Temperatures,"  by  J.  K.  Clemeut 
and  W.  L.  Egy,  Univ.  of  III.  Bull.,  6,  No.  42,  Aug.  2,  1909. 

2  "The  Thermal  Conductivity  of  Materials  Employed  in  Furnace  Construction," 
by  Ezer  Griffiths,  Trans.  Faraday  Soc,  12,  193-206  (1919). 
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complete  a  test  on  one  specimen,  because  a  new  steady  state  had  to  be 
reached  for  each  temperature. 

Dougill,  Hedsman  and  Cobb1  used  a  flow  calorimeter. 

The  temperature  of  the  hot  face  of  the  test  brick  was  maintained  by  a 
gas  burner  and  thermocouples  were  placed  in  the  hot  and  cold  face  of  the 
test  piece.  This  method  suffers  from  the  same  disadvantage  as  the  pre- 
ceding one  of  Griffiths,  in  that  a  separate  steady  state  of  temperature  must 
be  attained  in  the  test  piece  for  the  determination  of  conductivity  corre- 
sponding to  each  different  mean  temperature  between  the  faces. 

Dudley2  constructed  a  coke-fired  furnace,  one  wall  of  which  held  the  test 
brick.  A  flow  calorimeter  with  guard  ring  was  used  and  temperature 
readings  were  made  every  quarter  inch  from  the  hot  to  the  cold  face. 
By  this  means  Dudley  was  able  to  calculate  the  temperature  coefficient  of 
conductivity  from  a  single  set  of  readings  which  enabled  him  to  complete 
one  test  a  day.  The  thermocouples  were  inserted  into  the  brick  per- 
pendicular to  the  isothermal  planes,  whereas  for  accurate  work  the  couple 
wires  should  parallel  the  isothermal  planes.  In  addition  to  this  criticism 
the  apparatus  is  rather  cumbersome. 

Randolph3  used  a  flow  calorimeter  with  guard  ring,  and  an  electrically 
heated  hot  plate.     There  are  no  new  features  as  compared  with  Griffiths. 

Heyn,  Bauer  and  Wetzel,4  used  an  entirely  different  method,  inasmuch 
as  a  steady  state  was  not  reached  and  time  was  considered  as  one  of  the 
variables.  The  test  piece  was  heated  quickly  from  a  hot  face  and  the  cold 
end  acted  in  effect  as  a  calorimeter.  The  conductivity  was  calculated 
from  the  time  temperature  curve  of  two  couples,  one  at  the  hot  face  and 
the  other  1  to  2  cm.  distant,  combined  with  a  determination  of  the  specific 
heat  of  the  specimen.  No  calorimeter  was  required  nor  was  it  necessary 
to  reach  a  steady  state,  but  in  spite  of  this  simplification  it  is  doubtful 
if  the  method  is  of  value  owing  to  the  involved  method  of  calculation, 
particularly  in  view  of  the  fact  that  the  results  obtained  are  not  closely 
comparable  to  those  obtained  from  the  flow  calorimeter  method. 

Goerens  and  Gilles5  placed  the  test  brick  over  an  electric  hot  plate. 
Several  thermocouples  were  inserted  in  holes  drilled  to  the  center  of  the 
test  piece  and  parallel  to  the  isothermal  planes.     The  test  piece  was  sur- 

1  "The  Thermal  Conductivity  of  Refractory  Materials,"  by  G.  Dougill,  H.  J. 
Hedsman  and  J.  W.  Cobb,  J.  Soc.  Chem.  Lid.,  34,  4(i">-71  (1915). 

2  "The  Thermal  Conductivity  of  Refractories,"  by  Boyd  Dudley,  Jr.,  Trans. 
Am.  Elec.  Chem.  Soc,  1915. 
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rounded  by  heavy  insulation  to  insure  parallel  flow  of  heat  from  the  hot 
face  to  the  flow  calorimeter,  the  central  part  of  which  occupied  about  one- 
third  the  area  of  the  cold  face,  the  balance  of  the  cold  face  being  covered 
by  the  guard  ring  of  the  calorimeter.  This  apparatus  appears  to  be  theo- 
retically correct  and  practical  in  construction  and  is  the  closest  approach 
to  a  practical  apparatus  for  commercial  work  that  is  described  in  the 
literature.  In  fact,  it  is  quite  possible  that  an  apparatus  of  this  type  could 
be  adapted  to  routine  work. 

The  proposed  new  instrument  for  measuring  the  thermal  conductivity 
of  standard  nine-inch  bricks  of  refractory  and  insulating  materials  is 
shown  in  Figs.  3  and  4.  The  principle  of  operation  is  to  measure  the  tem- 
perature drop  at  one  instant  at  several  points  along  a  bundle  of  heat 
flow  lines  of  extremely  small  cross  sectional  area.  This  method  is  distinct 
from  that  used  in  a  similar  type  of  apparatus  when  a  flow  calorimeter  is 
used  to  measure  the  heat  flow.  In  this  latter  case  the  actual  flow  of  heat 
passing  a  relatively  large  cross-sectional  area  of  the  test  piece  is  measured 
during  an  appreciable  time  interval. 

Proposed  Commercial  Control  Apparatus 

The  proposed  apparatus  is  in  many  respects  similar  to  that  of  Goerens 
and  Gilles,1  but  the  flow  calorimeter  is  supplanted  by  a  disc-like  member 
(A,  in  the  Figures),  having  thermocouples  embedded  in  its  upper  and 
lower  faces  and  possessing  a  known  thermal  resistance.  (It  is  presumed 
that  this  known  thermal  resistance  will  have  been  established  once  for 
all  by  the  flow  calorimeter  method.)  In  short,  any  given  difference  in 
temperature  of  the  two  couples  embedded  in  the  disc  shows  immediately 
the  rate  of  heat  flow  per  unit  area  at  the  center  of  the  disc,  when  such  flow 
is  perpendicular  to  the  respective  faces. 

Referring  further  to  Figs.  3  and  4,  b  is  a  centrally  located  surface  com- 
bustion burner  in  a  carborundum  pot  designed  to  hold  the  test  brick  on  its 
end  or  on  its  side  (the  latter  disposition  would  be  used  when  the  test 
piece  was  composed  of  highly  insulating  material),  c,  is  a  "guard  ring" 
burner,  which  sets  up  a  heat  flux  in  the  material,  d,  which  has  substantially 
the  same  conductivity  as  the  test  piece,  e.  f  is  an  insulating  covering,  g 
is  a  transite  board  standard,  drilled  to  hold  the  thermocouples  in  accurate 
alignment.  The  test  piece  is  drilled  with  3  (or  6)  holes  to  center,  through 
a  template  corresponding  to  the  holes  in  the  transite  standard.  It  is  then 
inserted  in  the  central  hole  over  the  burner,  b,  and  the  thermocouples 
pressed  home  and  secured.  A  smooth  upper  surface  is  then  secured  with  a 
suitable  cement  and  the  standard  resistance,  a,  is  pressed  into  place. 
The  resistance  of  this  latter  is  so  chosen  that  for  the  given  test  piece,  when 

1  Vide  supra. 
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the  hot  face  is  at  its  maximum  steady  temperature,  about  two-thirds  of  the 
total  temperature  drop  will  be  across  the  test  piece  and  one-third  across 
the  standard  disc. 

The  burners  are  turned  on  and  when  a  steady  state  has  been  reached, 
as  indicated  by  observations  with  an  optical  pyrometer,  through  the  carbo- 
rundum tube,  h,  and  by  the  attainment  of  a  fiat  time  temperature  curve 
with  the  thermocouple  nearest  to  the  cold  end  of  the  test  brick,  a  simul- 
taneous set  of  readings  is  then  taken  on  all  the  thermocouples,  i.  e.,  on  the 
3  (or  6)  embedded  in  the  test  piece,  and  the  two  embedded  in  the  standard 
disc.  This  gives  the  data  necessary  for  calculating  the  conductivity  of  the 
test  piece  expressed  as  a  straight  line  function  of  the  temperature. 

The  thermocouples  which  are  embedded  in  the  guard  ring  refractory 
are  to  insure  that  the  temperature  gradient  through  this  near  the  test  piece 
is  substantially  the  same  as  the  temperature  gradient  through  the  test 
piece,  which  condition  insures  parallel  flow  of  heat  along  the  central  axis 
of  the  latter  and  along  the  central  axis  of  the  standard  disc. 

It  should  be  possible  to  examine  at  least  two  specimens  daily  with  such 
apparatus. 

The  mathematical  basis  of  the  calculation  is  given  in  the  following: 

Mathematical  Considerations 

Conductivity  (K)  is  a  straight  line  function  of  temperature,  T,  in  ac- 
cordance with  the  following  equation: 

K  =  a  +  bT  (1) 

in  which  a  and  b  are  constants  characteristic  of  the  substance. 

If  one  will  write  the  differential  equation  for  the  parallel  flow  of  heat 
between  two  infinitely  close  isothermal  planes,  substituting  therein  the 
value  of  K  from  Equation  1  and  then  obtaining  the  definite  integral,  the 
following  equation  results,  which  defines  the  temperature  gradient 

a{T-Tx)  +   l(T*-Tf)  +Wx  =  o  (2) 

In  which 

a  and  b  are  the  constants  of  Equation  1 

T\  is  the  temperature  in  °F  on  any  hotter  isothermal  plane. 

T  is  the  temperature  in  °F  on  any  cooler  isothermal  plane  distant  X 
inches  from  the  hotter  plane. 

W  is  the  flow  of  heat  from  the  hotter  to  the  cooler  plane  in  B.  t.  u.  per 
square  feet  per  hour. 

Returning  now  to  the  set  of  instantaneous  readings  from  the  proposed 
conductometer  the  temperature  of  the  inner  and  outer  faces  of  the  standard 
disc  immediately  show  the  rate  of  heat  flow  per  square  foot  per  hour  at  the 
center  of  the  disc  and  test  piece  from  the  known  calibration  of  the  former. 
This  gives  W  of  Equation  2. 
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Next,  there  are  at  least  three  ^mperature  readings  at  measured  points 
along  the  axis  of  the  test  piece.  Call  these  points  1,  2,  3,  reading  from  the 
hotter  to  the  colder  end.  Equation  2  is  now  written  substituting  therein 
the  value  of  Tx  for  point  1  and  T  for  point  2 ;  and  is  again  written  this  time 
calling  the  temperature  at  point  2,  7\  and  at  point  3,  T;  X  is  of  course 
known  in  each  case,  because  it  is  merely  the  distance  between  the  thermo- 
couples. This  gives  two  equations  from  which  the  values  of  a  and  b  can  be 
solved,  and  substituting  these  values  in  Equation  1  gives  the  desired 
result. 

If  six  readings  are  made  in  the  test  piece,  these  are  divided  into  2  sets 
of  3  each,  and  the  same  procedure  is  followed  giving  two  independent 
sets  of  values  for  a  and  b.  Theoretically  these  two  sets  of  values  should 
be  identical,  but  actually  there  would  always  be  some  difference  between 
them  because  of  experimental  error  and  the  averages  of  the  two  sets  should 
be  used  as  the  final  result. 

Dudley1  in  calculating  his  results  uses  a  method  which  is  essentially  the 
same  as  the  one  described  except  that  he  first  determined  the  shape  of  the 
temperature  gradient  curve  and  having  found  this  calculated  that  the 
conductivity- temperature  curve  is  a  straight  line.  The  writer  uses  this  lat- 
ter fact  as  the  basis  for  his  calculation. 

It  will  be  desirable  in  the  interest  of  accurate  determination  of  a  and  b 
to  have  the  temperature  of  the  hot  face  of  the  test  piece  at  as  high  a  point 
as  permissible,  considering  the  nature  of  the  material,  and  it  would  seem 
that  the  use  of  the  surface  combustion  principle  would  render  this  possible 
in  all  cases. 

The  hot  face  temperature  can  be  attained  if  desired  by  any  sort  of  an 
electric   resistance. 

It  will  be  noted  that  the  apparatus  divides  at  the  top  of  the  carborundum 
pots,  and  the  test  piece  and  guard  ring  and  insulation  can  be  removed  as  a 
whole. 

The  writer  has  hesitated  somewhat  in  presenting  this  paper  because  of 
the  purely  tentative  and  suggestive  nature  of  the  subject  matter;  but  con- 
sideration of  the  urgent  needs  for  development  along  the  line  of  insulating 
all  sorts  of  metallurgical  furnaces  finally  brought  the  decision  that  its 
presentation  would  prove  worth  while  if  it  only  should  result  in  some  fresh 
discussion  of  the  subject;  or  should  give  other  workers  in  the  same  field 
some  small  suggestion  for  future  improvement. 

Consulting  Chemical  Engineer 
San  Francisco,  Cal. 

1  Vide  supra. 
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ORIGINAL  PAPERS 

THE  PRODUCTS  OF  THE  CALCINATION  OF  FLINT  AND 
CHALCEDONY1 

By  Edward  W.  Washburn  and  Louis  Navias 
ABSTRACT 

Outline  of  the  Investigation. — This  investigation  includes  the  measurement  of  the 
following  physical  properties;  specific  gravity  at  0°,  25°  and  98°,  the  index  of  refraction, 
the  coefficients  of  thermal  expansion  up  to  300°,  the  inversion  temperature  and  volume 
change  on  inversion,  and  the  X-ray  spectra,  the  materials  studied  being  quartz,  tridy- 
mite,  cristobalite,  silica  glass  and  raw  and  calcined  flint  and  chalcedony. 

New  Methods. — For  specific  gravity,  a  special  vacuum  pycnometer  was  employed 
and  the  immersed  powder  was  later  subjected  to  a  pressure  of  1000  atmospheres. 

Results. — The  numerical  data  obtained  are  summarized  in  Table  I  and  the  X-ray 
spectra  are  shown  in  Fig.  10.  The  specific  gravity  of  calcined  chalcedony  was  raised 
2%  by  fine  grinding. 

Conclusions. — All  of  the  known  facts  concerning  chalcedony  are  in  harmony  with 
the  theory  that  the  raw  material  is  colloidal  quartz  and  the  calcined  material  colloidal 
cristobalite. 

I.  Introduction 
1.  Purpose  of  the  Investigation. — Silica  is  known  to  occur  in  three 
distinct  enantiotropic  forms,  each  form  having  two  or  more  enantiotropic 
sub-forms.  These  forms  are  quartz  (a  and  0),  tridymite  (a,  /3t  and  /3L>) 
and  cristobalite  (a  and  /3)  to  which  may  be  added  silica  glass,  the  amor- 
phous or  liquid  form.     The  various  transition  and  fusion  temperatures 

'Received  June  7,  1922.  Presented  at  the  St.  Louis  Meeting  of  the  Society, 
March,  1922. 
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and  the  ranges  of  stable  existence  of  all  of  these  forms  have  been  accurately 
determined  by  Fenner.1  The  position  of  the  mineral  chalcedony  in  this 
system  has,  however,  never  been  satisfactorily  established  although  Fenner 
seemed  inclined  to  view  it  as  a  form  different  from  any  of  the  preceding. 
The  present  investigation  was  undertaken  as  a  contribution  to  the 
elucidation  of  the  chalcedony  puzzle  and  for  the  purpose  of  clearing  up 
certain  conflicting  data  and  conclusions  reported  in  the  literature  con- 
cerning the  properties  and  nature  of  the  products  obtained  through  the 
calcination   of  flint  and  chalcedony. 

Mineralogical  Nature  of  the  Materials 

2.  Chalcedony. — Chalcedony  is  a  natural  form  of  silica,  described  by 
the  mineralogists  as  cryptoerystalline,  occurring  in  translucent  or  opaque 
botryoidal,  reniform,  or  stalactite  masses  composed  of  optically  biaxial 
fibers.  It  is  waxy  or  greasy  in  lustre,  somewhat  splintery  in  fracture 
and  usually  exhibits  a  banded  structure. 

3.  Flint. — Flint  is  classed  by  the  mineralogists  as  a  type  of  chalcedony 
consisting  largely  of  the  siliceous  remains  of  sponges,  diatoms,  and  other 
marine  organisms.  It  is  thus  sedimentary  in  origin  and  is  not  as  pure 
as  chalcedony  proper.  It  is  translucent  to  gray,  brown,  or  nearly  black, 
the  coloring  matter  frequently  being  entirely  organic  in  nature  so  that 
a  black  flint  may  become  perfectly  white  on  calcination.  The  term  flint 
as  used  by  the  mineralogists  and  as  employed  in  this  paper  is  to  be  care- 
fully distinguished  from  "potters  flint,"  a  commercial  term  employed  in 
America  to  designate  pulverized  quartz. 

The  Work  of  Previous  Investigators 

'  4.  The  Work  of  Le  Chatelier. — Beginning  in  1889  Le  Chatelier  made 
a  number  of  investigations  of  the  different  forms  of  silica  and  of  their 
behavior  on  heating  to  high  temperatures.  A  summary2  of  all  of  his 
previous  work  was  published  in  1913  and  his  main  conclusions  are  as  follows : 

1.  On  heating,  the  expansion  of  chalcedony  is  similar  to  that  of  quartz 
and  it  shows  a  similar  anomalous  volume  increase  at  600°. 

2.  On  heating  to  1400°  in  a  "porcelain  kiln"  chalcedony  is  transformed 
into   cristobalite. 

His  expansion  curves  are  reproduced  herewith  (Fig.  1). 

The  curve  marked  "cristobalite"  in  Fig.  1  is,  in  fact,  identical  with  a 
curve  marked  "calcined  chalcedony"  in  a  similar  diagram  published  in 
1890  and  has  apparently  been  taken  from  the  1890  paper  and  relabeled. 

1  Fenner,  Amer.  Jour.  Set.,  36,  380  (1913);  cf.  Ferguson  and  Merwin,  Ibid.,  46,  417 
(1917). 

2  Le  Chatelier,  "Revue  Universelle  des  Mines,"  1,85-142  (1913);  also,  "La  Silice  et 
les  Silicates,"  Hermann  et  Fils,  Paris  (1914). 
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With  reference  to  the  specific  gravity  of  the  calcined  chalcedony  Le  Chatel- 
ier  states  in  his  1S90  paper  that  the  chalcedony  was  calcined  at  1500° 
("four  a  porcelaine  dure")  and  had  a  specific  gravity  of  2.10,  while  in  his 
L913  paper  he  states  that  chalcedony  calcined  at  1400°  has  a  specific  grav- 
ity of  2.3.     No  explanation  of  this  discrepancy  is  offered  by  Le  Chatelier. 

3.  On  heating  quartz,  or  better  still,  chalcedony,  to  a  high  temperature, 
insufficient  to  produce  tridymite,  a  form  of  silica,  "Silica  X,"  is  produced 
which  shows  a  sudden  expansion  at  210°. 

Le  Chatelier  then  gives  his  expansion  data  on  this  "X"  form  of  silica 
and  these  data  are  identical  with  those  expressed  by  his  curve  labeled 
"cristobalite"  in  Fig.  1. 
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Fig.  1. — The  thermal  expansions  of  the  various  forms  of  silica.     After 
Le  Chatelier. 

With  regard  to  the  behavior  of  raw  chalcedony,  Fenner,1  who  replotted 
Le  Chatelier's  results,  concluded  that  they  gave  no  satisfactory  evidence 
of  any  transformation  in  the  neighborhood  of  600°  and  that  is  also  our 
own  conclusion  based  upon  a  study  of  Le  Chatelier's  data.  Fenner  also 
found  by  a  thermal  analysis  of  raw  chalcedony  that  its  cooling  curve 
exhibited  no  thermal  effect  at  the  quartz  a-jS  inversion  temperature. 
In  other  words  none  of  the  above  data  indicated  that  raw  chalcedony 
could  properly  be  classified  as  a  form  of  quartz. 

Le  Chatelier's  determinations  of  the  coefficient  of  expansion  seem  to 
indicate  that  the  chalcedony  which  he  studied  transformed  into  cristo- 
1  Fenner,  op.  oil.,  p.  380. 
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balite  on  calcination.  His  statements  regarding  its  specific  gravity  are, 
however,  conflicting.  The  value  2.3  is  the  specific  gravity  of  cristobalite, 
while  the  value  2.16  agrees  with  the  results  for  calcined  chalcedony  ob- 
tained by  later  investigators  and  is  lower  than  the  specific  gravity  of  any 
of  the  recognized  forms  of  silica. 

5.  The  Experiments  of  Rieke  and  Endell. — In  1913,  Rieke  and  Endell1 
published  an  extensive  investigation  of  the  properties  of  various  forms 
of  silica  after  calcination.  Their  values  for  the  volume  changes  produced 
by  calcination  are  reproduced  herewith  (Fig.  2) .  They  conclude  that  in 
the  case  of  flint  and  chalcedony  the  product  of  calcination  is  cristobalite, 
a  conclusion  which  is,  however,  not  borne  out  by  their  specific  gravity 
data  as  shown  in  Fig.  2.     Their  conclusion  was  based  upon  the  dilato- 


M     **» 


Number  of  firings  in  porcelain  kiln. 
Fig.  2. — Effect  of  repeated  calcinations  upon  the  specific  gravity  of  various 

forms  of  silica.     After  Rieke  and  Endell. 
1.     Norwegian  quartz,  in  pieces.    2.    Sand  from  Hohenbocka.    3.    Gyser- 

ite  from  the  Taunus  district,  in  pieces.    4.    Same  pulverized.    5.    Rock 

crystal,  in  pieces.     6.     Same  pulverized.     7.     Flint,    in   pieces.     8. 

Chalcedony,  in  pieces.     9.     Silicic  acid. 

metric  behavior  of  the  calcined  materials  and  their  results  will  be  referred 
to  below  in  connection  with  our  own. 

6.  The  Experiments  of  Mellor  and  Campbell. — These  investigators 
compared  the  volume  changes  which  occur  in  calcining  quartz  and  flint 
and  called  attention  to  the  remarkably  low  specific  gravity  of  the  calcined 
flint.  Their  results2  are  reproduced  in  Fig.  3.  These  investigators  likewise 
offer  no  explanation  for  the  low  specific  gravity  of  the  calcined  flint. 

7.  Braesco's  Experiments. — During  the  progress  of  the  present 
investigation  there  appeared  a  paper  by  Braesco3  giving  some  new  data 
on    linear    expansion.     The    materials    examined    were    cristobalite    and 

1  Rieke  and  Endell,  Silikat-Zt.,  1,  52  (1913). 

2  Mellor  and  Campbell,  Trans.  Eng.  Ceram.  Soc,  15,  77-116  (1915-16). 

3  Braesco,  Ann.  Physique,  14,  5  (1920). 
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tridymite.  The  powdered  materials  were  formed  into  rods  5  cm.  long 
by  8  mm.  square,  held  together  with  5  per  cent  of  a  36  per  cent  solution 
of  sodium  silicate.  These  rods  were  heated  in  a  tube  furnace  together 
with  a  rod  of  silica  glass  which  was  used  as  a  standard  of  comparison. 
A  mirror  attached  to  the  ends  of  the  two  rods  was  tilted  by  the  unequal 
expansions  and  the  movement  of  the  beam  of  light  was  registered  photo- 
graphically. 

His  data  on  tridymite,  which  show  both  the  a-/3i  and  the  /3i-|32  inversion 
expansions,  are  reproduced  graphically  in  Fig.  4  together  with  those  of 
Le  Chatelier.  The  small  circles  represent  Le  Chatelier's  original  data. 
The  dot-dash  curve  represents  the  one  drawn  by  L,e  Chatelier  to  express 


iO  i5 

Number  of  Firings 

Fig.  3. — Effect  of  repeated  calcinations  upon  the  specific  gravity  of  flint 
and  quartz.     After  Mellor  and  Campbell. 

these  results.  In  his  paper  of  1913,  however,  he  gives  a  curve  whose 
locus  is  the  solid  curve  of  our  Fig.  4,  but  does  not  indicate  that  any  new 
experimental  data  were  obtained.  The  small  crosses  and  the  dash-curve 
through  them  represent  Braesco's  data.  The  right  hand  set  of  curves 
represents  the  lower  portion  of  the  other  set  on  a  magnified  scale. 

Braesco's  data  on  cristobalite  will  be  discussed  below  in  connection 
with  our  own. 

Preparation  of  the  Materials 

8.  The  Flint.   -The  flint  employed  in  our  experiments  was  prepared 
from  selected  black  European  pebbles  supplied  for  use  in  ball  mills.     The 
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pebbles  were  first  calcined  at  1 140  °C  and  from  the  fragments  thus  obtained, 
pure  white  specimens  were  selected,  crushed  in  a  steel  mortar,  and  finally 
pulverized  in  an  agate  mortar  to  pass  150  mesh.  The  powder  was  then 
washed  with  hot  hydrochloric  acid  to  remove  iron  and  lime  and  after 
removing  the  acid  with  hot  water,  the  powder  was  dried. 

The  purified  powder  thus  obtained  was  calcined  for  two  hours  at  1430- 
1460 °C  in  a  gas-fired  furnace,  the  total  time  of  heating  being  four  hours. 
The  product  of  this  calcination,  after  another  washing  with  hydrochloric 
acid,  was  analyzed  and  found  to  contain  99.60  per  cent  Si02.     Rieke  and 


Pig.  4.— The  thermal  expansion  of  tridymite.     After  (1)  Le  Chatelier  and  (2)  Braesco. 


Endell's  flint  analyzed  98.7  per  cent  Si02>  while  that  of  Mellor  and  Camp- 
bell had  9S.2  per  cent  Si02  in  the  raw  state,  but  only  93.6  per  cent  after 
calcining  and  grinding,  the  impurities  introduced  being  CaO,  A1203  (4.6%) 
and  alkalies   (0.5^  I. 

9.  The  Chalcedony. — The  chalcedony  was  a  very  pure  specimen  ob- 
tained from  the  collection  in  the  United  States  National  Museum,  its 
original  source  being  the  Yellowstone  National  Park.  A  thin  section 
of  the  material  showed  the  finely  fibrous  development  characteristic  of 
chalcedony,  the  white  banded  portions  being  composed  of  larger  fibers  than 
the  gray,  translucent  interior.     Selected  portions  of  the  wax-like  interior 
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were  broken  up  and  put  through  the  same  treatment  as  that  employed  with 
the  flint.  The  final  product  was  pure  white  and  analyzed  99.87  per  cent 
Si02.  The  chalcedony  studied  by  Rieke  and  Endell  contained  99.8-99.9 
per  cent  SiO>  after  calcination. 

10.  The  Tridymite. — The  tridymite 
was  prepared  by  calcining  a  mixture  of 
4  parts  of  the  calcined  flint  with  1  part 
of  sodium  tungstate  for  150  hours  at 
1300  °C.  The  calcined  mixture  was  then 
washed  with  hot  water,  followed  by 
hydrochloric  acid  and  ammonia  as  de- 
scribed by  Fenner.1  Microscopic  exam- 
ination showed  the  plate  structure,  the 
twinning,  and  the  parallel  extinction 
characteristic  of  tridymite.  The  index 
of  refraction  was  1 .4750. 

11.  The  Cristobalite—  The  cristo- 
balite  was  prepared  in  the  same  way 
as  the  tridymite,  but  with  a  7-hour 
calcination  at  1500°.  Microscopic  ex- 
amination showed  the  characteristic 
skeleton-like  forms  described  by  Fenner. 
The  index  of  refraction  was  higher  than 
1.4830. 

The  Specific  Gravity  Determinations 

12.  The  Weighing  Procedure. — The 
pycnometer  shown  in  Fig.  5  was  em- 
ployed. Previously  to  placing  it  upon 
the  balance  pan  the  outside  was  wiped 
with  a  damp  cloth.  A  glass  counter- 
poise having  the  same  superficial  area 
was  treated  in  the  same  way,  and  placed 
upon  the  opposite  pan  of  the  balance  in 
all  weighings,  thus  eliminating  any  errors 
due  to  variations  in  superficial  moisture 
and  ensuring  a  rapid  attainment  of  equi- 
librium in  the  balance  case.  Readings  of  temperature,  barometricpres  sure, 
and  humidity  of  the  balance  case  were  made  in  connection  with  every 
weighing  and  all  weights  were  reduced  to  vacuo. 

13.  Determination   of  the   Weight   of   the   Dry  Powder. — The    bulb 
of  the  pycnometer  was  filled  with  the  powder  with  the  aid  of  a  funnel 

1  Fenner,  Trans.  Soc.  (Has*  Tech.,  3,  L20  (1919). 


Fig. 


Pycnometer  n!"  pyrex  glass. 
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whose  stem  passed  through  the  stop-cock  to  the  bottom  of  the  bulb.  The 
pycnometer  was  then  placed  in  position  in  the  small  electric  furnace, 
a,  and  connected  to  the  evacuating  system  as  shown  in  Fig.  6.  The 
furnace  was  slowly  (IV2  hours)  brought  up  to  400°,  kept  there  for  one  hour 
and  then  cooled  (1  hour)  to  room  temperature.  Throughout  this  opera- 
tion the  vacuum  pumps  maintained  a  vacuum  of  better  than  0.02  mm. 
in  the  pycnometer. 

By  means  of  a  drying  train  connected  to  g,  air,  dried  by  calcium  chloride 
and  phosphorus  pentoxide,  was  then  admitted  to  the  pycnometer,  after 
which  its  stop-cock  was  closed  and  it  was  disconnected  and  transferred 
to  the  balance  case  for  the  first  weighing.  The  above  operation  was  then 
repeated  and  the  weighing  checked. 


s.c. 


Fig.  6. — Illustrating  the  apparatus  for  evacuating  and  filling  the  pycnometer.  a,  elec- 
tricfurnace;  b,  the  pycnometer ;  d,  separatory  funnel ;  e,  connection  to  supporting 
pump;  g,  connection  leading  to  McLeod  gauge  and  to  drying  train;  ho,  Langmuir 
mercury  vapor  pump;     i,  receiving  flask;    j,  connection  to  supporting  pump. 

14.  Adsorption  of  Air  by  the  Powder. — In  one  experiment  the  pycnom- 
eter was  removed  without  admitting  air  and  weighed  while  evacuated 
in  order  to  ascertain  if  there  was  any  appreciable  adsorption  of  dry  air 
by  the  powder.  The  results  showed  that  the  adsorbed  air  could  not  have 
amounted  to  more  than  0.01%  of  the  weight  of  the  powder. 

15.  Filling  the  Pycnometer  with  Water.— The  pycnometer  containing 
the  dry  powder  was  connected  to  the  stem  of  a  separatory  funnel  contain- 
ing distilled  water  (d,  Fig.  6).     After  evacuating  the  pycnometer  and  the 
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stem  of  the  separatory  funnel  (0.02  mm.),  the  water  in  the  funnel  was 
boiled  in  vacuo  for  15  minutes  and  then  admitted  to  the  pyenometer  by 
opening  S.  C.  2.  When  full,  the  pyenometer  was  removed  to  a  constant 
temperature  bath  and  allowed  to  come  to  equilibrium.  The  stop-cock 
was  then  closed  and  after  removing  the  excess  water  above  it  and  drying 
the  outside,  the  pyenometer  was  transferred  to  the  balance  case  and 
weighed.  In  the  case  of  the  determination  at  0°  the  pyenometer,  after 
removal  from  the  ice  bath,  was  first  placed  in  a  bath  at  room  tempera- 
ture and  its  stop-cock  opened  for  a  short  time  in  order  to  permit  the  water 
to  expand  before  weighing. 

The  thermometers  used  were  compared  with  a  standard  certified  by 
the  National  Bureau  of  Standards  and  all  necessary  corrections  were 
applied.     All  temperatures  in  this  paper  are  in  degrees  Centigrade. 

16.  Determination  of  the  Volume  of  the  Pyenometer.— This  deter- 
mination was  carried  out  by  the  procedure  just  described.  The  determina- 
tion was  made  both  before  and  after  the  pyenometer  had  been  subjected 
to  the  heat  treatment  described  in  Sec.  13  the  results  being  36.985  cc.  and 
37.005  ec.  respectively.     The  latter  value  was  used  in  the  calculations. 

17.  The  Results.— The  following  specific  gravity  values  were  obtained. 

Calcified  flint:  D25°/25°  =  2.251,  L>25%°  =2.245. 
This  result  is  lower  than  the  values  2.27  and  2.33  which  Fenner1  found 
for  tridymite  and  for  cristobalite,  respectively  at  27%7°-  Mellor  and 
Campbell's  values  for  calcined  quartz  and  calcined  flint  are  slightly  lower 
than  ours,  the  former  being  2.32  and  the  latter  2.22,  but  they  employed 
only  the  customary  method  of  specific  gravity  determination,  and  the 
small  difference  might  well  have  been  due  to  the  failure  of  their  method 
to  completely  fill  all  fine  cracks  with  the  immersion  liquid.  It  is  evident 
that  nothing  but  sealed  pores  or  micro-pores  could  escape  being  filled  by 
the  method  employed  in  our  measurements.  Mellor  and  Campbell's 
flint  also  contained  considerable  quantities  of  fluxing  materials  which 
might  have  influenced  the  result  somewhat. 

Calcined  chalcedony:  D25°/25°  =  2.175,  L>25%°  =  2.169,  D%»  - 
2.174,  D  95%0  =  2.172.  The  result  for  room  temperature  is  lower  than 
any  of  the  values  (2.194  to  2.213)  given  for  silica  glass.  Rieke  and  Endell 
found  values  even  lower,  ranging  from  2.16  to  2.19  and  Le  Chatelier  ob- 
tained the  value  2.16  for  his  chalcedony  calcined  at  1500°.  The  values 
given  in  the  literature  for  the  specific  gravity  of  silica  glass  vary  from 
the  value  2.194  found  by  Schwarz2  to  the  value  2.213  found  by  Day  and 
Shepherd,3  the  value  ordinarily  given  being  2.20. 

From  our  results  at  0°  and  95°  it  is  evident  that  the  expansion  of  cal- 

1  Fenner,  op.  oil.,  p.  352. 

2  Schwarz,  Z.  anorg.  Chem.,  76,  423  (1912). 

3  Day  and  vShepherd,  Atner.  Jour.  Set.,  22,  276  (1906). 
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cined  chalcedony  over  this  temperature  range  is  not  appreciable.     Thus 
in  this  respect  also  it  resembles  silica  glass. 

18.  Effect  of  High  Pressures  upon  the  Specific  Gravity  Results. — 
With  the  thought  that  the  presence  of  micro-pores  or  cracks  might  possibly 
be  the  explanation  of  the  apparent  low  specific  gravity  exhibited  by  the 
calcined  chalcedony,  it  was  deemed  desirable  to  subject  the  immersed 
powder  to  high  pressures  to  see  if  any  additional  water  could  be  forced 
into  it. 

Eight  grams  of  the  powder  were  therefore  removed  from  the  pycnometer, 
transferred  to  a  glass  vial  and  the  whole  weighed  while  immersed  in  water. 
The  vial  containing  the  powder  under  water  was  then  sent  to  the  Geo- 
physical Laboratory  at  Washington  where  it  was  placed  in  the  high  pres- 
sure machine  and  subjected,  while  immersed  in  water,  to  a  pressure  of 
1000  atmospheres  for  two  hours.  After  this  treatment  its  weight  in  water 
was  again  taken  and  was  found  to  have  increased  slightly,  the  increase 
being  equivalent  to  a  specific  gravity  increase  of  only  six  units  in  the 
fourth  decimal  place.  The  value  2.175&  (25  /25°)  must  therefore  be  taken 
as  the  specific  gravity  of  the  material,  which  seems  thus  to  be,  without 
question,  specifically  lighter  than  ordinary  silica  glass. 

19.  The  Effect  of  Fine  Grinding. — The  low  value  of  the  specific 
gravity  of  calcined  chalcedony  might  obviously  be  due  in  part  to  the 
presence  of  numerous  small  sealed  pores  of  microscopic  or  sub-microscopic 
dimensions.  In  order  therefore,  to  test  this  hypothesis,  a  sample  of  the 
material  was  ground  in  an  agate  mortar  and  the  finest  particles  were 
separated  by  stirring  up  the  material  with  water  and  allowing  it  to  settle 
for  48  hours.  The  milky  supernatant  liquid  was  then  removed  and  evap- 
orated to  dryness  at  low  temperature.  When  sufficient  material  had  been 
obtained  in  this  way,  the  average  size  of  the  particles  was  determined  with 
a  micrometer  microscope  and  they  were  found  to  be  0.0023  mm.  in  diam- 
eter. The  density  of  this  material  was  then  measured  and  found  to  be 
2.224,  an  increase  of  2  per  cent  over  the  previous  value,  thus  showing  defi- 
nitely the  presence  of  an  appreciable  volume  of  extremely  small  pore  spaces. 

This  result  is,  we  believe,  the  first  instance  of  an  appreciable  effect  of 
fine  grinding  upon  the  density  of  a  mineral.  The  careful  experiments 
of  Johnston  and  Adams1  upon  the  density  of  quartz  powder  of  different 
degrees  of  fineness,  down  to  particles  smaller  than  0.02  mm.  led  them  to 
the  conclusion  that  "When  homogeneous  material,  free  from  cracks  and 
holes,  is  powdered,  the  change  of  density  thereby  produced  is  but  little 
greater  than  the  error  of  the  method  employed.     It  may  be  noted,  however, 

that  the  change,  if  real,  is.  . .  .a  decrease; "     It  is  evident  that  the 

behavior  of  calcined  chalcedony  constitutes  an  exception  to  this  con- 
clusion unless  submicroscopic  pores  are  to  be  included  in  the  term  "holes." 
1  Johnston  and  Adams,  Jour.  Amer.  Chetn.  Soc,  34,  572  (1912). 
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The  Dilatometer  Experiments 

20.  The  Apparatus. — The  dilatometer  employed  consisted  of  a  bulb 
of  pyrcx  glass  4  cm.  in  diameter  and  10  cm.  high  with  a  capillary  tube 
100  cm.  long  and  1.93  mm.  bore,  ground  into  its  neck.  About  50-60 
grams  of  the  powder  were  placed  in  the  bulb  and  the  remaining  space 
filled  with  a  mixture  of  95-per  cent  sulphuric  acid  with  potassium  sul- 
phate, the  specific  gravity  of  the  mixture  at  25%5°  being  1.94.  The  capil- 
lary tube  was  then  cemented  into  its  socket  and  all  enclosed  air  carefully 
eliminated.     The  heating  arrangement  is  shown  in  Fig.  7. 

21.  The  Heating  and  Cooling  Curves.— The  results  of  some  of  the 
dilatometric  experiments  are  displayed  in  Fig.  8.  These  results  will  be 
discussed  under  the  headings  of  the  materials  studied. 

(a)  Tridymite. — The  cooling  curves  obtained  with  pure  tridymite  were 
smooth  and  almost  straight  throughout  the  complete  range  from  95° 
to  250°.  The  purity  of  the  material  was  evidenced  by  the  absence  of  any 
volume  change  in  the  a-/3  cristobalite  inversion  range.  The  simple  method 
of  heating  or  cooling  curves  proved  to  be  not  sensitive  enough  to  show 
directly  the  small  volume  change  which  occurs  at  the  a-fii  tridymite  in- 
version temperature.  In  order,  therefore,  to  measure  this  volume  change, 
the  following  procedure  was  adopted: 

The  dilatometer  was  filled  with  the  sulphuric  acid  mixture  (144.1  grams) 
and  a  slow  cooling  curve  was  taken  over  the  tridymite  inversion  range. 
This  curve  was  a  perfectly  straight  line.  From  the  known  diameter  of 
the  capillary  (1.93  mm.)  and  the  weight  of  the  mixture,  the  average  volume 
change  per  gram  per  degree  was  calculated  to  be  20.0X1 0~6  cc.  for  the 
acid  mixture,  in  glass. 

The  dilatometer  was  then  filled  with  known  weights  of  tridymite  and 
of  the  acid  mixture  and  readings  taken  when  equilibrium  was  reached 
at  106.8°  and  124.8°,  respectively.  Using  the  above  factor  for  the  ex- 
pansion of  the  acid  mixture,  the  expansion  of  the  tridymite  over  this  tem- 
perature range  was  calculated  to  be  93X10-5  cc.  per  gram.  Then  from 
the  cooling  curve  of  tridymite,  its  expansion  was  calculated  to  be  (3.8=*= 
0.8)  X10"5  cc.  per  gram  per  deg.,  or  (0.008 ±0.002)  per  cent  per  deg., 
above  its  transition  temperature  and  (1.5*  1.2) X/ 10 ~5  cc.  per  gram  per 
deg.,  or  (0.003  ±0.002)  per  cent  per  deg.,  below  its  transition  temperature. 
117°.  From  these  values  the  purely  thermal  expansion  between  106.8° 
and  124.8°  was  calculated  to  be  (30±6)X10  5  cc.  per  gram,  whence 
by  subtraction  we  find  the  volume  increase  for  the  inversion  a — >fiu  to 
be  (63±6)X10~5  cc.  per  gram  or  (0.14 ±0.01)  per  cent. 

From  Braesco's  data1  on  the  linear  expansion  of  tridymite    rods    held 
together  with  sodium  silicate  we  may  also  compute  the  coefficients  of 

1  Braesco,  op.  tit. 
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Fig.  7. — Dilatometer  and  heating  arrangement. 
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cubical  expansion  and  the  volume  increase  on  inversion.  The  values 
so  computed  together  with  our  own  are  shown  in  Table  I.  The  agree- 
ment is  as  good  as  could  be  expected. 

(b)  Cristobalite. — The  cooling  curves  for  cristobalite  and  for  the  acid 
mixture  alone,  over  the  same  range,  are  shown  in  Fig.  8.  From  these 
curves  the  total  expansion  of  the  cristobalite  between  198°  and  251°  was 
found  to  be  0.0198  cc.  This  expansion  is  made  up  of  the  ordinary  thermal 
dilation  plus  the  volume  increase  which  accompanies  the  inversion.  From 
the  data  obtained  the  coefficient  of  expansion  of  the  /3  cristobalite  between 
235°  and  251°  was  computed  to  be  (1.5±0.4)X10-4  cc.  per  gram  per  de- 
gree, or  (0.032  ±0.008)  per  cent  per  degree  and  that  of  a  cristobalite  be- 
tween 198°  and  205°  (1.1  ±0.5). 10"4  cc.  per  gram  per  degree,  or  (0.024± 
0.011)  per  cent  per  degree. 

If  we  call  the  point  of  inflexion,  (229°),  in  the  time-height  curve,  the 
"inversion  temperature,"  then  from  the  data  obtained,  the  inversion 
expansion  for  this  temperature  is  found  to  be  132X10-4  cc.  per  gram, 
or  about  2.83  per  cent. 

Similarly  from  Braesco's  data  we  may  compute  the  coefficients  of  cubical 
expansion  and  the  volume  increase  on  inversion.  These  results  together 
with  our  own  are  shown  in  Table  I.  With  the  exception  of  the  value  for 
/3  cristobalite,  these  results  agree  with  ours  within  our  experimental  errors. 

(c)  Quartz. — Pulverized  quartz  sand  was  employed.  The  results  are 
shown  in  Fig.  8. 

(d)  Silica  Glass. — Fig.  8  shows  the  cooling  curve  obtained  with  60  grams 
of  powdered  transparent  silica  glass  and  91.7  grams  of  the  acid  mixture. 
From  the  curve  for  the  acid  mixture  alone  two  points  representing  the 
expansion  of  91.7  grams  of  the  acid  mixture  between  186°  and  225°  were 
computed  and  marked  on  the  curve  for  silica  glass.  It  will  be  seen  that 
these  two  points  fall  practically  upon  the  cooling  curve  for  silica  glass 
which  should,  of  course,  be  the  case,  if  the  expansion  of  the  silica  glass 
is  negligible. 

(e)  Calcined  Flint  and  Calcined  Chalcedony. — The  cooling  curves  of 
both  materials  were  perfectly  linear  up  to  180°.  Between  this  tempera- 
ture and  215  °  a  marked  increase  in  volume  takes  place,  with  both  materials. 
The  cooling  curves  are  shown  in  Fig.  8  and  the  expansion  data  in  Table  I. 

Since  Fenner  has  shown  that  the  inversion  temperature  of  cristobalite' 
depends  upon  the  source  and  previous  heat  treatment  of  the  sample  under 
investigation,  it  is  evident  that  we  must  conclude  that  calcined  Hint  and 
chalcedony  both  exhibit  the  cristobalite  inversion.  This  agrees  with  the 
conclusion  reached  by  Rieke  and  Endell  based  upon  dilatometric  experi- 
ments in  which  a  dilatometer  with  a  5  cc.  bulb  was  employed.  They  found 
a  break  at  228°  in  the  cooling  curve  of  their  calcined  flint  which  agrees 
well  with  our  value,  227°.     Further  details  are  not  given. 


578 


WASHBURN  AND  NAVIAS — THE  PRODUCTS  OF  THE 


The  Inversion  Temperatures 

22.  Thermal  Analyses  of  the  Materials. — Qualitative  thermal  analyses 
were  made  on  the  materials  to  determine  the  temperature  at  which  the 
inversions  take  place.  A  suitable  test  tube,  filled  with  the  material  in 
which  the  bulb  of  a  thermometer  was  imbedded,  was  placed  in  the  iron 
cylinder  of  the  dilatometric  set-up  and  well  insulated.  Cooling  curves 
were  then  taken.     The  results  follow. 
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Fig.  8. — Cooling  curves. 

(a)  Tridymite. — The  range,  10o°-13S°,  yielded  only  a  smooth  curve, 
showing  that  the  heat  of  reaction  at  the  inversion  was  exceedingly  small. 

(6)  Cristobalite. — The  inversion  started  at  244°.  The  change  of  slope 
is  very  evident,  see  Fig.  9. 

(c)  Calcined  ftint. — Fig.  9  shows  an  inversion  starting  at  227°. 

(d)  Calcined  chalcedony. — An  inversion  starting  at  220°  is  shown  in  Fig.  9. 
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Indices    of    Refraction 

23.  Method.— The  indices  of  refraction  of  the  powdered  materials 
were  measured  with  the  petrographie  microscope,  using  the  Becke  line 
method.  The  distinction  between  tridymite  and  cristobalite  was  made 
by  means  of  a  liquid  of  index,  1.4784. 

24.  Results. — The  results  are  shown  in  Table  I.  In  each  instance 
all  of  the  material  fell  within  the  index  limits  given. 
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Fig.  9. — Thermal  analysis  curves. 

Rieke   and   Endell's   microscopic   examination1  of  their  materials  did 
not  include  a  determination  of  the  refractive  index.     They  state  merely 
that  thin  sections  of  their  calcined  materials  when  examined  with  crossed 
Nicols  appeared  to  be  completely  isotropic,  but  that  under  the  highest  tnagni 
fication  certain  spots  seemed  to  be  anisotropic. 
1  Rieke  and  Endell,  op.  cit.,  p.  69. 
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25.  Some  Miscellaneous  Experiments. — A  small  quantity  each  of  the 
raw  flint  and  the  raw  chalcedony  was  dropped  into  a  platinum  crucible 
and  heated  before  a  blast  lamp  for  one  minute  and  the  index  of  refraction 
then  measured.  The  raw  flint  after  this  treatment  gave  1.500-1.519  and 
the  chalcedony  1.500-1.526.     Just  what  these  values  signify  is  not  clear. 

In  a  second  experiment  some  of  the  raw  flint  was  maintained  at  a  tem- 
perature of  830°  for  700  hours,  one  sample  being  drawn  at  the  end  of  1^ 
hours  and  another  sample  at  the  end  of  each  24  hour  period.  All  of  the 
samples  drawn  gave  the  same  index  of  refraction,  namely,  1.500-1.519 
which  is  also  the  value  obtained  in  the  one  minute  experiments  just  de- 
scribed. 

A  sample  of  chert  (?)  obtained  from  deposits  in  the  neighborhood  of 
Tamms  in  the  southern  part  of  the  State  of  Illinois  was  calcined  at  1450  °C 
for  a  few  hours  and  its  index  measured.  The  following  results  were  ob- 
tained: Raw  "Joynt's"  Silica,  1.542-1.550;  calcined  material,  1.478-1.493. 
The  raw  material  thus  has  the  index  of  quartz  and  the  calcined  material 
that  of  cristobalite. 

The  Significance  of  the  Results 

26.  Comparative  Summary. — In  Table  I  the  results  obtained  for 
raw  and  calcined  flint  and  chalcedony  are  summarized  and  compared  with 
the  corresponding  data  for  silica  glass,  cristobalite,  tridymite  and  quartz. 

A  study  of  the  data  given  in  the  table  brings  out  the  following  facts: 
(1)  The  density  of  raw  flint  and  chalcedony  is  appreciably  lower  than, 
but  close  to,  that  of  quartz,  the  difference  being  not  greater  than  that 
which  might  possibly  arise  from  the  presence  of  moisture  and  other  im- 
purities in  the  raw  material.  The  density  of  the  calcined  flint  is  slightly 
lower  than,  but  close  to  that  of  tridymite.  The  density  of  the  calcined 
chalcedony  is  distinctly  lower  than  that  of  silica  glass,  the  lightest  known 
form  of  silica. 

(2)  The  indices  of  refraction  of  the  raw  flint  and  chalcedony  are  sub- 
stantially the  same  and  while  close  to  that  of  quartz  are  distinctly  lower. 
The  index  of  the  calcined  flint  is  close  to  that  of  cristobalite,  while  the 
index  of  the  calcined  chalcedony  is  definitely  lower  than  those  of  cristo- 
balite and  tridymite  but  agrees  very  well  with  that  of  silica  glass.  As 
far  as  these  two  properties  are  concerned,  therefore,  the  calcined  chal- 
cedony might  be  considered  as  a  form  of  silica  glass,  while  the  calcined 
flint  might  be  either  cristobalite  or  tridymite. 

(3)  Both  the  calcined  flint  and  the  calcined  chalcedony  exhibit  a  typical 
a-/3  cristobalite  inversion. 

The  net  result  of  the  investigation  thus  far  seemed  to  be  that  calcined 
chalcedony  was  either  a  new  form  of  cristobalite  with  a  density  and  index 
of  refraction  different  from  ordinary  cristobalite  or  else  that  it  was  a  form 


Fig.   10a. — X-ray  crystal  spectra. 
A,    quartz  crystal;    B,  raw  flint;    C,  raw  chalcedony;    D,    cristohalite;    K,  calcined 
flint;    F,  calcined  chalcedony;    G,  tridymite;    H,  silica  glass. 
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of  amorphous  silica  (silica  "glass")  which  exhibited  enantiotropism.  In 
order,  therefore,  to  determine  (1)  whether  the  material  was  crystalline  or 
amorphous  and  (2)  if  crystalline,  the  species  of  crystal  present,  recourse 
was  had  to  the  method  of  X-ray  crystal  analysis  described  in  the  next 
section. 

X-Ray    Spectra 

27.  The  Method  of  X-Ray  Crystal  Analysis. — When  a  narrow  beam  of 
monochromatic  X-ray  is  passed  through  a  powdered  crystalline  material 
the  rays  are  diffracted  by  the  layers  of  molecules  on  the  various  crystal 
surfaces,  and  if  the  diffracted  rays  are  received  upon  a  photograph  plate, 
a  spectrum  of  lines  and  bands  of  various  intensities  is  obtained.  The 
number,  positions,  and  intensities  of  these  lines  are  characteristic  for  each 
species  of  crystal.  This  method,  originated  by  L,aue  and  modified  and 
improved  by  Bragg  and  Bragg,1  Hull,2  Debye  and  Scherrer,  and  Clark 
and  Duane,3  is,  especially  in  the  form  devised  by  Hull,  a  new  and  valuable 
research  tool  which  should  find  important  application  in  ceramic  investi- 
gation. 

28.  Results. — Through  the  cooperation  of  the  General  Electric 
Company  we  were  enabled  to  secure  the  X-ray  spectra  of  all  of  our  ma- 
terials. These  spectra  were  photographed  for  us  by  Dr.  A.  W.  Hull  and 
are  reproduced  in  our  Fig.  10. 

An  examination  of  these  spectra  shows  beyond  question  (1)  that  raw 
flint  and  raw  chalcedony  are  made  up  of,  or  contain  in  considerable  quan- 
tity, quartz  crystals  and  (2)  that  calcined  flint  and  calcined  chalcedony 
are  made  up  of,  or  contain  in  considerable  quantity,  cristobalite  crystals 
and  no  other  crystals  of  any  kind. 

Conclusions 

29.  The  Nature  of  Flint  and  Chalcedony. — Based  upon  the  results 
obtained  in  this  investigation,  the  following  theory  concerning  the  nature 
of  flint  and  chalcedony  and  their  calcination  products  is  proposed.  This 
theory  successfully  correlates  all  the  known  facts  concerning  these  ma- 
terials. 

(1)  Flint  and  chalcedony  consist  of  colloidal  quartz.  In  the  purer 
forms  of  chalcedony  the  colloid  is  of  the  gel  type  and  the  individual  col- 
loidal particles  are  microscopic  or  sub-microscopic  in  size. 

Fenner4  found  that  when  chalcedony  was  heated  in  contact  with  a 
flux  at  800°,    "quartz"   and  tridymite  were  produced.     The   "quartz," 

1  Bragg  and  Bragg,  "X-Rays   and  Crystal  Structure."     Bell  and  Sons.  London, 
1915. 

2  Hull,  Jour.  Amer.  Chem.  Soc,  41,  1168  (1919). 

3  Clark  and  Duane,  Proc.  Natl.  Acad.  Set.,  8,  90  (1922). 

4  Fenner,  loc.  cit.     See  footnote  No.  1. 
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*.  e.,  macrocrystalline  quartz  is  evidently  the  result  of  the  solution  and 
recrystallization  of  the  colloidal  crystals,  and  quartz  is  of  course,  the 
stable  form  at  this  temperature.  The  simultaneous  appearance  of  the 
metastable  tridymite  under  such  conditions  is  a  common  phenomenon. 
On  long  continued  heating  the  tridymite  should,  of  course,  disappear. 
Doelter1   also  records  the  simultaneous  formation   of    quartz    during 
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Fig.  106. — X-ray  crystal  spectra. 
A,  quartz  crystal;  B.  raw  flint;  C,  raw  chalcedony,  D,  cristobalite ;  E,  calcined  flint; 
F,  calcined  chalcedony;    G,  tridymite;  H,  silica  glass. 

the  synthetic  production  of  chalcedony  at  low  temperatures,  and  its  occur- 
rence in  nature  closely  associated  with  chalcedony  is  well  known. 

(2)  When  calcined,  the  colloidal  quartz  crystals  are,  owing  to  the  enor- 
mous surface  which  they  expose,  very  rapidly  transformed  into  cristo- 
balite crystals.     This  is  also  the  behavior  of  ordinary  quartz,  but  with 
1  Doelter,  "Handbuch  der  Mineralchemie,"  2,  II,  175. 
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this  material  the  rate  of  conversion  is  much  slower.  In  the  case  of  the 
flint,  the  impurities  present  act  as  a  flux  and  thus  permit  the  formation 
of  larger  crystals  of  cristobalite  than  in  the  ease  of  the  purer  chalcedony. 
The  properties  of  the  calcined  flint,  therefore,  approach  more  closely  those 
of  ordinary  cristobalite  than  is  the  case  with  the  calcined  chalcedony. 
The  latter  material  is  so  pure  that  the  colloidal  quartz  particles  are  trans- 
formed in  situ  into  colloidal  cristobalite  particles.  The  comparatively 
large  volume  increase  which  accompanies  this  transformation  produces 
small  cracks  and  fissures  between  the  colloidal  particles  and  the  simul- 
taneous expulsion  of  volatile  impurities,  such  as  water,  perhaps  leaves 
numerous  micropores  throughout  the  mass. 

At  the  same  time  some  of  the  original  colloidal  quartz  crystals,  that  is, 
the  smaller  ones,  probably  melt  since  the  melting  points  of  many  of  them 
must  be  considerably  lower  than  that  (<  1470°)  of  ordinary  quartz.  This 
"melting"  is  not,  however,  accompanied  by  any  appreciable  fluidity  since 
silica  glass  at  this  temperature  is  still  a  fairly  rigid  solid.  The  silica  glass 
thus  produced  would,  of  course,  immediately  proceed  to  crystallize  slowly, 
with  the  formation  of  colloidal  cristobalite  crystals.  Lord  Rayleigh1 
found  that  ordinary  silica  glass  exhibits  between  crossed  Nichols  a  quasi 
crystalline  structure.  These  crystals,  or  incipient  crystals,  probably 
represent  the  first  stages  of  the  orientation  of  the  silica  molecules  into  the 
cristobalite  groupings  and  silica  glass  held  for  some  time  at  1400-1500  °C 
and  then  finely  powdered  should  be  substantially  the  same  material  as 
finely  powdered  calcined  chalcedony.  Both  materials  would  consist 
principally  of  colloidal  cristobalite  together  with  a  small  amount  of  amor- 
phous silica  or  silica  glass,  the  relative  proportions  of  the  two  depending 
upon  the  conditions  of  calcination. 

(3)  Since  there  must  be  a  gradual  gradation  of  properties  extending  all 
the  way  from  those  of  isotropic  silica  glass  on  the  one  hand  up  to  macro- 
crystalline cristobalite  on  the  other,  depending  upon  the  degree  of  disper- 
sion, it  is  clear  that  the  low  index  of  refraction  and  low  density  of  the  cal- 
cined chalcedony  are  readily  understandable  on  the  theory  here  proposed. 
A  crystal  composed  of  a  comparatively  small  number  of  molecules,  es- 
pecially if  not  well  formed,  must  be  more  or  less  distorted  by  forces  of  the 
nature  of  surface  tension  and  corresponding  changes  in  its  refractive  index 
are  to  be  expected.  Moreover,  the  exact  significance  of  the  refractive 
index  (as  measured  by  the  immersion  method)  in  the  case  of  a  material 
containing  a  considerable  quantity  of  crystals  too  small  to  be  resolved 
by  the  microscope  is  somewhat  uncertain.  The  results  of  this  method 
applied  to  the  calcined  chalcedony  gave  index  values  for  different  portion^ 
of  the  field  ranging  from  that  of  silica  glass,  1.456,  up  to  1.470.  There 
were  apparently  no  macrocrystals  of  cristobalite  present.  With  the  cal- 
1  Lord  Rayleigh,  Nature,  104,  153  (11)19). 
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cined  flint  on  the  other  hand  practically  all  of  the  material  was  in  the  form 
of  macrocrystalline  cristobalite. 

(4)  Fenner  made  a  thermal  analysis  of  raw  chalcedony  over  the  quartz 
a-/3  inversion  temperature  and  failed  to  find  any  heat  effect  indicating 
an  inversion  at  this  temperature.  It  was  largely  because  of  this  negative 
result  that  he  concluded  that  chalcedony  could  not  be  classified  as  quartz. 
Now  it  is  altogether  probable  that  both  the  inversion  temperature  and 
the  heat  of  inversion  of  a  quartz  crystal  vary  markedly  with  the  size  of 
the  crystal,  for  crystals  of  colloidal  dimensions.  Consequently,  according 
to  our  theory  of  the  nature  of  raw  chalcedony,  we  might  expect  that  the 
quartz  inversion  would  be  spread  over  a  considerable  range  of  temperature 
owing  to  the  varying  sizes  of  particles  present  and  this  inversion  might, 
therefore,  easily  fail  to  be  detected  by  the  method  of  thermal  analysis. 
It  ought,  however,  to  manifest  itself  in  a  dilatometer  owing  to  the  large 
volume  change  which  accompanies  the  inversion. 

30.  Acknowledgments. — Through  the  good  offices  of  Professor  T.  T. 
Quirke  of  the  Department  of  Geology,  we  were  able  to  secure  an  excel- 
lent sample  of  chalcedony.  This  sample  was  supplied  by  Dr.  G.  P.  Merrill 
of  the  United  States  National  Museum  and  proved  to  be  an  extremely 
pure  material. 

To  the  Geophysical  Laboratory  of  the  Carnegie  Institution  of  Wash- 
ington and  especially  to  Dr.  H.  L.  Adams  of  that  laboratory  we  are  in- 
debted for  the  high  pressure  test  which  was  applied  to  a  sample  of  our 
material  during  the  course  of  the  work. 

To  Dr.  A.  W.  Hull  of  the  Research  Laboratory  of  the  General  Electric 
Company  we  are  especially  indebted  for  the  photographs  of  the  X-ray 
spectra  of  the  materials.  Without  these  spectra  it  would  have  been  im- 
possible to  bring  the  investigation  to  a  satisfactory  conclusion,  since  the 
usual  methods  of  measurement  failed  to  yield  a  definite  solution  of  the 
problem. 

The  experimental  data  contained  in  this  paper  were  obtained  by  the 
junior  author  in  connection  with  the  preparation  of  a  thesis  submitted 
by  him  to  the  Graduate  School  of  the  University  of  Illinois  in  partial 
fulfilment  of  the  requirements  for  the  degree  of  Master  of  Science  in  Ceramic 
Chemistry,  in  June  1921. 

Department  of  Ceramic  TCnginicerinc; 
University  op  Illinois 
Urbana, III 


AN  IMPROVED  MAGNET  BOX1 

By  H.  Spurrier 
ABSTRACT 
The  plates  are  made  of  wrought  iron  carrying  vertical  projections,  thereby  carrying 
the  magnetic  poles  clear  up  into  the  flowing  slip.    , 

The  slip  is  broken  up  into  several  streams  which,  ou  passing  the  narrow  spaces 
between  the  fingers,  more  readily  yield- their  metallic  iron. 

Settlings  in  the  box  do  not  impair  the  magnetic  efficiency. 

During  a  siege  of  iron  spots  in  white  ware,  several  lines  were  investi- 
gated as  likely  contributory  causes  of  our  trouble,  but  still  iron  spots  were 
discouragingly  frequent. 

Among  other  things  which  were  done,  one  in  particular  seems  worthy 
of  wider  application  as  time  has  now  proven  its  real  utility. 

An  effort  was  made  to  increase  the  efficiency  of  the  magnet  box.  The 
box  in  question  was  equipped  with  malleable  cast  iron  plates,  provided 
with  projections  of  about  5/ie  of  an  inch,  which  usually  lay  buried  in  the 
deposit  of  coarse  particles  which  commonly  collect  in  the  box  until  re- 
moved. This  deposit,  even  when  very  slight,  was  found  to  seriously  im- 
pair the  efficiency  of  the  magnet. 

It  was  known  that  the  magnetization 


oooooooo 


O  O  O  O  O  O   O  was  80  Per  cent  higher  for  wrought  iron 

than  for  malleable  iron  and  accordingly 
the  malleable  plates  were  replaced  with 
wrought  iron  plates.  So  great  was  the 
improvement  that  a  rough  and  ready 
attempt  to  measure  the  difference  was 
made.  A  piece  of  one-inch  wrought  iron 
'  pipe,  a  trifle  shorter  than  the  width  of 

the  magnet  box,  was  provided  with  a  loop  of  cord  through  it,  long  enough 
to  pass  over  the  top  of  a  postal  scale  held  by  hand.  On  gradually  forcing 
the  scale  upward,  the  pressure  necessary  to  overcome  the  pull  of  the 
magnet  could  be  read  off  the  dial  of  the  scale.  After  repeating  this  a  few 
times,  the  readings  became  more  constant. 

Under  the  same  conditions  of  magnetic  induction,  the  malleable  iron 
plates  required  a  pull  of  three  and  one-half  pounds,  and  the  wrought  iron 
plate  six  pounds  to  break  contact,  an  increase  of  71+  per  cent. 

A  further  improvement  of  more  marked  effect,  as  regards  the  efficiency 
of  the  magnet,  was  worked  out.  The  finer  particles  of  metal  in  a  viscous 
fluid,  such  as  slip,  are  little  influenced  at  even  a  very  small  distance  from 
an  excited  pole.  It  was  thought  that  if,  at  the  ends  of  the  wrought  iron 
plates,  fingers  were  to  project  upward  to  a  height  equivalent  to  the  depth 
of  the  slip  in  the  magnet  box,  much  good  would  ensue,  because  the  fingers 
1  Received  June  5,  1922. 
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would  then  become  the  pole  terminal  and  would  carry  the  most  powerful 
part  of  the  magnetic  field  into  the  slip  itself.  Other  advantages  are  that 
the  fingers  break  up  the  body  of  slip  which  must  pass  between  them,  and 
that  the  settlings  do  not  cover  the  best  part  of  the  field. 

The  effects  of  these  changes  were  quite  remarkable  as  the  fingers  being 
staggered  caused  the  slip  to  flow  in  a  sinuous  passage  along  the  magnet 
box. 
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Fig.  2. 


Fig.  1  is  a  plan  of  the  plate,  the  direction  of  flow  being  transverse  to  the 
actual  length  of  the  plate. 

Fig.  2  is  a  plan  of  the  magnetic  box  indicating  the  sinuous  course  taken 
by  the  slip  as  it  is  divided  by  the  fingers.  This  course  is  not  imaginary 
but  is  very  evident  when  the  slip  is  flowing. 

In  the  first  trial  only  one  plate  was  put  in  with  the  fingers,  the  result, 
however,  was  so  good  that  a  full  set  was  made  up  and  has  been  doing  ex- 
cellent work  for  nearly  a  year. 

Square  D  Co. 
Peru,  Ind. 


THE  CONTROL  OF  BISCUIT  LOSSES1 

By  Ira  E.  Sproat 
ABSTRACT 

The  effect  of  the  transverse  strength  and  the  moisture  content  of  the  body  on 
biscuit  losses  is  discussed.  A  transverse  strength  of  280  pounds  per  square  inch  and 
minimum  moisture  content  produce  the  best  results. 

The  analysis  of  the  damaged  ware  and  the  brushers  report  gives  data  of  great  value 
in  decreasing  the  biscuit  losses,  under  given  factory  conditions. 

Introduction 

The  subject  of  biscuit  loss  and  its  control  is  one  of  great  importance  to  the 
average  general  ware  manufacturer ;  especially  is  this  true  during  the  present 
period  of  keen  competition  and  the  downward  trend  of  selling  prices. 

The  Human  Element. — Perhaps  the  most  important  factor  affecting 
the  biscuit  losses  is  the  "Human  Element."  It  has  become  increasingly- 
important  during  the  last  five  years  due  to  the  demand  for  production. 
But  one  needs  only  to  read  the  discussion  of  Herford  Hope's  paper  on 
"Biscuit  Losses"2  to  learn  that  the  "Human  Element"  was  also  a  very  im- 
portant factor  in  1906  as  it  now  is.  In  fact  it  will  always  be  an  im- 
portant factor.  It  is  quite  evident,  therefore,  that  any  method  of  con- 
trol must  take  the  "Human  Element"  very  largely  into  consideration  if 
it  is  to  prove  of  any  value. 

After  trying  a  number  of  different  methods  of  control  during  the  year 
1919,  we  finally  decided  on  the  following  three-fold  control: 

1.  Transverse  Strength  of  Body  in  the  Clay  State. 

2.  Biscuit  Loss  Analysis. 

3.  Analysis  of  Brushers  Report. 

During  the  past  two  years  this  method  has  been  followed  closely  and 
we  are  certain  the  results  have  justified  its  use. 

Transverse  Strength  of  Body 

It  has  always  been  a  well  known  fact  by  potters  that  one  of  the  best 
ways  to  decrease  the  biscuit  losses  is  to  increase  the  amount  of  ball 
clay  in  the  body.  The  strength  of  the  body  in  the  clay  state  is  thus  in- 
creased and  the  effect  of  careless  handling  of  the  ware  (the  Human  Ele- 
ment) decreased.  There  is,  however,  no  published  data  on  the  relative 
effect  of  the  varying  strengths  of  bodies  upon  the  biscuit  losses.  We 
thought  it  advisable  to  determine  the  modulus  of  rupture  of  our  body  for 
a  period  of  several  years  and  then  compare  these  results  with  the  biscuit 
losses  for  the  same  period,  in  order  to  determine  what  relation  the  one 
had  to  the  other. 

1  Received  May  10,  1922. 

2  Trans.  Amer.  Ceram.  Soc,  8,  62,  1906. 
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Transverse  strength  tests  of  the  body  direct  from  the  pug  mill  were 
made  twice  a  week,  the  average  of  these  two  tests  being  taken  as  the 
weekly  value.  The  results  of  these  tests  for  the  past  three  years  are  shown 
on  the  upper  curve  of  the  accompanying  curve  sheet. 

The  biscuit  loss  in  per  cents  is  also  given  for  the  same  period  on  the  same 
curve  sheet;  the  fine  dotted  line  represents  the  daily  losses,  while  the 
lower  heavy  line,   the  weekly  averages. 

When  studying  these  curves  it  must  be  remembered  that  the  modulus 
of  rupture  curve  is  several  weeks  in  advance  of  the  biscuit  loss  curve, 
due  to  the  time  required  to  make  the  ware  and  put  it  through  the 
biscuit  kiln. 

From  the  22nd  week  of  1919  to  the  30th  week  in  1921  inclusive  the 
following  body  was  used: 

Flint 34.0% 

Feldspar 14 .0 

Edgars  Florida 7.5 

English  China  Clay 27 .5 

English  Ball 17.0 

100.0 

The  great  variation  in  strength  of  this  body  during  the  above  period 
was  due  to  the  use  of  several  kinds  of  English  Ball  clays  and  also  to  marked 
variations  in  the  physical  properties  of  different  shipments  of  the  same 
clay. 

Specific  attention  is  called  to  the  high  strength  (300  pounds  per  sq.  in.) 
of  the  body  during  the  latter  part  of  1921.  This  was  due  to  the  substi- 
tution of  21%  of  "Hercules"  clay  for  a  portion  of  the  English  Ball  and 
China  clays  in  the  formula  just  given.  The  maximum  transverse  strength 
obtained  with  English  clays  was  only  260  pounds  per  square  inch.  Per- 
haps greater  strengths  could  be  obtained  with  these  clays  but  color  would 
have  to  be  sacrificed  and  warpage  would  be  materially  increased. 

From  a  study  of  the  modulus  of  rupture  and  biscuit  loss  curves  it  can 
be  readily  seen  that  the  biscuit  losses  decrease  with  every  marked  increase 
in  strength  up  to  joo  pounds,  and  vice  versa.  Therefore,  decided  changes 
in  the  modulus  of  rupture  of  a  body  is  a  sure  indication  that  there  will 
be  an  inverse  change  in  the  biscuit  losses  within  a  week  or  so,  all  other 
factors  being  equal. 

From  a  further  study  we  see  that  a  modulus  of  rupture  of  200  pounds 
will  give  a  biscuit  loss  of  about  7.0%;  225  pounds,  a  loss  of  about  0.0'  ,  ; 
250  pounds,  a  loss  of  5.0%;  275  pounds  a  loss  of  4.0%;  and  300  pounds, 
a  loss  of  about  3.5%.  In  other  words  the  biscuit  loss  can  be  decreased 
about  1.0%  by  increasing  the  transverse  strength  25  pounds  per  square 
inch,  or  2.0%  by  a  50  pound  increase  in  the  strength,  etc. 

We  also  found  that  a  body  vith  a  modulus  of  rupture  of  <>v>->    ;<«>  pounds 
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had  poor  working  qualities.  It  was  too  tough  to  flow  readily  when  batted 
out  or  when  formed  into  a  piece  of  ware  by  the  jiggerman,  therefore, 
causing  a  greater  biscuit  loss  than  in  a  body  having  less  strength. 

The  writer  is  of  the  opinion  that  a  modulus  of  rupture  of  280  pounds 
per  square  inch  will  give  the  best  results  under  all  conditions  of  manu- 
facture. It  must  be  remembered,  however,  that  under  some  factory  condi- 
tions, especially  in  those  plants  where  quantity  production  is  of  secondary 
consideration,  a  modulus  of  rupture  of  280  pounds  will  produce  a  biscuit 
loss  far  below  the  3.5%  noted  above.  In  other  words  in  those  factories 
where  more  time  and  care  is  taken  in  handling  the  ware,  a  biscuit  loss  of 
1.0%  to  2.0%  is  no  mere  dream. 

Moisture  Content 

Another  factor  to  be  considered  is  the  amount  of  moisture  the  ware 
contains  when  it  is  removed  from  the  molds.  For  a  piece  of  ware  which 
has  a  transverse  strength  of  300  pounds  per  square  inch  in  the  bone  dry 
state,  has  a  strength  of  only  about  180  pounds  when  it  contains  from  3.0% 
to  10.0%  moisture.  All  the  moisture  therefore  would  be  expelled  from 
the  ware  before  it  is  handled. 

Since  very  little  ware  being  made  today  contains  less  than  3.0%  of 
moisture,  there  is  a  great  need  for  improved  types  of  stove  rooms  in  the 
general   ware   industries. 

Biscuit  Loss  Analysis 

Any  method  devised  for  the  purpose  of  analyzing  the  damaged  ware 
from  the  biscuit  kilns,  must  necessarily  meet  the  following  three  principal 
requirements. 

First. — It  must  not  require  too  much  time  as  it  is  advisable  to  make 
an  analysis  daily.  All  the  damaged  ware  from  the  kilns  can  not  be  in- 
spected daily,  as  this  would  require  too  much  time.  Only  one  class  of 
ware  should  be  analyzed  daily. 

Second. — The  analysis  should  be  made  on  that  class  of  ware  which  is 
coming  through  the  kilns  daily  in  large  quantities  and  in  which  the  biscuit 
loss  is  the  highest  on  the  average.  Seven-inch  plates  fill  these  require- 
ments. 

Third. — The  classification  of  the  various  types  of  damages  should  be 
such  that  there  would  be  no  question  as  to  how  the  damaged  piece  should 
be  classified.  After  careful  study  and  testing  for  months  we  have  found 
the   following   classification   satisfactory   for   this   analysis: 

1.  Nipped 

2.  Warped 

3.  Rim  Cracked 

4.  Foot  Cracked 
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.").  Bottom  Cracked 

(i.  Dunted 

7.  Sympathetic  Dunts 

The  above  classification  may  be  further  simplified  by  combining  3, 
4  and  5  into  one  group  called  clay  cracks. 

It  is  not  the  purpose  of  this  report  to  discuss  the  great  number  of  differ- 
ent types  of  cracks  and  their  causes,  but  in  order  that  the  reader  may  more 
fully  understand  the  above  classification  a  brief  description  of  each  type 
is  given. 

1.  Nipped. — A  piece  of  ware  is  classed  as  "nipped"  if  it  is  not  cracked 
or   warped.     Cause. — Careless   handling. 

2.  Warped. — All  ware  not  cracked  but  warped  is  classed  in  this  group. 
Cause. — Too  high  a  ball  clay  content,  too  high  and  rapid  firing. 

3.  Rim  Cracked. — A  piece  of  ware  is  classified  under  this  heading  if 
the  crack  is  wider  at  the  rim  of  the  plate  than  in  any  other  portion.     Cause. 

—Too  weak  a  body:  Careless  handling. 

4.  Foot  cracks. — Cracks  which  show  a  greater  width  at  the  foot  of 
the  piece  of  ware  are  called  footcracks.  Cause. — Too  weak  a  body,  or 
careless  handling;  too  green  when  taken  off  molds. 

5.  Bottom  Cracked. — A  plate  which  is  cracked  in  the  bottom  is  classed 
in  this  group.  Cause. — Too  weak  a  body;  careless  handling,  or  too  green 
when  taken  off  the  molds. 

(i.  Dunted. — A  piece  of  ware  is  classed  as  dunted  when  it  shows  a  fine 
circular  hair  line  crack  and  the  entire  surface  of  the  crack  is  smooth. 
Cause. — Too  rapid  cooling. 

7.  Sympathetic  Dunts.' — All  ware  which  shows  the  characteristic  cir- 
cular hair  line  crack  of  a  dunt  but  the  entire  surface  of  the  cracked  portion 
is  not  smooth  are  classed  as  sympathetic  dunts.  Cause. — Too  weak  a 
body :  poor    pugging :  occluded    air :  careless    handling. 

The  damaged  seven  inch  plates,  thrown  out  by  the  brushers,  are  in- 
spected and  sorted  according  to  the  above  classification.  The  number 
in  each  of  the  seven  groups  is  counted  and  recorded  as  percentages  of  the 
total  number  of  plates  brushed. 

But  such  data  would  be  of  very  little  value  unless  we  had  some  way  of 
knowing  when  we  were  having  an  excessive  loss  from  one  of  the  above 
causes.  This  brings  us  to  the  consideration  of  the  normal  percentage  for 
each    of    the    above    classifications. 

Normal  Percentages. — The  normal  percentages  which  we  found  to  apply 
to  our  factory  conditions  during  1919,  1020  and  the  first  half  of  1021  arc 
given  in  the  following  table. 

The  method  used  in  obtaining  these  figures  was  as  follows:  Over  10,000 
damaged  seven  inch  plates,  taken  from  burns  in  which  the  loss  was  normal, 
were  inspected  and  classified,  the  average  figure  taken  as  the  normal. 
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These  normal  percentages  are  nothing  more  or  less  than  a  guide  by' which 
we  are  able  to  tell  when  we  have  an  abnormal  loss  in  any  one  of  the  above 
groups,  and  thereby  determine  the  cause  in  the  shortest  possible  time. 

Nipped 0.577% 

Warped 0.534 

Rim  cracked 1 .  138 

Foot  cracked 0 .418 

Bottom  cracked. 0 .314 

Dunted 0.957 

Sympathetic   dunts 1 .562 

An  analysis  of  the  damaged  seven  inch  plates  from  a  given  burn  is  as 
follows : 

Nipped 0.731% 

Warped 0.522 

Rim  cracked 1 .  164 

Foot  cracked 0 .400 

Bottom  cracked 0 .328 

Dunted 2.100 

Sympathetic  dunts 1 .495 

By  comparison  against  the  normal  percentages,  it  is  seen  that  the  per- 
centages of  nipped  ware  and  dunted  ware  are  too  high  in  this  burn. 

It  must  be  remembered  that  the  above  normal  percentages  apply  only 
to  the  conditions  under  which  they  were  obtained,  and  may  not  apply  to 
any  other  factory.  As  a  matter  of  fact  conditions  in  the  same  plant  may 
be  so  changed  as  to  materially  affect  these  normal  figures  as  was  the  case 
during  the  last  half  of  1921,  when  a  radical  change  was  made  in  the  body 
composition.  The  normal  percentages  in  use  now  with  this  new  body  are 
as  follows: 

Nipped 0.438% 

Warped 0.664 

Rim  cracked 0 .742 

Foot  cracked 0 .  175 

Bottom  cracked 0 .  157 

Dunted 0.704 

Sympathetic  dunts 0 .620 

Comparison  of  these  normal  percentages  with  the  former  set  shows 
that  by  increasing  the  strength  of  the  body  in  the  clay  the  percentage  of 
nipped  and  cracked  ware  is  decreased  but  the  percentage  of  warped  ware 
is  increased.  The  decrease  in  percentage  of  dunted  ware  was  due  to  a  de- 
crease in  the  cooling  time. 

The  purpose  of  the  biscuit  loss  analysis  is  to  determine  as  quickly  as 
possible  the  cause  of  high  losses  which  are  common  to  all  classes  of  ware, 


32 

_C 

u  30 

c 

<D  28 

o 

3  26 
^24 

Q.22 

en 

~0  20 

C 

O    '8 

a. 


j;  i4 
a  l0 

o 
if) 

D 

O 
1      2 


G     i 


,19.7 
j 

B  I  SCUIT  xLOSS     -    M  ODULUS  OF  RUPTURE  CURVES 

FOR 

TH E  5 E BRING  POTTERY    COMPANY'S  BODY 


320 


X 

u  300 

c 

0)  280 

t- 

o 

3  260 

cr 

<°  240 

-P 

i_ 

r 

a220 

0) 

i i 

(0 

s_ 

TS  200 

a; 

c 

u. 

0    '8° 

Q_ 

c 

c    160 

in 

Bl 

•  — 

O 

«    140 

_J 

3 

-i-i 

-e  120 

1 

a 

u 

Q-       100 

V) 

m 

l«- 

:     8  j 

in 

U     60 

3 

-o     4° 

o 

X      20 

"C    , 

;x^"":":::"""""|gx="=3="="":^ 

___  _ i                  ]\-  -  —  ---  -  1 — \--^-~- 

15   - 

"                  ii 

fffi                                                                                                      -| 

14  - 

:::::;:::::j:_::::::::::::::::;::::::::i::::::::::::::::::::::::::::±E     -   - 

: 

-             !                     ii      ->     -\                  -- 

;    :    ;:            : L.J 

. .                                                 '  i                  i.          ■        .::::::::::::: 



4 

j J   LL_L____                 .           ^ _j |_}j 

— :     —4—, 

,/•■,   ""'"            "     '""                                                    |;    '■       ,!,!,            i    ^ — 1 — 

u. 

Lii. Jij    .       i                        I  I:                t-   .—    -_     -  *-  -- 

___-::=:_ „ :. :=..„,..._,... ( ..J — : [ILtD — 1 — 

II     — 

t         '     ■                               'i   I                      '!                                  / 

t    ■  4±±d  Srtjf: i  ♦: ^  ;  :::;:_::    x 

:::::_:::::::::::::::::::::::::::::!:sr  — - *-'-L       i  i   - —     —   ' 

10   - 

r       r-    S-fV-      ■           ffr -H-— —  — ~:;--?t 

;   .;.   |.||. .  ;. :  ;•}             ,          ;  j     ILL    LLj-j-4-H  1  Hr"  ["            j     : 

-::-:  -:::::::::::::::::::::::::=::-----------------!^-------H 

;,'  !/\   ^IW           t       -:  {    A"     "    ^"t  "^ ""'  "jt  |n 

L-ti.|_^ — J 

41Jfl-|y_Lu:lEy — l     ....  _ — i.fi    j.,'.\.     i_    i_|  ^..jIl       jI    4    ___    __ 

.  .    ...                                            ,    ,  !           1      :j|    ;  .      

rj^l    lV"r~<|jm — if  T" TT"BT  Tx  t\\  m  '    I'LtIi      JcBt  i  ^ — ?"*" 

i 4_I______I ;■!,:  ,,  i^J _ 

7    - 

:Sfc^ J:_i8g^lp^:I:^|;gS  jfl|jt  rSlsrl?=i 

h       liiiiliilM'l  hi:  ■  ijUli if  1    li        '; 

6   - 

N^fei=^-^3^^|:~:~?lfe3s«=E!3:S=llH; 

i......t^._.._1|..._^tj.g4-+_j^_jn      .  \l  up i  foyfjW  1  j pkl  j  1 1  Ii 

._  .  i         '  ■  i  :       1_    ii  '      i      j !  ! \  !    '!                         p  '  i   '  J  '!            »    {3B  ii  lu     '• 

\^i\~  Wt^'^N^^kj''/'  "^"r^fM!*  "  '*"  'i^f^f4  1 ! i  *M '\r\<\ '  *n*Tni 

r  —  — jffiTF    — IS  JO- £-33            — -s1c— ±         —  T-1^— 3 

W^  'Ttiifn/^i"  r  i~  "'     i-'   lr*r*  T^"*^     !  "t  r"   -   rr  -'     ,j -i|        -        —   **  tt  -  "r"  ~rl  ~  -^^ i '  1  \S~^ i-  *,j    '. '    1 1  — 

!'„'  1  ''T  lii  !   J         "il          !  • '      ",'■   "  '                  Mr             i!  ■  •     •     •  '  !!'  V    - 

:: |±fi|EH±fcH±:±:::;± -ft 1 

-t--U---f-l-.i {.»— i^—- 1 — x____.                   ^^-r1 — ~~~i 

J 1 u_  X_LL  :  _aJ |_| L  4-         4--:--    --"'--   -  +  --- 

3  4- 

;     ■■ '  '!  ^:tTH  Till                      tftttr 

::::::::::::::::::::::::::::::;:::::::::::______ 

2   - 
1    - 

:||||||ip 

EEEElEE|l=ElliE====|==|l=Eillii=iiiIiili=iliE=lEii==-     "       ~ 

:SS:±H::::i::;±:::::::;;::: ±::::±:J ± — 

M               Ihftffltflffl  fltl  Ifftttil  tlfflfflwH  11 1111 1  Hlfflffittfc-- 

2  4  6 


10         12         14         16         18        20        22        24        26       28 

I9I9-- 

NUMBER  OF  W 


50       32       34       36       38       40       42       44       46       43       50        5? 

->i 

E        E        K         S 


320 


u 

300 

C 

0) 

280 

L 

c 

15 

260 

cr 

en 

24  0 

L 

<u 

a  220 

I/) 

T5 

200 

c 

13 

0 

180 

a. 

c 

160 

cu 

140 

l. 

3 

-fcJ 

120 

a 

D 

(X 

100 

M- 

0 

80 

l/) 

3 

60 

D 

"O 

40 

O 

I 

CO 

BISCUIT    LOSS    - 
THE  SEBRIN 


-    MODULUS  OERUP 

FOR 

0  POTTERY   COMPAN 


ture  curves 

y's  body 


J'fv 


j; 

u 

c 

■ 

230 

L. 

~ 

=5 

2b0 

XT 

240 

+i 

1_ 

r 

<b 

o.  220 

<  i 

tfl 

L 

T5 

?no 

1J 

c 

a. 

J 

0 

130 

c 

CL 

in 

c 

lb0 

U) 

~~ 

0 

1 

140 

_j 

3 

-a 

-tJ 

?0 

"i 

a 

u 

j 
a: 

100 

•n 

m 

4- 

0 

80 

i/l 

3 

50 

3 

XJ 

40 

o 

7 

20 

0          2          4          6 
k 


10        12        14         16         18        20 


N       U       M       B       E 


22        24        26        28        30        32 

,920        

R  O     F        W      E       E 


34       36        58       40       42       44       46       48       5C 
K       S 


320 

-C 

U  300 

c 

<u  ISO 

d 

3  260 
(7 
10  240 

CD 

Q.  220 

en 

T5  200 

c 

0    l8° 
CI 

c    160 


u 

4-5 

a. 


140 


20 


00 


b  80 

3  60 

T5  40 
O 

y  20 


'</ V 


BISCUIT    LOSS    -    MODULUS  OF  RUPTURE  CURVES 

FOR 

THE  SEBRING  POTTERY  COMPANY'S  BODY 


BISCUIT  LOSSES  593 

and  apply  the  cure  before  they  become  chronic.  This  analysis  will  not 
take  care  of  the  special  causes  of  damaged  ware  which  may  be  local  and 
found  in  one  class  of  ware  only. 

Analysis  of  the  Brushers  Report. — In  order  to  make  the  control  of  the 
biscuit  losses  complete  there  must  be  some  means  of  watching  the  peaks 
in  the  daily  losses,  and  decrease  them  before  they  become  general.  The 
brushers  report  is  excellent  for  this  purpose,  but  it  is  necessary  to  have 
the  percentages  of  loss  of  each  class  of  ware  brushed  figured  and  ready 
for  study  by  9  A.  M.  of  the  day  following  date  of  report.  Unless  the 
percentage  of  loss  of  all  damaged  ware  is  figured  each  day,  it  is  useless  as 
a  guide  for  control. 

All  damaged  ware  sorted  out  one  day  should  be  ready  for  inspection 
on  the  following  day.  Then  if  a  given  class  of  ware  shows  an  abnormal 
loss,  the  damaged  ware  is  available  for  inspection  and  study. 

Summary 

The  chief  factor  in  the  control  of  the  biscuit  losses  is  the  transverse 
strength  of  the  body  in  the  clay  state.  If  the  modulus  of  rupture  is  main- 
tained at  2S0  pounds  per  square  inch  the  effect  of  careless  handling  of  the 
ware  is  offset,  and  the  Human  Element  automatically  controlled.  The 
effect  of  the  Human  Element  is  also  made  less  effective  by  not  taking 
the  ware  off  of  the  molds  until  it  is  bone  dry. 

A  daily  analysis  of  the  damaged  seven  inch  plates  will  give  early  indi- 
cations of  such  chronic  troubles  as,  too  weak  a  body,  careless  handling, 
improper  firing,  or  too  rapid  cooling  of  the  kilns. 

Special  losses  such  as  edge  cracks,  cup  handles  coming  off,  etc.,  can  best 
be  detected  and  controlled  from  an  analysis  of  the  brushers  report. 

The  writer  acknowledges  his  indebtedness  to  Mr.  C.  I,.  Sebring  for 
advice  and  assistance  in  this  investigation. 

Sebring  Pottery  Co. 
Sebring,  Ohio 


NOTE  ON  THE  EFFECT  ON  MANGANESE  IN  GLASS  MELTED 
UNDER  REDUCED  PRESSURE1 


By  E.  N.  Bunting 


The  decolorizing  action  of  manganese  is  destroyed  by  melting  and 
fining  glass  at  1400 °C  under  a  pressure  of  0.03  atmosphere.  The  decol- 
orizing oxide,  Mn203,  is   decomposed2  under  these  conditions    into  MnO 

and  O2. 

We  have  fined  several  small  pots  of  glass  in  an  electric  furnace3  in  which 
the  pressure  can  be  gradually  reduced.  As  the  pressure  is  lowered,  the 
dissolved  gases  bubble  out,  decomposable  oxides  dissociate,  and  the  finished 
glass  assumes  the  ordinary  light  green  color,  when  cold,  imparted  by  the 
FeO  present.  An  interesting  specimen  was  obtained  in  a  melt  in  which 
the  fining  was  incomplete,  as  the  furnace  winding  burned  out  when  the 
pressure  reached  0.03  atm.  The  pot  of  glass  turned  out  with  the  bottom 
5  cm.  colored  light  green,  the  5  cm.  mid-section  colorless,  and  the  top, 
about  2  cm.  colored  pink.  The  green  section  was  free  from  bubbles,  the 
colorless  section  contained  many  fine  ones,  and  the  pink  top,  more  bubbles 
than  glass.  The  glass  contained  0.2%  MnO  and  the  manganese  content 
of  the  three  layers  was  the  same. 

The  formation  of  the  pink  top  layer  was  probably  due  to  the  high  02 
content  of  the  gas  in  the  bubbles,  which  before  removal  oxidized  sufficient 
MnO  to  Mn203  to  color  the  top  glass  pink.4 


Ceramics  Dept.  U.  of  III. 
Urbana,  III. 


Discussion 


Mr.  Hostetter  : — Is  there  any  discussion  on  this  interesting  experiment 
of  melting  glass  in  vacuo? 

Mr.  Wright  :— I  would  like  to  ask  Dr.  Bunting  if  he  has  ever  attempted 
to  melt  a  glass  containing  selenium  under  reduced  pressure? 

Mr.  Bunting: — No,  we  have  not. 

Mr.  Wright: — Don't  you  think  it  is  possible  to  obtain  colorless  glass, 
green  glass,  and  pink  colored  glass  when  a  tank  is  closed  down  if  the  glass 
contains  selenium? 

Mr.  Hostetter: — Melted  under  ordinary  conditions? 

Mr.  Wright: — Yes. 

Note:  No  member  had  any  definite  views  on  this  point. 

Mr.  Hostetter:— What  is  the  effect,  Dr.  Bunting,  of  having  arsenic 
in  the  glass? 

1  Presented  before  the  Glass  Division,  St.  Louis  Meeting,  Feb,  28,  1922. 

2  K.  Honda  and  T.  Sone,  Sci.  Repts.  Tohoku  Imp.  Univ.,  3,  139-52. 

3  Eng.  Expr.  Sta.  Univ.  of  III.,  Bull.  No.  118,  12. 

'  S.  R.  Seholes,  Jour.  Ind.  Eng.  Chem.,  7,  1037  (1915). 
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Mr.  Bunting: — All  volatile  constituents  keep  boiling  out. 

Mr.  HosTETTER: — I  suppose  this  effect  is  really  a  substitute  for  arsenic? 

Mr.  Bunting: — It  is. 

Mr.  Forsyth  : — Was  this  specimen  made  in  connection  with  the  meas- 
urement of  the  particular  gas? 

Mr.  Bunting: — No.  The  object  was  to  fine  the  glass  at  reduced 
pressure. 

A  Member: — Was  there  any  oxidizing  agent  added? 

Mr.  Bunting: — No. 

A  Member: — Was  there  any  nitre  used  in  the  glass? 

Mr.  Bunting: — We  do  not  know  how  the  glass  was  made.  It  was 
furnished  by  the  General  Electric  Company.  They  furnished  an  analysis 
but  no  batch  formula  from  which  the  glass  was  made. 

Mr.  HosTETTER : — Perhaps  Mr.  Forsyth  will  tell  us  whether  nitre  was 
used  or  not. 

Mr.  Forsyth: — The  batch  probably  contained  nitre. 

Mr.  Hostetter :  Was  that  a  lime  glass? 

Mr.  Bunting: — No.     It  was  a  light  flint. 

By  E.  W.  Tillotson:1 — I  should  like  to  inquire  whether  the  author 
determined  the  course  of  the  light  green  color  of  the  bottom  layer  of  this 
sample.  It  has  been  repeatedly  observed  (S.  R.  Scholes,  Vide  supra 
and  Jour.  Soc.  Chem.  Ind.  35,  518(1916);  Frink,  Trans.  Am.  Ceram.  Soc. 
19,  370,  (1917) ;  Tillotson,  Ibid.,  19,  375,  (1917))  that  a  green  color  may 
be  produced  in  glass  by  manganese  which  perhaps  in  this  case  is  in  the 
form  of  manganate  (Mn03).  At  least  this  green  manganate  color  may 
be  seen  in  the  partially  fused  batch  the  composition  of  which  is  favorable 
for  the  formation  of  manganates. 

In  view  of  this  the  following  explanation  of  the  observed  phenomena 
is  offered.  (1)  The  bottom  portion  is  colored  green  due  to  an  excess  of 
manganate  (Mn03).  (2)  In  the  middle  portion  a  part  of  the  green  Mn03 
is  dissociated  to  the  complimentary  pink  Mn203  so  as  to  produce  a  "color- 
less" glass.  (3)  In  the  top  layer  the  dissociation  has  proceeded  farther 
giving  rise  to  an  excess  of  Mn203  and  a  decided  pink  color.  The  bottom 
layer  was  free  from  bubbles  indicating  no  disengagement  of  oxygen;  the 
colorless  region  contained  a  few  bubbles  indicating  that  dissociation  had 
commenced;  and  the  top  layer  contained  many  bubbles  indicating  a  large 
disengagement   of   oxygen. 

Reply  by  Mr.  Bunting  :2 — The  explanation  offered  by  Dr.  Tillotson  is 
probably  incorrect  for  the  following  reasons: —   (1)  While  the  glass  is  being 

1  Received  June  30,  1922. 

2  Received  August,  1922. 
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fined  under  the  reduced  pressure,  the  whole  mass  of  glass  is  full  of  bubbles 
therefore  it  can  not  be  said  that  there  was  no  evolution  of  O2  from  the  bottom 
layer.  (2)  Similar  melts  where  the  fining  is  more  complete  are  wholly 
colored  green.  It  seems  to  me  very  improbable  that  at  a  temperature  of 
1400°C  in  vacuo  any  MnOs  would  not  have  been  reduced  to  MnO,  as  the 
dissociation  temp,  of  Mn03  is  considerably  below  1400 °C. 


REFRACTORIES  FOR  ZINC  SMELTING1 

By  G.  C. Stone 

Introduction. — The  refractories  required  in  zinc  smelting  can  be  divided 
into  five  classes,  depending  upon  the  uses  to  which  they  are  put:  (1) 
Roasting  Furnaces;  (2)  Oxide  Furnaces;  (3)  Spelter  Furnace  Linings; 
(4)   Retorts;  (5)   Condensers. 

Roasting  Furnaces. — Practically  all  of  the  roasting  of  zinc  ore  in  this 
country  is  done  in  one  of  four  types  of  furnace,  the  Ropp,  or  Cappeau, 
Zellweger,  Spirlet,  and  Hegeler.  The  Ropp  and  Zellweger  furnaces  are 
largely  used  in  the  natural  gas  district  of  the  Southwest.  They  are  not 
hard  on  the  refractories  as  the  temperature  is  not  high,  there  is  very  little 
corrosive  action  from  the  charge,  and  the  traveling  rakes  are  supported 
independently  of  the  furnace  bed.  Under  these  conditions  any  reason- 
ably good  fire  brick  is  satisfactory.  The  Spirlet  furnaces  have  been  used 
but  little,  and  practically  all  of  the  brick  used  in  them  are  special,  and 
there  is  no  published  information  regarding  their  requirements  or  per- 
formance. Probably  the  largest  part  of  the  roasting  of  zinc  ores  is  done 
in  Hegeler  furnaces,  and  owing  to  their  form  a  special  trouble  has  developed 
with  the  refractories.  These  furnaces  are  very  large,  about  80  feet  long, 
17  feet  wide,  and  30  feet  high.  Everything  is  in  two  parallel  sections. 
Starting  from  the  bottom  each  section  has  regenerative  chambers,  and 
above,  three  gas  chambers,  seven  roasting  hearths  and  frequently  special 
air  passages.  •  The  arches  from  both  set  about  on  the  center  wall  (Fig. 
1).  The  life  of  the  furnaces  is  long,  as  the  temperatures  are  not  excessive 
and  there  is  but  little  corrosion  or  wear,  but  the  load  acting  on  the  center 
wall,  which  is  maintained  at  a  relatively  high  temperature,  causes  it  to 
settle  badly.  This  settlement  is  very  serious  and  is  usually  the  cause 
of  rebuilding  of  the  furnace.  It  is  not  uncommon  to  find  the  inner  side 
of  the  hearths  five  inches  lower  than  the  outer,  which  spoils  the  work, 
the  ore  tending  to  accumulate  on  the  low  side  to  such  a  depth  as  to  retard 
its  roasting  and  reduce  the  capacity  of  the  furnace  very  materially.  This 
irregularity  is  most  noticeable  crosswise  of  the  furnace,  but  the  middle 
is  also  lower  than  the  ends,  which  causes  irregularity  in  the  movement  of 
the  ore.  This  excessive  and  irregular  settling  is  apparently  due  to  two 
causes.  The  irregularity  is  due  mainly  to  the  difference  in  temperature 
of  the  outside  and  center  walls.  The  settling  is  mainly  due  to  the  shrink- 
age of  the  brick  on  account  of  their  not  having  been  burned  long  enough 
at  a  sufficiently  high  temperature.  A  contributing  cause  in  many  cases 
is  the  irregularity  of  the  thickness  of  the  bricks  used,  which  necessitates 
heavier  joints  than  are  desirable,  as  the  mortar  shrinks  more  than  the  brick. 
It  should  be  possible  to  burn  brick  so  that  even  long»con  tinned  heating 
1  Received  June  27,  1922. 
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to  a  temperature  of  about  850°C  (1560°F),  and  never  exceeding  900°C 
(1650°F)  would  not  cause  a  shrinkage  of  from  one  to  three  per  cent. 

Oxide   Furnaces.— The  refractories  in  furnaces   making  zinc   oxide 
have  to  stand  a  fairly  high  but  by  no  means  excessive  temperature,  with 


Fig.  1. 


sudden  drops  by  air  cooling  when  the  furnaces  are  cleaned  out  and  charged 
everv  six  or  eight  hours.  In  addition,  when  the  ores  contain  much  lead 
there  is  very  severe  corrosion  from  the  lead  fumes,  particularly  in  and 
around  the  openings  in  the  arch  through  which  the  gases  and  vapors  dis- 
charge     With  good  brick,  well  laid,  a  furnace  working  lead  free  ores  should 


FOR  ZINC  SMELTING 


599 


last  from  three  to  four  years.  With  leaded  ores  the  life  is  much  shorter. 
Much  depends  on  the  design,  and  the  life  can  be  considerably  increased 
by  using  properly  designed  special  shapes.  The  temperatures  are  not 
excessive,  about  1000  °C  (1400°F),  but  the  frequent  changes  of  tempera- 
ture and  rather  severe  handling  in  breaking  up  and  removing  the  charge 
often  damage  the  brick.  We  have  found  dense,  hard-burned  brick  the 
best.  In  this  case,  as  in  most  others,  it  is  easier  to  get  the  necessary 
qualities  in  a  brick  that  will  not  stand  a  much  higher  temperature  than  it 
is  to  be  used  at  than  in  a  more  refractory  one. 
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Fig.  2. 


Spelter  Furnace  Linings. — Spelter  furnace  linings  have  to  stand  a  high 
temperature  for  long  periods,  with  a  regular  daily  variation  between  about 
800°  and  1400  °C  (1400°  to  2500  °F).  When  the  furnace  is  being  charged 
in  the  morning  the  gas  is  shut  off,  and  the  temperature  drops  to  the  lower 
limit;  it  is  then  gradually  raised  to  the  upper  one,  and  kept  there  for  about 
six  hours.  The  furnace  is  then  cleaned  out  and  recharged.  In  addition 
to  the  high  temperature  more  or  less  coal  ash  is  carried  in  by  the  gas,  and 
slag  from  broken  retorts  gets  over  the  inside  of  the  furnace.  Owing  to 
its  peculiar  functions,  practically  the  whole  of  the  lining  is  made  of  special 
bricks,  many  of  which  are  very  large  (Fig.  2).     These  very  large  bricks 
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are  very  difficult  to  dry  without  warping  and  cracking,  unless  they  are 
either  made  very  porous  or  dried  very  slowly.  The  former  gives  a  poor 
block  and  the  latter  is  expensive.  In  consequence  we  have  not  been 
able  to  buy  nearly  as  good  linings  as  we  make.  When  tried  under  the  same 
conditions,  our  own  make  of  block  lasts  at  least  three  times  as  long  as 
the  best  we  have  been  able  to  buy.  Some  of  the  lining  blocks,  notably 
those  called  plates,  are  subjected  to  relatively  large  transverse  loads. 
In  a  properly  designed  furnace  these  can  be  replaced,  but  doing  so  is 
troublesome  and  causes  an  expensive  loss  of  time.  The  brick  walls  give 
trouble  from  shrinkage,  like  the  center  walls  of  the  roasting  furnaces, 
but  in  regenerative  furnaces  this  can  be  compensated  for  by  making  the 
back  wall  a  little  higher  than  it  should  be  at  the  start,  so  that  the  shrinkage 
leaves  it  at  about  the  proper  height.  What  is  required  is  a  brick  that 
will  stand  the  temperature  and  be  close  grained,  strong  and  sound. 

Retorts. — The  retorts  are  tubes  with  one  end  closed,  and  are  from 
four  to  five  feet  long.  The  section  is  either  circular,  from  seven  to  ten 
inches  in  diameter,  or  elliptical,  from  6x9  to  8x  15  inches.  The  walls 
are  about  one  inch  thick.  They  are  nearly  always  made  in  hydraulic 
presses  and  immediately  placed  in  the  drying  rooms,  where  they  are 
kept  until  used.  The  general  practice  is  to  keep  retorts  for  at  least  three 
months  before  burning.  Most  spelter  men  prefer  to  keep  their  retort 
longer  than  this  when  possible.  The  retorts  are  burned  as  required  in 
small  kilns,  placed  close  to  the  furnaces,  and  are  put  in  the  latter  while 
red  hot.  Under  such  conditions  it  is  obvious  that  they  must  be  made 
at  the  plants  where  they  are  to  be  used,  and  practically  all  of  the  smelters 
have  learned  how  to  make  reasonably  satisfactory  retorts.  Their  life 
is  from  30  to  40  days.  The  term  life  is  apt  to  be  misleading,  as  they  are 
often  discarded  because  they  are  filled  up  with  slag  and  not  because  they 
have  given  out. 

Retorts  should  be  capable  of  standing  a  temperature  of  1 000  °C  (2900  °F) 
without  deflecting  materially  when  supported  only  at  the  ends,  with 
a  clear  span  of  about  four  feet.  They  must  be  dense,  so  as  to  be  imper- 
vious to  gases  and  zinc  vapor.  Porosity,  if  caused  by  enclosed  spaces 
that  do  not  communicate  with  each  other  is  not  as  detrimental  as  fine 
cracks  running  through  the  walls.  The  material  from  which  the  retorts 
are  made  must  not  be  easily  attacked  at  the  furnace  temperatures  by  the 
impurities  in  the  ore  worked,  or  by  zinc  vapor.  The  last  condition,  sus- 
ceptibility to  attack  by  zinc,  has  not  been  studied  to  any  extent,  but  is 
important  as  old  retorts  are  always  colored  purple  by  this  reaction  and 
are  brittle.  Thin  sections  of  such  retorts  show  crystals  of  spinel  which 
have  been  formed.  A 

The  reaction  by  which  the  spinel  is  formed  is  rather  obscure  and  has 
not  been  much  studied.     The  reacting  bodies  are    silicate    of    alumina 
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metallic  zinc  as  vapor,  and  in  addition  there  must  be  oxygen.     It  appears 
to  me  that  the  latter  is  supplied  by  the  dioxide  of  titanium,  Ti02,  in  the 
clay,  and  that  the  reaction  probably  is  as  follows: 
AI2O3,    3Si02  +  Zn  +  2Ti02  =  ZnO,    A1203  +  3Si02  +  Ti203. 

Both  zinc  spinel  and  titanium  sesqui-oxide  are  purple.  The  volume 
of  the  products  calculated  from  their  gravities  is  greater  than  that  of  the 
reacting  bodies,  which  would  account  for  the  slight  swelling  and  marked 
weakening  caused  by  the  reaction.  A  careful  study  of  the  conditions 
effecting  the  production  of  zinc  spinel  would,  I  believe,  be  of  value. 

Condensers. — Condensers  are  also  always  made  by  the  smelters, 
but  there  is  no  reason  that  they  should  not  be  made  by  the  manufacturers 
of  refractories.  They  are  usually  clay  cones,  16  to  20  inches  long,  about 
two  inches  in  diameter  inside,  at  the  small  end,  and  six  at  the  large,  with 
walls  about  5/8  of  an  inch  thick.  They  are  not  subjected  to  a  high  tem- 
perature, not  over  600 °C,  (1100°F)  but  they  get  rather  rough  handling 
as  they  are  taken  down  and  scraped  out  each  morning.  They  should 
be  impervious  to  zinc  and  zinc  vapor  and  strong  enough  to  stand  rough 
handling.  The  cost  of  condensers  is  a  relatively  small  part  of  the  smelting 
cost,  and  there  is  a  much  greater  difference  in  their  quality  than  in  that  of 
the   retorts. 

General. — The  refractories  used  in  zinc  smelting  should  be  able  to 
stand  the  temperatures  to  which  they  are  to  be  subjected,  and  these  tem- 
peratures are  known,  so  that  they  can  be  specified  for  the  particular  cases. 

All  refractories  should  be  as  dense  and  strong  as  possible.  This  not 
only  minimizes  the  attack  by  slags,  but  makes  them  impervious  to  zinc 
vapor,  which  is  a  frequent  cause  of  damage. 

They  should  be  true  to  shape  and  dimensions.  In  most  cases  exactness 
in  length  and  width  is  not  as  important  as  uniformity  in  thickness,  as  it 
is  obvious  that  if  the  brick  in  a  course  vary  much  in  thickness  the  joints 
will  necessarily  be  thicker  than  they  should  be,  and  will  either  shrink  and 
open  up,  allowing  attack  by  slag  and  gases,  or  the  walls  will  settle  and 
cause  trouble.  For  the  same  reason  the  top  and  bottom  surfaces  must 
be  flat. 

The  troubles  with  refractories  are  not  all  due  to  the  latter.  Many 
furnaces  in  use  are  badly  designed,  and  changes  in  the  shapes  and  posi- 
tions of  the  blocks  would  increase  their  life  in  many  casts.  The  brick 
are  often  blamed  for  defects  when  the  short  life  is  due  to  poor  brick  laying 
and  not  to  poor  brick.  From  my  own  observation  I  should  say  that  less 
than  5%  of  the  brick  used  are  laid  in  a  manner  calculated  to  give  the  best 
results,  and  fully  half  are  very  badly  laid. 

New  Jkrsuy  Zinc  Co. 
New  York  City 


PRELIMINARY  REPORT  OF  THE  COMMITTEE1  ON  FUEL 
CONSERVATION   ON   THE  RAILROAD   TUNNEL  KILN 

The  program  adopted  by  this  Committee  covered  two  investigations 
considered  most  important  to  the  members  of  The  Refractories  Manu- 
facturers Association  with  reference  to  the  conservation  of  fuel.  The 
first  of  these  investigations  had  for  its  object  the  determination  of  the 
ability  to  reduce  fuel  consumption  with  the  present  kiln  equipment  and 
the  second,  the  determination  of  the  value  of  the  railroad  tunnel  kiln  to 
this  particular  industry.     This  report  will  deal  with  the  tunnel  kiln. 

The  industry,  we  believe,  realizes  the  fact  that  manufacturing  costs 
must  be  reduced  and,  as  the  cost  of  burning  the  ware  is  one  of  the  largest 
items  entering  into  cost,  it  will  be  realized  that  any  reduction  in  this  item 
would  be  decidedly  advantageous. 

The  ceramic  industry  has  for  many  years  wasted  far  more  fuel  than 
any  industry  in  the  country.  Any  method  or  apparatus,  therefore,  that 
could  be  developed  to  make  the  firing  of  ceramic  wares  more  efficient  should 
be  a  very  welcome  thing,  not  only  to  the  industry  but  to  the  country  at 
large. 

It  should  be  explained  that  in  the  firing  of  ceramic  ware  in  periodic 
kilns  the  greatest  fuel  losses  are  in  the  heat  carried  out  of  the  kiln  in  the 
highly  heated  combustion  gases;  the  heat  radiated  from  the  exterior 
of  poorly  insulated  side  walls  and  crown  arch  and  the  heat  left  in  the  ware 
and  kiln  structure  at  the  end  of  the  burn.  The  average  losses,  as  calcu- 
lated from  carefully  conducted  tests,  are  shown  below: 

Heat  taken  up  by  ware 12% 

Heat  lost  in  combustion  gases 25% 

Heat  lost  in  ashes 4% 

Heat  taken  up  by  kiln  and  lost  by  radiation 59% 

If  the  necessary  means  were  employed,  a  large  part  of  the  first  expendi- 
ture could  be  reclaimed.  A  regenerative  or  recuperative  provision  would 
greatly  reduce  the  second  loss,  while  a  thorough  heat  insulation  of  the 
structure  would  reduce  the  radiation  loss  materially. 

Part  I 
The  Continuous  Car  or  Railroad  Tunnel  Kiln 

With  the  idea  of  reducing  the  heavy  heat  losses  noted,  there  has  de- 
veloped a  kiln  structure,  known  generally  as  the  "Continuous  Car  Tunnel 
Kiln,"  or  the  "Railroad  Tunnel  Kiln."  With  the  use  of  this  type  of  kiln, 
the  fuel  consumption  is  only  from  15  to  30  per  cent  of  the  average  periodic 
kiln  requirement  and,  therefore,  other  things  being  equal,  the  tunnel 
1  Refractories  Manufacturers  Association. 
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kiln  is  going  to  take  a  very  prominent  part  in  the  future  firing  of  ceramic 
wares. 

In  this  type  of  kiln  the  ware  is  mounted  on  iron  or  steel  cars  having 
refractory  platforms.  The  entire  length  of  the  kiln  is  filled  at  all  times 
with  a  train  of  these  cars,  which  keeps  moving  almost  continuously  from 
the  charging  end  toward  the  discharging  end.  A  series  of  furnaces  are 
provided  on  each  side  of  the  kiln  approximately  midway  of  its  length  and 
the  combustion  gases  from  these  furnaces  pass  immediately  into  the 
tunnel  proper  and  come  into  direct  contact  with  the  ware  setting.  These 
gases  then  proceed  toward  the  draft  ports  near  the  charging  end  of  the 
kiln — traveling  in  a  direction  opposite  to  the  movement  of  the  cars.  Fresh 
air  from  the  pressure  fan  is  introduced  through  a  blast  head  just  under- 
neath the  kiln  crown  at  the  discharging  end.  This  air,  which  is  introduced 
largely  for  cooling  purposes,  takes  the  heat  from  the  fired  ware  and  upon 
reaching  the  furnace  section  of  the  kiln  functions  as  secondary  air 
for  combustion — mingling  with  the  combustion  gases  from  the  furnaces 
and  proceeding  with  these  gases  to  the  draft  ports.  From  this  it  will 
be  seen  that  if  the  kiln  has  sufficient  length,  the  combustion  gases  will 
leave  the  kiln  at  a  relatively  low  temperature.  Furthermore,  the  ware 
leaving  the  kiln  will  have  given  up  most  of  its  heat  to  the  incoming  fresh 
air.  The  only  other  heat  loss  of  any  consequence  is  radiation,  which  is 
probably  taken  care  of  in  a  better  manner  than  is  done  on  any  other  kind 
of  ceramic  kiln,  i.  e.,  at  the  center  or  high  temperature  section  of  the  kiln, 
where  the  walls  and  crown  have  heavy  insulation;  the  intermediate  por- 
tions are  insulated  to  a  lesser  degree  and  the  ends  are  only  slightly  insu- 
lated. 

History 

This  kiln  originated  in  Europe — the  first  one  appearing  at  Vincennes, 
France  in  1751,  and  was  used  for  firing  overglaze  colors.  The  first  kiln 
of  this  type  proposed  for  firing  brick  was  covered  by  a  Danish  patent  in 
1840.  This  was  followed  by  a  kiln  which  was  described  in  a  German 
publication  in  1848,  and  consisted  of  merely  the  heating  end  and  the  com- 
bustion compartment,  but  no  cooling  end.  When  the  ware  had  passed 
through  the  high  temperature  zone  it  was  removed  and  placed  in  another 
tunnel,  or  compartment,  to  cool.  Other  designs  embodying  various  ideas 
of  construction  were  then  brought  out,  some  of  them  not  differing  greatly 
from  the  modern  kiln. 

In  1877,  Otto  Bock  was  granted  a  German  patent  and  he  built  about 
sixty  of  these  kilns — most  of  them  proving  failures.  Within  the  last 
fifteen  years  or  so  more  successful  kilns  have  been  developed,  particularly 
the  kiln  of  the  Faugeron  or,  as  it  is  known  in  this  country,  the  Didicr- 
March  type;  a  number  of  these  are  now  in  successful  operation  in  Europe 
and   America. 
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The  American  history  of  this  type  of  kiln  seems  to  start  with  a  kiln 
erected  in  Chicago  about  1SS9  by  J.  C.  Anderson  for  the  firing  of  dry-press 
brick.  Mr.  Anderson  took  out  two  patents  about  this  time,  both  per- 
taining to  the  twin-tunnel  type.  He  soon  built  another  kiln  at  Long 
Island  City,  but  neither  kiln  operated  for  any  great  length  of  time.  In 
1910  two  kilns  of  the  Faugeron  type  were  built  at  Keasbey,  N.  J.,  and  as 
these  kilns  are  still  in  operation,  it  can  probably  be  said  that  they  were 
the  first  successful  kilns  built  in  this  country.  About  the  same  time 
several  kilns  of  this  type  were  built  by  Mrs.  Shaw,  one  of  them  at  Atlanta 
and  another  at  Savannah,  both  of  them  proving  absolute  failures.  The 
muffle  type  of  kiln  was  introduced  to  this  country  from  England  about 
1915  and  has  been  attended  with  considerable  success,  particularly  in 
the  burning  of  white  wares.  Other  kilns  have  been  brought  out  from  time 
to  time. — some  admitted  failures  and  others  with  varying  degrees  of  success. 

A  large  number  of  patents  have  been  issued  in  this  country  on  tunnel 
kilns  which  have  never  been  built.  Up  to  the  middle  of  1919,  the  records 
of  the  United  States  Patent  Office  indicated  that  at  that  time  there  were 
in  force  sixty-three  patents  relating  to  tunnel  kilns  and  about  as  many 
more  which  had  expired. 

At  the  present  time  the  available  records  would  indicate  that  the  follow- 
ing list  covers  the  kilns  erected  and  in  more  or  less  successful  operation: 

Direct-Fired  Type: 

Harrop  Kiln  8 

Owens  Kiln  13 

Russell  (Zwermann)  Kiln  5 

Didier-March  (Faugeronj  Kiln  7 
Muffle  Type: 

Dressier  Kiln  21 
Miscellaneous: 

Private  Designs  7 

Modern  Development 

In  order  that  a  better  understanding  may  be  had  of  the  design,  construc- 
tion and  operation  of  one  of  these  kilns,  the  following  description  is  given. 
This  description  covers  a  kiln  of  the  direct-fired  type  which  will  not  be 
named  in  this  preliminary  report.  It  is,  however,  a  new  and  successful 
kiln  and  can  be  accepted  as  typical. 

The  kiln  is  used  for  firing  a  general  line  of  low  tension  electrical  insu- 
lators of  both  white  and  brown  color.  It  is  of  the  direct-fired  type,  and 
is  equipped  for  using  either  natural  gas  or  fuel  oil  or  both  together.  The 
kiln  proper  is  4  ft.  6j/£  in.  wide  by  o21  ft.  long  and  holds  fifty-two  cars 
at  one  time.  The  setting  of  ware  on  each  car  occupies  a  space  4  ft.  23^ 
in.  wide  by  5  ft.  1  in.  high  by  5  ft.  9  in.  long.  A  car  is  charged  every  hour 
and  the  train  moves  at  the  rate  of  1.2  in.  per  minute.     At  the  present 
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time,  four  furnaces  out  of  eight  are  being  fired.  With  this  manner  of 
handling,  the  ware  is  under  fire  for  thirty  hours;  the  cooling  period  is 
twenty-two   hours. 

Periodic  kilns  are  usually  either  up-  or  down-draft.  The  tunnel  kiln 
is  essentially  a  horizontal-draft  kiln.  It  is  a  well-known  fact  in  .  physics 
that  hot  gases  tend  to  rise,  and  if  hot  gases  are  introduced  into  a  room 
or  compartment  of  any  kind,  these  gases  will  promptly  rise  and  flow 
laterally  in  the  upper  portions  of  such  compartment.  In  the  case  of  the 
tunnel  kiln  the  hot  gases  tend  to  rise  and  flow  underneath  the  crown  toward 
the  draft  ports  near  the  charging  end.  The  usual  result  of  this  is  that 
the  upper  part  of  the  ware  setting  is  subjected  to  greater  heat  work  than 
the  lower  part,  which  is  very  evident  from  the  quality  of  the  ware  dis- 
charged. Recognizing  these  facts,  there  has  been  provided  in  this  kiln 
structure  obstructions  to  the  free  flow  of  gases  underneath  the  crown  and 
also,  the  side  walls  are  so  battered  as  to  give  greater  clearance  for  the  flow 
of  gases  at  the  lower  levels  than  near  the  top.  Furthermore,  the  ware, 
or  the  placing  of  saggers  (clay  boxes)  carrying  the  ware,  is  stilted  up  off 
the  car  platform,  which  permits  a  circulation  of  hot  gases  underneath  the 
ware.  The  result  of  this  arrangement  is  that  with  the  greater  amount 
of  circulation  taking  place  at  the  lower  levels,  a  uniformity  of  tempera- 
ture is  secured  over  the  entire  cross-section  of  the  ware. 

Firing  losses  (cull  ware)  in  this  design  of  kiln  are  practically  eliminated, 
as  all  ware  passes  through  the  kiln  at  a  uniform  rate  and  all  of  it  encounters 
uniform  conditions  of  heating  rate,  maximum  temperature  and  cooling 
rate. 

Cars 

The  car  frame  is  a  single  gray  iron  casting  with  a  gridded  top  and  with 
two  double-flanged  wheels  and  two  flat-faced  wheels — both  kinds  being 
12  inches  in  diameter.  These  wheels  are  equipped  with  caged  roller  bear- 
ings and  each  revolves  on  an  individual  axle. 

On  each  side  of  the  car  is  attached  a  depending  steel  plate,  3/ir  inch 
thick,  which  runs  in  the  sand-seal  trough  on  each  side  of  the  kiln  tunnel. 

On  top  of  the  car  frame  is  laid  a  No.  14  gauge  steel  plate,  which  supports 
a  2^2  in.  layer  of  Sil-O-Cel  (pulverized  kieselguhr)  and  Portland  cement 
(4  :  1   by  volume) . 

The  car  is  then  covered  with  specially  shaped  fire-clay  slabs,  9  in.  thick — 
the  top  surface  being  the  finished  platform. 

Car  Pusher 

The  hydraulic  ram  which  is  used  to  propel  the  train  of  cars  through  the 
kiln  was  designed  by  P.  \Y.  Ott  and  is  far  more  simple  and  inexpensive 
than  the  hand-operated  or  mechanical  device  in  general  use. 
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This  ram  carries  its  oil  for  actuating  in  a  reservoir  in  its  own  base.  A 
single  plunger  oil  pump,  driven  by  a  back-geared  one-half  horse-power 
variable  speed  electric  motor  is  employed.  The  plunger  has  a  stroke  several 
inches  longer  than  the  car  and  returns  automatically  at  the  end  of  its  stroke, 
through  the  operation  of  a  trip  and  a  special  three-way  valve. 

This  pusher  operates  under  a  pressure  of  600  pounds  per  square  inch 
and  the  total  pressure  necessary  to  move  the  train  of  cars  is  approximately 
8,000  pounds. 

Kiln  Construction 

Carrying  the  entire  structure  is  a  well  reinforced  concrete  foundation 
18  in.  thick  under  the  side  walls.  The  outer  masonry  walls  are  preferably 
of  soft  burned  porous  common  brick  laid  in  cement-clay-sand  mortar. 
The  lining  of  the  tunnel  (arch  and  sides)  and  the  furnaces  are  of  the  highest 
grade  fire  brick  carefully  laid  in  a  minimum  amount  of  fire-clay  mortar. 
Between  the  lining  and  the  outer  wall  is  heat  insulating  material  which 
will  be  spoken  of  later.  Special  fire-clay  shapes  are  used  wherever  neces- 
sary, which  results  in  a  more  solid  structure  and  at  the  same  time  saves 
a  considerable  amount  of  the  mason's  time,  which  would  otherwise  be  used 
in  chipping  and  fitting. 

A  sand-seal  trough  is  provided  in  each  side  of  the  tunnel — the  outer 
confining  wall  of  which  is  a  V4  in.  by  8  in.  steel  plate,  extending  the  full 
length  of  the  kiln.  These  sand  troughs,  in  connection  with  the  sand-seal 
plates  attached  to  both  sides  of  the  cars,  provide  an  effectual  air-seal 
between  the  tunnel  proper  (in  which  the  firing  takes  place)  and  that  portion 
of  the  tunnel  beneath  the  car  platforms.  This  seal  is  necessary,  as  it  is 
quite  essential  that  the  hot  gases  from  above  are  not  drawn  underneath 
the  cars,  to  injure  the  running  gear;  and  it  is  equally  important  that  the 
draft  in  the  tunnel  proper  does  not  draw  cool  air  from  beneath,  to  chill 
the  lower  portions  of  the  ware. 

Longitudinal  slots  are  provided  in  the  side  walls,  in  which  the  car  plat- 
form fits  rather  loosely.  The  purpose  of  this  is  to  intercept  radiated  heat, 
which  would  otherwise  travel  from  the  highly  heated  tunnel  proper  down 
onto  the  metal  car  frames  and  sand-seals.  Any  number  of  furnaces  may 
be  provided  on  each  side  of  the  kiln,  depending  upon  the  length  of  the  high- 
temperature  (or  soaking)  zone  required  for  the  particular  ware.  In  all 
cases  these  furnaces  have  hollow  walls.  Air  is  circulated  through  these 
walls  and  then  led  to  the  burners  or  through  the  grates  as  preheated  primary 
air  for  combustion. 

Air  is  also  forced  through  a  low,  wide  flue  over  the  arch  of  the  entire 
cooling  end  of  the  kiln.  This  air  is  then  led  down  over  the  furnace  arches 
and  finally  delivered  into  the  front  of  the  furnaces  as  secondary  air  for 
combustion. 
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The  furnace  throat  or  connection  between  the  furnaces  and  the  tunnel 
is  the  full  width  of  the  furnace  and  in  height  extends  from  about  0  in. 
above  the  car  platform  to  a  point  about  three-fourths  of  the  way  up  to 
the  spring  line  of  the  tunnel  arch. 

The  charging  end  is  closed  by  a  Kinnear  rolling  steel  door,  having  a 
hole  in  its  lower  part  through  which  the  push  rod  is  inserted  for  mov- 
ing the  cars.  After  the  train  has  been  moved  one  car  length,  and 
the  ram  returned  automatically  to  the  starting  position,  the  rolling  door 
is  raised  and  a  car  of  ware  is  pushed  into  the  empty  space  in  the  kiln. 
The  door  is  then  dropped,  the  push  rod  put  into  place  and  the  pusher 
started. 

Steel  angles  5  in.  x  3  in.  x  3/8  in.  running  the  full  length  of  the  kiln, 
are  provided  on  each  side  to  take  the  thrust  of  the  kiln  arch.  Vertical 
buckstays  of  6-in.  I-beams  are  spaced  at  approximately  6-ft.  intervals 
along  the  sides  of  the  kiln,  being  anchored  at  their  lower  ends  in  steel 
U-straps  cast  into  the  concrete  foundation  and  held  together  at  their 
upper  ends  with  3/4  in.  diameter  tie  rods  passing  through  unfinished  gray 
iron  castings  slipped  over  the  tops  of  the  I-beams. 

The  side  walls  are  provided  with  small  peep  holes,  having  iron  frames 
and  covers,  to  allow  an  inspection  of  the  interior  of  the  kiln  and  ware 
while  under  fire,  as  well  as  of  the  pyrometric  cones  used  in  determining 
the  real  heat  work  being  done  in  the  kiln.  These  holes  are  also  used  for 
taking  pressure  and  draft  readings,  as  well  as  gas  samples  for  analysis. 

Insulation 

As  radiation  is  one  of  the  large  losses  in  periodic  kilns,  special  care  has 
been  taken  in  this  kiln  to  reduce  this  to  a  minimum. 

The  best  non-conductor  of  heat  at  high  temperatures  that  has  been 
developed  is  kieselguhr  (infusorial  or  diatomaceous  earth) .  This  is  readily 
available  now  in  its  natural  state  under  the  trademarked  name  of  Sil-O-Cel 
and  can  be  gotten  either  in  the  form  and  size  of  standard  fire  brick  or  as 
powder.  One  inch  in  thickness  of  this  material  is  equivalent  in  insulat- 
ing value  to  12  inches  of  ordinary  fire-brick  masonry.  This  material 
may  be  used  in  the  walls  in  the  form  of  brick  or  block,  or  as  a  powder. 
Powder  is  probably  preferable,  as  it  leaves  no  large  voids  or  air  spaces 
between  the  common  brick  wall  and  the  fire-brick  lining. 

In  the  furnace  or  high  temperature  zone,  the  side  walls  have  43^  inches 
of  heat  insulating  material.  The  arch  in  this  zone  is  also  covered  with 
the  same  amount  of  insulation. 

Toward  the  ends  of  the  kiln  the  insulation  is  reduced  to  2}^  in.  in  thick 
ness  and  at  the  extreme  ends  no  special  insulation  is  employed. 
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Expansion 

Expansion  of  a  masonry  structure,  due  to  the  raising  of  the  interior  to 
high  temperatures,  is  a  very  difficult  thing  to  handle.  The  expansion 
and  contraction  of  a  periodic  kiln  are  very  hard  on  the  structure.  It 
can  be  readily  appreciated,  therefore,  what  a  serious  problem  expansion 
is  in  a  structure  over  300  ft.  long. 

In  this  kiln,  expansion  joints  are  provided  about  every  50  ft.  in  the 
foundation,  in  the  side  walls  and  in  the  tunnel  arch,  the  several  joints 
not  being  permitted  to  fall  in  the  same  vertical  plane.  The  expansion 
joints  in  the  side  walls  are  "ship-lapped." 

In  every  fifth  mortar  joint  of  the  common  brick  side  walls  are  placed 
1/w  in.  x  1  in.  steel  strips,  so  that  when  it  becomes  necessary  to  close 
down  the  kiln,  the  several  sections  of  the  kiln  wall  will  contract  as  mono- 
liths, rather  than  develop  unsightly  diagonal  cracks. 

The  track  rails  have  mitered,  spaced  joints  and  slotted  bolt  holes  to 
take  care  of  the  expansion  in  these  members. 

Firing   Equipment 

Only  four  of  the  eight  furnaces  are  being  used  in  the  kiln  at  this  time, 
these  being  fired  with  natural  gas. 

A  No.  3  Maxon  Premix  burner  is  installed  in  front  of  each  furnace. 
These  burners  consist  of  a  small  centrifugal  blower  operated  by  a  direct- 
connected  one-half  horsepower  motor.  Gas  and  preheated  air  are  drawn 
into  the  blower,  which  thoroughly  mixes  the  two  and  then  delivers  the 
mixture  at  a  high  velocity  into  the  furnaces.  About  00,000  cu.  ft.  of  gas 
are  consumed  per  24  hours. 

Equipment  is  also  installed  for  the  firing  of  fuel  oil  during  periods  of 
gas  shortage.  The  low  pressure  system  is  used — the  Maxon  blowers 
supplying  the  air.  The  Viking  rotary  oil  pump,  operated  by  a  direct- 
connected  one-fourth  horsepower  motor,  is  used  to  supply  the  oil  pressure. 
This  pump  has  a  capacity  of  2}/2  gallons  of  oil  per  minute,  delivered  at 
35  pounds  pressure  through  a  :i  *  in.  diameter  pipe  to  the  oil  heater.  The 
oil  pumping  and  straining  equipment  is  in  duplicate,  so  that  continuous 
operation  may  be   assured. 

Power 

The  draft  fan  is  a  centrifugal  steel  plate  exhauster.  The  wheel  is  "overr 
hung"  and  the  shaft  is  provided  with  water-cooled  bearings.  A  10  horse- 
power motor  is  provided  for  this  fan. 

The  centrifugal  steel  plate  pressure  fan,  which  supplies  the  air  for  cooling 
and  for  combustion,  is  operated  by  a  lYi  horsepower  belted  motor. 

Aside  from  the  firing  equipment,  the  total  power  actually  required  to 
operate  the  kiln  is  probably  not  in  excess  of  12  horsepower. 
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Pyrometric  Installation 

Electric  thermocouples  are  inserted  into  the  tunnel  through  the  center 
of  the  arch — noble  metal  couples  being  used  in  the  high  temperature  parts 
and  base  metal  couples  in  those  parts  where  the  temperature  does  not 
exceed  1500  °F.  The  cold  end  junctions  of  all  thermocouples  are  buried 
in  Sil-O-Cel  in  12-in.  square  boxes,  so  as  to  prevent  fluctuations  in  the 
pyrometer  readings. 

All  pyrometer  wiring  is  carried  in  conduits. 

The  instruments  used  are  the  wall  type  of  indicating  galvanometer 
and  the  recording  galvanometer.  The  former  is  used  in  securing  the 
temperatures  for  the  gradient  records  and  the  recorder  is  used  for  checking 
up  temperatures  during  the  night  and  on  holidays,  to  see  whether  the 
firemen  have  been  watchful  or  not.  It  furthermore  enables  the  firemen 
on  the  different  shifts  to  compete  with  each  other  in  securing  constant 
temperatures  during  their  tricks,  which  is  indicated  by  a  straight,  non- 
waving  line. 

Part  II 

The  Committee  has  so  far  had  the  opportunity  of  visiting  six  plants 
operating  railroad  tunnel  kilns  and  intends  visiting  two  others  before 
presenting  its  final  report.  A  short  description  of  the  kilns  visited  follows. 
Dressier  Kiln  The  operation  of  this  kiln  is  extremely  inter- 

Champion  Porcelain  Co.  esting  on  account  of  the  fact  that  it  is  the  only 
one  in  the  country,  so  far  as  known,  that  is  operating  at  from  cones  IS 
to  20  down.  In  the  first  place  it  demonstrates  that  the  highest  tempera- 
tures required  in  this  industry  can  be  and  are  reached  in  this  type  of  kiln. 

The  installation  is,  without  a  doubt,  the  best  and  most  complete  in 
the  country  and  no  item  of  expense  has  been  spared  that  would  make 
for  perfect  operation  and  results.  The  kiln  is  burning  spark  plug  porce- 
lains having  a  composition  approaching  that  of  Sillimanite ;  the  ware  is 
enclosed  in  saggers  or  refractory  boxes. 

The  kiln  is  305  ft.  long  and  is  fired  with  city  gas.  It  holds  48  cars  and 
ordinarily  operates  on  a  one  hour  basis,  i.  e.,  one  car  is  put  into  the  kiln 
and  one  taken  out  every  hour,  making  the  total  elapsed  time  a  car  is  in 
the  kiln,  forty-eight  hours.  At  the  time  of  the  visit  of  the  Committee  it 
was  operating  ona  1^  hour  schedule. 

Unlike  other  kilns  this  is  the  only  one  in  the  country  which  is  operating 
without  a  sand-seal  for  the  protection  of  the  iron  work  on  the  cars.  This 
kiln  is  equipped  with  a  system  of  water  cooling  pipes  traversing  its  entire 
length  and  extending  from  the  rails  to  the  top  of  the  iron  work  on  the  ears 

The  cars  are  of  cast  iron,  equipped  with  roller-bearing  trucks  and  can 
be  pushed  by  one  man  when  loaded  with  ware.  They  are  lubricated  with 
600  W  oil. 
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The  kiln  is  equipped  with  a  hydraulic  ram  for  moving  the  cars  through 
the  tunnel  and  is  also  equipped  with  automatic  control  buttons  which 
stop  the  cars  should  the  pusher  fail  to  stop  its  pushing  action  when  the 
proper  point  has  been  reached. 

On  a  13^  hour  schedule  the  products  of  combustion  leave  the  kiln  at 
between  480°  and  550  °F\  This  is  lowered  somewhat  when  the  cars  are 
traveling  on  a  1  hour  schedule. 

As  this  is  a  muffle  kiln,  none  of  the  products  of  combustion  come  in 
contact  with  the  ware  and  the  atmospheric  conditions  inside  of  the  kiln 
are  under  absolute  control,  either  oxidizing  or  reducing  conditions  being 
maintained  at  the  will  of  the  operator. 

This  kiln  being  the  first  one  to  operate  at  high  temperatures  has  been 
experimental  so  far  as  the  refractory  lining  of  the  high  heat  zone  is  con- 
cerned. It  has  been  down  twice  at  six  month  intervals  for  repairs  to  the 
lining  in  this  zone.  The  muffles  are  made  of  carborundum  and  it  appears 
that  this  is  the  only  refractory  that  will  give  satisfaction,  although  there 
is  still  a  question  as  to  whether  the  proper  mix  has  been  worked  out.  Origi- 
nally the  section  of  the  crown  covering  the  high  heat  zone  was  constructed 
of  silica  brick,  all  other  sections  being  of  No.  1  Missouri  fire  brick.  After 
six  months'  operation,  the  silica  section  was  found  to  be  in  perfect  condition, 
while  the  sections  adjoining  at  each  end  had  settled  to  such  an  extent  that 
it  was  found  necessary  to  replace  them.  The  replacement  was  made  with 
silica  brick  and,  after  a  further  six  months  operation,  they  were  found 
to  be  in  perfect  condition.  This  would  seem  to  indicate  that  silica  brick 
should  be  used  in  these  kilns  whenever  possible  where  high  temperatures 
are  obtained. 

As  an  indication  of  the  up-keep  cost  of  the  muffle  type  kiln  at  the  tem- 
peratures obtained,  it  is  interesting  to  note  that  the  refractory  repairs  have 
averaged,  to  date,  from  $700  to  $1000  per  month.  In  this  connection 
it  should  be  borne  in  mind  that  this  kiln  is  the  pioneer  in  high  tempera- 
ture work  and  that,  as  a  result  of  the  lessons  learned,  it  can  not  be  ques- 
tioned that  on  future  kilns  the  depreciation  would  be  considerably  reduced. 

It  is  interesting  to  note  that  this  company  has  already  started  construction 
on  a  Harrop  kiln  of  the  direct-fired  type  in  which  the  same  temperatures  will 
be  obtained.  After  a  thorough  investigation,  the  officials  of  the  company 
are  of  the  opinion  that  this  kiln  can  be  built  for  less  than  one-half  the  cost 
of  the  Dressier  kiln;  that  their  results  will  be  equal  and  that  the  up-keep 
cost  will  be  reduced  to  practically  nothing.  This  kiln  originally  cost  over 
$100,000.  It  was  built  during  the  period  of  peak  prices. 
Champion  or  Balz  Kiln  While  this  kiln  can  not  be  used  for  the  burning 
Champion  Ignition  Co.  of  refractories  of  the  ordinary  type,  it  is, 
nevertheless,  interesting  as  a  development  of  an  entirely  new  principle 
which  is  bound  to  find  its  place  in  the  ceramic  industry. 
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There  are  two  kilns  at  this  plant,  only  one  of  which  has  been  operating. 
This  kiln  was  originally  60  ft.  long,  but  there  has  since  been  added  an  addi- 
tional 15  ft.  on  the  cooling  end.  This  addition,  however,  has  a  sheet  iron 
roof  and  is  really  only  a  cooling  compartment.  The  kiln  is  divided  into 
three  zones, — 20  ft.  to  the  heating-up  zone,  20  ft.  to  the  high  fire  zone  and 
20  ft.  to  the  cooling  zone.  The  tunnel  is  only  36  in.  high  and  32  in.  wide. 
The  cars  have  decks  48  in.  long  by  24  in.  wide  and  are  15^  in.  high. 

The  kiln  is  fired  with  city  gas  on  the  surface  combustion  principle, 
there  being  five  burners  on  each  side,  the  flame  being  directed  toward 
the  crown  (which  is  composed  of  carborundum  brick)  and  reflected  on 
to  the  ware,  which  is  set  on  open  fire-clay  trays. 

These  trays  are  stilted  above  the  fire-clay  decks  of  the  cars  by  means 
of  fire-clay  blocks,  the  trays  containing  spark  plug  porcelains  which  finish 
at  cone  16-17.  Beneath  the  trays  are  burned  glazed  tile  of  the  Faience 
type  which  finish  at  cone  3.  As  the  trays  are  only  about  13^  in.  thick 
an  idea  of  the  difference  in  temperature  between  the  upper  surface  which 
reaches  approximately  cone  16  and  the  lower  surface  which  reaches  approxi- 
mately cone  3,  can  be  gotten. 

The  kiln  is  equipped  with  a  sand-seal  and  the  cars  are  placed  in  it  on  a 
48-minute  schedule,  the  ware  being  completely  finished  in  12  hours.  The  cars 
move  at  a  rate  of  one  foot  in  twelve  minutes,  being  operated  by  chain  drag. 

This  company  originally  used  down-draft  potters  kilns,  burning  coal. 
Their  burning  time  has  been  reduced  from  four  to  five  days  to  twelve  hours, 
but  there  has1  been  no  saving  of  fuel  cost  on  account  of  the  substitution 
of  city  gas,  at  about  70c  per  thousand,  for  the  old  method  of  coal  firing. 
The  losses  have  been  reduced,  however,  from  10  to  12%  to  6  to  8%. 

The  new  kiln  at  this  plant  embodies  some  new  ideas  which  may  be  valu- 
able in  other  types  of  tunnel  kilns.  The  principal  one  of  these  is  the  con- 
struction of  the  kiln  walls  and  crown  on  concrete  piers  supporting  rein- 
forced concrete  beams.  This  leaves  a  clear  space  between  the  piers  from 
the  floor  line  to  the  height  of  the  sand-seal  and  thereby  gives  complete 
circulation  beneath  the  cars  which  will  naturally  keep  the  temperature  of 
the  iron  car  approximately  that  of  the  kiln  shed.  This  kiln  is  S7  ft.  long, 
36  in.  high,  and  5  ft.  wide,  the  cars  having  decks  5  ft.  x  5  ft.  3  in.  In 
this  kiln  the  heating-up,  burning  and  cooling  zones  are  of  equal  length, 
but  the  cooling  zone  is  built  almost  entirely  of  sheet  steel  sections  of  very 
much  the  same  type  of  design  as  the  Proctor  dryer.  Water  cooling  pipes 
have  been  installed  for  almost  the  entire  length  of  the  cooling  zone  to  expe- 
dite the  cooling  ware.  The  cars  are  moved  by  means  of  a  chain  drag. 
Russel  (Zwermann)  Kiln  This   company  is  operating  two   kilns 

Kalamazoo  Sanitary  Mfg.  Co.  which  were  the  original  ones  built  under 
the  direction  of  Zwermann.  They  are  of  the  single  funnel  type  and  not 
the  twin-type  which  he  subsequently  developed.    These  kilns  arc  360  ft. 
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long,  although  they  were  originally  shorter.  One  of  them  is  burning 
closets  and  tanks  to  cone  10  and  the  other  is  glazing  the  bisque  bodies 
at  cone  6. 

The  tunnels  are  7  ft.  G  in.  high  to  spring  of  arch,  the  arches  having  a 
15  in.  rise.  The  kilns  are  70  in.  wide.  The  cars  are  7  ft.  6  in.  long,  5  ft. 
9  in.  wide  and  21  ,/2  ft.  high  to  top  of  deck.  They  weigh  6V2  tons  when 
loaded  and  are  32"  gauge.  On  account  of  their  great  weight,  winches  are 
required  to  move  the  cars  about  the  plant.  It  is  estimated  that  these 
cars  would  hold  3,000  9 -in.  fire  brick. 

Each  tunnel  holds  48  cars,  which  move  at  the  rate  of  a  car  length  in 
l3/4  hours  in  the  bisque  kiln,  and  2  hours  in  the  glost  kiln. 

Each  kiln  is  equipped  with  five  oil  burne  s,  which  are  staggered  three 
on  one  side  and  two  on  the  other.  Tate-Jones  and  Stakleen  burners 
are  used  with  an  air  pressure  of  thirty  pounds  and  an  oil  pressure  of  twenty 
pounds  per  square  inch.  The  high  fire  zone  is  in  the  exact  middle  of  the 
kilns. 

The  kilns  are  equipped  with  sand-seals  and  the  bottoms  of  the  cars 
are  air  cooled.  They  are  equipped  with  fan-draft  and  the  temperature 
of  the  exit  gases  at  the  cooling  end  are  approximately  130  °F.  The  tem- 
perature of  the  ware  coming  from  the  kiln  is  approximately  350°F.  Al- 
though the  ware  burned  has  a  thoroughly  vitreous  porcelain  body,  it  is 
not  damaged  by  this  exit  temperature. 

Cooling. is  expedited  in  this  kiln  through  the  use  of  false  walls  and  crown, 
the  cooling  end  being  a  double  tunnel.  Air  is  drawn  through  this  space 
by  means  of  a  fan  and  distributed  through  heating  pipes  to  the  dryers 
and  various  parts  of  the  building  for  heating  and  drying  purposes.  The 
temperature  of  this  air  is  about  250  °F.  These  kilns  are  equipped  with 
two  small  auxiliary  chimneys  about  8  in.  in  diameter  which  extend  through 
the  crown  in  the  high  heat  zone.  Each  is  provided  with  a  damper.  The 
function  of  these  stacks  is  to  make  it  possible  to  draw  any  reducing  gases 
which  may  form  eddies  in  the  burning  zone.  They  serve  to  keep  the 
kiln  atmosphere  thoroughly  oxidizing. 

The  up-keep  on  these  kilns  has  been  remarkably  low.  They  have  been 
operating  for  five  years  and  during  that  time  have  been  shut  down  but 
three  times,  one  of  these  occasions  being  when  the  factory  burned  down. 
Neither  of  them  have  been  shut  down  during  the  past  three  and  a  half 
years  and  at  the  present  time  are  in  perfect  condition.  There  has  been 
absolutely  no  repairs  to  the  refractory  linings  since  they  were  originally 
constructed.  The  high  heat  zones  are  lined  with  a  Missouri  fire  brick 
which  has  a  fusion  point  of  cone  32-33. 

One  of  the  points  worth  noting  in  the  operation  of  these  kilns  is  that  the 
ware,  which  is  placed  in  saggers,  is  set  on  each  end  of  the  car  with  an  open 
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space  in  the  middle  extending  from  top  to  bottom.  The  length  of  the  ears 
is  such  that  this  open  space  is  directly  opposite  the  oil  burners,  the  space 
therefore  being  really  a  combustion  chamber.  It  was  found  necessary 
to  leave  this  space  in  order  to  prevent  the  oil  from  being  impinged  on  the 
saggers,  it  being  found  that  if  allowed  to  do  so,  a  sort  of  rotting  effect 
took  place.  This  effect,  however,  would  only  be  encountered  where  oil 
fuel  was  used. 

The  variation  in  temperature  from  top  to  bottom  of  these  kilns  is  less 
than  one-half  cone,  there  being  no  variation  from  side  to  side. 

The  loss  in  the  bisque  kiln  is  about  2l/%%  as  against  8  in  the  periodic 
and  2%  in  the  glost  kiln  as  against  8  in  the  periodic.  Again  in  this  case, 
there  has  been  no  particular  fuel  saving  due  to  the  fact  that  fuel  oil  was 
substituted  for  coal. 

Farber  Kiln  The  kiln  at  this  plant  was  designed  by  them- 

Farber  Fire  Brick  Co.  selves,  being  patterned  after  the  Didier-March 
kilns  at  Keasbey.  No  exact  construction  details  will  be  given  as  it  was 
requested  that  this  be  not  done.  The  kiln  is  approximately  250  ft.  long 
and  the  cars  contain  from  2,000  to  2,500  9-in.  brick.  The  product  is 
entirely  dry-pressed,  the  semiflint  fire  clay  of  the  Mexico  district  being 
used.  The  ware  is  taken  directly  from  the  presses  and  set  on  the  kiln 
cars.  The  cars  are  then  taken  into  a  drying  room,  where  most  of  the 
moisture  is  driven  off;  they  are  then  placed  directly  in  the  kiln.  This 
kiln  produces  from  10,000  to  14,000  9-in.  brick  per  day  and  is  operated 
by  producer  gas. 

The  brick  are  burned  under  oxidizing  conditions  and  come  from  the 
kiln  almost  a  paper  white.  The  clay  used  contains  nodular  pyrites, 
some  nodules  being  quite  large,  but  under  the  burning  conditions  these 
do  not  ordinarily  make  bad  iron  spots. 

In  this  kiln  were  embodied  a  number  of  original  ideas  which  have  not 
worked  out  as  successfully  as  was  hoped  for  but  in  spite  of  this  fact  the 
results  have  been  satisfactory  to  the  operators.  The  product  coming 
from  this  kiln  is  practically  100%  salable  and  is  an  active  competitor  with 
other  brands  of  equal  grade  in  the  Mexico  district.  The  product  is  shipped 
as  far  east  as  Cleveland  and  Detroit,  where  it  comes  into  active  competi- 
tion with  Kentucky  and  Pennsylvania  brands. 

It  was  noted  that  the  bottom  brick  were  often  kiln  marked  or  cracked, 
due  to  the  superimposed  weight  which  is  to  be  expected  where  a  dry-press 
product  is  set  direct  from  the  press  to  a  car  which  gets  considerable  moving 
before  reaching  the  burning  zone. 

The  operation  of  this  kiln,  especially  under  these  conditions,  proves 
beyond  a  doubt  the  feasibility  of  burning  the  clays  of  the  Missouri  dis- 
trict successfully  in  this  type  of  kiln. 
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Harrop  Kiln  At    this   plant    are   two    Harrop    kilns,    one 

Mt.  Clemens  Pottery  Co.    bisque  and  one  glost.     The  bisque  kiln  will 
be  described. 

This  kiln  is  323  ft.  long  and  4  ft.  61  /-  in.  wide  and  is  operated  on  a  1 l  2  hour 
schedule  to  cone  10.  It  was  erected  about  eight  months  ago  and  has  been 
operating  continuously  except  for  one  shut-down  caused  by  labor  trouble. 

The  ware  produced  is  table  china.  While  this  kiln  is  at  the  present  time 
operating  on  a  l1  2  hour  schedule,  it  has  been  shown  capable  of  a  much 
greater  capacity  and  has  given  satisfactory  results  on  a  fifty-five  minute 
schedule. 

The  kiln  is  fired  by  means  of  six  coal-furnaces  which  are  located  three 
on  each  side  of  the  center  in  a  staggered  position.  The  furnaces  are 
equipped  with  stokers  and  preheated  air  is  supplied  for  primary  and  secon- 
dary combustion.  This  air  is  blown  through  channels  in  the  walls  and 
crown  of  the  cooling  zone  by  means  of  a  fan  and  is  fed  to  the  fire  boxes 
at  about  400  °F. 

The  combustion  gases  are  exhausted  at  400  °F  and  the  ware  is  taken 
out  at  a  temperature  of  650  °F.  At  the  present  time  a  fan  is  being  in- 
stalled for  the  purpose  of  reducing  the  temperatures  of  the  exhaust  gases 
and  the  ware  at  the  exit. 

Cars  used  are  single  gray  iron  castings  with  a  gridded  top  and  having 
two  double-flanged  wheels  on  one  side  and  two  flat  faced  wheels  on  the 
other.  This  arrangement  takes  care  of  any  expansion  or  contraction 
in  the  track  gauge. 

The  kiln  holds  48  cars  and  the  cars  are  moved  by  means  of  a  hydraulic 
ram  which  carries  its  oil  for  actuating  in  its  own  base. 

The  kiln  has  a  sand-seal  and  the  cars  are  effectually  air-cooled  as  is 
shown  by  the  fact  that  they  are  easily  pushed  by  one  man  and  are  lubri- 
cated with  600  W  oil. 

This  kiln,  which,  as  stated  before,  is  operating  at  cone  10,  is  lined  through 
out  the  hot  zone  with  dry-pressed  Missouri  fire  brick  which,  up  to  date 
are  apparently  standing  up  perfectly. 

This  kiln  offers  a  splendid  opportunity  to  judge  as  to  fuel  saving.  The 
company  formerly  operated  down-draft  pottery  kilns,  coal  fired.  With  its 
present  installation,  also  using  coal,  they  show  a  fuel  saving  ranging  from  75 
to  85%.  They  have  had  no  kiln  repairs  to  date  and  feel  certain  there  will 
practically  be  none;  they  claim  no  labor  saving  although  it  is  self  evident 
that  there  must  be  some. 

This  kiln  cost  $60,000  and  was  built  in  1920  at  the  time  of  peak  prices. 
It  is  estimated  that  it  could  be  duplicated  today  for  $50,000. 
Didier-March  Kiln  This  kiln  was  built  in  1910  and  has  been  in 

Didier-March  Company      almost  continuous  operation  since  that  time. 
It  is  197  ft.  long  with  the  high  heat  zone  somewhat  nearer  the  coiling  end 
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than  the  heating-up  end.  It  has  been  used  entirely  for  the  burning  of 
refractories. 

The  kiln  holds  36  cars  which  are  operated  by  a  chain  drag  at  the  enter- 
ing end.  Each  car  holds  from  920  to  1,000  9-in.  brick.  The  kiln  is  oper- 
ated ordinarily  on  a  2-hour  schedule  at  from  cone  10  to  14  and  has  a  ca- 
pacity of  approximately  14,000  9-in.  equivalent  per  day.  Each  car  re- 
mains in  the  kiln  from  60  to  72  hours. 

The  kiln  is  equipped  with  a  sand-seal  and  the  cars  are  air-cooled. 

The  kiln  is  fired  with  Youghiogheny  coal,  the  average  fuel  consumption 
being  from  650  pounds  to  700  pounds  per  thousand  9-in.  brick,  which 
represents  a  saving  of  over  60%,  based  on  the  consumption  of  the  round 
down-draft  at  the  same  plant.  Taking  into  consideration  setting,  burning 
and  emptying  charges,  the  saving  is  in  excess  of  50%. 

The  temperature  of  the  combustion  gases  at  the  exit  is  approximately 
300  °F.     This  could  undoubtedly  be  reduced  were  the  kiln  not  so  short. 

Primary  air  for  combustion  is  delivered  to  the  fire  boxes  in  a  preheated 
condition,  this  air  being  drawn  through  the  cooling  ware. 

The  breakage  in  this  kiln  has  averaged  less  than  1%.  The  up-keep 
has  been  extremely  small,  the  main  parts  of  the  lining  being  part  of  the 
original  installation.  This  lining  was  of  high  grade  fire  brick,  presumably 
of  New  Jersey  manufacture. 

As  the  operation  of  this  kiln  was  dealt  with  in  detail  by  Mr.  Raymond 
M.  Howe  in  his  report1  of  September  19,  1917,  it  is  considered  unnecessary 
to  go  into  further  detail. 

Part  III 
Tests  on  Firebrick 

The  Committee  came  to  the  conclusion  that,  as  Mr.  Howe  had  spent 
so  much  time  in  making  physical  tests  on  various  brands  of  fire-clay  brick 
for  the  purpose  of  the  report  above  referred  to,  it  would  be  unnecessary 
and  merely  a  repetition  to  make  further  tests  of  the  same  character.  It 
must  be  borne  in  mind  that  Mr.  Howe's  tests  were  made  on  a  kiln  that 
is  shorter  by  at  least  100  ft.  than  would  be  recommended  for  the  burning 
of  refractories  by  any  present  day  tunnel  kiln  engineer.  It  must  also  be 
remembered  that  any  tests  carried  on  would  have  to  be  made  under  the 
conditions  prevailing  in  the  kiln  selected  and  that  while  these  conditions 
might  be  correct  for  one  or  half  a  dozen  clays,  they  could  hardly  be  correct 
for  all  the  clays  selected  for  a  test. 

In  order  to  make  this  report  more  complete,  the  findings  of  Mr.  Howe's 
investigation  are  included  herewith. 

1  Howe,  Special  Report,  Refaetories  Manufacturers  Association's  Industrial  Fellow- 
ship. No.  1.  "A  Study  of  the  Tunnel  Kiln  and  Its  Application  to  the  Burning  of 
Refractories." 
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Discussion  of  Physical  Tests 

I.  These  brick  were  made  by  the  stiff  mud  process  using  an  auger 
machine,  and  were  steam  repressed.  New  Jersey  fire  clay,  grog  and  gan- 
ister  were  used  in  the  batch.  The  ware  burned  in  the  tunnel  kiln  showed 
the  same  physical  properties  as  the  ware  from  the  intermittent  kilns. 
The  slight  difference  observed  was  more  likely  due  to  experimental  error 
rather  than  conditions  of  burning. 

II.  These  brick  were  made  by  the  soft  mud  process  from  15  per  cent 
bond  clay  and  85  per  cent  flint  clay,  part  of  which  had  been  calcined. 
The  clays  were  from  the  Cambria  district.  The  ware  coming  from  the 
tunnel  showed  greater  shrinkage,  greater  strength,  and  lower  porosity, 
all  of  which  indicated  that  the  tunnel  kiln  burn  was  more  thorough. 

III.  These  brick  were  much  the  same  as  those  of  type  B — being  higher 
in  flint  clay.  The  ware  from  the  two  types  of  kilns  was  essentially  the 
same. 

IV.  These  brick  were  from  the  Southern  Ohio  district.  The  two  burns 
showed  practically  the  same  quality  of  ware. 

V.  These  brick  contained  twenty  per  cent  bond  clay  and  eighty  per 
cent  flint  clay,  part  of  which  was  one-half  an  inch  in  diameter.  These 
large  particles  of  flint  clay  often  protruded  from  the  sides  of  the  fire  brick 
as  they  came  from  the  tunnel  kiln.  A  great  many  surface  checks  were 
found  in  the  brick  coming  from  the  tunnel  kiln.  The  brick  were  also 
weaker  than  those  from  the  regular  burn,  showing  that  the  surface  cracks 
evidently   extended  throughout   the   brick. 

VI.  These  brick  contained  ninety  per  cent  flint  clay  and  ten  per  cent 
bond  clay.  They  showed  that  they  had  received  a  harder  burn  in  the  tun- 
nel kiln  than  in  the  intermittent  kiln. 

VII.  These  brick  were  from  the  Pennsylvania-Ohio  district  and  were 
made  by  the  soft  mud  process,  twenty-five  per  cent  bond  clay  and  seventy- 
five  per  cent  flint  clay.  The  brick  were  discolored  and  cracked  as  they 
came  from  the  tunnel  kiln,  showing  a  large  amount  of  iron  both  on  the 
surface  of  and  throughout  the  brick.  The  ware  from  the  intermittent 
kiln  showed  some  traces  of  iron  but  it  was  not  discolored  as  was  the  ware 
from  the  tunnel  kiln. 

VIII.  These  brick  were  made  with  an  auger  machine  from  the  same 
batch  as  given  in  VII.  The  stock  brick  were  nearly  white,  dense  and 
very  strong.  The  ware  coming  from  the  tunnel  kiln  was  spotted  and 
slightly  weaker. 

General  Conclusions 

I.  Fire  brick  made  from  calcined  clay  grog  and  bond  clay  may  be 
successfully  fired  in  the  tunnel  kiln.  The  quality  of  the  ware  coming  from 
the  tunnel  kiln  is  of  a  quality  equal  to  that  coming  from  the  periodic  kiln. 
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II.  Fire  brick  made  from  flint  clay  and  bond  clay  may  besuc  cessfully 
fired  in  the  tunnel  kiln.  The  flint  clay,  however,  should  not  be  introduced 
in  too  large  particles  if  the  ware  is  to  be  burned  and  cooled  in  seventy-two 
hours.  If  some  of  the  flint  clay  has  been  previously  calcined  very  good 
results  are  secured. 

III.  When  the  bond  clay  becomes  dense  at  a  low  temperature,  difficulties 
are  liable  to  arise  when  such  a  clay  is  burned  in  the  tunnel  kiln.  Bricks 
of  types  seven  and  eight  show  this.  It  is  believed  that  such  brick,  those 
which  become  very  dense,  should  be  fired  to  a  lower  temperature,  or  else 
be  fired  in  a  longer  tunnel  kiln.  Either  one  of  these  procedures,  if  followed, 
would  result  in  the  lessening  of  the  severity  of  the  heat  treatment. 

IV.  Iron,  if  present,  results  in  the  formation  of  dark  spots  on  the  sur- 
face of  the  brick  coming  from  the  tunnel  kiln.  If  an  excess  of  air  is  present, 
such  as  is  found  in  the  periodic  kiln,  it  oxidizes  the  iron  and  its  color  is 
less  pronounced.  This  excess  of  air  lowers  the  efficiency  of  the  kiln.  As 
a  result,  if  the  high  efficiency  of  the  tunnel  kiln  is  to  be  retained,  such  iron 
spots  are  unavoidable. 

V.  Brick  were  also  sent  through  the  tunnel  kiln  which  were  made  by 
the  dry-press  method.  They  were  packed  in  such  a  way  that  the  original 
moisture  content  was  present  when  the  bricks  were  introduced  into  the 
kilns.  The  results  were  not  satisfactory  for  two  reasons.  The  brick  are 
ordinarily  burned  to  cone  10;  here  they  were  burned  to  cone  14  and  in  a 
very  short  time.  As  a  result  cracks  were  developed.  Were  the  kiln  longer 
the  brick  would  not  have  been  subjected  to  such  a  strain  during  the  water 
smoking  period.  It  is  believed  that  by  using  a  longer  kiln  that  dry-pressed 
bricks  can  be  set  directly  on  the  tunnel  kiln  car  and  be  burned  successfully. 

VI.  By  using  a  kiln  of  suitable  length,  properly  proportioning  the  raw 
materials,  properly  sizing  the  raw  materials,  and  burning  to  a  proper 
temperature  there  appears  to  be  no  reason  why  all  refractory  fire  clay 
brick  can  not  be  successfully  burned  in  the  tunnel  kiln. 

Recommendation 

The  Committee  has  decided  not  to  make  any  recommendations  or  to 
arrive  at  any  conclusions  in  this  preliminary  report.  It  is  intending  to 
visit  two  other  plants  and  to  conduct  burning  tests  on  silica  refractories. 
It  is  hoped  that  all  the  information  necessary  to  make  the  final  report 
will  be  in  hand  before  the  Annual  Meeting  of  the  Association  in  March, 

L922. 

S.  M.  Kier,  Chairman, 
A.  F.  Greaves-Wai.ki-r 


OBSERVATIONS  OF  FISHSCALING  OF  GROUND  COAT  ENAMELS1 

By  B.  T.  Sweely 

The  subject  of  fishscale  is  an  old  one  with  enamelers  and  always  a  live 
one,  for  like  other  evils  of  this  vale  of  tears,  it  is  always  with  us.  The 
theories  advanced  as  to  its  cause,  and  the  remedies  and  solutions  put  forth 
for  its  prevention,  are  as  numerous  as  the  men  engaged  in  the  industry. 
As  each  of  us  has  at  least  two  or  three  pet  theories  he  will  gladly  expound 
on  the  slightest  provocation.  It  was  not  until  recently,  however,  that 
accurate  data  on  the  physical  properties  of  enamel  and  steel  were  presented 
and  their  relation  to  the  development  of  fishscale  shown. 

Danielson  and  Souder2  have  shown  very  nicely  that  the  phenomena  of 
fishscale  is  intimately  connected  with  compressive  stress  in  the  enamel. 
While  many  factors  are  undoubtedly  operative  in  addition  to  differences 
in  coefficient  of  expansion  of  the  steel  and  enamel,  the  conclusion  reached 
by  these  investigators  is  that  the  fundamental  cause  is  due  to  compressive 
stress,  and  that  the  ideal  solution  would  be  an  enamel  in  which  this  stress 
was  very  low  or  entirely  absent.  Such  a  result  is  to  be  attained  by  com- 
pounding an  enamel  whose  coefficient  would  be  equal  to  that  of  steel,  or  so 
alleviate  the  stress  in  the  average  enamel  that  failure  in  the  characteristic 
fishscale  form  would  not  occur. 

During  one  of  the  spasmodic  occurrences  of  fishscale  in  our  plant,  the 
writer  sought  to  test  the  validity  of  this  idea  by  removing  the  enamel 
from  one  side  only  of  a  piece  of  ware  on  the  assumption  that,  if  the  enamel 
was  in  compression,  the  removal  of  it  from  one  side  of  the  steel  should 
throw  the  entire  stress,  formerly  taken  by  the  inner  and  outer  coats, 
upon  one  coat  and  result  in  an  exaggerated  case  of  fishscale  over  the  area 
from  which  the  one  coat  of  enamel  was  removed.  This  was  accomplished 
by  placing  two  or  three  hundred  cc.  of  concentrated  HC1  in  a  basin  and 
allowing  it  to  stand  over  night,  which  completely  dissolved  the  first  coat 
on  the  inside  of  the  basin. 

On  the  trial  so  treated,  the  area  of  first  coat  removed  on  the  inside  is 
very  sharply  defined  by  the  fishscaled  area  on  the  outside  of  the  piece. 
While  there  is  some  evidence  of  fishscale  at  other  points  on  both  inside 
and  outside  of  the  basin,  over  the  area  defined  by  the  dissolved  inside 
first  coat  a  very  pronounced  case  of  fishscale  has  developed. 

In  order  to  find  if  this  result  was  in  any  way  due  to  hydrogen  penetra- 
tion of  the  steel  after  the  first  coat  was  dissolved,  and  also  whether  a 
piece  ground  coated  on  one  side  only  would  develop  the  same  result,  a 
basin  was  coated  on  the  "outside  only  with  the  same  enamel  and  the  same 
acid  test  made  as  before.  No  fishscale  developed  over  the  area  subjected 
to  the  acid  treatment,  nor  is  the  piece  at  any  point  decidedly  fishscaled. 

1  Enamels  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 

2  Danielson  and  Souder,  Jour.  Amer.  Ceram.  Soc,  4,  620  (1921). 
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The  next  was  an  endeavor  to  produce  a  ground  coat  whose  coefficient 
of  expansion  was  high  enough  to  practically  eliminate  compressive  stress 
in  the  enamel,  and  subject  such  a  piece  to  the  same  acid  test.  The  enamel 
was  based  on  the  conclusions  reached  by  Danielson  and  Souder,  and  had 
the  following  theoretical  composition — 

Melted  % 

Feldspar 55.0 

B203 5.0 

Kryolith 12.0 

Na20 10.0 

CaF2 7.5 

BaO 10.0 

CoO 0.5 

The  theoretical  cubical  coefficient  of  this  enamel  according  to  the  factors 
given  by  Mayer  and  Ho vas1  is  432X10-7.  The  figure  given  by  Danielson 
and  Souder  for  average  steel  is  about  384  X  10~7.  Considering  these  factors, 
it  is  obvious  that  if  both  were  absolutely  true,  this  enamel  should  be  in 
tension  rather  than  compression,  and  if  the  difference  is  sufficiently  great 
the  enamel  should  craze  rather  than  fishscale. 

Samples  were  coated  with  this  enamel  and  treated  with  acid  as  before. 
There  was  no  evidence  of  fishscale  shown  at  any  point  on  the  piece;  the 
removal  of  the  enamel  from  the  inside  of  the  basin  having  resulted  in  no 
sharply  defined  area  of  fishscale,  as  was  shown  on  Sample  1.  Further 
when  applied  in  a  rather  heavy  coat,  and  with  the  light  falling  at  just 
the  right  angle,  craze  lines  can  be  faintly  seen,  indicating  that  the  assump- 
tions made  in  compounding  the  enamel  were  at  least  partly  correct. 

The  above  data  would  seem  to  indicate  that  the  solution  of  the  fishscale 
problem  was  well  within  reach,  all  that  is  necessary  being  to  make  up  an 
enamel  whose  theoretical  coefficient  is  well  above  that  of  steel,  and  forget 
our  past  experience  with  fishscale  and  all  its  puzzling  losses.  Actually, 
however,  the  commercial  use  of  an  enamel  of  the  above  type  is  practically 
impossible.  The  very  high  content  of  fluxes  of  this  enamel  makes  its 
heat  range  very  short,  and  its  use  in  the  average  plant  is  not  feasible. 
Continued  experiments  along  these  lines  by  the  writer  have  seemed  to 
indicate  that  under  our  factory  conditions  any  composition  whose  theo- 
retical coefficient  amounts  to  approximately  400X10-7  will  not  fishscale. 
With  this  fact  as  a  ground  work,  an  interesting  field  for  investigation  is 
thrown  open. 

We  have  not  as  yet  reached  a  point  in  our  experimental  work  that  would 
lead  us  to  believe  that  a  panacea  for  all  fishscale  is  within  our  grasp,  but 
it  does  seem  obvious  that  we  can  at  least  reduce  the  tendency  for  this 
defect  to  develop  under  any  given  set  of  conditions. 

1  Mayer  and  Hovas,  "Coefficient  of  Kxpansion  of  Enamels  and  Their  Composition," 
Sprechsaal,  44,  188  (1911). 
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An  interesting  development  of  the  above  experimental  work  was  the 
application  of  this  test  to  ground  coated  ware  on  which  various  composi- 
tions had  been  fired  to  different  degrees  of  maturity.  It  was  found  in 
nearly  every  case  that  the  harder  a  piece  was  burned,  the  greater  the 
tendency  to  fishscale  for  any  given  enamel  and,  in  all  but  a  few  cases, 
very  little  fishscale  would  occur  under  the  test  on  a  piece  that  was  decidedly 
underburned. 

A  point  in  connection  with  the  data  herewith  which  I  believe  should 
be  emphasized  is  that  too  much  dependence  can  not  be  placed  on  the  theo- 
retical values  arrived  at  in  calculating  the  coefficient  of  expansion  of  an 
enamel  from  the  tables  of  Mayer  and  Hovas  or  Wenkleman  and  Schott. 
It  has  been  the  writer's  experience  that  of  two  enamels  whose  coefficients 
may  be  exactly  the  same  theoretically,  one  may  fishscale  and  the  other 
will  not.  If  our  assumption  is  true  that  compressive  stress  is  the  cause 
of  this  phenomena,  then  it  must  be  that  the  degree  of  volatilization  of  those 
fluxes  supposed  to  impart  a  high  coefficient  of  expansion  to  an  enamel 
must  play  an  important  part.  For  this  reason  the  intensity  of  the  smelting 
treatment,  the  content  of  easily  volatilized  fluxes,  etc.,  will  all  be  operative, 
and  it  does  not  seem  possible  to  lay  down  a  hard  and  fast  rule  that  will 
hold  under  all  conditions. 

These  variables  may  account  in  part  for  the  often  cited  case  of  a  ground 
coat  enamel  working  satisfactorily  in  one  plant  and  failing  completely 
in  another.  It  is  my  opinion  that  we  are  nearing  a  solution  of  this  trouble- 
some question  in  which  the  work  of  the  Bureau  of  Standards  is  to  play 
no  small  part,  in  that  we  have  at  last  a  definite  cause  assigned  for  the 
trouble,  i.  e.,  compressive  stress.  Should  future  developments  prove 
that  we  are  not  mistaken  in  the  above  conclusions  on  the  occurrence 
of  fishscale  we  will  need  only  look  over  our  factory  practice  to  determine 
why  the  compressive  stress  in  our  enamel  is  greater  than  at  some  time  when 
our  ware  was  free  from  this  defect  and  correct  the  trouble  at  its  source. 

While  this  seems  a  simple  and  obvious  remedy,  there  is  little  doubt 
but  that  much  long  and  tedious  experimental  work  is  still  before  us,  and 
that  the  ultimate  solution  will  be  a  matter  of  long  continued  research  and 
development. 

Ceramic  Laboratories 
Coonley  Manufacturing  Co. 
Cicero,  III. 

Discussion 

Mr.  WiESTER: — I  would  like  to  ask  if  Mr.  Sweely  means  that  over- 
burned  ground  tends  to  fishscale  more  than  underburned  ground. 

Mr.   SwEEEy: — That  has  been  my  experience. 

Mr.  WiESTER: — On  any  kitchen  product  such  as  a  teakettle  the  enamel 
on  the  bottom  is  always  a  little  heavier  and  a  little  bit  underburned,  and 
that  is  where  most  fishscaling  comes. 
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Mr.  SwEELy: — I  think  that  that  goes  back  to  the  question  of  Mr. 
Danielson's  investigation  on  the  spinning,  the  working  of  the  steel.  That 
is  true.  A  piece  of  steel  that  has  not  been  spun  or  worked  will  fishscale 
worse  than  over  the  area  that  has  been  worked.  The  bottom  is  usually 
not  worked,  spun  or  stretched  in  the  forming  operation;  it  is  the  sides 
that  get  worked. 

Mr.  Geisinger's  observations  do  not  check  with  my  experiments.  A 
basin  coated  with  the  same  enamel  as  used  in  the  acid  test  described  but 
applied  only  to  the  outside,  and  subjected  to  the  same  acid  treatment  as 
was  used  on  the  fishscaled  samples  showed  no  fishscaling.  I  have  checked 
this  a  number  of  times  with  different  compositions  but  have  never  had  a 
sample  develop  fishscale  under  this  test. 

By  K.  E.  Geisinger: — It  appears  that  the  following  experiment  would 
rather  upset  Mr.  Sweely's  suggested  explanation  that  the  fishscaling  was 
caused  by  the  releasing  of  a  strain  in  the  enameled  ware.  Our  ware  is 
enameled  on  one  side  only,  which  accounts  for  our  method  of  attack. 

About  three  years  ago,  our  enameling  superintendent  suggested  that  the 
laboratory  staff  try  the  following  experiment  and  if  possible  give  the  rea- 
sons for  the  results.  Small  test  dishes,  measuring  6"  in  diameter  and 
pressed  from  l/i"  thick  steel,  were  enameled  upon  the  inside  only.  They 
were  then  placed  in  approximately  20%  solutions  of  nitric,  hydrochloric 
and  sulphuric  acids,  respectively.  After  allowing  the  steel  dishes  to  be 
attacked  by  the  acid  for  about  8  hours,  we  were  very  much  surprised  to 
see  that  the  enamel  was  fishscaling  upon  nearly  all  the  cups.  Very  little 
of  the  steel  had  actually  been  eaten  away,  and  we  could  not  explain  the 
reasons  for  the  fishscaling.  Mr.  Treischel  at  General  Electric  Co.  has 
suggested  hydrogen  penetration  as  a  course  for  chipping,  and  it  is  possible 
that  this  is  the  cause  but  the  proof  is  not  well  based. 

By  R.  R.  Danieeson:1 — It  would  seem  that  the  relative  expansion 
of  the  steel  and  enamels  was  a  factor  in  the  ability  of  the  enamels  to  adhere 
when  the  vessel  was  treated  with  acid,  inasmuch  as  the  enamel  compounded 
to  have  a  higher  coefficient  of  expansion  than  the  steel  did  not  develop 
fishscaling  when  treated  with  acid.  While  the  hydrogen  penetration, 
as  pointed  out  by  Mr.  Geisinger,  might  tend  to  loosen  the  enamel,  un- 
doubtedly the  hydrogen  penetration  in  the  tests  which  Mr.  Sweely  made 
would  be  as  great  with  one  type  of  enamel  as  another,  and  it  is  to  be  re- 
called that  only  the  enamels  having  a  low  coefficient  developed  the  defects 
upon  treatment  with  acid. 

R.  R.  DaniEUSON:2 — The  coefficient  of  expansion  of  the  enamel  referred 

1  Received  May  22,   1922. 

2  Received  June  29,  1922. 
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to  in  Mr.  Sweely's  paper  has  been  determined  by  Mr.  Souder  of  the  Bureau 
of  Standards.  The  frit  as  used  by  Mr.  Sweely  was  ground  with  7  per  cent 
of  Johnson-Porter  clay  and  1.5  per  cent  of  borax.  The  determination 
was  made  on  the  milled  enamel  with  the  following  results  for  linear  con- 
traction : 

Temperature  range  Average  coefficient  of  contraction 

400°to200°C  14.2X10-6 

200°  to    20  °C  12.7X10-6 

It  is  interesting  to  note  that  the  values  given  by  Mayer  and  Havos  and 
used  by  Mr.  Sweely  in  computing  the  coefficient  of  expansion  were  based 
on  determinations  from  0  to  100  °C,  and  that  the  computed  value  is  approxi- 
mately the  same  as  that  for  the  actual  values  determined  by  Souder  in 
the  range  20°  and  400 °C.  The  Bureau's  value  in  the  range  20°  to  200  °C 
would  be  low  as  compared  with  that  computed  from  the  values  from 
Mayer   and   Havos. 


PRESSING  TERRA  COTTA 


By  John  Clark 


It  is  my  belief  that  the  question  of  proper  pressing  of  terra  cotta  should 
have  careful  consideration.  Failures  of  terra  cotta  at  the  building  are 
more  often  due  to  some  fault  in  pressing  than  to  any  other  cause. 


The  American  Ceramic  Society  and  individual  manufacturers  have 
studied  the  problems  of  bodies  and  glazes  with  resulting  great  improve- 
ments. The  work  which  has  not  received  the  study  and  attention  it  re- 
quires is  the  pressing.  I  might  also  include  finishing,  but  this  to  my  mind 
is  not  so  important  as  the  pressing. 

The  preparation  of  bodies  and  glazes  being  well  done,  it  is  equally  im- 
portant that  the  pressing  should  be  well  done  if  the  piece  is  to  stand  the 
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strain  that  is  to  be  put  upon  it  when  placed  in  the  building.  Given  a 
body  of  the  right  proportions  of  clays  and  grog,  and  properly  tempered 
by  thorough  pugging,  it  is  then  for  the  presser  to  make  the  piece,  and  this 
is  where  improvement  must  be  made. 

After  a  piece  of  work  is  turned  out  of  the  mold  it  should  show  no  seams 
either  on  face  or  sides,  and  the  struts  or  partitions  should  be  so  well  worked 


and  welded  into  the  sides  that  to  all  intents  and  purposes  it  is  one  piece 
of  clay.  In  many  cases  when  a  piece  is  turned  out  of  the  mold,  instead 
of  one  piece  of  clay  there  are  five,  the  sides,  ends,  face,  and  as  many  more 
as  there  are  struts  in  the  piece. 

To  get  a  good  press  the  clay  must  be  pressed :  Pressure  must  be  applied 
to  the  clay  after  it  has  been  put  into  the  mold,  and  all  of  the  vertical  and 
horizontal  corners  welded  together.     The  presser,  after  the  face  is  in  place. 
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generally  puts  in  the  ends  next,  and  brings  it  up  to  the  required  thickness. 
This  is  not  the  way  to  produce  the  strongest  piece  of  work.  The  sides 
should  be  put  in  first  and  the  ends  last,  so  that  there  is  a  greater  oppor- 
tunity to  wedge  the  ends  to  the  sides. 

Too  many  pressers  in  working  up  the  face  bring  up  some  of  the  clay  to 
a  distance  on  the  sides  of  the  mold  until  it  is  as  thin  as  paper.  This  is 
a  bad  practice  for  if  the  molds  are  at  all  dry  this  thin  clay  dries  out  very 
rapidly,  and  when  the  upper  layer  is  put  upon  it  proper  adhesion  between 
the  two  can  not  be  had.  This  shows  after  burning  by  this  thin  layer  having 
shrunk  away.     The  point  of  a  knife  inserted  between  the  two  surfaces  will 


cause  this  layer  to  split  off  readily.  The  same  thing  would  result  from 
freezing. 

Too  many  pressers  do  not  understand  the  nature  of  clay.  Because  it 
is  a  soft  sticky  material  they  expect  it  will  easily  bond  together  and  that 
placement  in  the  mold  is  merely  to  give  it  shape.  There  is  a  common 
notion  also  that  it  is  only  necessary  to  press  the  face  well,  doing  the  rest 
of  the  piece  in  the  easiest  and  quickest  way  possible. 

Care  Required  in  Drying.  After  the  piece  has  been  pressed,  care 
should  be  taken  that  it  does  not  stay  too  long  in  the  mold  before  being 
turned  out  on  to  the  board,  especially  when  there  are  projecting  parts 
on  the  face  or  sides,  such  as  dentils,  slots  for  steel  forms,  and  in  large 
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cornice  sections  where  the  washes,  instead  of  having  an  angle  back  to  the 
bond,  have  a  curve.  All  of  the  projecting  parts  on  the  interior  of  the  mold 
begin  to  act  as  a  wedge  as  soon  as  the  clay  is  placed  between  them,  by- 
reason  of  the  shrinkage  of  the  clay.  Those  pieces  having  a  curved  wash 
in  many  cases  develop  an  incipient  crack  owing  to  the  greater  projection 
pulling  away  from  the  bond  while  in  the  mold,  which  upon  turning  out 


* 

31 

on  to  the  board  is  invisible  and  does  not  show  until  the  piece  is  thoroughly 
dry,  and  in  some  instances  not  until  it  comes  from  the  kiln.  If  such  a 
piece  of  terra  cotta  is  put  into  a  building  these  projecting  parts,  especially 
ornaments,  will  shelve  off  due  to  lack  of  sufficient  bond  to  withstand  the 
disrupting  action  of  freezing  water. 

Finishing  of  Terra   Cotta. — A  well-pressed  piece  needs  very    little 
finishing,  especially  where  it  is  tooled.     Smooth  ashlar  work  may  be  made 
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out  of  shape  by  the  movement  of  the  clay  structure,  while  the  finisher  is 
working  upon  it.  The  filling  up  of  seams  is  a  subterfuge,  because  the  clay 
is  only  nibbed  over  the  surface  and  smoothed  with  the  scraper.  The  piece 
can,  in  many  cases,  be  pulled  apart  showing  the  seam  almost  through  to 
the  interior.  These  seams  may  go  through  the  various  stages  of  manu- 
facture, and  after  the  pieces  have  been  placed  in  the  building,  they  may 
open  up  by  the  expansion  and  contraction  due  to  heat  and  cold. 
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Pressing  can  never  be  done  too  well.  A  well-pressed  and  thoroughly 
burned  piece,  in  which  the  sprays,  glaze  and  body  are  of  the  right  coeffi- 
cients of  expansion  and  properly  cooled,  should  stand  all  that  is  required 
of  it  when  set  in  the  building. 

Illustrations  of  good  and  bad  practices:  The  photographs  of  pressed  or 
burned  pieces  submitted  herewith  illustrate  some  of  these  points. 
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Photograph  No.  1  shows  a  piece  which  has  been  well-pressed.  It  re- 
quired very  little  finishing.  Had  this  not  been  well-pressed  the  presser 
would  have  had  to  go  over  the  various  members  with  finishing  tools.  In 
nine  out  of  ten  cases  he  would  not  have  improved  the  lines,  but  on  the 
contrary  they  would  have  been  more  or  less  awry. 


Photograph  No.  2  shows  a  piece  that  has  been  well-pressed,  with  no 
finishing.  This  piece  although  rather  complicated  is  as  well  bonded  as 
if  it  were  one  piece  of  clay. 

Photograph  No.  2-A  shows  the  interior  of  the  piece.  There  is  an  entire 
absence  of  cracks  between  the  ends  and  sides,  and  between  the  struts  and 
the  sides. 

Photographs  No.  3  and  3-A  show  a  piece  which  is  not  so  badly  pressed 
on  its  face,  but  the  back  or  wash  of  the  sill  is  faulty,  due  to  bringing  the 
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clay  up  the  sides  of  the  mold  until  it  is  as  thin  as  paper.  Pieces  like  this 
can  be  pulled  apart  and  one  can  trace  the  dividing  line  right  through  into 
the  interior  of  the  piece.  Many  cases  of  shelving  of  the  face  of  the  work 
at  the  building  from  freezing  may  be  directly  due  to  this  cause. 

Photograph  No.  5  is  very  similar  to  photographs  3  and  3-A  except 
that  the  piece  has  been  burned.     Note  how  it  has  slivered  at  all  the  arrow 


points,  and  at  points  "A"  the  corner  has  fallen  off  completely.  Pieces  of 
the  type  represented  by  3,  3-A  and  5  are  very  dangerous  ones  in  a  building. 
Unless  these  seams  are  crammed  and  the  clay  well  worked  into  them  the 
water  will  find  its  way  into  these  seams  and  with  alternate  freezing  and 
thawing,  they  will  be  gradually  forced  apart.  As  pieces  of  this  type, 
(sills,  washes  of  cornice,  etc.),  have  a  large  area  exposed  to  the  weather, 
it  is  of  the  utmost  importance  that  they  be  a  well-pressed  piece  of  day 
over  their  entire  surfaces. 
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The  face  is  a  fine  piece  of  pressing,  but  the  back  (No.  4- A)  has  not  been 
properly  pressed.  Photograph  No.  4-B  shows  that  it  is  cracked  at  each 
end,  and  also  that  the  strut  has  parted  from  the  side.  While  this  piece 
has  been  taken  in  a  vertical  position  its  position  in  the  building  is  a  hori- 
zontal one.  With  the  cracks  at  the  two  corners  and  in  strut  it  is  quite 
conceivable  that  when  the  weight  of  the  wall  is  brought  to  bear  upon  it, 


it  will  give  way.  This  illustrates  that  the  long  sides  in  pieces  of  this  char- 
acter should  be  pressed  first  and  the  ends  last.  There  is  less  tendency 
to  crack  when  made  this  way,  and  even  if  it  should  crack  it  is  not  so  serious 
as  when  the  crack  is  vertical  or  nearly  so. 

These  observations  have  been  chiefly  made  in  two  plants,  and  among 
pressers  who  have  worked  in  the  various  plants  of  the  country.  From 
my  experience  with  pressers  the  tendency  to  poor  work  is  on  the  increase 
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and  it  is  therefore  very  important  that  all  companies  cooperate  in  training 
men  who  will  really  press  work  and  not  produce  tonnage  only. 

There  is  no  process  in  a  terra  cotta  plant  that  needs  more  careful  watch- 
ing than  the  pressing.  The  piece  produced  by  the  presser  is  almost  the 
end;  all  processes  previous  to  pressing  are  means.  The  processes  after 
pressing  have  been  well  studied  and  standardized  but  the  pressing  has 


not  received  the  attention  it  should.  It  is  of  the  greatest  importance 
that  the  pressing  be  well  done  if  terra  cotta  is  to  hold  its  reputation  of 
being  good  building  material. 


N.  Y.  Architectural  Terra  Cotta  Company 
Long  Island  City,  N.  Y. 


GOOD  AND  BAD  PRACTICE  IN  THE  PRESSING  DEPARTMENT 

By  T.  A.  Klinefelter  and  F.  C.  Parsons 

Introduction 

One  of  the  vitally  essential  departments  in  a  terra  cotta  plant  is  the 
pressing  shop.  Here  the  terra  eotta  is  actually  made,  and  receives  its 
initial  handling.  Every  shop  has  developed  both  good  and  bad  practices, 
all  its  own,  and  methods  of  handling  minor  details  peculiar  to  its  peculiar 
condition.  There  are,  however,  a  good  many  things  of  general  interest 
to  all  terra  cotta  manufacturers,  which  may  be  discussed  profitably. 

vSo  far  as  the  shop  itself  is  concerned,  floor  area  of  the  right  sort,  good 
light,  and  proper  methods  of  delivering  clay,  and  taking  the  ware  away, 
are  the  main  concern.  It  goes  without  saying  that  poor,  uneven  floors, 
dim  light,  and  antiquated  methods  of  handling  are  costly  in  time,  money 
and  quality  in  any  department.  It  is  assumed  that  this  is  taken  for 
granted. 

Terra  cotta  is  hand  pressed.  Practically  all  terra  cotta  now  made  is 
pressed  by  hand,  and  not  by  machine.  Various  schemes  have  been  de- 
vised from  time  to  time  to  make  terra  cotta  by  machine,  but  so  far  with 
little  or  no  success  except,  perhaps,  in  small  simple  designs.  Owing  to 
the  great  diversity  of  shapes,  hand  pressing  is  likely  to  continue  in  vogue 
for  some  time  and  even  if  machines  are  developed  for  handling  plain 
shapes  such  as  ashlar,  it  is  hard  to  see  how  we  can  get  away  from  hand 
pressing  on  a  commercial  scale. 

As  is  usual  in  all  hand  made  work,  eternal  vigilance  is  the  price  of  high 
quality.  It  is  purposed  here  to  point  out  a  few  of  the  things  which  may 
happen  when  the  work  is  done  in  the  wrong  manner. 

Correct  Methods  of  Pressing 

While  pressing  looks  like  a  rough,  crude  piece  of  work,  there  is  a  right 
and  a  wrong  way  to  do  it.  In  general,  what  we  want  is  a  uniformly  thick 
continuous  wall,  including  face,  sides,  edges  and  partitions.  We  want 
no  laps,  no  blebs,  no  lines  or  planes  due  to  imperfect  welding.  Experience 
has  shown  that  the  best  commercial  way  to  do  this  is  to  throw  in  a  good 
sized  roll  and  pound  with  the  whole  hand  or  fist,  using  the  thumb  just  as 
little  as  possible.  If  the  thumb  is  used,  invariably  the  clay  is  not  slugged 
hard  enough  and  wherever  the  thumb  has  run  along,  an  imperfect  weld 
and  air  blebs  result. 

Method  of  Building  Up  Sides. — It  is  fairly  easy  to  get  a  good  even  layer 
for  the  face  at  the  bottom  of  the  mold,  but  unless  care  is  exercised,  a 
continuous  run  up  the  sides  is  not  obtained.  This  is  the  case  where  the 
face  is  filled  flat  and  the  side  set  in.  There  is  no  chance  to  push  and  work 
the  sides  against  the  face,  hence  the  imperfect  welds.     A  good  sized  roll 
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should  be  pounded  in  all  around,  at  a  greater  height  than  the  thickness  of 
the  face,  being  wiped  off  against  the  side  gradually.  Then,  when  the  side 
goes  in,  it  has  a  line  of  clay  to  push  and  bite  against  and  is  more  likely  to 
make  a  perfect  weld. 


Fig.   1.— Correct  pressing  along  edge.     Roll  of  clay  slugged  with  fist. 


FlG.  2. — Correct  pressing  in  corner. 


The  corners  should  be  filled  in  exactly  the  same  \\a\  ;  a  roll  pounded  in 
with  the  fist  and  not  with  the  thumb. 

Method  of  Building  Partitions.  Partitions  are  an  important  part  of  a 
piece  of  terra  cotta  and  may  be  set  in  in  such  a  way  as  to  thoroughly  bond 
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in  with  the  face  and  sides,  or  they  may  be  merely  inserted.  In  some 
English  terra  cotta  it  has  been  the  practice  to  dust  the  edges  of  the  parti- 
tion before  setting  in  so  as  to  prevent  it  becoming  an  integral  part  of  the 
piece.     The  idea  is,  presumably,  that  since  the  partitions  are  merely  rolled 


Fig.    3. — Incorrect    pressing   along    edge,    "Thumbing."     Shows  formation 
of  pockets  which  result  in  blebs  or  open  spaces. 


Fig.  4. — Incorrect  pressing  in  corner.     "Thumbing." 

and  flattened  and  not  pounded  to  the  same  degree  as  are  the  sides  and 
face  they  will  shrink  more  and  hence  tend  to  draw  the  face  and  sides  in 
if  bonded  too  tightly.  However,  the  advantages  of  having  the  partitions 
well  bonded  in  outweigh  these  shrinkage  difficulites,  hence  it  is  a  better 
practice  to  make  as  good  a  weld  as  possible. 
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The  proper  way  to  place  partitions  is  to  scoop  out  a  good  broad,  fairly 
deep  channel  in  the  sides,  lay  the  partition  in,  then  lay  a  roll  of  clay  in 
each  corner  and  work  this  roll  into  the  body  and  partition  at  one  and  the 
same  time.     The  scooping  out  of  the  broad  trench  not  only  inserts  the 


Fig.  5. — Correct.  Face  is  "wiped"  up  against 
side  in  order  to  give  material  enough  for  the 
side  to  bond  in  properly. 

partitions  in  the  side,  but  takes  away  so  much  clay  that  the  presser  is  forced 
to  use  a  roll. 

Method  of  Preventing  Warping. — In  order  to  hold  the  pieces  to  the  right 
shape  it  is  often  necessary  to  make  use  of  a  shoe  in  the  pressing.     This 


Fig.  6. — Correct.  Same  as  Fig.  5,  except  showing  a 
side  partially  worked  in.  Note  that  no  line  of 
union  shows,  indicating  a  strong  continuous  body 
of  material. 

is  merely  a  flange  or  ring,  fitting  down  on  the  mold  and  projecting  over 
the  inside  a  couple  of  inches  all  around.  The  presser  works  the  clay  up 
against  this  flange  from  beneath  so  as  to  form  a  sort  of  inward  lip  all  around, 
which  stiffens  the  piece  decidedly  and  counteracts  tendency  to  warp. 
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The  same  thing  is  accomplished  by  "flushing  over"  which  is  merely  a 
free  hand  way  of  doing  the  same  thing,  the  plaster  shoe  being  omitted. 
While  the  shoe  might  be  omitted,  since  the  same  thing  can  be  accomplished 
by  flushing,  it  insures  that  this  extra  pressing  will  really  be  done  without 
the  necessity  of  constant  inspection  by  the  foreman. 


Fig.  7 — Incorrect.     Face  is  not  "wiped  up  against  sides." 


Fig.  8. — Incorrect.     Same  as  Fig.  7,  except  showing  a  side  set  in  place.     Note   the 
strong  line  showing  at  junction  of  face  and  side.     Piece  will  be  weak  along  this  line. 

Sill  pieces,  which  carry  a  groove  for  a  water  bar,  is  an  example  of  where 
this  extra  pressing  is  of  value.  The  partition  through  the  center  tends  to  draw 
the  surface  down  at  the  back  where  the  groove  runs,  and  results  in  a  hol- 
lowed surface,  so  that  while  the  water  bar  may  fit  snugly  at  the  two  ends 
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it  may  be  almost  clear  at  the  center.  To  counteract  the  draw  of  the  parti- 
tion, the  flushed  over  edge  is  pressed  in.  This  gives  a  sort  of  truss,  acting 
at  right  angles  to  the  draw  of  the  partition  and  holds  the  piece  straight. 
Molding  of  Projecting  Parts.— If  there  are  any  projections  from  the  mold 
into  the  clay,  the  clay  will  hang  on  these  projections  and  cause  cracks  to 
develop.     Pieces,  such  as  dentil  should  not  remain  in  the  mold  over  night. 


Fig.  9. — Split  side  mold.  Upper  right  hand  corner  shows  pro- 
jection for  making  water  bar  slot.  Note  the  split  in  the  mold  2 
or  3  inches  below  the  projection. 

In  case  a  projecting  piece  shows  cracking,  one  might  just  as  well  pull  it 
off,  dowel  and  stick  it  back  on,  for  otherwise  the  frost  will  split  it  off. 
No  doubt  some  terra  cotta  has  gone  to  pieces  in  past  years  due  to  this. 

In  case  the  projection  extends  clear  across  a  mold,  as  in  large  sills  with 
a  water  bar,  it  is  often  good  practice  to  split  the  side  of  the  mold.     The 
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one  piece  containing  the  projection  can  be  removed  a  few  minutes  after 
pressing  and  the  piece  then  can  shrink  all  it  will  without  the  slightest 
"hanging." 

Method  of  Turning  to  Obtain  Uniform  Drying. — After  standing  in  the 
mold  a  sufficient  length  of  time,  a  board  is  slipped  over  the  top  and  the 
whole  thing,  mold  and  piece,  turned  clear  over.  This  is  much  more  im- 
portant than  a  great  many  people  think,  especially  with  pieces  of  such 
size  that  the  weight  of  their  walls  is  sufficient  to  cause  sagging.  The  aim 
should  be  to  always  turn  the  mold  so  that  the  finished  surfaces  revolve 
in  a  vertical  plane,  or  if  horizontal,  have  the  mold  to  support  them.  Ashlar 
mitres  are  especially  mean  to  handle  in  this  manner,  and  may  be  com- 
pletely spoiled  at  this  stage  by  improper  turning. 


Fig.  10. — Same  as  Fig.  9,    front  view.     Shows  the  split  part  removed  and 
placed  above  for  better  inspection.     A  small  portion  is  shown   pressed. 

Finishing  of  Terra  Cotta. — After  turning  out  of  the  mold,  the  next 
step  is  finishing.  Generally  speaking,  the  less  finishing  the  better.  There 
are  two  general  methods.  The  water  brush  method,  and  the  ordinary 
with  steel  and  wooden  tools. 

The  water  brush  method  consists  of  finishing  the  seams  by  tool  and  then 
going  over  the  surface  with  a  brush  full  of  water.  This  method  has  al- 
ready been  described  by  Hewitt  Wilson.1  It  is  in  use  in  some  places. 
It  is  hard,  however,  to  get  the  pressers  to  do  water  brush  finishing  properly. 
In  order  to  finish  by  the  water  brush  properly,  the  pieces  should  be  finished 
the  same  day  they  are  pressed,  otherwise  the  surface  may  water  check. 
Another  bad  feature  is  that  the  ornament  tends  to  be  unduly  dulled,  and 
it  is  generally  dull  enough  as  it  is. 
1  Jour.  Amer.  Ceram.  Soc,  3,  114  (1920). 
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The  usual  method  is  to  smooth  off  the  surfaces  with  steel  pallates  or 
scrapers.  The  danger  here  is  largely  in  finishing  too  soft  or  too  hard. 
Too  soft  gives  a  wavy  surface.  Too  hard  gives  a  surface  on  which  the 
slip  or  glaze  does  not  .adhere  properly  because  the  surface  becomes  com- 
pacted and  does  not  present  the  usual  open  porous  condition  to  which 
the  weight  of  the  glaze  has  been  adjusted.  It  is  almost  like  trying  to 
spray  a  hard  biscuited  piece.  Since  the  slip  is  adjusted  for  a  fairly  porous 
surface,  such  a  compact  surface  is  likely  to  result  in  separation  and  peeling 
back  of  the  slip  during  the  burning.  Cases  have  been  noted  where  this 
condition  was  so  bad  that  the  slip  would  not  stick  even  in  the  green  state. 


Fig.  11. — Partitions — correct  and  incorrect.  Left  hand  partition  has  had  groove 
scooped  out,  partition  set  in,  and  roll  of  clay  laid  in  (on  one  side  only  for  better 
illustration). — Correct.  Right  hand  partition  is  merely  set  in  against  the  face. 
— Incorrect. 


Finishing  of  Columns. — The  proper  finishing  of  columns  is  troublesome. 
The  usual  method  is  to  turn  out  the  sections  on  the  boards,  and  trust  to 
luck  that  they  fit.  Usually  they  do  not.  One  section  is  almost  sure  to 
project  a  bit  over  the  lower,  if  it  is  a  drum  column,  or  if  fluted,  the  flutes 
do  not  align.  If  one  analyzes  the  thing,  he  will  note  in  the  case  of  drums 
that  the  end  resting  on  the  board  does  not  shrink  at  quite  the  same  rate 
as  the  free  end.  As  this  is  the  case  with  every  drum  when  an  end  which 
has  dragged  on  the  board  is  fitted  to  the  end  which  has  been  free  to  take 
full  shrinkage,  the  end  which  has  dragged  is  almost  certain  to  project. 
The  answer  is  obvious — mark  the  ends  of  the  drums  so  that  board  ends 
go  together,  and  free  ends  go  together  and  then  when  drying  has  pro- 
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gressed  sufficiently  to  warrant  it,  stack  them  on  top  of  one  another;  finish 
them  as  a  whole  column  and  let  the  column  dry  as  a  unit. 

The  flutes  not  fitting  is  usually  a  case  of  finishing  pieces  separately, 
instead  of  the  column  being  finished  as  a  whole. 

In  the  case  of  engaged  columns  or  pilasters,  the  whole  unit  should  be  laid 
out  on  a  single  board  and  finished  as  a  unit. 


4 


In  handling  columns  and  pilasters,  it  is  assumed  that 
enough  molds  have  been  furnished  so  that  the  whole  unit 
can  be  pressed  at  one  time.  It  would  be  impossible  other- 
wise to  finish  the  sections  together,  some  of  which  are  several 
hours  drier  than  others.  This  matter  of  wet  fitting  requires 
care,  but  the  results  attained  fully  warrant  the  extra  effort. 
The  entasis  of  columns  or  batter  of  pilasters  in  no  wise  affects 
the  procedure. 

It  is  possible  to  manufacture  almost  any  sort  of  terra 
cotta  shape,  provided  it  is  given  the  proper  amount  of  atten- 
tion and  nursing.  This  may  mean  excessive  cost,  but  this 
really  is  the  criterion  of  whether  a  given  shape  is  commercially 
practical. 

Atlantic  Terra  Cotta  Co. 
Tottenvii.i.k.  N.  V. 

Discussion 

Mr.  Ortman  :-  -Pressing  is  by  all  odds  the  most  important 
operation  in  the  manufacture  of  terra  cotta.  Most  anyone 
can  eventually  work  our  glazes  to  fit  a  body,  and  it  does  not 
take  very  long  to  train  a  man  to  operate  kilns,  important  and 
thoroughly  technical  though  these  are,  but  if  you  do  not 
have  a  good,  strong  sound  structural  piece  to  start  with,  you 
are  going  to  have  poor  ware. 

We  have  not  had,  until  this  time,  any  paper  of  this  sort 
presenting  the  good  and  bad  practices  in  this  most  important 
operation.  This  is  an  excellent  presentation  of  an  important 
subject. 


Fig.  12. — Correct  method  of  turning  drums  of  columns  out  on  boards. 

Mr.  W.  D.  Gates: — I  think  this  is  a  very  important  subject.  It  occurs 
to  me  that  we  have  been  a  little  negligent  in  these  practices.  A  great 
many  defects  may  be  caused  by  these  initial  strains  that  sometimes  show 
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themselves  as  the  ware  goes  on  through  the  factory,  and  often  only  after 
it  comes  from  the  kiln  or  even  after  it  is  in  the  building.  These  initial 
strains  are  caused  by  imperfect  pressing.  It  is  in  the  pressing  that  the 
clay  is  put  into  a  condition  of  uneven  strain  which,  afterwards,  causes  a 
great  deal  of  trouble. 

A  Member: — Can  a  man  do  just  as  rapid  work  by  the  method  proposed 
by  Mr.  Klinefelter  as  by  the  old  method? 

Mr.  Klinefelter: — Yes,  if  you  break  the  presser  into  that  way. 
He  will  never  go  back  to  the  old  thumb  method.  It  is  easier  on  the  hand 
and  arm.  We  have  no  trouble  in  maintaining  this  method  of  pressing 
under  piece  work  system. 

Mr.  Gates: — One  point  was  not  brought  out;  one  layer  is  put  in  and 
then  another  layer  and  then  the  whole  is  pressed,  and  then  you  put  in 
another  layer.     What  do  you  do  in  that  case? 

Mr.  Klinefelter  : — We  are  not  advocating  any  change  in  the  standard 
methods  of  pressing,  but  merely  insisting  on  the  use  of  the  side  of  the  hand 
or  fist  instead  of  the  thumb. 

Mr.  Clark:— We  are  telling  our  employees  all  the  time  to  keep  their 
thumbs  out  of  the  corners.  We  have  been  trying  to  train  the  men  to  keep 
their  thumbs  away  from  the  joints  and  corners,  but  they  will  use  their 
thumbs  in  spite  of  our  instructions. 

If  we  could  let  the  men  see  the  damage  they  are  really  doing  as  shown 
by  the  defective  pieces  and  demonstrate  to  them  that  afterwards  those 
pieces  might  fail,  we  can  sometimes  show  them  that  they  have  not  paid 
proper  attention  to  the  joining  and  to  the  corners. 

Mr.  Tucker  : — Mr.  John  Clark  in  his  paper  on  pressing  differs  with  Mr. 
Klinefelter  in  the  matter  of  wiping  up.  On  a  small  mold,  Mr.  Klinefel- 
ter's  method  might  be  satisfactory,  but,  as  an  instance,  on  a  large  ashlar 
mold,  where  the  perimeter  is  very  large  or  the  area  very  large,  the  presser 
has  to  put  in  a  large  amount  of  clay  for  the  face  and  wipe  up  all  around. 
He  wipes  up  the  clay  to  zero  thickness  and  then  proceeds  to  put  in  the 
sides.  By  the  time  the  presser  gets  to  the  third  side,  the  thin  wiped-up  edges 
on  the  sides  yet  remaining  to  be  pressed  are  dried  out,  especially  so  if  he  has 
a  drv  mold.  It  is  evident  that  in  crises  of  this  sort  it  is  quite  difficult  to 
obtain  a  weld  between  the  fresh  clay  and  the  partly  driedclay  in  the  mold. 

Mr.  Klinefelter: — It  has  been  our  experience  that  the  size  of  the 
piece  has  not  caused  trouble  from  drying  out.  Work  can  be  done  as  rap- 
idly by  this  method  as  by  any  other. 

Mr.  F.  B.  Ortman: — On  the  point  with  regard  to  the  pulling  in  of  the 
sides  of  the  pieces  due  to  the  extra  shrinkage  of  the  partitions,  I  might 
mention  that  some  companies  have  helped  to  overcome  this  trouble  by 
using  a  clay  in  the  partitions  which  will  shrink  less  rapidly  than  does  the 
clay  of  which  the  remainder  of  the  piece  is  made. 
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On  the  question  of  welding  of  the  partitions  to  the  face  and  sides  of  the 
piece,  I  think  that  this  is  one  of  the  most  prevalent  faults  of  the  average 
presser.  Not  long  ago  I  had  occasion  to  visit  a  job  where  there  was  a 
failure  due  to  movement  in  the  building  which  caused  a  crushing  strain  to 
be  brought  on  the  face  of  the  terra  cotta,  in  some  cases  shearing  the  face  off 
entirely,  leaving  the  partitions  and  voids  exposed.  While  I  do  not  be- 
lieve that  poor  pressing  was  the  cause  of  these  failures,  in  examining  same 
after  the  face  had  been  sheared  off,  I  saw  a  great  deal  of  evidence  of  poor 
pressing,  particularly  from  the  standpoint  of  welding  the  partitions  to  the 
face.  There  were  a  number  of  instances  where  the  face  had  broken  off 
from  the  partition  in  a  clean  sharp  line  without  even  leaving  a  mark  in 
the  pieces  to  show  where  the  partition  had  been  in  contact  with  the  face, 
showing  clearly  that  no  effort  at  all  had  been  made  to  weld  the  partition  in 
these  instances. 

If  we  could  always  be  sure  of  having  the  partitions  welded  in,  as  Mr. 
Klinefelter  suggests,  it  would  greatly  increase  the  crushing  strength  of 
our  material  in  the  building. 

Mr.  Clark: — Mr.  Major  Gates  has  a  pressing  machine  that  will  bind 
a  partition  and  the  sides  with  the  face  so  that  it  is  impossible  to  see  where 
they  join  together.  It  absolutely  is  one  solid  mass ;  I  think  that  if  we  will 
emphasize  the  importance  of  good  joining  of  the  partition  we  will  do  away 
with  a  lot  of  our  present  troubles.  With  this  machine  the  operator  would 
not  touch  the  clay.  He  just  lays  clay  in  whatever  thickness  the  face, 
sides  and  partitions  are  to  be  and  the  whole  thing  gets  a  pressure  of  from 
250  to  300  pounds  per  square  inch.  That  gives  a  better  weld  than  any 
pressure  ever  born  could  possibly  make. 


REFRACTORY  CLAYS  OF  TEXAS 

By  J.  H.  Kruson 

There  are  scattered,  in  different  sections  of  Texas,  many  deposits  of 
clays  which  appear  to  have  refractory  properties  of  sufficient  value 
to  warrant  their  use  in  the  manufacture  of  low  grade  fire-clay  products. 

The  bulk  of  the  deposits  being  worked  lie  in  the  eastern  portion  of  the 
State.  Fire  brick  are  manufactured  at  Denton,  Elgin,  Crush,  Hopkins 
Co.;  Butler  Spur,  Bastrop  Co.;  Elmendorf;  Athens  and  Sulphur  Springs. 

These  deposits,  as  a  whole,  are  contaminated  with  foreign  material  so 
that  only  comparatively  small  sections  are  suitable  for  use.  They  are 
associated  with  lignite,  free  sand,  (silica)  running  as  high  as  20%;  iron 
(from  2  to  4%);  and  often  the  layers  of  sandstone  separate  the  strata  of 
clay. 

The  deposits  in  the  northeast  occur  in  lenticular  form  and  vary  in  color 
and  volume. 

These  clays  generally  are  very  plastic  and  dry ;  they  break  up  in  grinding 
into  fine  particles. 

The  following  chemical  analysis  is  an  average  representative  of  theso- 
called  Refractory  Clays  of  Texas: 

ABC 

Silica  (Si02) 70.05  74.04  77.75 

Alumina    (A1203) 18.80  15.15  11.04 

Ferric  oxide  (Fe203) 3  .07  0 .50              3 .  19 

Lime  (CaO) 0.50  0.50              0.84 

Magnesia  (MgO) 0.30  0.27              0.38 

Potash  (K20) 0.29  0.42 

Soda  (Na20) 0.25  1.12 

Titanic  acid  (Ti02) 1 .00  1.31               1 .23 

Water  (H20) 5.74  6.70              3.75 

Due  to  the  peculiar  working  qualities  of  these  high  silica  clays,  the  bricks 
are  manufactured  by  the  dry  press  process.  The  necessity  for  burning 
them  to  a  temperature  of  2350-2450  °F  before  a  good  bond  is  developed 
may  be  due  to  the  high  silica  content.  Some  grog  is  also  used  in  the 
manufacture  of  these  brick. 

Fig.  1  will  illustrate  the  refractory  nature  of  these  clays.  Each 
sample  is  from  a  different  location  and  is  representative  of*  the  quality  of 
ware  produced. 

The  samples  were  broken  in  halves  and  marked.  One  half  of  each 
brick  was  subjected  to  the  heat  test  and  results  are  shown  in  Fig.  1 ,  under 
the  untested  portion  of  the  respective  samples. 

The  samples  were  subjected  to  a  straight  heat  test  in  an  oil  fired  furnace 
together  with  samples  of  brick  made  from  a  second  grade  Missouri  lire 
clay.  At  2875  °F  the  samples  showed  marked  signs  of  swelling  and  de- 
forming, which  increased  slowly  until  a  temperature  of  2950  °F  was  reached, 
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after  which  they  failed  rapidly  and  at  a  temperature  of  2990 °F  (cone  28), 
they  were  fused  until  they  had  lost  their  original  identity. 

Fig.  2  shows  the  samples  of  some  second  grade  Missouri  fire  brick 
in  which  grog  is  used.  With  these  bricks  the  furnace  temperature  was 
brought  up  to  3000 °F  in  about  five  hours,  and  the  test  completed  in  seven 
hours  at  a  temperature  of  3050°F  or  60°F  higher  than  that  to  which  the 
Texas  samples  were  submitted. 

A.  P.  Green  Firebrick  Co., 
Mexico,  Mo. 


September,  1922      The  Journal  of  the  American  Ceramic  Society    vol.  4,  no.  9 

Published  monthly  by  the  American  Ceramic  Society 

Publication  Office,  211  Church  St.,  Easton,  Pa. 

Editorial  Office,  230  Lord  Hall,  Ohio  State  University,  Columbus,  Ohio 

Advertising  Department,  170  Roseville  Ave.,  Newark,  N.  J. 


Officers  of  the  American  Ceramic  Society 

President 
F.  H.  Riddle,  Champion  Porcelain  Co.,  Detroit,  Mich. 
Vice-President 
E.  W.  Tillotson,  Mellon  Institute,  Pittsburgh,  Pa. 
Treasurer 
R.  K.  Hursh,  University  of  Illinois,  Urbana,  111. 
Secretary-Editor 
Ross  C.  Purdy,  230  Lord  Hall,  Ohio  State  University,  Columbus,  Ohio 
Assistant  Secretary  Assistant  Editor 

Norah  W.  Binns  Emily  C.  Van  Schoick 

Trustees 
R.  H.  Minton,  General  Ceramics  Co.,  Metuchen,  N.  J. 
F.  K.  Pence,  Knowles,  Taylor  &  Knowles,  East  Liverpool,  Ohio 
F.  B.  Ortman,  Tropico  Potteries  Inc.,  Glendale,  Cal. 
R.  M.  Howe,  Mellon  Institute,  Pittsburgh,  Pa. 
B.  E.  Salisbury,  Onondaga  Pottery,  Syracuse,  N.  Y. 


Standing  Committees, 
Research 
Wm.  M.  Clark,  Chairman 
E.  W.  Washburn 
Paul  E.  Cox 
A.  V.  Bleininger 
and  one  from 
each  Division 


Geological  Surveys 
T.  Poole  Maynard,  Chairman 
Robert  W.  Jones 
H.  Ries 
Joseph  Keele 
Hewitt  Wilson 


Data 

To  be  selected  by  Divisions 

Ceramic  Education 
To  be  appointed 


IQ22-IQ23. 

Standards 
Walter  E.  Hull,  Chairman 

(a)  Definitions: 
A.  S.  Watts 
M.  F.  Beecher 

A.  F.  Greaves-Walker 

(b)  Raw  Materials: 

D.  W.  Ross 
M.  C.  Booze 

E.  C.  Hill 

(c)  Standardization  of  Tests: 
All  selected  by  Divisions 

(d)  Standardization  of  Products: 
All  selected  by  Divisions 

Rules 
T.  A.  Klinefelter,  Chairman 
R.  L.  Clare 

A.  S.  Walden 

B.  T.  Sweely 
J.  L.  Crawford 

and  Chairmen  of  Divisional 
Committees  on  Rules 


Publications 
R.  H.  Minton,  Chairman 
E.  W.  Tillotson 
Chester  H.  Jones 
H.  F.  Staley 
R.  C.  Purdy 


Sections  and 
Divisions 
J.  B.  Shaw,  Chairman 
Robert  Back 
Wm.  E.  Dornbach 
Geo.  P.  Fackt 
Major  E.  Gates 
and  Chairmen  of 
Divisions 


Papers  and  Program 
R.  D.  Landrum,  Chairman 
R.  C.  Purdy 

and  Secretaries  of  Divisions 

Membership 

O.  O.  Bowman,  2nd,  Chairman 

R.  F.  Segsworth 

Charles  L.  Sebring 

Douglas  F.  Stevens 

Frederick  Stanger 

Karl  Turk 

E.  P.  Poste 

Gail  R.  Truman 

Atholl  McBean 

and  Chairmen   of  Divisional 
Committees  on  Membership 


Entered  as  second-class  matter,  July  15,  1918,  at  the  Post  Office  at  Easton,  Pa., 

under  the  Act  of  March  3,  1879. 

Acceptance  for  mailing  at  special  rate  of  postage  provided  for  in  Section  1103, 

Act  of  October  3,  1917,  authorized  August  16,  1918. 

(Copyright  1922,  American  Ceramic  Society) 

Eight  dollars  a  year.  Single  numbers,  75  cents. 

(Foreign  postage  36  cents  additional) 


JOURNAL 

OF  THE 

AMERICAN  CERAMIC  SOCIETY 

A  monthly  Journal  devoted  to  the  arts  and  sciences  related  to  the 
silicate   industries. 

Publication  Office:  211  Church  St.,  Easton,  Pa. 
Editorial  Office:  Lord  Hall,  O.  S.  U.,  Columbus,  Ohio. 
Advertising  Manager:  L.  R.  W.  Allison,  170  Roseville  Ave.,  Newark,  N.  J. 

Committee  on  Publications:  R.  H.  Minton,  Chairman;  H.  F.  Staley,  Chester  H.  Jones,  E.  W. 
Ttllotson,  Ross  C.  Purdy. 

Editor:  Ross  C.  Purdy;  Assistant  Editor:  Emily  C.  Van  Schoick;  Associate  Editors:  L.  E. 
Barringer,  E.  W.  Ttllotson,  Roy  Horning,  R.  R.  Danielson,  A.  F.  Greaves- Walker,  F.  H. 
Rhead,  H.  Ries,  R.  L.  Clare. 

Entered  as  second-class  matter  July  15,  1918,  at  the  Post  Office  at  Easton,  Pa., 

under  the  Act  of  March  3,  1879. 

Acceptance  for  mailing  at  special  rate  of  postage  provided  for  in  Section  1103, 

Act  of  October  3,  1917,  authorized  August  16,  1918. 

(Copyright  1922,  American  Ceramic  Society) 

Eight  dollars  a  year  Single  numbers,  75  cents 

(Foreign  postage  36  cents  additional) 

Vol.  5  October,  1922  No.  10 

ORIGINAL  PAPERS 

WET  PROCESS  ENAMELS  FOR  CAST  IRON' 

R.  R.  Danielson  and  H.  P.  Reinecker2 
ABSTRACT 

Wet  process  enameling  of  cast  iron  is  becoming  of  importance  because  of  its  appli- 
cation to  the  enameling  of  stove  parts,  sanitary  fittings  and  hardware.  This  paper  is 
a  report  of  an  extended  investigation  of  wet  process  enamels  for  cast  iron,  in  connection 
with  the  use  of  a  ground  coat. 

Compositions  used  in  dry  process  enameling  have  served  as  a  basis  for  the  work, 
which  includes  a  study  of  ground  coats  and  white  cover  enamels.  The  effect  of  varying 
methods  of  preparing  the  frits,  mill  additions,  and  the  relation  of  composition  of  the 
enamels  to  such  properties  as  adherence,  texture  and  opacity  have  been  carefully  studied. 

Ground  Coats. — Sintering  of  most  ground  coat  frits  has  been  found  desirable  in 
order  to  develop  best  adherence  on  the  castings.  Clay  gave  best  results  as  a  mill  ad- 
dition for  the  ground  coats,  and  flint  and  feldspar  were  found  to  be  less  satisfactory. 
Excessive  additions  of  clay  or  flint  produced  flaking  of  the  ground  coat  while  feldspar 
tended  to  develop  blistering.  About  15  per  cent  of  clay  or  10  per  cent  each  of  clay  and 
flint  are  recommended  as  mill  additions  for  the  ground  coats. 

Excessive  additions  of  any  one  flux  were  not  desirable,  and  best  results  were  ob- 
tained when  sodium,  lead  and  boric  oxides  were  combined  in  more  or  less  definite  pro- 
portions. Sodium  oxide  in  excess  of  about  10  per  cent  gave  rise  to  blistering.  Boric 
oxide  increased  the  firing  range  of  the  ground  coats  and  was  preferable  to  lead  oxide  on 
this  account,  although  it  tended  to  promote  crawling  of  ground  coats  high  in  boric 
oxide  if  they  were  applied  somewhat  heavily. 

The  best  ground  coats  developed  are  Rg-2G,  17,   1,  25  and   18. 

1  By  permission  of  the  Director,  Bureau  of  Standards. 

2  Read  before  the  Enamel  Division,  St.  Louis  Meeting,  Keb.  28,  1922. 


648  DANIELSON  AND  REINECKER — WET 

Cover  Enamels. — Cover  enamels  were  smelted  in  the  usual  manner.  The  mill 
additions  consisted  of  5  per  cent  of  clay,  8  per  cent  of  tin  oxide,  and  45  per  cent  of  water, 
all  based  on  the  weight  of  the  dry  frit. 

For  best  results,  the  cover  enamel  must  be  adapted  to  the  ground  coat  in  refracto- 
riness. Boric  acid  increased  the  firing  range  of  the  enamels  but  tended  to  promote 
crawling,  although  this  was  less  pronounced  in  the  case  of  the  more  fusible  compositions. 
Boric  oxide  improved  the  opacity  when  subsituted  for  such  fluxes  as  sodium  and  lead 
oxides.  Cryolite  increased  opacity  but  additions  above  10  per  cent,  based  on  the  melted 
weight,  tended  to  promote  crawling.  Considering  all  factors,  cover  enamels  R-14 
11,  28,  1  and  18  gave  best  results. 

Introduction 

Wet  process  enameling  for  cast  iron  has  become  of  great  importance, 
particularly  in  the  stove  industry,  within  the  last  few  years.  This  is 
undoubtedly  due  to  the  fact  that  small  castings  required  for  stoves  can 
be  handled  in  greater  volume  and  at  less  cost  by  this  process.  Less  skilled 
labor  is  required  for  manipulation  and  the  method  lends  itself  readily  to 
the  enameling  of  irregularly  shaped  castings. 

Very  little  has  been  published  regarding  this  method  of  enameling,  al- 
though it  has  been  used  for  some  time  in  the  manufacture  of  cast  iron  cooking 
ware.  The  literature  of  the  American  Ceramic  Society  lacks  any  reference 
to  wet  process  enameling  of  cast  iron,  and  the  various  treatises  on  the  sub- 
ject of  enameling  either  make  no  reference  to  or  are  so  vague  in  their  treat- 
ment of  this  particular  method  that  they  are  of  no  help  to  those  interested 
in  the  development  of  suitable  compositions  and  technique. 

The  strength  of  enamels  is  inversely  proportional  to  the  thickness  of 
the  coat  when  the  properly  balanced  composition  is  used.  The  heavy 
coats  of  enamel  as  used  in  the  dry  process  are  apt  to  chip  on  sharp  edges 
when  subjected  to  impact.  The  wet  process  tends  to  overcome  this 
difficulty  as  it  is  possible  to  apply  the  enamel  in  much  thinner  coats. 

Two  distinct  types  of  wet  process  cast  iron  enamels  are  commonly  used, 
two  or  three  coat  process  in  connection  with  the  use  of  a  ground  coat,  and 
one  or  two  coat  process  without  the  use  of  a  ground  coat,  using  one  com- 
position for  both  coats.  This  paper  will  treat  of  enamels  that  are  used 
in  connection  with  a  ground  coat  and  will  deal  particularly  with  the  de- 
velopment of  white  enamels. 

The  method  is  similar  to  that  for  steel  enameling,  as  the  ground  or  first 
coat  is  fired  and  allowed  to  cool  before  the  cover  is  applied,  while  the  dry 
process  necessitates  sieving  on  the  dry  cover  before  the  ground  coat  has 
cooled  and  the  return  of  the  casting  to  the  furnace  to  gloss  over  the  enamel, 
thus  making  it  impossible  to  fire  more  than  a  limited  number  of  pieces  at 
a  time. 

Since  it  was  believed  that  ground  coats  were  as  important  as  the  covers, 
the  first  principal  work  has  been  in  the  development  of  suitable  composi- 
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tions  for  such  grounds.  The  basis  of  this  work  consisted  of  a  number  of 
typical  ground  coats  now  in  use  for  the  dry  process.  In  order  to  obtain 
an  enamel  of  the  proper  fitting  qualities  and  expansion,  the  above  proced- 
ure was  considered  advisable. 

In  studying  cover  enamels  the  same  procedure  was  employed,  several 
enamels  which  had  given  good  results  in  commercial  practice  when  used  by 
the  dry  process  being  selected  as  the  basis  for  the  studies.  This  work  con- 
sisted of  noting  the  effects  of  variation  in  composition  and  heat  treatment. 

In  studying  the  three  coat  wet  process  enamels  the  methods  of  prepar- 
ing the  enamels  and  the  technic  employed  were  based  on  the  conclusions 
drawn  from  previous  preliminary  studies. 

Preparation  of  Enamels 

In  the  preliminary  study  the  ground  coats  were  prepared  by  weighing 
in  five  pound  batches,  mixing  thoroughly  and  smelting  in  crucibles  to  the 
same  degree  as  that  for  ground  coats  for  sheet  steel.  It  was  soon  found 
that  the  ground  coats  prepared  by  this  method  had  very  poor  adherence 
so  the  sintering  method  was  resorted  to.  The  latter  gave  excellent  results 
and  was  adopted,  therefore,  in  the  preparation  of  all  ground  coats  used 
in  this  investigation.  The  materials  were  placed  in  crucibles  and  fired 
in  a  kiln  to  the  temperature  of  approximately  975  °C  (1775  °F)  over 
a  period  of  two  hours.  Upon  cooling,  the  frits  were  broken  from  the  cruci- 
bles and  crushed  in  a  jaw  crusher  to  a  size  suitable  for  grinding  in  the  ball 
mills. 

The  sintering  method  undoubtedly  prevents  the  volatilization  of  the 
fluxes  and  also  results  in  a  ground  coat  having  greater  strength  than  that 
obtained  in  the  melting  of  the  materials  to  a  glass.  These  results  have 
been  checked  with  a  large  number  of  varying  compositions  and  even 
in  the  case  of  the  more  fusible  grounds  the  sintering  method  gave  far  better 
adherence,  although  it  is  quite  possible  that  satisfactory  results  may  be 
obtained  in  the  smelting  of  certain  compositions. 

The  covers  were  prepared  in  the  usual  way  by  melting,  except  that  the 
customary  content  of  tin  oxide  was  reserved  for  the  mill  addition.  The 
latter  consisted  of  8  per  cent  tin  oxide,  5  per  cent  Johnson-Porter  Tennessee 
ball  clay,  with  the  necessary  amount  of  water  to  form  a  slip  for  spraying. 

The  cast  iron  specimens  for  test  were  corner  fittings  and  oval  discs  used 
in  the  manufacture  of  enameled  stoves.  They  made  ideal  samples  as  they 
had  a  number  of  curved  surfaces  and  sharp  corners  which  would  accentuate 
poor  adherence  of  the  enamel.  The  castings  were  prepared  for  enameling 
by  annealing  at  temperatures  approximating  815  °C  (1500  °F).  They 
were  then  sandblasted  with  a  mixture  of  about  SO  per  cent  sand  and  20 
per  cent  crushed  steel  shot. 
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The  cleaned  castings  were  coated  with  the  various  ground  coats  with 
a  light  application  by  means  of  an  air  spray.  They  were  then  dried 
thoroughly  and  fired  in  an  electric  furnace  at  temperatures  varying  from 
760°  to  815  °C  (1400°  to  1500  °F).  The  time  of  firing  varied  from  five 
to  ten  minutes  depending  upon  the  particular  ground  and  the  type  of  cast- 
ing used.  After  the  firing  and  cooling  of  the  ground  coat,  they  were 
coated  with  the  cover  enamel  by  spraying.  The  cover  enamel  was  dried 
thoroughly,  and  it  is  well  to  emphasize  at  this  point  the  necessity  of 
thorough  drying  if  crawling  of  the  enamel  is  to  be  avoided.  The  covers 
were  fired  at  730°  to  760  °C  (1350°  to  1400  °F),  the  time  of  firing  varying 
from  five  to  ten  minutes  depending  on  the  refractoriness  of  the  com- 
position. 

To  note  the  working  qualities  of  the  ground  coats  in  respect  to  the  cover 
coats,  especially  as  to  adherence  and  texture,  enamels  R-l  and  R-5  (in 
Table  III)  were  used  with  each  ground  coat.  R-l  was  a  medium  re- 
fractory enamel  while  R-5  was  comparatively  soft. 

In  Table  I  are  shown  four  basic  ground  coat  compositions  giving  the 
melted  weights,  batch  weights  and  mill  additions  for  each  composition. 
These  are  typical  compositions  of  ground  coats  used  for  dry  process  enamel- 
ing of  cast  iron.1  Rg-1  is  a  representative  of  the  flint  type  with  a  consider- 
able amount  of  raw  clay  in  the  mill  mix.  Rg-2  is  a  combined  flint  and  feld- 
spar type,  this  ground  being  a  fairly  refractory  type  with  small  additions 
of  clay  and  cobalt  oxide  in  the  mill  batch.  In  ground  Rg-3  is  shown 
a  combination  of  two  fusible  frits  containing  large  amounts  of  lead  oxide, 
both  the  feldspar  and  flint  types  being  represented.  The  mill  additions 
consist  of  medium  quantities  of  clay,  flint  and  feldspar.  Ground  Rg-4 
differs  from  the  other  compositions  in  this  series  as  it  has  a  comparatively 
high  content  of  boric  acid  and  feldspar.  The  mill  additions  consist  of  a 
medium  amount  of  clay  and  a  small  percentage  of  cobalt  oxide. 

Although  these  ground  coats  had  given  very  good  results  when  used 
by  the  dry  process,  it  was  noted  that  when  subjected  to  the  wet  process 
there  was  considerable  variation  in  such  properties  as  adherence,  texture, 
etc.,  both  in  respect  to  the  ground  coat  and  the  cover  enamel. 

Apparently  the  best  results  were  obtained  with  Rg-1.  This  ground 
coat  gave  fair  adherence,  but  the  most  desirable  feature  was  the  compara- 
tive freedom  from  pinholes  in  the  cover  enamel. 

Ground  coat  Rg-2  adhered  poorly  to  the  iron,  showing  that  this  type  of 
ground  did  not  have  the  proper  physical  properties  to  withstand  the  stresses, 
set  up  in  cooling,  without  the  use  of  a  cover  for  protection.  It  also  had  a 
short  firing  range  so  that  there  was  a  tendency  for  the  cover  enamel  to 
develop   pinholes. 

With  ground  Rg-3,  fairly  good  results  were  obtained,  approaching  those 
1  H.  F.  Staley,  Bureau  of  Standards,  Tech.  Paper  142,  p.  79-82. 
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of  Rg-1,  although  there  was  a  tendency  to  develop  fine  pinholes,  especially 
when  slightly  overfired. 

When  the  frit  compositions  "a"  and  "b"  of  Rg-3  were  combined  to 
give  a  single  frit,  the  results  differed  very  much.  The  resulting  ground 
coat  had  poor  adherence,  showing  that  the  physical  condition  of  the  enamel 
is  fully  as  important  as  its  chemical  composition. 

Ground  Rg-4  had  very  good  adherence,  but  had  a  decided  tendency  to 
form  pinholes  which  may  have  been  due  to  its  fusibility  as  compared  with 
the  cover  coats. 

Table  I 
Ground  Coats  for  Wet  Process  Cast  Iron  Enamels 

Frits 


Composition 

Rg-l 

Rg-2 

Rg-3 

Rg-4 

a 

b 

Flint 

57.4 

24.5 

42.0 

Borax 

30.2 

33.3 

20.5 

25.3 

48.3 

Sodium  Nitrate 

5.7 

3.6 

5.1 

3.5 

Red  Lead 

6.7 

3.6 

22.3 

27.6 

1.7 

Maine  Feldspar 

38.6 

53.6 

46.5 

Total 

100.0 

100.0 

100.0 

100.0 

100.0 

Mill  Batches 


Frit 

100 

100 

Frit  a:66.6 
Frit  b:33.3 

100 

Flint 

69 

10 

Clay  (Johnson- Porter) 

36 

6 

10 

15 

Cobalt  Oxide 

0.33 

0.33 

Maine  Feldspar 

16 

Since  Rg-1  with  a  high  content  of  raw  mill  additions  had  fairly  good 
adherence  and  the  covers  applied  to  this  ground  gave  the  best  results  as 
to  texture  and  opacity,  it  was  decided  to  study  the  effect  of  varying  mill 
additions.  Since  Rg-1  contained  a  considerable  amount  of  flint  and  clay, 
it  was  planned  to  study  the  effect  of  replacing  the  flint  by  feldspar  and 
clay,  and  also  the  replacement  of  clay  by  flint  and  feldspar,  simply  re- 
taining enough  clay  to  float  the  frit.  In  this  procedure  it  was  hoped  that 
a  composition  might  be  developed  which  would  have  good  adherence  as 
well  as  the  other  desired  qualities.  In  making  these  substitutions,  the 
ratio  of  fusibilities,  as  suggested  for  various  enamel  refractories  by  Coe1 
in  his  work  on  ground  coats  for  cast  iron,  was  used.  Coe  gives  the  follow- 
ing ratio:  40  clay  equals  66  flint  equals  100  feldspar,  and  the  substitutions 
were  made  in  Rg-1  on  this  basis. 

1  J.  H.  Coe,  "Compositions  of  Commercial  Ground  Coats  for  Cast  Iron  Enamels," 
Trans.  Amer.  Ceratn.  Soc,  13,  531  (l'Jll). 
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In  Series  1,  Table  II,  ground  coat  1B-Rg-1  has  the  flint  addition  in  the 
mill  batch  of  Rg-1  replaced  by  clay  in  the  ratios  given  by  Coe.  This 
should  result  in  a  composition  with  the  same  refractoriness  as  Rg-1.  To 
the  remaining  members  of  the  series,  clay  has  been  added  or  subtracted 
in  units  of  15.5  parts. 

Table  II  shows  very  clearly  that  with  the  increase  of  raw  additions  in 
the  mill  batch  the  adherence  is  not  satisfactory,  except  in  Series  1  where 
several  compositions  with  a  high  clay  content  had  fair  adherence.     Later 


Table  II 

Effect  of  Variations  in  Mill  Additions 

Frit  Constant  100  Grams 


Clay 

Adherence 

* 

Cover 
pinholes 

Specimen 

Flint 

Feldspar 

Ground  coat 

After  apply- 
ing cover 

1E-Rg-1 

108.5 

Flaked 

lC-Rg-1 

93.0 

O.  K. 

O.  K. 

None 

1B-Rg-1 

77.5 

O.K. 

O.  K. 

None 

1A-Rg-1 

62.0 

O.  K. 

O.  K. 

None 

1D-Rg-1 

46.5 

O.  K. 

O.K. 

Few 

1F-Rg-1 

31.0 

O.K. 

O.K. 

Few 

1G-Rg-1 

15.5 

O.K. 

O.K. 

Few 

IIC-Rg-1 

6.0 

114 

0 

Flaked 

IIB-Rg-1 

6.0 

120 

0 

Flaked 

IIA-Rg-1 

6.0 

96 

0 

Flaked 

IID-Rg-1 

6.0 

73 

0 

Chipped  on  edge 

O.  K. 

None 

IIE-Rg-1 

6.0 

48 

0 

Chipped  on  edge 

O.  K. 

Many- 

IIF-Rg-1 

6.0 

24 

0 

O.K. 

O.  K. 

Many 

IIIC-Rg-1 

6.0 

216.0 

Flaked 

IIIB-Rg-1 

6.0 

180.0 

Flaked 

IIIA-Rg-1 

6.0 

144.0 

Flaked 

IIID-Rg-1 

6.0 

108.0 

Flaked 

IIIE-Rg-1 

6.0 

72.0 

O.K. 

O.  K. 

Few 

IIIF-Rg-1 

6.0 

36.0 

O.K. 

O.  K. 

Few 

these  were  found  to  be  undesirable  as  commercial  compositions  because 
the  results  were  not  consistent  over  a  large  number  of  trials,  there  being 
a  tendency  for  chipping  to  develop  in  some  cases.  In  Series  2  and  3 
with  flint  or  feldspar  substituted  for  clay  the  adherence  was  very  poor 
except  where  the  additions  were  small.  It  will,  therefore,  be  noted  that 
flint  and  feldspar  are  poor  substitutes  for  clay  in  the  mill  additions  for 
ground  coats,  as  they  evidently  detract  from  the  adherent  quality  of  the 
enamel. 

Since  it  was  concluded  that  an  excessive  amount  of  raw  material  in  the 
mill  batch  was  detrimental  to  the  desired  results,  it  was  decided  to  make 
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a  study  of  the  effect  of  variation  in  the  composition  of  the  frit,  using  15 
per  cent  of  clay  in  the  mill  batch,  approximately  the  maximum  amount 
consistently  giving  proper  adherence.  Ground  Rg-1  was  taken  as  a  basis 
for  this  work.  The  different  substitutions  were  made  within  the  limits 
of  workable  ground  coats.  The  latter  must  necessarily  have  the  correct 
physical  properties  to  permit  them  to  undergo  three  distinct  firings  without 
blistering. 

The  melted  and  batch  weights  of  the  21  ground  coats  studied  are  given 
in  Tables  III-H  and  III-I. 

Table  III-A 

FuNT-PbO  Series 

The  Effect  of  Varying  Flint  and  PbO  in  Ground  Coats. 

Constant  Portion  Melted  22.10,— 13.57  B203,  8.43  Na20. 

Variable  Portion  Melted  77.90,— Flint  and  PbO 


Melted  weights 

Remarks 

Number 

Flint 

PbO 

Adherence 

Texture 

R-l 

R-5 

Rg-5 

73.50 

4.40 

Crawled 

Rg-1 

69.90 

8.00 

Good 

Good 

Good 

Rg-6 

66.30 

11.60 

Good 

Fair 

Good 

Rg-7 

62.70 

15.20 

Good 

Fair 

Good 

Table  III-B 

B203-PbO  Series 

The  Effect  of  Varying  B203  and  PbO  in  Ground  Coats. 

Constant  Portion  Melted  78.43— 69.90  Flint,  8.53  Na20. 

Variable  Portion  Melted  21 .57,— B203  and  PbO 


Melted  weights 

Remarks 

Number 

B20» 

PbO 

Adherence 

Texture 

R-l 

R-5 

Rg-16 

21.57 

0.00 

Good 

Few  Pinholes 

Good 

Rg-17 

17.57 

4.00 

Good 

Good 

Good 

Rg-1 

13.57 

8.00 

Good 

Good 

Good 

Rg-18 

9.57 

12.00 

Good 

Good 

Good 

For  comparison  of  the  various  compositions  and  their  properties,  it  is 
possible  to  group  the  ground  coats  according  to  variation  in  the  melted 
weights  as  shown  in  Tables  III-A  to  III-G  inclusive. 

Table  III-A  shows  the  effect  of  replacement  of  quartz  by  lead  oxide. 
The  adherence  of  the  ground  coat  apparently  is  benefited  by  the  replace- 
ments noted.  Rg-1  with  70  per  cent  of  flint  evidently  contains  the  maxi- 
mum amount  of  flint  for  workable  ground  coats.  There  is  apparent  in 
the  study  of  cover  coats  as  applied  to  these  ground  coats  a  tendency  for 
the  more  fusible  covers  to  give  the  most  satisfactory  enamels.     The  re- 
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fractory  covers  not  only  produce  blistering  of  the  ground  coat  in  the  firing 
necessary  to  give  the  covers  desirable  gloss  and  finish,  but  portions  of  the 
over-fused  ground  coat  are  absorbed  by  the  cover  causing  black  specks 
in  the  resultant  enamel. 

As  a  whole,  the  lead-oxide  boric-oxide  series  (Table  III-B)  gave  very 
good  results.  However,  in  Rg-16  with  the  replacement  of  all  the  lead 
oxide  by  boric  oxide,  there  was  a  tendency  of  the  ground  coat  to  crawl  in 

Table  III-C 

Na20-PbO  SERIES 

The  Effect  of  Varying  Na20  and  PbO  in  Ground  Coats. 

Constant  Portion  Melted  83.47,— 69.90  Flint,  13.57  B203. 

Variable  Portion  Melted  16.53,— Na20  and  PbO 


Melted 

weights 

Remarks 

Number 

Na20 

PbO 

Adherence 

Texture 

R-l 

R-5 

Rg-19 

16.53 

0.00 

Good 

Many  Pinholes 

Many  Pinholes 

Rg-20 

12 .53 

4.00 

Good 

Few  Pinholes 

Few  Pinholes 

Rg-1 

8.53 

8.00 

Good 

Good 

Good 

Rg-21 

4.53 

12.00 

Good 

Few  Pinholes 

Good 

Table  III-D 

Flint-Feldspar  Series 

The  Effect  of  Varying  Flint  and  Feldspar  in  Ground  Coats. 

Constant  Portion  Melted  30.10,— 13  .57  B203,  8.53  Na20,  8.0  PbO. 

Variable  Portion  Melted  69  .90, — Flint  and  Feldspar 


Melted  weights 

Remarks 

Number 

Flint 

Feldspar 

Adherence 

Texture 

R-l 

R-5 

Rg-1 

69.90 

Good 

Good 

Good 

Rg-9 

104.8 

Poor 

Rg-10 

34.90 

52.40 

Poor 

Rg-11 

87.40 

Poor 

Rg-12 

34.90 

43.65 

Fair 

Pinhole 

Pinhole 

Rg-13 

69.90 

Good 

Pinhole 

Pinhole 

Rg-14 

34.90 

34.90 

Good 

Pinhole 

Pinhole 

firing  and  for  the  boric  acid  to  crystallize  from  the  enamel  if  the  latter  was 
not  used  very  soon  after  milling.  The  crawling  is  undoubtedly  due  to 
the  higher  viscosity  imparted  by  excessive  boric  oxide.  This,  with  the 
crystallization  noted,  would  indicate  an  excess  of  boric  oxide  in  the  enamel. 
Replacing  lead  oxide  with  sodium  oxide  (Table  III-C)  gave  compositions 
which  had  a  decided  tendency  to  develop  pinholes. 

Table  III-D  shows  the  effect  of  replacing  flint  by  feldspar.     In  Rg-9 
and  10  the  ratio  of  three  parts  of  feldspar  to  two  parts  of  flint  was  adopted. 
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This  was  the  relation  of  feldspar  to  flint  suggested  by  Staley1  for  cast  iron 
enamels.  In  Rg-9  all  the  flint  was  replaced  by  feldspar,  and  in  Rg-10  half 
of  the  flint  was  replaced  by  feldspar.  However,  it  was  noted  that  replace- 
ments in  this  ratio  increased  the  refractoriness  and  resulted  in  a  ground 
coat  of  poor  adherence.  The  ratio  of  five  to  four  was  employed  in  replacing 
the  flint  by  feldspar  in  Rg-11  and  12,  and  one  to  one  in  Rg-13  and  14. 
Although  these  compositions  possessed  the  desired  fusibility,  there  was  a 
decided  tendency  for  the  cover  enamels  applied  to  the  ground  to  form 
pinholes.     The  feldspar,  because  of  its  alumina  content,  would  undoubtedly 

Table  III-E 

Na20-FuNT  Series 

The  Effect  of  Varying  Na20  and  Flint  in  Ground  Coats. 

Constant  Portion  Melted  21 .57,— 13  .57  B203,  8.00  PbO. 

Variable  Portion  Melted  78.43,— Na20  and  Flint 


Melted 

weights 

Remarks' 

Number 

S1O2 

Na20 

Adherence 

Texture 

R-l 

R-5 

Rg-1 

Rg-22 

Rg-23 

69.90 

65.90 
61.90 

8.53 
12.53 
16.53 

Good 
Good 
Good 

I  Good 

Many  pinholes 
1  Many  pinholes 

Good 

Many  pinholes 

Many  pinholes 

Table  III-F 

B203-Na20  Series 

The  Effect  of  Varying  B203  and  Na20  in  Ground  Coats. 

Constant  Portion  Melted  77 . 90 —69 . 90  Flint,  8.00  PbO. 

Variable  Portion  Melted  22.10,— B203  and  Na20 


Melted 

weights 

Remarks 

Number 

B2O3 

Na-iO 

Adherence 

Texture 

R-l 

R-5 

Rg-1 

Rg-24 

Rg-25 

13.57 

17.57 

9.57 

8.53 

4.53 
12.53 

Good 
Good 
Good 

Good 

Few  pinholes 

Good 

Good 
Good 
Few  pinholes 

increase  the  viscosity  of  the  ground  coats  and  might  account  for  the  tend- 
ency of  these  compositions  high  in  feldspar  to  form  pinholes. 

Increasing  sodium  oxide  at  the  expense  of  flint  gave  poor  results,  as  the 
ground  coat  showed  many  pinholes  (Table  III-E).  This  also  resulted 
in  unsatisfactory  covers.  For  this  type  of  ground  coat,  it  was  evident 
that  the  limit  for  sodium  oxide  is  between  8.5  and  12.5  per  cent. 

When  boric  oxide  was  replaced  by  sodium  oxide  (Table  III-F)  there 
was  some  slight  formation  of  pinholes  but  fairly  good  results  were  obtained 
with  the  more  refractory  covers. 

1  Bur.  of  Standards,  Tech.  Paper  142,  p.  22. 
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In  replacing  flint  by  boric  oxide,  as  in  Table  III-G,  little  change  was 
noted,  the  results  corresponding  very  closely  to  Rg-1.  Excessive  boric 
acid,  however,  tended  to  slightly  increase  the  number  of  pinholes. 

Excessive  addition  of  raw  materials  to  the  mill  batch  is  to  be  discouraged. 
Clay  and  flint  as  mill  additions  give  the  best  results  although  the  limits 
for  these  are  fairly  low.  Such  additions  as  15  per  cent  of  clay  or  10  per  cent 
each  of  clay  and  flint  should  give  most  satisfactory  results. 

Sintering  of  the  ground  coats  is  recommended,  since  melting  of  the 
materials  to  a  glass  weakens  the  resultant  ground  coat. 

Table  III-G 

B203-Flint  Series 

The  Effect  of  Varying  B203  and  Flint  in  Ground  Coats. 

Constant  Portion  Melted  16.53,-8.53  Na20,  8.00  PbO. 

Variable  Portion  Melted  83.47— B203  and  Flint 


Melted 

weights 

Remarks 

Number 

S1O2 

B2O3 

Adherence 

Texture 

R-l 

R-5 

Rg-1 

Rg-26 

Rg-27 

69.90 
66.90 
62.70 

13.57 
17.17 
20.77 

Good 
Good 
Good 

Good 

Few  Pinholes 

Few  Pinholes 

Good 
Good 
Few  Pinholes 

Table  III-H 

Ground  Coats  of  Series  III 

Melted  Compositions 


Enamel 

Flint 

Feldspar 

B2O3 

NaiO 

PbO 

Rg-1 

69.90 

13.57 

8.53 

8.00 

Rg-5 

73.50 

13.57 

8.53 

4.40 

Rg-6 

66.30 

. 

13.57 

8.53 

11.60 

Rg-7 

62.70 

13.57 

8.53 

15.20 

Rg-9 

104 

8 

13.57 

8.53 

8.00 

Rg-10 

34.90 

52 

4 

13.57 

8.53 

8.00 

Rg-11 

87 

40 

13.57 

8.53 

8.00 

Rg-12 

34.90 

44 

00 

13.57 

8.53 

8.00 

Rg-13 

69 

90 

13.57 

8.53 

8.00 

Rg-14 

34.90 

34 

95 

13.57 

8.53 

8.00 

Rg-16 

69.90 

21.57 

8.53 

0.00 

Rg-17 

69.90 

17.57 

8.53 

4.00 

Rg-18 

69.90 

9.57 

8.53 

12.00 

Rg-19 

69.90 

13.57 

16.53 

0.00 

Rg-20 

69.90 

13.57 

12.53 

4.00 

Rg-21 

69.90 

13.57 

4.53 

12.00 

Rg-22 

65.90 

13.57 

12.53 

8.00 

Rg-23 

61.90 

13.57 

16.53 

8.00 

Rg-24 

69.90 

17.57 

4.53 

8.00 

Rg-25 

69.90 

9.57 

12.53 

8.00 

Rg-26 

66.30 

17.17 

8.53 

8.00 

Rg-27 

62.70 

20.77 

8.53 

8.00 
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TABI.E  IH-I 

Ground  Coats  of  Series  III 
Batch  Compositions 


Sodium 

Soda 

Red 

Boric 

Enamel 

Flint 

Feldspar 

Borax 

nitrate 

ash 

lead 

acid 

Rg-1 

69.90 

36.96 

6.95 

8.17 

Rg-5 

70.32 

46.75 

5.01 

Rg-6 

66.30 

36.96 

6.95 

11.84 

Rg-7 

62.70 

. 

36.96 

6.95 

15.51 

Rg-9 

104 

80 

36.96 

6.95 

8.17 

Rg-10 

34.90 

52 

4 

36.96 

6.95 

8.17 

Rg-11 

87 

40 

36.96 

6.95 

8.17 

Rg-12 

34.90 

44 

00 

36.96 

6.95 

.  8.17 

Rg-13 

69 

90 

36.96 

6.95 

8.17 

Rg-14 

34.90 

34 

90 

36.96 

6.95 

8.17 

Rg-16 

69.90 

36.96 

6.95 

14 

.16 

Rg-17 

69.90 

36.96 

6.95 

4.08 

7 

.08 

Rg-18 

69.90 

26.07 

6.95 

3.04 

12.24 

Rg-19 

69.90 

36.96 

6.95 

13.67 

Rg-20 

69.90 

36.96 

6.95 

6.84 

4.08 

Rg-21 

69.90 

12.34 

6.95 

12.24 

16 

.00 

Rg-22 

65.90 

36.96 

6.95 

6.84 

8.17 

Rg-23 

61.95 

36.96 

6.95 

13.67 

8.17 

Rg-24 

69.90 

12.34 

6.95 

8.17 

23 

.06 

Rg-25 

69.90 

26.07 

6.95 

9.88 

8.17 

Rg-26 

66.30 

36.96 

6.95 

8.17 

6 

.37 

Rg-27 

62.70 

36.96 

6.95 

8.17 

12 

.75 

Excessive  additions  of  any  one  flux  were  not  desirable,  and  the  best 
results  were  obtained  when  sodium,  lead  and  boric  oxides  were  combined 
in  their  proper  proportions.  Sodium  oxide  in  excess  of  about  10  per  cent, 
on  the  basis  of  melted  weights,  gave  rise  to  blistering.  Boric  oxide  in- 
creased the  firing  range  of  the  ground  coats  and  was  preferable  to  lead 
oxide  in  this  respect,  although  it  tended  to  promote  crawling  of  those  ground 
coats  high  in  boric  oxide  if  they  were  applied  somewhat  heavily. 

The  best  ground  coats,  considering  both  adherence  of  the  enamel  and 
texture  of  the  cover  coats,  named  in  order,  were  Rg-26,  17,  1,  25,  and  18. 

Cover  Enamels 
In  view  of  the  results  obtained  with  the  cover  enamels  applied  to  the 
various  ground  coats,  it  was  decided  to  make  a  study  of  the  effect  of  vary- 
ing composition  in  cover  enamels.  In  order  to  bring  out  the  relation  of 
the  ground  coats  and  cover  coats,  the  latter  were  applied  to  each  of  three 
different  types  of  ground  coats,  namely :  a  high  lead,  a  medium  lead,  and 
a  leadless  type,  or  Rg-7,  Rg-1,  and  Rg-16,  in  the  latter  all  of  the  lead 
oxide  being  replaced  by  boric  oxide.  As  in  the  ground  coats  the  replace- 
ment of  one  oxide  by  another  was  adopted. 
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In  varying  the  compositions  it  was  intended  to  bring  out  definitely  the 
effect  of  the  various  constituents  on  adherence  of  the  ground  coat  as  well 
as  the  relation  of  the  latter  to  the  texture  and  opacity  of  the  cover  enamels. 
In  the  study  of  the  ground  coats  certain  defects  developed  upon  the  appli- 
cation of  cover  coats  which  apparently  were  not  adapted  to  the  particular 
ground  coats;  these  consisted  mainly  of  black  specks,  lack  of  gloss  and 
small  incipient  pinholes.  The  black  specks  had  the  appearance  of  dirt 
or  impurities  which  might  have  been  present  in  the  raw  material  or  which 
might  have  been  collected  in  the  preparation  of  the  enamel,  but  this  evi- 
dently was  not  the  case  as  the  trouble  was  avoided  when  the  same  composi- 
tions were  used  by  the  dry  process.  Therefore,  it  was  believed  that  the 
specking  was  due  to  the  longer  time  required  in  melting  down  the  covers 
by  the  wet  process  whereby  the  ground  coat  became  overfired  and  small 
particles  of  it  would  be  dissolved  by  the  cover,  resulting  in  dark  specks. 

Open  pinholes  on  the  surface  of  the  enamels  could  in  most  cases  be  healed 
over  by  increasing  the  length  of  firing,  but  it  was  observed  that  there  still 
remained  small  incipient  pinholes  in  the  covers  and  it  was  impossible  to 
entirely  eliminate  this  defect.  The  lack  of  opacity  in  these  cover  enamels 
was  caused  by  solution  of  the  opacifying  agents  and  volatilization  of  the 
fluorides.  This  naturally  would  be  expected  to  occur  when  an  unreason- 
able length  of  time  of  firing  was  required  to  obtain  the  desired  texture  as 
compared  with  the  time  for  fusing  these  cover  coats  when  used  in  the 
dry  process. 

It  was  therefore  evident  that  in  order  to  obtain  desirable  results  it  would 
be  necessary  to  accept  several  basic  compositions  and  make  such  substi- 
tutions in  these  as  might  be  expected  to  develop  commercial  enamels. 

As  a  basis  for  this  work  two  types  of  enamel  were  chosen,  R-l,  a  medium 
refractory  composition,  and  R-7,  which  was  comparatively  fusible.  All 
cover  enamels  were  smelted  in  the  usual  way  and  the  frit  was  milled  with 
5  per  cent  of  Johnson-Porter  clay,  8  per  cent  tin  oxide,  and  45  per  cent  of 
water. 

Cover  R-l  was  a  rather  refractory  enamel  containing  feldspar  and 
quartz,  but  comparatively  low  in  boric  oxide,  while  R-7  was  a  more  fusible 
composition,  containing  feldspar  and  a  high  content  of  boric  oxide  but 
no  quartz.  These  compositions  were  also  selected  to  bring  out  any  rela- 
tion between  ground  coats  and  cover  enamels,  that  is,  whether  a  high 
boric  oxide  type  could  be  expected  to  give  better  results  with  a  ground 
coat  high  in  boric  oxide. 

In  Tables  IV-E  and  IV-F  and  Tables  V-F  and  V-G  are  shown  the  melted 
and  batch  weights  of  the  compositions  studied.  These  compositions  can 
be  grouped  in  series  showing  definite  variations  in  composition  as  shown 
in  Tables  IV-A  to  IV-D  for  enamels  R-S  to  19,  based  on  R-l ;  and  Tables 
V-A  to  V-E  for  enamels  R-20  to  35,  which  are  based  on  R-7. 
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The  compositions  based  on  R-l  have  flint,  sodium  oxide,  zinc  oxide, 
and  fluorspar  constant,  since  these  were  present  in  amounts  usually  re- 
quired for  satisfactory  cover  enamels.  The  flint  was  not  replaced  as  the 
refractoriness  was  varied  in  the  different  compositions  by  replacing  the 
feldspar.  Six  per  cent  of  zinc  oxide  in  a  composition  is  about  the  usual 
amount  contained  in  cast  iron  cover  enamels.  An  increase  of  this  amount 
would  induce  crawling,  while  decreasing  it  would  lessen  the  opacity  of  the 
enamel.  An  excessive  amount  of  sodium  oxide  in  covers  produced  pin- 
holes. Sufficient  sodium  oxide  was  reserved  in  each  composition  to  give 
about  5  per  cent  of  sodium  nitrate  in  the  batch,  which  is  necessary  to 
prevent  reduction  of  the  lead  compounds.  The  maximum  amount  of 
fluorspar  usually  added  in  cast  iron  covers  is  about  6  per  cent. 

Table IV-A 

(Feedspar-B203)  Series 

The  Effect  of  Varying  Feldspar  and  B203  in  White  Cover  Enamels. 

Constant  Portion  Melted  53,-12  Si02,  8.5  Na20,  6  ZnO,  5.5  CaF2,  5  Cryolite. 

Variable  Portion  Melted  47,— Feldspar  and  B203 


Melted 

weights 

Remarks 

Enamel 

Feld- 
spar 

B2O3 

Rg-1 

Rg-7 

Rg-1 6 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-l 

38.0 

9.0 

Good 

Good 

Good 

Good 

Good 

Good 

R-8 

33.0 

14.0 

Good 

Good 

Good 

Good 

Good 

Good 

R-9 

28.0 

19.0 

Slight 
crawling 

Good 

Slight 
crawling 

Fair 

Slight 
crawling 

Good 

R-10 

23.0 

24.0 

Badly 
crawled 

Badly 
crawled 

Badly 
crawled 

For  the  reasons  stated  above,  the  compounds  of  sodium  oxide,  zinc 
oxide  and  fluorspar  in  the  compositions  based  on  R-7  were  not  varied, 
and  since  lead  oxide  and  boric  oxide  were  the  principal  fluxes,  it  was  not 
thought  necessary  to  vary  the  amount  of  barium  oxide. 

As  shown  in  Table  IV-A  with  boric  oxide  increased  at  the  expense  of 
feldspar,  the  results  were  not  very  favorable  because  of  the  decided  ten- 
dency of  the  enamel  to  crawl  or  bead.  An  increase  of  o  per  cent  of  boric 
oxide,  over  that  for  R-l,  as  in  R-8,  gave  results  similar  to  R-l.  Although 
the  enamel  did  not  show  any  tendency  to  crawl,  the  incipient  pinholes 
were  not  entirely  avoided.  Further  increases  in  boric  oxide  improved 
the  texture  of  the  enamel  but  increased  the  tendency  to  crawling  when 
applied  in  a  sufficiently  heavy  coat  to  give  the  desired  opacity.  In  cover 
R-10  the  crawling  was  so  increased  that  the  enamel  failed  to  cover  the 
casting  properly. 

It  will  be  noted  that  in  lowering  the  refractoriness  of  the  enamels  by 
increasing  the  boric  oxide,  the  pinholes  became  fewer  when  these  covers 
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were  applied  to  the  more  fusible  ground  coats.  The  opacity  was  also 
improved  but  some  crawling  occurred.  From  these  results  it  was  decided 
that  14  per  cent  of  boric  oxide  was  practically  the  limit  in  this  particular 
type  of  composition  in  order  to  produce  an  enamel  of  the  proper  working 
qualities. 

The  effect  of  increasing  lead  oxide  at  the  expense  of  feldspar,  as  noted 
in  Table  IV-B,  gave  some  very  interesting  and  instructive  results  which 
show  more  definitely  the  relation  between  cover  enamels  and  the  different 
types  of  ground  coats.  The  data  indicated  the  most  suitable  cover  com- 
positions for  each  individual  ground  and  appeared  to  support  the  assump- 
tion made  in  the  preliminary  study  of  this  investigation.  These  composi- 
tions on  the  whole  gave  very  good  results.  However,  it  was  noted  that 
certain  samples  were  not  satisfactory  owing  to  the  appearance  of  black 
specks  and  the  lack  of  opacity. 

Table  IV-B 

(FELDSPAR-PbO)  Series 

The  Effect  of  Varying  Feldspar  and  PbO  in  White  Cover  Enamels. 

Constant  Portion  Melted  46,-12  Si02)  9  B203)  8.5  Na20,  6  ZnO,  5 .5  CaF2)  5  Cryolite. 

Variable  Portion  Melted  54, — Feldspar  and  PbO 


Melted 

weights 

Remarks 

Enamel 

Feld- 
spar 

PbO 

Rg-1 

Rg-7 

Rg-16 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-l 

38.0 

16.0 

Good 

Good 

Good 

Good 

Good 

Good 

R-ll 

33.0 

21.0 

Good 

Good 

Few  pin- 

Good 

Black 

Good 

R-12 

28.0 

26.0 

Good 

Good 

holes 
Few  pin- 

Fair 

specks 
Black 

Good 

R-13 

23.0 

31.0 

Few  pin- 
holes 

Fair 

holes 
Few  pin- 
holes 

Fair 

specks 
Many 
pinholes 

Fair 

It  was  indicated  that  varying  results  could  be  expected  with  a  particular 
cover  coat,  depending  on  the  properties  of  the  ground  coat  to  which  it 
might  be  applied.  It  will,  therefore,  be  necessary,  in  discussing  the  results 
obtained  with  the  cover  coats,  to  consider  the  ground  coats  which  had 
been  used. 

The  best  results  obtained  with  R-ll  containing  21  per  cent  of  lead  oxide 
were  in  connection  with  Rg-1  ground  coat.  This  combination  appeared 
to  give  consistent  results  on  a  number  of  trials  requiring  apparently  the 
same  length  of  time  to  melt  it  down.  The  same  cover  with  Rg-7  and  16 
showed  a  tendency  to  form  pinholes  and  to  develop  black  specks  which 
was  probably  due  to  the  ground  over-firing  before  the  cover  had  matured. 
Cover  enamel  R-12  containing  26  per  cent  of  lead  oxide  gave  very  good 
results  with  both  Rg-1  and  16,  but  no  improvement  over  the  combination 
of  cover  R-l  and  ground  Rg-1  could  be  observed. 
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Covers  R-ll  or  12  in  connection  with  the  use  of  ground  Rg-1  gave 
practically  the  same  results  with  the  exception  of  a  slight  decrease  of 
opacity  in  R-12.  With  31  per  cent  of  lead  oxide,  as  in  R-13,  pinholes  were 
encountered,  this  cover  giving  best  results  with  ground  Rg-7.  With 
ground  Rg-1  a  few  pinholes  were  observed. 

The  data  given  above  show  that  the  covers  should  be  fusible  enough 
to  flow  down  sufficiently  regardless  of  the  composition  of  the  ground 
coat.  An  excessive  amount  of  lead  oxide  in  the  cover  coats  used  on  me- 
dium-hard ground  coats  results  in  pinholes.  It  was  believed  that  the  fusion 
point  of  ground  coats  and  cover  enamels  should  bear  a  close  relation  to 
each  other,  the  best  results  being  obtained  when  the  ground  was  slightly 
the  more  refractory  of  the  two. 

Tabuj  IV-C 

B203-PbO  Series 

The  Effect  of  Varying  B203  and  PbO  in  White  Cover  Enamels. 

Constant   Portion  Melted  75,-38  Eeldspar,  12  Si02,  8.5  Na20,  6   ZnO,  5.5   CaF, 

5  Cryolite. 
Variable  Portion  Melted,  25,— B203  and  PbO 


Melted  weights 

Remarks 

Enamel 

B2O3 

PbO 

Rg-I 

Rg-7 

Rg-1 6 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-14 

R-l 

R-15 

R-16 

R-17 

4.0 

9.0 

14.0 

19.0 

24.0 

21.0 
16.0 
11.0 

6.0 

1.0 

Good 
Good 
Good 

Slight 
crawling 
J  Crawled 

Good 
Good 
Good 

Good 

Good 

Good 
Good 
Good 

Slight 

crawling 

Crawled 

Good 
Good 
Good 

Good 

Good 

Good 

Good 

Black 

specks 

Slight 

crawling 

Crawled 

Good 
Good 
Good 

Good 

Good 

The  results  obtained  in  replacing  lead  oxide  by  boric  oxide  (Table 
IV-C)  were  not  as  satisfactory  as  in  the  previous  series.  This  variation 
maintained  the  refractoriness  of  the  composition  practically  constant. 
The  results  showed  clearly  that  neither  of  the  two  fluxes  could  be  elimi- 
nated in  the  composition  as  each  gave  certain  necessary  fusible  properties 
in  the  enamel.  In  R-14,  with  5  per  cent  of  boric  oxide  replaced  by  lead 
oxide,  little  difference  in  opacity  was  noted  between  it  and  R-l.  This 
enamel  had  a  good  texture  and  consistent  results  were  obtained  with  a 
number  of  samples.  It  was  apparent  that  the  effect  of  replacing  boric 
oxide  with  lead  oxide  was  more  satisfactory  than  that  of  replacing  feldspar 
by  lead  oxide  as  the  elasticity  of  the  enamel  was  increased,  permitting 
the  application  of  a  heavier  coat.  With  the  increase  of  boric  oxide,  crawl- 
ing increased.  In  R-15,  where  5  per  cent  of  lead  oxide  was  replaced  by 
boric  oxide,  good  results  were  obtained  with  Rg-1,  the  enamel  having  good 
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texture  and  opacity.  This  change  slightly  increased  the  refractoriness 
of  the  cover  and  offers  further  evidence  that  the  melting  points  of  both 
compositions  should  be  about  the  same,  because  R-15  with  both  Rg-7 
and  Rg-16  had  a  decided  tendency  to  produce  black  specks.  Very  poor 
results  were  obtained  with  both  R-16  and  R-17  in  connection  with  the  use 
of  the  three  different  ground  coats.  Crawling  was  increased  in  proportion 
to  the  increase  of  boric  oxide.  In  order  to  prevent  crawling  with  these 
enamels  it  would  be  necessary  to  apply  it  so  thin  that  the  opacity  would 
be  lacking. 

As  shown  in  Table  IV-D,  where  feldspar  was  replaced  by  cryolite,  the 
results  obtained  were  very  satisfactory  considering  both  texture  and 
opacity.     The  advantage  of  replacing  feldspar  by  cryolite  over  the  re- 

Table  IV- D 

Feldspar-Cryolite  Series 

The  Effect  of  Varying  Feldspar  and  Cryolite  in  White  Cover  Enamels. 

Constant  Portion  Melted  57,-12  Si02,  9  B203,  8.5  Na20,  16  PbO,  6  ZnO,  5.5  CaF2. 

Variable  Portion  Melted  43, — Feldspar  and  Cryolite 


Melted 

weights 

Remarks 

Enamel 

Feld- 
spar 

Cryo- 
lite 

Rg-1 

Rg-7 

Rg-16 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-l 

38.0 

5.0 

Good 

Good 

Good 

Good 

Good 

Good 

R-18a 

35.5 

7.5 

Good 

Good 

Good 

Good 

Good 

Good 

R-18 

33.0 

10.0 

Good 

Very 
good 

Good 

Very 
good 

Good 

Good 

R-19a 

30.5 

12.5 

Good 

Very 
good 

Good 

Very 
good 

Black 
specks 

Good 

R-19 

28.0 

15.0 

Good 

Very 
good 

Good 

Very 
good 

Black 
specks 

Good 

placement  of  feldspar  by  lead  oxide  was  the  increase  of  opacity  as  well 
as  the  fusibility  of  the  composition.  Replacing  5  per  cent  of  the  feldspar 
by  cryolite  gave  very  good  results  with  the  three  different  types  of  ground 
coats,  but  when  10  per  cent  of  feldspar  was  replaced  by  cryolite  the  re- 
sults were  not  so  favorable,  pinholes  being  apparent  in  the  covers  used 
with  both  Rg-1  and  Rg-16.  Aside  from  this  feature,  it  was  noted  that 
this  enamel  had  a  slight  tendency  to  crawl  when  applied  rather  heavily. 
R-lSa,  with  7.5  per  cent  of  feldspar  replaced  by  cryolite,  gave  results 
similar  to  those  of  R-18,  while  in  R-19a,  with  12.5  per  cent  of  feldspar 
replaced  by  cryolite,  the  same  trouble  was  incurred  as  in  R-19  with  a 
further  increase  of  cryolite  to  15  per  cent. 

The  above  results  indicate  that  cryolite  should  not  exceed  10  per  cent 
to  give  the  most  satisfactory  results  in  cover  enamels  of  this  type. 

When  using  R-7  as  a  basic  composition  the  results  obtained  by  the 
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various  substitutions  were  not  as  satisfactory  in  their  entirety  as  those 
in  the  previous  series  because  of  the  lack  of  opacity.  However,  several 
good  compositions  were  developed,  and  the  work  shows  definitely  the 
different  effects  on  cover  enamels  of  this  type  when  the  same  substitutions 
are  made  as  in  the  previous  series.     As  the  basic  composition  R-7  was 

Table  IV-E 
White  Cover  Enamels  of  Series  IV 
Melted  Compositions 


Enamel 

Feldspar 

Flint 

B:Os 

Na20 

PbO 

ZnO 

CaF2 

Cryolite 

R-l 

38.0 

12.0 

9.0 

8.5 

16.0 

6.0 

5.5 

5.0 

R-8 

33.0 

12.0 

14.0 

8.5 

16.0 

6.0 

5.5 

5.0 

R-9 

28.0 

12.0 

19.0 

8.5 

16.0 

6.0 

5.5 

5.0 

R-10 

23.0 

12.0 

24.0 

8.5 

16.0 

6.0 

5.5 

5.0 

R-ll 

33.0 

12.0 

9.0 

8.5 

21.0 

6.0 

5.5 

5.0 

R-12 

28.0 

12.0 

9.0 

8.5 

26.0 

6.0 

5.5 

5.0 

R-13 

23.0 

12.0 

9.0 

8.5 

31.0 

6.0 

5.5 

5.0 

R-14 

38.0 

12.0 

4.0 

8.5 

21.0 

6.0 

5.5 

5.0 

R-15 

38.0 

12.0 

14.0 

8.5 

11.0 

6.0 

5.5 

5.0 

R-16 

38.0 

12.0 

19.0 

8.5 

6.0 

6.0 

5.5 

5.0 

R-17 

38.0 

12.0 

24.0 

8.5 

1.0 

6.0 

5.5 

5.0 

R-18 

33.0 

12.0 

9.0 

8.5 

16.0 

6.0 

5.5 

10.0 

R-19 

28.0 

12.0 

9.0 

8.5 

16.0 

6.0 

5.5 

15.0 

R-18a 

35.0 

12.0 

9.0 

8.5 

16.0 

6.0 

5.5 

7.5 

R-19a 

30.5 

12.0 

9.0 

8.5 

16.0 

6.0 

5.5 

12.5 

Table  IV-F 

White  Cover  Enamels  of  Series  IV 

Batch  Compositions 


"3 
E 
d 
a 
w 

u 

a 
2 

a 

S 

y, 

o 

m 

6  v 

O.tJ 

OS 

•a 

0 

■a 

d 

<u 

•a 

at 

."2 
'3 
o 
o 

a 

N 

u 
a! 
O, 

u 

o 

3 
5 

Cryolite 

R-l 

38.0 

12.0 

24.52 

6.20 

3.86 

16.42 

6.0 

5.5 

5.0 

R-8 

33.0 

12.0 

38.14 

6.35 

16.42 

6.0 

5.5 

5.0 

R-9 

28.0 

12.0 

38.14 

6.35 

16.42 

6.0 

5.5 

5.0        8 

85 

R-10 

23.0 

12.0 

38.14 

6.35 

16.42 

6.0 

5.5 

5.0       17 

70 

R-ll 

33.0 

12.0 

24.52 

6.20 

3.86 

21.60 

6.0 

5.5 

5.0 

R-12 

28.0 

12.0 

24.52 

6.20 

3.86 

26.70 

6.0 

5.5 

5.0 

R-13 

23.0 

12.0 

24.52 

6.20 

3.86 

31.80 

6.0 

5.5 

5.0 

R-14 

38.0 

12.0 

10.90 

6.20 

7.70 

21.60 

6.0 

5.5 

5.0 

R-15 

38.0 

12.0 

38.14 

6.35 

11.30 

6.0 

5.5 

5.0 

R-16 

38.0 

12.0 

38.14 

6.35 

6.20 

6.0 

5.5 

5.0        8 

85 

R-17 

38.0 

12.0 

38.14 

6.35 

1.03 

6.0 

5.5 

5.0       17 

75 

R-18 

33.0 

12.0 

38.14 

6.20 

3.86 

16.42 

6.0 

5.5 

5.0 

R-19 

28.0 

12.0 

24.52 

6.20 

3.86 

16.42 

6.0 

5.5 

5.0 

R-18a 

35.5 

12.0 

24.52 

6.20 

3.86 

16.42 

6.0 

5.5 

5.0 

\<    I'.Im 

:;n  5 

12.0 

21    52 

6.20 

3.86 

16.42 

6.0 

5.5 

5.0 
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considerably  more  fusible  than  R-l,  the  results  with  enamels  in  which  the 
feldspar  content  remained  constant  or  was  increased,  proved  more  favorable 
than  where  feldspar  was  decreased  below  that  percentage  in  the  base  enamel. 
In  R-20,  increasing  the  feldspar  5  per  cent  at  the  expense  of  boric  oxide, 
as  in  Table  V-A,  good  results  were  obtained  with  grounds  Rg-1  and  7 
although  the  opacity  was  not  exceptionally  good  in  either  case.     There 

Table  V-A 

Feldspar-B203  Series 

The  Effect  of  Varying  Feldspar  and  B203  in  White  Cover  Enamels. 

Constant  Portion  Melted  40,— 11  Na20,  15  PbO,  5  ZnO,  3.5  BaO,  5.5  CaF2. 

Variable  Portion  Melted  60, — Feldspar  and  B203 


Melted  weights 

Remarks 

Enamel 

Feld- 
spar 

B2O3 

Rg-1 

Rg-7 

Rg-1 

5 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-21 

50.0 

10.0 

Good 

Fair 

Good 

Fair 

Good 

Fair 

R-20 

45.0 

15.0 

Good 

Fair 

Good 

Fair 

Good 

Fair 

R-7 

40.0 

20.0 

Good 

Fair 

Good 

Fair 

Good 

Good 

R-22 

35.0 

25.0 

Black 
specks 

Poor 

Good 

Fair 

Black 
specks 

Poor 

Table  V-B 

FELDSPAR-PbO  Series 

The  Effect  of  Varying  Feldspar  and  PbO  in  White  Cover  Enamels. 

Constant  Portion  Melted  45,-20  B203,  11  Na20,  5  ZnO,  3.5  BaO,  5.5  CaF2. 

Variable  Portion  Melted  55, — Feldspar  and  PbO 


Melted  weights 

Remarks 

Enamel 

Feld- 
spar 

PbO 

Rg-1 

Rg-7 

Rg-16 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-24 

50.0 

5.0 

Good 

Fair 

Good 

Fair 

Good 

Fair 

R-23 

45.0 

10.0 

Good 

Fair 

Good 

Fair 

Good 

Fair 

R-7 

40.0 

15.0 

Good 

Fair 

Good 

Fair 

Good 

Fair 

R-25 

35.0 

20.0 

Good 

Poor 

Good 

Poor 

Good 

Poor 

R-26 

30.0 

25.0 

Good 

Poor 

Good 

Poor 

Good 

Poor 

R-27 

25.0 

30.0 

Good 

Poor 

Good 

Poor 

Good 

Poor 

was  a  slight  improvement  over  R-7.  Increasing  the  feldspar  10  per  cent 
at  the  expense  of  the  boric  oxide  gave  good  results  with  the  three  different 
types  of  ground  coats.  The  opacity  was  not  improved  over  R-20  and  in 
certain  samples  there  was  a  tendency  to  form  black  specks,  the  latter 
fact  indicating  that  the  cover  was  too  refractory  for  the  different  ground 
coats.  Increasing  the  boric  oxide  5  per  cent  at  the  expense  of  feldspar, 
as  in  cover  R-22,  affected  the  properties  of  the  composition  as  might  be 
expected  from  the  results  obtained  from  R-20  and  R-21.  This  cover 
used  with  Rg-1  and  16  had  poor  texture  and  opacity.     In  both  cases 
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many  black  specks  were  apparent.  When  used  with  Rg-7  the  texture 
was  free  from  black  specks  but  the  opacity  was  not  improved.  Apparently 
the  best  combination  obtained  from  this  study  was  R-20  used  in  connec- 
tion with  ground  Rg-1. 

In  Table  V-B  is  shown  a  series  with  lead  oxide  replaced  by  feldspar 
and  feldspar  replaced  by  lead  oxide.  The  results  obtained  were  fairly 
satisfactory  as  to  texture,  but  opacity  was  lacking  throughout  the  whole 
series.  With  these  various  substitutions  Rg-1  appeared  to  be  the  most 
suitable  ground  coat.  Increasing  the  lead  oxide  bettered  the  texture  with 
covers  applied  on  ground  Rg-1 ;  however,  a  decrease  of  opacity  was  noticed 
as  the  lead  oxide  was  increased. 

Table  V-C 

PbO-B2Os  Series 

The  Effect  of  Varying  PbO  and  B203  in  White  Cover  Enamels. 

Constant  Portion  Melted  65, — 40  Feldspar,  11  Na20,  5  ZnO,  3.5  BaO,  5.5  CaF2. 

Variable  Portion  Melted  35,— PbO  and   B2Os 


Melted  weights 

Remarks 

Enamel 

B2O3 

PbO 

Rg-1 

Rg-7 

Rg-16 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-28 

25.0 

10.0 

Good 

Good 

Good 

Good 

Good 

Good 

R-7 

20.0 

15.0 

Good 

Fair 

Good 

Fair 

Good 

Good 

R-29 

15.0 

20.0 

Good 

Fair 

Good 

Fair 

Black 
specks 

Good 

R-30 

10.0 

25.0 

Good 

Fair 

Few  pin- 
holes 

Fair 

Few  pin- 
holes 

Fair 

R-31 

5.0 

30.0 

Many  pin- 
holes 

Fair 

Many   pin- 
holes 

Fair 

Many  pin- 
holes 

Fair 

Replacing  5  per  cent  of  lead  oxide  with  feldspar  gave  an  enamel  having 
good  texture  with  either  of  the  three  types  of  grounds,  but  in  each  case 
opacity  was  lacking.  Increasing  feldspar  10  per  cent  at  the  expense  of 
lead  oxide  further  increased  the  opacity  and  there  was  considerable  forma- 
tion of  pinholes  when  these  cover  enamels  were  used  over  the  softer  grounds. 

Replacing  the  feldspar  by  lead  oxide  gave  rather  poor  results  with  Rg-7 
and  16,  pinholes  being  formed  with  each  step  and  the  opacity  decreasing 
proportionally  with  the  increase  of  lead  oxide.  However,  it  was  noted 
that  the  same  composition  used  with  Rg-1  gave  enamels  with  fairly  good 
texture. 

From  the  data  given  above  it  was  decided  that  a  high  content  of  lead 
oxide  decreased  the  opacity  of  the  enamel.  Cover  R-23  when  used  with 
ground  Rg-1  apparently  gave  the  best  results  of  any  enamel  in  this  series. 

Replacing  lead  oxide  by  boric  oxide  (Tabic  V-C)  produced  enamels 
having  more  desirable  properties  than  those  obtained  in  the  previous  series 
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based  on  Cover  R-7.  It  was  noted  that  the  opacity  could  be  controlled 
more  successfully  by  varying  the  proportion  of  the  fluxes. 

The  most  satisfactory  composition  developed  in  this  series  was  R-28. 
The  properties  of  this  enamel  were  such  that  good  results  were  obtained 
with  the  three  different  types  of  grounds. 

Cover  R-28  contains  25  per  cent  of  boric  oxide.  This  amount  is  un- 
usually high,  but  for  this  particular  type  of  enamel  a  high  boric  oxide  con- 

Table  V-D 

Feldspar-Cryolite  Sertes 

The  Effect  of  Varying  Feldspar  and  Cryolite  in  White  Cover  Enamels. 

Constant  Portion  Melted  60—20  B203,  11  Na20,  15  PbO,  5  ZnO,  3  .5  BaO,  5.5  CaF2. 

Variable  Portion  Melted  40,- — -Feldspar  and  Cryolite 


Melted  weights 

Remarks 

Enamel 

Feld- 
spar 

Cryo- 
lite 

Rg-1 

Rg-~ 

Rg-16 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-7 

40.0 

Good 

Fair 

Good 

Fair 

Good 

Good 

R-32 

35.0 

5.0 

Fine  pin- 
holes 

Fair 

Black 
specks 

Poor 

Good 

Poor 

R-33 

30.0 

10.0 

Crawled 
Few    pin- 
holes 

Poor 

Crawled 
Many  pin- 
holes 

Poor 

Crawled 

Black 

specks 

Poor 

Table  V-E 

B203-Cryolite  Series 

The  Effect  of  Varying  B203  and  Cryolite  in  White  Cover  Enamels. 

Constant  Portion  Melted  80, — 10  Feldspar,  11  Xa20,  15  PbO,  5  ZnO,  3  .5  BaO,  5.5  CaF2. 

Variable  Portion  Melted  20, — B203  and  Cryolite 


Melted  weights 

Remarks 

Enamel 

B2O3 

Cryo- 
lite 

Rg-1 

Rg-7 

Rg-16 

Texture 

Opacity 

Texture 

Opacity 

Texture 

Opacity 

R-7 
R-34 

R-35 

20.0 

15.0 
10.0 

5.0 
10.0 

Good 
Good 

Many 
pinholes 

Fair 
Fair 

Poor 

Good 
Crawled 

Few  pin- 
holes 

Fair 
Fair 

Poor 

Good 

Few  pin- 
holes 

Few  pin- 
holes 

Good 
Fair 

Poor 

tent  produced  the  most  beneficial  results.  However,  it  was  noted  that 
more  care  was  required  in  the  manipulation,  as  a  composition  of  this  kind 
is  more  liable  to  crawl  than  the  lead  type.  Increasing  the  lead  oxide  at 
the  expense  of  boric  oxide,  as  in  covers  R-29,  30  and  31,  produced  enamels 
with  lower  viscosity,  but  with  many  of  the  samples  pinholes  and  black 
specks  were  formed,  these  features  being  noticeable  when  either  of  the 
three  types  of  ground  coats  was  used.  The  opacity  was  decidedly  de- 
creased with  the  increase  of  lead  oxide  and  with  increase  of  15  per  cent 
the  enamel  approached  a  clear  glass, 
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The  replacement  of  feldspar  by  cryolite  (Table  V-D)  in  this  type  of 
enamel  did  not  prove  very  successful.  The  most  serious  objection  was 
crawling,  while  the  texture  and  opacity  were  not  improved  to  any  notice- 
able extent. 

The  fact  that  cryolite  had  vastly  different  effects  in  the  two  different 
types  of  basic  enamels  shows  rather  definitely  that  a  broad  statement 
cannot  be  made  as  to  its  effect  in  different  types  of  compositions. 

The  lack  of  opacity  in  these  enamels  containing  cryolite  may  be  due  to 
the  fusibility  of  the  enamel,  probably  allowing  easy  volatilization  of  the 
fluorine  and  solution  of  the  opacifying  agents. 

It  was  also  noted  that  in  increasing  cryolite  at  the  expense  of  feldspar 
and  boric  oxide,  crawling  of  the  enamel  occurred. 

The  replacement  of  boric  oxide  by  cryolite  (Table  V-E)  as  in  R-34  and 
35,  gave  results  which  were  very  similar  to  those  obtained  with  R-32  and 
33.  These  enamels  had  a  decided  tendency  to  crawl  and  the  texture  was 
not  satisfactory  when  either  composition  was  used  with  the  three  different 
types  of  ground  coats. 

It  will  be  noted  that  vastly  different  results  were  obtained  varying  by 
the  same  constituents  in  the  composition  of  R-l  and  R-7.  The  most 
appreciable  difference  was  noted  when  the  effect  of  cryolite  in  these  com- 
positions was  studied.  The  same  amount  of  boric  oxide  in  the  two  com- 
positions gave  decidedly  different  results.  It  is  evident  that  the  limit  for 
boric  oxide  is  higher  in  the  case  of  the  more  fusible  enamels.     This  may 


Table  V-F 
White  Cover  Enamels  of  Series  V 
Melted  Compositions 


Enamel 

Feldspar 

B>o3 

NasO 

PbO 

ZnO 

BaO 

CaF2 

Cryolite 

R-7 

40.0 

20.0 

11.0 

15.0 

5.0 

3.5 

5.5 

R-20 

45.0 

15.0 

11.0 

15.0 

5.0 

3.5 

5.5 

R-21 

50.0 

10.0 

11.0 

15.0 

5.0 

3.5 

5.5 

R-22 

35.0 

25.0 

11.0 

15.0 

5.0 

3.5 

5.5 

R-23 

45.0 

20.6 

11.0 

10.0 

5.0 

3.5 

5.5 

R-24 

50.0 

20.0 

11.0 

5.0 

5.0 

3.5 

5.5 

R-25 

35.0 

20.0 

11.0 

20.0 

5.0 

3.5 

5.5 

R-26 

30.0 

20.0 

11.0 

25.0 

5.0 

3.5 

5.5 

R-27 

25.0 

20.0 

11.0 

30.0 

5.0 

3.5 

5.5 

R-28 

40.0 

25.0 

11.0 

10.0 

5.0 

3.5 

5.5 

R-29 

40.0 

15.0 

11.0 

20.0 

5.0 

3.5 

5.5 

R-30 

40.0 

10.0 

11.0 

25.0 

5.0 

3.5 

5.5 

R-31 

40.0 

5.0 

11.0 

30.0 

5.0 

3.5 

5.5 

R-32 

35.0 

20.0 

11.0 

L5.0 

5.0 

3.5 

5 

.0 

R-33 

30.0 

20.0 

11  .0 

15.0 

5.0 

3.5 

5.5 

10 

.0 

R-34 

40.0 

15.0 

11.0 

15.0 

5.0 

3 . 5 

5 

.0 

R-35 

40.0 

10.0 

11.0 

15.0 

5.0 

3.5 

5.5 

10 

0 
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Table  V-G 

White  Cover  Enamees  of  Series  V 

Batch  Compositions 


"3 

a 

(3 

a 
W 

u 

a 
a 

2 
"3 
ft 

X 

(3 
u 
O 

a 

So. 

.=  ■5 

■OH 

o.- 
xn  a 

(3 
0 

■g 

V 

01 

"3 

o 
u 

a 

N 

B 

3     . 

«3 

u 

a 
ft 

u 

o 

a 

s 

u 

"o 
>> 

u 
O 

Boric 
acid 

R-7 

40.0 

24.52 

5.95 

15.40 

5.0 

4.5 

5.5 

R-20 

45.0 

41.0 

5.95 

3.73 

15.4 

5.0 

4.5 

5.5 

R-21 

50.0 

27.3 

5.95 

7.55 

15.4 

5.0 

4.5 

5.5 

8.85 

R-22 

35.0 

54.5 

5.95 

15.4 

5.0 

4.5 

5.5 

R-23 

45.0 

54.5 

5.95 

10.3 

5.0 

4.5 

5.5 

R-24 

50.0 

54.5 

5.95 

5.15 

5.0 

4.5 

5.5 

R-25 

35.0 

54.5 

5.95 

20.6 

5.0 

4.5 

5.5 

R-26 

30.0 

54.5 

5.95 

25.7 

5.0 

4.5 

5.5 

R-27 

25.0 

54.5 

5.95 

30.9 

5.0 

4.5 

5.5 

R-28 

50.0 

54.5 

5.95 

10.3 

5.0 

4.5 

5.5 

8.85 

R-29 

40.0 

41.0 

5.95 

3.73 

20.6 

5.0 

4.5 

5.5 

R-30 

40.0 

27.3 

5.95 

7.55 

25.7 

5.0 

4.5 

5.5 

R-31 

40.0 

13.6 

5.95 

11.30 

30.9 

5.0 

4.5 

5.5 

R-32 

35.0 

54.5 

5.95 

15.4 

5.0 

4.5 

5.5 

5. 

0 

R-33 

30.0 

54.5 

5.95 

1 

15.4 

5.0 

4.5 

5.5 

10. 

0 

R-34 

40.0 

41.0 

5.95 

3.73 

15.4 

5.0 

4.5 

5.5 

5. 

0 

R-35 

40.0 

27.3 

5.95 

7.55 

15.4 

5.0 

4.5 

5.5 

10. 

0 

be  due  to  the  fact  that  the  refractory  enamels  are  comparatively  viscous 
and  this  property  is  emphasized  by  the  additions  of  such  a  substance  as 
boric  oxide. 

The  different  effects  in  the  two  compositions  show  rather  definitely 
that  the  effects  of  boric  oxide  and  cryolite  can  be  stated  only  in  relation 
to  a  definite  composition. 

Summary 

The  primary  purpose  of  this  investigation  has  been  to  learn  the  effect 
of  varying  composition  and  treatment  on  wet  process  enamels.  A  number 
of  satisfactory  enamels  have  been  developed  and  information  has  been 
gained  regarding  the  technic  of  this  type  of  enameling.  While  considera- 
tion must  be  given  to  the  comparative  refractoriness  of  the  ground  and 
cover  coats,  the  following  compositions  may  be  mentioned  as  having  given 
very  satisfactory  results:  Ground  coats  Rg-26,  17,  1,  25,  and  18,  and  cover 
coats  R-14,  11,  28,  1,  and  18.  The  laboratory  results  for  the  more  promis- 
ing enamels  have  been  checked  on  a  factory  basis,  and,  taking  into  con- 
sideration the  variations  in  furnace  and  factory  conditions,  the  conclu- 
sions drawn  from  the  laboratory  work  have  been  confirmed. 

Bureau  of  Standards 
Washington,  D.  C. 
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Discussion 

Mr.  SwEELY : — I  would  like  to  ask,  if  you  mean  crawling  of  the  enamel 
before  fusion  or  afterwards;  when  you  first  put  it  into  the  furnace? 

Mr.  DaniELSOn: — When  it  first  goes  in  the  furnace  there  is  a  sort  of 
cracking  of  the  enamel,  it  then  peels  back  leaving  the  metal  exposed. 
An  enamel  that  would  so  crack  and  crawl  would  not  be  a  practical  ground 
coat  to  use,  or  in  the  case  of  cover  coat  it  would  not  be  satisfactory  for 
commercial  purposes. 

Mr.  Weister: — How  fast  did  you  dry  that  enamel? 

Mr.  Danieeson: — That  is  a  very  important  thing  in  connection  with 
the  use  of  wet  process  enameling.  It  is  very  important  that  the  cover 
coats  dry  very  thoroughly  before  they  are  used  and  dried  slowly.  Sam- 
ples were  placed  in  a  drier  at  about  ninety  degrees  and  probably  dried  in 
about  an  hour's  time,  thoroughly;  and  for  safety  we  then  left  those  in 
an  hour  longer.  Unless  the  cover  compositions  are  dried  thoroughly  there 
would  be  cracking  and  crawling  of  the  enamel. 

The  results  we  have  obtained  in  that  connection  have  also  been  verified 
in  commercial  practice,  where  wet  process  enamels  are  used.  It  is  ab- 
solutely necessary  to  dry  slowly  and  dry  carefully  in  all  cases  in  order  to 
avoid  cracking. 

Mr.  Malinovsky: — Is  not  the  same  true  also  of  steel  enamels? 

Mr.  Danieeson  : — It  is  true  with  sheet  steel  enamel,  but  wet  process 
enamels  on  cast  iron  must  be  dried  somewhat  slower  and  much  more 
thoroughly.  One  explanation  of  that  may  be  that  the  cast  iron  is  some- 
what more  porous,  and,  also,  the  moisture  is  retained  longer  in  these  than 
in  sheet  steel  coated  with  a  rather  glassy  ground  coat. 


THE  INFLUENCE  OF  HEAT  ON  THE  MICROSCOPIC  PROPER- 
TIES OF  SILICA  IN  ITS  DIFFERENT  MINERAL  FORMS1 

By  J.  T.  Robson 
ABSTRACT 

A  study  is  made  of  the  effect  of  heat  at  cone  13  and  cone  14  on  the  index  of  refrac- 
tion of  the  four  common  mineral  forms  of  silica  used  in  the  ceramic  industries.  These 
mineral  forms  are  sand,  quartz,  chalcedony  and  French  flint.  The  effect  of  these 
mineral  forms  on  the  index  of  refraction  of  porcelain  bodies  fired  to  cone  13  and  cone  14 
is  also  given. 

The  inversions  of  silica  are  recognized  as  a  source  of  weakness  in  any- 
ceramic  body  into  which  it  is  introduced.  The  inversion  temperatures 
for  quartz  have  been  determined  with  great  care  and  are  as  follows: 

Inversion  Temperature  Remarks2 

A  quartz-B  quartz  575°  C  Rapid,  reversible 

B  quartz-B2  tridymite  870o±10°  Very   sluggish,    reversible 

B  tridymite-B  cristobalite  1470 0± 10°  Very  sluggish,  reversible 

The  different  mineral  forms  of  silica  used  in  the  ceramic  industries  make 
it  of  special  interest  to  know  their  difference  in  behavior  resulting  from 
heat  treatment.  At  the  present  time  there  are  four  different  mineral 
forms  of  silica  on  the  market.     These  are  as  follows: 

(1)  Common  Potters  Flint,  a  silica  sand  obtained  by  washing  a  sand 
rock  and  pulverizing  the  product. 

(2)  Rock  Quartz,  a  massive  quartz  rock,  called  sugar  quartz,  which 
occurs  as  intrusions  in  pegmatites  and  granites.  This  rock  is  calcined 
at  about  1000  °C  which  weakens  its  structure  and  it  is  then  pulverized. 

(3)  French  Flint,  a  nodular  form  of  silica,  which  occurs  as  pebbles 
along  the  Atlantic  coast  of  Europe  and  Greenland.  These  pebbles  are 
probably  segregated  silica  from  the  slimes  of  the  ocean  bottom  which 
have  worked  up  to  the  shore  level.  The  pebbles  are  calcined  at  about 
1000  °C  which  renders  them  friable  and  then  easily  pulverized. 

(4)  Chalcedony,  a  massive  but  rather  easily  crushed  rock,  occurring 
in  considerable  quantity  as  lens  or  pocket  deposits  in  southwestern  Illinois. 
This  is  crushed  and  pulverized. 

These  four  mineral  forms  of  silica  were  studied  as  they  are  ordinarily 
furnished  to  the  ceramic  industries  and  also  after  being  heated  to  tempera- 
tures of  cone  13  (1390  °C)  and  cone  14  (1410  °C).  These  four  mineral 
forms  of  silica  were  also  studied  in  porcelain  bodies  fired  at  cones  13  and  14. 

Method  of  Procedure. — The  bodies  together  with  samples  of  the 
silicas  alone  were  placed  in  an  8  inch  by  8  inch  circular  sagger,  covered 
and  placed  inside  a  larger  sagger  and  burned  in  the  load  test  furnace  (com- 

1  Presented  at  the  St.  Louis  Meeting,  Feb.  28,  1922. 

2  "The  Ternary  SystemCaO-Al203-Si02, "Rankin  &  Wright,  Am.  J.  Set.,  39, 4  (1915). 
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pressed  air-gas)  to  cone  13  down  inside  the  small  sagger.  The  time  re- 
quired for  this  burn  was  4}^  hours. 

Another  burn  to  cone  14  down  inside  the  sagger  was  made  using  similar 
porcelain  bodies  and  the  silicas  alone.  The  time  required  for  this  burn  was 
4V4  hours. 

The  porcelain  body  used  had  the  following  composition: 

Canadian  Feldspar      20% 
Florida  Kaolin  45% 

Silica  35% 


100% 


These  bodies  were  made  into  circular  discs  about  3  inches  in  diameter 
by  about  Y2  inch  thick. 

The  body  samples  were  pulverized  to  an  impalpable  powder  in  an  agate 
mortar.  The  silt  was  removed  by  decantation  with  water  and  the  residue 
examined  in  order  to  show  as  distinctly  as  possible  the  free  silica  grains 
not  enveloped  with  the  conglomerate  body. 

A  4  mm.  objective  was  used  in  this  work.  This  was  especially  necessary 
in  examining  the  chalcedony  which  is  micro-crystalline. 

Results 

Table  I 
Screen  Analysis  of  Different  Forms  of  Silica 

Material  Cumulative  percentage  residue 

100  m.  150  m.  200  m.  300  m. 

Sand 0.35  0.35  1.97  4.57 

Quartz 0.70  2.39  11.41  23.29 

Chalcedony 0.06  0.72  1.27  1.68 

French  Flint 0.26  1.74  4.27  8.56 

Table  II 
Effect  of  Heat  on  Index  of  Refraction  of  Different  Forms  of  Silica 

Index  before  Index  after  heating  Index  after  heating 

Material  heating  to  cone  13  to  cone  14 

Sand 1.545  1.545  1.509 

Quartz 1.545  1.545  1.517 

Chalcedony 1.540  1.527  1.495 

French  Flint 1.527  1.487  1.487 

Table  III 
Index  of  Refraction  of  Porcelain  Bodies  Made  with  Different  Forms  of  Silica 

Index  of  body  Index  of  body 

Material  fired  to  cone  13  fired  to  cone  14 

Sand 1.522  1.508 

Quartz 1.523  1.500 

Chalcedony 1.512  1.502 

French  Flint 1.518  1-505 
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Comments. — Table  II  shows  that  both  the  sand  and  quartz  before 
heating  have  an  index  of  refraction  of  1.545  which  practically  corresponds 
to  1.54425,  the  value  given  for  Si02  by  Winchell.1 

No  effect  is  noticed  in  the  case  of  either  sand  or  quartz  on  the  index 
at  cone  13,  about  1390  °C,  but  at  cone  14,  about  1410  °C,  a  decided  drop 
has  taken  place  in  the  indices  of  both  substances,  showing  that  above  cone 
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Fig.  1. 

13  both  sand  and  quartz  tend  to  transform  into  cristobalite  which  has  an 
index  of  refraction  of  1.487.2 

The  French  flint  before  heating  has  an  index  of  1.527  which  is  lower 
than  that  of  ordinary  quartz  (1.545).  This  is  due  no  doubt  to  the  fact 
that  before  French  flint  is  ground  the  pebbles  are  calcined  at  about  1000  °C 
(cone  07). 

1  "Elements  of  Optical  Mineralogy,"  p.  341. 

2  Rankin  &  Wright,  Am.  J.  Set.,  39,  4  (1915). 
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At  cone  13  this  French  flint  changed  entirely  to  cristobalite,  as  shown 
by  the  index  1.487.  This  index  remained  unchanged  at  cone  14.  Since 
the  lowest  burn  made  was  at  cone  13,  it  is  not  known  whether  or  not 
French  flint  is  entirely  inverted  into  cristobalite  below  cone  13. 

Before  heating,  the  index  of  chalcedony  was  1.540,  which  is  0.005  below 
that  of  ordinary  quartz.  At  cone  13,  the  index  fell  to  1.527,  which  is  the 
same  as  that  found  for  the  French  flint  as  received.  At  cone  14  the  index 
is  1.495,  which  is  but  0.008  greater  than  that  for  cristobalite,  showing 
that  at  cone  14  the  chalcedony  has  nearly  inverted  into  pure  cristobalite. 

In  general,  it  is  to  be  noted  that  heat  has  a  very  similar  effect  on  the 
index  of  refraction  of  both  flint  and  quartz.  This  is  shown  by  the  attached 
curve  A  which  also  shows  the  effect  of  heat  on  the  index  of  refraction  of 
chalcedony  and  French  flint. 

It  was  found  impossible  to  obtain  the  correct  index  of  refraction  of  the 
silicas  in  the  porcelain  aggregates  because  the  crystal  could  not  be  abso- 
lutely segregated  and  upon  raising  the  body  tube  of  the  microscope  the 
Becke  line  would  go  in  on  one  side  but  out  on  the  other. 

With  the  bodies  containing  flint,  quartz  and  French  flint,  many  free 
silica  crystals  could  be  observed  when  the  bodies  were  very  finely  ground. 
With  the  body  containing  chalcedony,  a  few  white  opaque  crystals  could 
be  observed  under  crossed  nicols,  the  same  as  observed  with  chalcedony 
alone  under  crossed  nicols,  tending  to  show  that  some  uncombined  chal- 
cedony was  present.  This  chalcedony  body  appeared  to  be  very  fine 
grained  and  not  of  large  crystalline  structure  as  the  other  three  bodies. 

Table  III  shows  that  the  index  of  the  various  conglomerate  bodies  did 
not  differ  to  a  very  great  extent.  Considerable  difficulty  was  experienced 
in  obtaining  the  index  of  these  bodies  because  of  lack  of  a  clear  definite 
line  of  light. 

The  quartz  in  the  raw  state,  although  white,  was  slightly  darker  than 
the  other  silicas.  This  difference  in  color  was  more  intensified  after  heat- 
ing, the  quartz  having  a  very  pale  straw  color,  whereas  the  other  materials 
were  extremely  white.  A  similar  effect  on  wetting  the  silicas  was  noted. 
The  quartz  possessed  the  darkest  color,  the  French  flint  also  had  a  faint 
dark  color  when  wet.  After  the  silt  was  decanted  off,  as  described  in  the 
procedure,  the  difference  in  color  was  not  nearly  so  intense,  due  probably 
to  the  fact  that  traces  of  clay  were  present  which  would  be  included  in 
the  silt. 

Table  I  shows  that  the  quartz  used  in  this  study  was  much  coarser  than 
the  other  silicas  used  and  that  the  chalcedony  was  much  finer  than  the 
others. 

Since  this  paper  was  prepared  a  communication  has  been  received  from 
Dr.  R.  Rieke  of  Charlottenberg,  Germany,  to  whom  a  portion  of  the  same 
samples  had  been  sent.     Dr.  Rieke  studied  the  speed  of  transformation 
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into  eristobalite  by  burning  the  samples  to  1430  °C  and  noting  the  change 
in  their  specific  gravity.1 

He  obtained  the  following  results: 

Table  IV 

Specific   gravity 
Specific  gravity  after  burning 

Material  before  burning  to  1430  °C 

Sand 2.67  2.49 

Quartz 2.66  2.49 

Chalcedony 2.66  2.32 

French  Flint 2.58  2.28 

Cristobalite  has  a  specific  gravity  of  2.32. 

This  work  in  agreement  with  the  writer's  work  tends  to  show  that 
French  flint  and  chalcedony  both  transform  into  cristobalite  before  sand 
and  quartz,  which  appear  to  alter  about  the  same. 

Table  IV  shows  that  at  1430  °C  chalcedony  had  entirely  transformed 
into  cristobalite  and  since,  according  to  Table  II,  it  had  not  inverted  at 
1410  °C,  the  temperature  of  1430  °C  is  probably  very  close  to  the  inver- 
sion temperature  of  chalcedony  into  cristobalite. 

Dept.  of  Ceramics 

Ohio  State  University 

Columbus,  Ohio 

1  Berichte  der  Deutschen  Keramischen  Gesellschaft,  2,   169   (1921). 


TALC  AS  A  FLUX  FOR  HIGH  TENSION  INSULATOR  PORCELAINS1 

By  Robert  Twells,  Jr.2 
ABSTRACT 

MgO  has  some  possibilities  as  a  partial  or  total  flux  in  high  tension  insulator  porce- 
lains. To  be  practical  for  this  purpose  it  must  be  introduced  into  the  body  through 
some  cheap  material  which  will  not  make  a  large  percentage  of  calcine  necessary. 

Talc  seems  to  fulfill  these  requirements  better  than  other  sources  of  MgO  more 
commonly  used. 

A  typical  high  tension  insulator  body  of  the  general  formula  0.21  K20,  1 .0  A1203, 
4.45  Si02  was  used  as  a  standard.  The  experimental  work  consisted  chiefly  in  the 
partial  replacement  of  the  K20  by  MgO,  the  RO  being  varied  between  0.14  and  0.30 
equivalents.     Talc  was  used  as  the  source  of  MgO. 

The  bodies  were  fired  to  temperatures  ranging  between  cones  9  and  11  and  were 
tested  in  most  cases  only  for  absorption  and  transverse  strength. 

The  results  at  cone  10}4  indicate  (1)  a  small  addition  of  talc  greatly  decreases  the 
percentage  of  feldspar  necessary  for  vitrification,  (2)  additional  small  amounts  of  talc 
have  much  less  effect  than  the  first  small  addition,  (3)  about  0 .  16  equivalents  of  Ro 
are  needed  for  vitrification  at  this  temperature  when  small  percentages  of  talc  are  used. 
This  corresponds  to  about  15  to  22.5%  of  feldspar  and  about  2.5%  to  0.75%  of 
talc,  (4)  in  the  properly  vitrified  bodies  the  addition  of  the  MgO  at  the  expense  of  the 
K20,  within  the  limits  tested,  tends  to  increase  the  transverse  strength.  Vitrified 
bodies  of  this  general  type  show  little  improvement,  if  any,  over  regular  triaxial  porce- 
lains. The  writer  recommends  as  the  next  logical  step  a  trial  of  the  effect  of  the  re- 
placement of  feldspar  entirely  or  almost  entirely  by  talc  and  the  use  of  higher  tempera- 
tures to  obtain  vitrification. 

Introduction 

In  the  literature  of  the  American  Ceramic  Society  there  are  many  articles 
on  the  use  of  MgO  in  ceramic  bodies.  These  articles  cover  several  methods 
of  introducing  this  oxide  into  bodies  intended  for  different  purposes. 
The  sources  of  the  MgO  used  were  magnesia,  fused  magnesia,  magnesite, 
dolomite,  talc,  or  a  calcine.  The  bodies  reported  may  be  classified  on 
a  basis  of  vitrification  as  vitreous,  semi-vitreous  and  very  porous.  One 
of  the  first  requirements  of  a  high  tension  insulator  porcelain  is  that  it 
be  as  nearly  non-porous  as  possible.  As  Barringer3  has  pointed  out, 
experiments  with  improperly  vitrified  bodies  give  little  information  as 
to  the  effect  of  MgO  in  this  type  of  porcelain.  MgO  in  a  porous  body 
may  have  a  certain  effect;  for  example,  giving  good  resistance  to  heat 
changes,  and  yet  fail  to  give  good  results  in  a  vitreous  body.  It  is  possible 
however,  to  pick  several  points  from  our  literature  which  will  indicate 
in  a  general  way  the  effect  of  this  oxide  as  an  ingredient  in  high  tension 
insulator  porcelains. 

1  White  Wares  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 

2  Most  of  the  experimental  work  described  in  this  article  was  done  jointly  with 
Mr.  C.  C.  Lin,  Research  Laboratories,  General  Electric  Company,  Schenectady,  New 
York. 

3  L.  E.  Barringer,  Trans.  Anter.  Ceram.  Soc,  6,  86  (1904). 
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1.  MgO,  in  small  amounts,  lowers  the  maturing  point  of  a  triaxial  body, 
but  does  not  shorten  its  vitrification  range  as  does  CaO.1 

2.  In  triaxial  bodies  not  fired  to  vitrification,  the  first  small  additions 
of  MgO  lower  the  porosity  most  decidedly.2  The  rate  decreases  as  the 
amount  is  increased. 

3.  Vitreous  bodies  containing  MgO  tend  to  be  resistant  to  heat  changes.3 

4.  MgO  greatly  accelerates  the  formation  of  sillimanite.4 

5.  The  hot  dielectric  strength  of  a  vitrified  body  composed  only  of  MgO, 
A1203,  and  Si02  is  much  higher  than  that  of  a  feldspar  porcelain.5 

6.  The  minimum  temperature  at  which  fluxing  action  would  be  expected 
in  a  body  composed  only  of  MgO,  A1203,  and  Si02  would  be  cone  12  down, 
since  this  was  reported  by  Watts  as  being  the  eutectic  temperature  of 
these  three  oxides.6 

7.  Watts  reported  highly  translucent  bodies  at  cone  13  composed  onlv 
of  MgO,  A1203,  and  Si02.7 

A  study  of  these  general  effects  of  MgO  in  a  vitreous  body  impresses 
one  with  its  possibilities  as  a  partial  or  total  substitute  for  the  K20  in  a 
feldspar  high  tension  insulator  porcelain.  This  seems  especially  true  in 
view  of  the  recent  work  of  the  Bureau  of  Standards  on  spark  plug  porcelain 
composed  only  of  MgO,  A1203,  and  Si02.8 

As  Klinefelter9  recently  pointed  out,  this  general  type  of  porcelain 
might  also  be  superior  to  a  good  feldspar  porcelain  for  high  tension  in- 
sulator use.  But  this  remains  to  be  proven.  Feldspar  porcelain  insula- 
tors have  been  used  successfully  for  many  years  under  a  wide  variety  of 
conditions.  Feldspar,  also,  has  the  desirable  properties  of  being  simple 
to  introduce,  safe  in  fluxing  action,  and  giving  a  relatively  low  maturing 
point  to  a  body.  On  the  other  hand,  as  Klinefelter10  also  pointed  out, 
the  voltages  used  on  high  tension  transmission  lines  are  gradually  being 
increased  and  there  is  a  corresponding  demand  for  a  very  superior  elec- 
trical porcelain.  A  high  tension  insulator  porcelain  radically  superior 
in  every  property  to  those  now  available  can  hardly  be  expected  by  the 
use  of  only  feldspar,  flint,  and  clay.  If  one  property  is  improved  by 
changing  the  relative  percentages  of  these  ingredients  other  properties 
will   be    less    satisfactory.     The   best   "all-around"    triaxial    bodies    are 

1  F.  H.  Riddle  and  W.  W.  McDanel,  Jour.  Amer.  Ceram.  Soc,  1,  606  (1918). 

2  H.  Hope,  Trans.  Amer.  Ceram.  Soc,  11,  494  (1909). 

3  E.  T.  Montgomery,  Ibid.,  15,  606  (1913). 

4  A.  V.  Bleininger  and  F.  H.  Riddle,  Jour.  Amer.  Ceram.  Soc,  2,  564  (1919). 
6  Ibid. 

6  A.  S.  Watts,  Trans.  Amer.  Ceram.  Soc,  19,  453  (1917) 

7  Ibid. 

8  A.  V.  Bleininger  and  F.  H.  Riddle,  Ibid. 

9  T.  A.  Klinefelter,  The  New  Jersey  Ceramist,  1,  251-67  (1921). 
10  T.  A.  Klinefelter,  Ibid. 
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those  which  have  been  developed  by  compromising  between  the  desired 
properties.1 

It  is,  then,  desirable  to  consider  whether  improvement  can  be  attained 
by  the  total  or  partial  replacement  of  the  flint  and  feldspar  by  other  mate- 
rials. The  spark  plug  porcelains  developed  by  the  Bureau  of  Standards 
would  seem  logical  types  towards  which  to  experiment. 

As  a  flux  in  these  porcelains  a  calcine  of  the  general  formula  X  MgO 
AI2O3  Y  SiOo  is  recommended.  A  calcine  is  desirable  to  eliminate  the 
excessive  shrinkage  which  would  otherwise  be  caused  by  the  high  clay 
content  necessary  in  a  body  in  which  feldspar  is  replaced  by  magnesite. 
This  is  especially  true  if  the  flint  content  of  the  body  is  also  reduced.  A 
body  containing  such  a  calcine  could  hardly  be  used  for  high  tension 
insulators  owing  to  the  cost  of  mixing,  pressing,  pugging,  firing,  and  grind- 
ing 50  to  60%  of  the  materials  before  they  could  be  used  in  the  body. 
Unless  it  had  extremely  good  properties  it  would  be  cheaper  to  use  several 
strings  of  feldspar  porcelain  insulators  rather  than  one  of  this  type. 

The  commercial  possibility  of  the  use  of  MgO  as  a  partial  or  total  flux 
for  high  tension  insulator  porcelains  depends  largely  on  the  method  of 
introducing  the  MgO.  The  source  of  the  MgO  must  not  only  be  cheap, 
but  it  must  also  be  in  such  a  form  as  to  eliminate  the  necessity  for  a  large 
percentage  of  calcine.  Fused  MgO  would  be  too  expensive.  Barringer2 
has  shown  some  of  the  objections  to  the  direct  introduction  of  magnesia 
into  a  body.  Dolomite  introduces  too  much  CaO  and  gives  off  an  ob- 
jectionable amount  of  gases  in  firing.  Magnesite  is  expensive.  It  also 
gives  off  a  large  amount  of  gases  in  firing  and  tends  to  give  an  excessive 
shrinkage  in  a  body.  In  common  with  the  other  possible  sources  men- 
tioned, it  would  be  necessary  to  calcine  a  large  percentage  of  the  raw  mate- 
rials.    The  most  important  source  of  MgO  left  to  consider  is  talc. 

Parmelee  and  Baldwin3  have  pointed  out  that  the  use  of  talc  is  by  no 
means  new.  They  investigated  its  effect  in  a  body  mainly  from  the 
standpoint  of  white  ware.  Purdy4  reported  that  talc  was  undesirable 
as  a  flux  for  floor  tile.  How  at5  reported  that  the  eutectic  between  Maine 
feldspar  and  steatite  was  between  17^  and  22^%  of  steatite,  and  its 
temperature  about  1215°C.  Barringer6  reported  that  ground  talc  bonded 
with  precipitated  magnesium  silicate  gave  a  high  heat  resistant  body. 
Stover7  reported  that  by  partially  substituting  talc  for  whiting  and  lower- 
ing the  flint  content,  he  was  able  to  produce  a  body  resistant  to  heat  shocks. 

1  G.  E.  Gilchrest  and  T.  A.  Klinefelter,  Elec.  Jour.,  15,  77  (1918). 
-  E  E.  Barringer,  Trans.  Amer.  Ceram.  Soc,  6,  86  (1904). 

3  C.  W.  Parmelee  and  G.  H.  Baldwin,  Ibid.,  15,  532  (1913). 

4  R.  C.  Purdy,  Ibid.,  7,  105  (1905). 
6W.  L.  Howat,  Ibid.,  18,  488  (1916). 

6  E.  K.  Barringer,  Ibid.,  15,  544  (1913). 

7  E.  C.  Stover,  Ibid.,  18,  909  (1916). 
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These  articles  and  discussions  give  relatively  little  information  which  can 
be  applied  directly  to  the  use  of  talc  in  a  vitreous  electrical  porcelain. 
It  seems  desirable  that  there  be  more  published  information  in  our  liter- 
ature in  regard  to  this  important  ceramic  material. 

As  a  possible  source  of  MgO,  talc  has  several  practical  advantages  over 
the  other  sources  already  mentioned: 

1.  It  is  plentiful,  and  relatively  cheap.  The  cost  of  MgO  from  this 
source  is  much  less  than  when  brought  in  through  magnesite  or  magnesia. 

2.  Talc  is  non-abrasive. 

3.  It  has  a  small  amount  of  plasticity.1 

4.  It  does  not  give  off  an  objectionable  amount  of  gases  in  firing. 

5.  It  contains  a  large  percentage  of  Si02.  This  would  tend  to  reduce 
the  percentage  of  calcine  necessary  in  the  body. 

Through  taking  advantage  of  these  properties  of  talc,  it  seems  possible 
to  develop  a  relatively  cheap  high  tension,  insulator  body,  somewhat 
similar  in  final  composition  to  the  spark  plug  porcelains  of  the  Bureau  of 
Standards.  In  general,  this  was  the  purpose  of  the  group  of  experiments 
described  in  this  article.  The  maturing  temperatures,  however,  of  the 
bodies  to  be  developed  was  limited  to  between  cones  9  and  11.  This 
required  the  retention  of  part  of  the  feldspar  to  secure  vitrification  at 
this  temperature.  All  of  the  feldspar  was  omitted  in  two  of  the  bodies 
but  this  was  only  for  theoretical  reasons,  not  in  the  hope  of  obtaining 
a  vitrified  body. 

Group  I 

The  purpose  of  this  group  of  bodies  was  to  obtain  some  idea  of  the  rela- 
tive fluxing  actions  of  K20  introduced  as  feldspar  and  MgO  introduced 
as  talc  in  the  empirical  formula  of  a  typical  high  tension  insulator  body. 
(No.  1.)    • 

Body  No.  K2O  MgO  AI2O3  SiOa 

1  0.21  ....  1.0  4.45 

2  0.105  0.105  1.0  4.45 

3  ....  0.21  1.0  4.45 


Batch  Weights 

Body  No. 

Eureka 
feldspar 

Vermont 
talc 

Clay 
base 

Penna. 
flint 

1 

34.0% 

48.5% 

17.5% 

2 

16.7 

3.2% 

55.5 

24.6 

3 

6.5 

62.4 

31.3 

From  the  results  of  previous  analyses,  the  feldspar  was  assumed  to  be 
approximately  84%  feldspar  and  16%  quartz. 

1  C.  W.  Parmelee  and  G.  H.  Baldwin,  Trans.  Amer.  Ceram.  Soc,  15,  543  (1913); 
P.  Rohland,  Sprechsaal,  39,  673-4  (1906). 
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Method  of  Making  and  Testing 

The  methods  used  in  forming,  drying,  burning,  and  testing  are  similar 
to  those  previously  reported  and  need  not  be  repeated  here.1 

Results  (Cone  93A) 


Body  No. 

Shrinkage  in  per  cent 
of  wet  length 
Drying           Burning              Total 

Absorption  in  per  cent 
of  dry  weight 
Min.                   Max.                   Aver. 

1 

3.6            10.2 

13.8 

0.07              0.11 

0.09 

2 

3.8             11.0 

14.8 

0.87              3.02 

2.24 

3 

4.6              4.8 

9.4 

14.86            15.70 

15.17 

Body  No.                  Dye  test 

Min. 

Modulus  of  rupture, 

lbs.  per  sq.  in. 

Max. 

Average 

1 

Non-porous 

6850 

9200 

8340 

2 

Very  porous 

5220 

7000 

5940 

3 

Very  porous 

3100 

• 

3700 

3420 

: 

Resistance  to  Temi 

p.  Changes 

Impact  Test 

No.  of  heats  withstood 
Min.           Max.               Aver. 

No.  of  in.  of  drop 
Mm.               Max. 

Aver. 

i 

1             15 

6.3 

5 

.5            13.5 

10.0 

2 

7             17 

11.0 

4 

.0             5.7 

4.9 

3 

3              6 

5.4 

3 

.4              6.7 

4.4 

Fracture 

Color 

Defects 

1 

Vitreous 

White 

2 

Vitreous 

White 

B  listered — overtired 

3 

Rough 

Very  white 

Underfired 

Conclusions 

1.  K20  has  a  much  greater  fluxing  action  at  the  temperature  used  than 
the  same  number  of  equivalents  of  MgO. 

2.  Since  Body  No.  2  is  overtired,  it  is  evident  that  the  replacement 
of  half  the  K20  by  MgO  gives  a  greater  fluxing  action  than  with  an  equal 
number  of  equivalents  of  K20  or  MgO  alone. 

3.  The  introduction  of  MgO  at  the  expense  of  K20  increases  the  re- 
sistance to  temperature  changes  within  limits  of  composition  which  cannot 
be  defined  on  this  small  amount  of  data. 

4.  The  data  on  modulus  of  rupture  and  impact  are  of  little  value  since 
Body  No.  2  is  overtired  and  Body  No.  3  is  underfired. 

Group  No.  II 

In  addition  to  replacing  feldspar  by  talc  on  a  purely  theoretical  basis 
as  was  done  in  Group  I,  it  was  also  thought  well  to  replace  feldspar  by 
1  Robert  Twells,  Jr.  and  C.  C.  Lin,  -Jour.  Atner.  Ceram.  Soc,  4,  195  (1921). 


Clay 

Flint 

48.5% 

17.5% 

48.5 

17.5 
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talc  directly,  pound  for  pound,  to  determine  the  relative  effect  of  the  two 
on  that  basis. 

Body  No.         Feldspar  Talc 

1  34. 0', 

4  ....  34.0% 

Results  (Cone  93A) 

Shrinkage  in  per  cent  Absorption  in  per  cent 

of  wet  length  of  dry  weight 

Body  No.     Drying  Burning  Total  Mm.  Max.  Average 

1  3.6  10.2  13.8  0.07  0.11  0.09 

4  4.5  2.0  6.5  21.82  22.40  22.03 

Modulus  of  rupture, 
lbs.  per  sq.  in. 
Body  No.  Dye  test  Min.  Max.  Aver. 

1  Non-porous  6850  9200  8340 

4  Very  porous  1740  2350  2124 

Resistance  to  Temp.  Changes  Impact  Test 

No.  of  heats  withstood  No.  of  in.  of  drop 

Min.  Max.  Aver.  Min.  Max.  Aver. 

1  1  15  6.3  5.5  13.5  10.0 

4  10  17  13.3  4.5  7.5  5.8 

Fracture  Color 

1  Vitreous  White 

4  Rough  White 

Conclusions 

The  results  of  Group  II  confirm  the  results  of  Group  I:  that  at  this 
temperature  talc  alone  is  not  nearly  as  powerful  a  flux  as  feldspar,  and 
that  talc  under  certain  conditions  gives  a  body  more  resistant  to  temper- 
ature changes. 

It  is  interesting  to  note  that  although  No.  3  contains  less  talc,  it  is  nearer 
vitrification  at  this  temperature  than  No.  4.  The  latter,  however,  is 
much  more  resistant  to  heat  changes. 

Group  III 

The  most  promising  field  lay  between  Bodies  1  and  2.  Group  III  was 
designed  to  cover  this  area.  It  consists  of  28  bodies  numbered  from  5 
to  31.  Bodies  24  and  28  were  not  made  up.  Bodies  25  to  27  and  29  to 
31  were  made  up  after  the  preliminary  trials  of  the  other  bodies  had  been 
seen.  To  prevent  the  raw  clay  content  from  becoming  excessive  in  the 
bodies  containing  only  0.14  and  0.16  equivalents  of  RO,  all  but  48.5%  of 
the  raw  clay  was  introduced  as  calcined  clay.  Only  the  corner  members 
were  blunged  up,  the  rest  being  made  by  blending  the  corner  bodies.  (See 
Fig.  1.) 
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Batch  Weights  of  the  Corner  Bodies 


Body  No. 

Feldspar 

Talc 

Calcined  clay 

Clay  base 

Flint 

5 

47.2% 

42.6% 

10.2% 

8 

25.8 

4.2% 

51.0 

19.0 

20 

28.8 

50.8 

20.4 

23 

15.8 

2.5 

56.0 

25.7 

25 

21.8 

0.8 

5.0', 

48.5 

23.9 

27 

16.6 

2.6 

15.5 

48.5 

16.7 

29 

19.4 

0.6 

6.2 

48.5 

25.2 

31 

12.5 

2.0 

8.6 

48.5 

28.4 

CHART  SHOWING  THE  EFFECT  OF  THE  REPLACEMENT  OF  KzO 

BY 

MgO  IN  AN  ELECTRICAL 

PORCELAIN  BODY. 

CONE    I04r 

EQUIVALENTS 
OF  RO 

0.30 


0.27 


XR0)I.0A/Z03  4  45  SiOz 


0.24 


0.21 


0.18 


016 


0.14 

K20  IN  THE  RO-1C 
MgO  IN  THE  RO 


(0.165  Kz0 
R0{0.135Mg0 


R0(0.077Ke0 
(0.063  MgO 


Fig.  1. 
Results  (Cone  10j^) 


dy  No. 

Drying 

Shrinkage  in  per  cent 

of  wet  length 

Burning 

Total 

Absorption  in  per  cent 

of  dry  weight 

Average 

5 

4.0 

8.0 

12.0 

0.69 

6 

5.5 

i .;. 

10.0 

!  ,85 

7 

4.5 

6.5 

11. 0 

4.59 

S 

6.0 

li.O 

12.0 

1  .Xf» 

<) 

4.5 

8.5 

13.0 

2.89 

10 

5.0 

8.0 

13.0 

3.55 

11 

4.5 

7.0 

11.5 

4.75 
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Table  {Continued) 


Body  No. 

Shrinkage  in  per  cent 
of  wet  length 
Drying                  Burning 

Absorption  in  per  cent 
of  dry  weight 
Total                       Average 

12 

5.5 

7 

5 

13.0 

4.81 

13 

5.0 

10.5 

15.5 

0.15 

14 

4.5 

7 

5 

12.0 

2.82 

15 

4.5 

8 

5 

13.0 

4.67 

16 

5.5 

8 

5 

14.0 

3.17 

1 

4.0 

10 

0 

14.0 

0.15 

17 

5.5 

9 

0 

14.5 

1.82 

18 

4.5 

9 

.5 

14.0 

1.30 

19 

4.5 

9 

5 

14.0 

1.06 

20 

5.0 

11 

0 

16.0 

0.14 

21 

5.0 

10 

5 

15.5 

0.17 

22 

5.5 

10 

0 

15.5 

0.29 

23 

5.5 

10 

0 

15.5 

0.65 

25 

5.0 

12 

0 

17.0 

0.09 

26 

5.1 

10.7 

15.8 

0.15 

27 

5.5 

11 

9 

17.4 

0.08 

29 

3.6 

10.4 

14.0 

0.63 

30 

4.9 

10 

1 

15.0 

1.33 

31 

5.9 

9 

5 

15.4 

2.78 

Dye  test 

Min. 

Modulus  of  rupture, 
lbs.  per  sq.  in. 

Max.                     Aver. 

5 

Non-porous 

3900 

5500 

4730 

6 

Very  porous 

4250 

4670 

4510 

7 

Very  porous 

3320 

5020 

4510 

8 

Very  porous 

3800 

5150 

4800 

9 

Very  porous 

3960 

6900 

5430 

10 

Very  porous 

4000 

5750 

4430 

11 

Very  porous 

3320 

4650 

3980 

12 

Very  porous 

4050 

7790 

5840 

13 

Non-porous 

4440 

7260 

5990 

14 

Very  porous 

4410 

6850 

5630 

15 

Very  porous 

3580 

5650 

4930 

16 

Very  porous 

4360 

6950 

5480 

1 

Non-porous 

7550 

8900 

8360 

17 

Very  porous 

4330 

5880 

5200 

18 

Very  porous 

5180 

6400 

5800 

19 

Very  porous 

5880 

7740 

6820 

20 

Non-porous 

5040 

7200 

6125 

21 

Very  porous 

5840 

11100 

8550 

22 

Very  porous 

5970 

8090 

7000 

23 

Very  porous 

5640 

8900 

7040 

25 

Non-porous 

6975 

26 

Non-porous 

8360 

27 

Non-porous 

9400 

29 

Very  porous 

8080 

30 

Very  porous 

7800 

31 

Very  porous 

6200 

FOR  HIGH  TENSION  INSULATOR  683 

The  heat  resistance  test  was  not  made  because  the  furnace  normally- 
used  was  needed  in  production.  The  impact  test  was  made,  but  the  results 
are  omitted  since  they  merely  confirm  the  results  of  the  modulus  of  rupture 
test  without  being  as  accurate. 

Conclusions  (Cone  I0V2) 

1.  A  very  small  amount  of  talc  greatly  decreases  the  amount  of  feldspar 
necessary  for  vitrification. 

2.  Additional  amounts  of  talc  have  a  much  less  noticeable  effect  than 
the  first  small  addition. 

3.  Bodies  containing  talc  have  good  strength  when  properly  vitrified. 
The  results  of  the  tests  on  the  properly  vitrified  bodies  indicate  that  within 
limits  the  transverse  strength  tends  to  increase  as  MgO  is  substituted 
for  K20. 

4.  About  0.16  equivalents  of  RO  are  needed  for  vitrification  at  this 
temperature  when  small  percentages  of  talc  are  used.  This  corresponds 
to  about  15%  to  22.5%  of  feldspar  depending  on  the  amount  of  talc  used. 

The  effect  of  the  addition  of  talc  is  of  course  very  similar  to  what  is 
expected  when  any  mineral  containing  alkaline  earths  is  used.  The  above 
series,  however,  helps  to  throw  some  light  on  the  best  way  to  proportion 
the  various  body  constituents. 

Group  IV 

The  next  step  consisted  in  applying  the  information  learned  towards 
a  more  practical  body  than  any  tried  thus  far.     Group  4  was  part  of  a 

Batch  Weights 

Body  No.       Feldspar  Talc  Whiting  Clay  base  Flint 

1  34.0%  ...  ...  48.5%         17.5% 

32  22.5  0.75%         ...  48.5  28.25 

33  16.9  ...  3.1%        48.5  34.0 

The  materials  are  the  same  as  those  previously  used. 

Results  (Cone  9) 

Shrinkage  in  per  cent  Absorption  in  per  cent 

of  wet  length  of  dry  weight 

Body  No.  Drying  Burning  Total  Average 

1  3.3  12.1  15.4  0.03 

32  5.0  10.0  15.0  0.01 

33  5.1  10.3  15.4  0.05 

Modulus  of  rupture, 
lbs.  per  sq.  in. 
Dye  test  Average 

1  Non-porous  7700 

32  Non-porous  7850 

33  Non-porous  7550 
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series  using  vanous  fluxes.  For  this  reason  but  one  body  of  this  type  was 
tried.  It  .  similar  to  Body  No.  25  with  the  calcined  day  r  p  aced  bv 
flint      For  comparison  the  data  is  also  given  on  an  electricl  Porcelain 

£t£25£ Body  Na  27' but  —■ * whl^ **  «*££: 
w^^r^tr^r is  very  smilar-  A" are  -*■ 

bodiesVeryT„efinite  rCl",Si°nS  ^  lM  dra™  fr°m  the  trial  of  °<«  or  two 
bodies       The  results  ind.cate   that  in   the  development  of  transverse 

strength  the  type  of  flux  or  the  relative  pereentageLf  fluxes  are  no  a 
important  as  the  proper  vitrification  of  the  bodies.  The  eh  ei  Poin  o 
interest  is  that  n  Bodv  No   32  n  7W  nf  f-i    u       ,,        ,    ,  P 

be  cut  from  q-K-  *    o,  nor       Z"  c  C  has  allowed  the  feldspar  to 

Due  Z    I  %  °%  W'thOUt  decreasinS  t°e  vitrification  or  strength 

Due  to  other  experiments  no  dielectric  tests  were  made  on  the  latter 

No  3°o  fb  t°d,ieS,-  "  "  d°UbtfUl  ****■  in  a  body  <*  the  ype  S 
ktruetn  h°t,d,ekl:tac  stre"^  —M  be  greatly  increased.  H  tbS 
or  hiU  t  m  g'Ca  SteP  tOWardS  the  d-d°P^nt  of  the  desired  sup" 
nor  h,gh  tension  insulator  porcelain,  is  to  try  vitreous  bodies  fluxed 
entirely  or  almost  entirely  by  MgO  introduced  through  talc.  To  doThis 
it  seems  necessary  to  increase  the  temperature  at  which  the  body  is  to  be 
fired  Higher  temperatures,  of  course,  mean  added  difficult  and  expense 
but  tunnel  kites  and  better  refractories  have  made  these  tempemtures 
more  practical  commercially  than  they  have  hitherto  been. temperatUreS 

Highland  Park,  Mich. 


REFRACTORY  CLAYS  OF  ILLINOIS1 

By  C.  W.  ParmelEE2 
ABSTRACT 
A  brief  discussion  of  the  geological  occurrence  of  the  fire-clay  beds  in  Illinois  and 
the  results  of  testing  samples  which  are  typical  of  various  areas. 

Introduction. — An  examination  of  the  geological  map  of  the  state  of 
Illinois  will  show  that  almost  all  of  it  is  covered  by  a  heavy  mantle  of  glacial 
material.  Buried  under  this  lie  the  coal  measures,  excepting  in  the  northern- 
most counties  and  the  extreme  southern  tip.  Along  the  western  side  of 
the  state  beginning  at  the  extreme  south  and  roughly  paralleling  the  course 
of  the  Mississippi  River  and  in  the  north  central  part  of  the  state  we  find 
exposures  of  these  Pennsylvanian  beds  which  afford  opportunities  for  min- 
ing the  clays  and  shales  which  lie  interbedded  in  these  deposits.  Across 
the  southern  tip  of  the  State  we  find  an  extension  of  the  Embayment  area. 
In  Union  County  which  lies  a  little  north  of  this  tip  of  the  Embayment  area 
there  is  an  isolated  deposit  of  much  importance.  Besides  these  areas  we 
have  the  occurrence  of  clays  and  shales  with  coal  beds  which  are  .at  a 
considerable  depth  and  are  accessible  only  as  the  coal  is  mined.  This, 
in  brief,  is  the  general  outline  of  the  occurrence  of  the  refractory  clays  in 
Illinois.  Considering  them  more  in  detail  we  will  begin  with  those  found 
in  the  Embayment  area  in  the  extreme  southern  portion. 

Embayment  Area. — At  a  period  subsequent  to  the  formation  of  the 
Coal  Measures,  the  Gulf  of  Mexico  extended  northward  as  a  bay  of  com- 
paratively narrow  width  considering  its  great  length.  This  bay  covered 
the  western  portion  of  Tennessee  and  Kentucky  and  the  eastern  part  of 
Arkansas.  The  deposits  of  clays  and  sands  which  were  laid  down  in  that 
area  at  that  time  are  known  to  belong  to  the  Cretaceous  and  Tertiary  age 
and  among  them  we  find  the  very  important  deposits  of  bond  clays  in 
Mississippi  and  Arkansas  and  the  ball  clays,  etc.,  of  Tennessee  and  Ken- 
tucky. The  extension  of  this  embayment  area  is  found  in  the  counties 
of  Massac,  Pulaski  and  Alexander  in  Illinois.  Undoubtedly,  it  extended 
somewhat  farther  north  since  remnants  are  found  as  terraces  and  thin  beds 
150  feet  and  more  above  the  present  valley  level  and  small  outliers  have 
been  reported  at  a  much  higher  elevation  which  may  indicate  a  thickness 
of  the  original  deposit  far  greater  than  is  apparent  from  the  portion  still 
remaining  in  situ. 

Only  the  uppermost  or  latest  of  the  three  lower  embayment  formations 
of  the  Cretaceous  extends  into  Illinois.  This  is  correlated  with  the  Ripley 
formation  of  Tennessee  and  Kentucky.     It  occurs  in  the  form  of  a  curved 

1  The  author  is  indebted  to  Mr.  F.  W.  DeWolf,  Chief  of  the  Illinois  Geological 
Survey  for  permission  to  publish  this  resume;  also  acknowledgment  is  made  of  the  use 
of  geological  data  as  interpreted  by  C.  S.  Schroyer,  formerly  <>f  the  Survey. 

2  Read  before  Refractories  Division,  St.  Louis  Meeting,  Feb.  28,  VXl'2. 
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belt  varying  in  width  from  5  to  1.3  miles.  The  deposit  consists  of  sands 
varying  in  color:  pink,  light  yellow  and  brown.  The  clays  are  a  gray,  or 
slate  color  and  are  from  3  to  15  feet  thick. 

Clays  from  this  formation  have  been  used  for  many  years  in  the  manu- 
facture of  stoneware.  The  one  deposit  which  is  being  worked  is  rather 
siliceous.     A  sample  which  was  obtained  by  boring  gave  the  following  test : 

No.  47  No.  38 

Water  of  plasticity 25%  38 .6% 

Strength  of   clay  only  in   terms  of  modulus  of  rupture, 

pounds  per  sq.  in 365  164 

Drying  shrinkage 6.8%  7.8% 

Burning  test 

Porosity  at  cone  9 7.6  14 . 

Color gray  cream 

Shrinkage 4.4  6 

Fusion  test — deforms  at  cone 27  30 

Midway  Formation. — These  are  the  oldest  beds  of  the  Tertiary  age. 
Their  exposures  along  the  Ohio  river  are  in  the  form  of  a  high  bluff  extending 
only  a  short  distance.  These  beds  are  of  interest  because  of  the  occurrence 
of  fuller's  earth.     No  refractory  clays  are  found. 

Union  County. — In  the  northwestern  part  of  Union  County  there  is  a 
limited  area  which  is  of  especial  interest  to  the  ceramist  as  well  as  the  geolo- 
gist. In  a  district  comprising  about  five  square  miles  is  found  a  deposit  of 
clays  of  unusual  character.  The  geology  of  the  district  includes  Devonian, 
and  Mississippian  formations  and  not  far  to  the  north  are  found  the  Penn- 
sylvanian  formations.  The  region  is  intersected  by  a  fault  which  traverses 
the  district  in  a  northwestern-southeasterly  direction.  This  faulting  has 
evidently  formed  basins,  which  apparently  served  at  one  time  for  the  ac- 
cumulation of  deep  beds  of  clay.  The  source  of  these  clays  has  not  been 
determined  satisfactorily.  It  has  been  suggested  that  they  may  have 
originated  through  the  decomposition  of  readily  soluble  Mississippian 
limestones  of  the  district  in  the  same  manner  as  the  Lutesville,  Mo.  kaolin 
deposits  very  evidently  were  formed. 

On  the  other  hand,  a  similarity  is  noted  in  the  character  of  these  clays 
as  compared  with  certain  deposits  to  the  south  and  east,  as  well  as  in  Ken- 
tucky, as  though  the  original  deposit  may  have  been  very  extensive. 

There  are  five  kinds  of  clay  obtained  in  this  district:  a  bluish  white,  a 
white,  a  pink,  a  mottled  and  a  brownish  clay. 

The  clay  deposits  seem  to  have  been  formed  in  the  following  order. 
First,  a  white  sand,  then  a  bluish  white  clay.  Lignite  is  found  mixed  with 
this  clay  in  some  deposits  forming  a  brownish  clay  of  very  good  grade  since 
the  color  is  due  solely  to  organic  matter  and  is  not  harmful.  Next  in  order 
was  the  deposition  of  the  white  clay  which  was  followed  by  the  pink  and 
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mottled  clays.  The  mottling  as  seen  on  a  freshly  cut  face  is  very  brilliant  in 
coloring  and  seems  to  be  due  to  the  leaching  of  iron  salts  from  the  gravel 
overburden.  In  fact  one  of  the  curious  features  of  the  whole  deposit  is 
the  shell  of  hematite  and  limonite  which  is  found  in  some  places  at  the 
contact  of  the  sands  and  gravels  with  the  clay.  Where  fissures  have  opened 
in  the  clay  beds  due  to  movement  of  the  strata,  thick  layers  of  hematite 
may  be  seen  following  the  course  of  percolating  waters.     Results  of  test : 

No.  F  No.  K3 

Water  of  plasticity 37 .4%  41 .4% 

Strength  of  clay  only,  modulus  of  rupture  in  pounds  per 

sq.  in 142.5  195.6 

Bonding  strength 259  202 

Screen  test — total  residues  on  all  screens  including  200  M . . .  5.7% 

Drying  shrinkage — in  terms  of  dry  length 5.6  11 

Burning  tests 

Porosity  at  cone  9 3.2  7 

Shrinkage 11.5  14 

Color gray  gray 

Fusion  test — deforms  at  cone  33  and  higher 

The  overburden  is  gravel  varying  in  thickness  from  a  foot  or  two  to 
fifteen  feet.  It  consists  of  loess  and  gravel.  The  clays  vary  greatly  in 
thickness  in  a  limited  area.  On  one  property  a  shaft  was  sunk  to  a  depth 
of  93  feet  in  the  deposit.  The  whole  area  is  not  continuously  underlain 
by  clay  but  the  district  is  intersected  by  limestone  ledges  due  to  the 
faulting. 

The  clay  is  dug  by  means  of  open  pits  or  by  shaft  and  tunnels.  In 
the  former  case,  steam  shovels  are  used  to  remove  the  overburden  and  also 
to  dig  the  clay. 

The  type  clay  from  this  district  has  the  following  characteristics.  High 
plasticity  which  is  somewhat  sticky.  High  drying  shrinkage  with  warping 
tendency.  Medium  to  low  bonding  strength.  It  burns  to  a  white  to 
cream  color  and  bluestones  at  the  higher  temperatures.  A  minimum 
porosity  is  reached  at  about  cone  5  and  they  do  not  overburn  at  cone  14. 
The  burning  shrinkage  is  high  and  the  clay  is  intersected  by  an  extensive 
series  of  internal  cracks;  also  it  shows  a  marked  tendency  to  warp.  These 
clays  have  found  use  for  bonding  in  the  manufacture  of  crucibles,  abrasive 
wheels  and  miscellaneous  refractories. 

The  third  clay  zone  extends  along  the  western  part  of  the  state  from 
St.  Clair  County  northward  through  Madison,  Calhoun,  Greene,  Pike, 
Scott,  Adams,  Brown,  Schuyler,  McDonough,  Fulton,  Warren,  Rock  Island 
and  Mercer  Counties.  An  extension  of  this  zone  is  found  in  the  north 
central  part  of  the  state  in  IvaSalle  and  Grundy  Counties.  Stratigraphi- 
cally  we  find  the  base  of  the  Pennsylvania!!  series  exposed  in  the  counties 
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mentioned  and  from  this  geological  formation  we  obtain  our  refractory 
clays. 

The  Cheltenham  formation  underlying  St.  Louis  which  furnishes  such 
excellent  fire  clays  extends  into  Illinois.  There  are  some  doubts  as  to  the 
correlation  of  the  clays  with  this  horizon  in  the  more  northern  counties. 
David  White1  expressed  this  opinion  a  few  years  ago,  after  a  study  of  the 
Coal  Measures,  that  the  clays  worked  at  Utica  belong  to  the  Cheltenham 
horizon. 

Later  Cady2  studied  the  La  Salle  and  Hennepin  quadrangles  and  came 
to  the  conclusion  that  the  upper  clays  below  No.  2  coal  are  probably  Chel- 
tenham. 

Where  the  Cheltenham  clays  have  been  definitely  recognized  in  Illinois, 
material. may  be  obtained  by  careful  selection  which  is  said  to  be  equal  to 
the  best  of  the  St.  Louis  district. 

Obviously  it  is  impossible  to  enter  into  a  detailed  discussion  of  the  clays 
of  this  zone.  That  data  will  shortly  appear  in  a  bulletin  of  the  Illinois 
Geological  Survey.  A  brief  summary  will  be  given  for  the  more  important 
centers   of   production. 

Greene  County. — For  many  years  clays  have  been  dug  in  the  vicinity 
of  White  Hall  and  Drake.  Most  of  the  tonnage  has  been  used  locally  for 
stoneware.  Some  clay  was  formerly  shipped.  In  general,  the  best  clays 
have  the  characteristics  usually  associated  with  stoneware  clays;  namely, 
they  are  plastic  and  have  a  good  strength,  burn  to  a  porosity  of  5%  or 
less  at  cone  9  or  lower,  and  when  burned  have  a  cream  color.  The  fusion 
point  is  variable,  ordinarily  is  about  cone  27.     Results  of  test: 

No.  49  No.  02 

Water  of  plasticity 24 .3%  23% 

Modulus  of  rupture— clay  only,  pounds  per  sq.  inch 369  380 

Modulus  of  rupture — bonding  test 190  244 

Slaking  test 23  min.  10  min. 

Screen  residues— total  incl.  200  m 3%  14% 

Linear  drying  shrinkage — per  cent  dry  length 5  5 

Burning  tests 

Porosity  at  cone  9 9.6  2.0 

Color cream  gray 

Burning  shrinkage  at  cone  9 5.6  6. 

Overburned  at  cone 15 .  Not 

overburned 

Fusion  test cone  30  26 

These  clays  are  bedded.     They  are  covered  by  an  overburden  of  10  to 

30  feet  of  loam,  gravel,  and  shale.     Mining  is  done  in  an  open  pit. 

1  III,  Geol.  Surv.  Bull.,  14,  294  (1909). 

s  Cady,  "Hennepin  and  LaSalle  Quadrangles,"  III  Ccol.  Surv.  Bull,  37,  53   (1919). 
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Scott  County. — Cheltenham  clay  is  exposed  in  the  bank  of  Mauvias 
Terre  Creek,  one-half  mile  west  of  Exeter.     It  tests  as  follows: 

No.  65 

Water  of  plasticity 22% 

Modulus  of  rupture — clay  only,  in  pounds  per  sq.  in. . .  .  240 

Sieve  residues  on  all  including  200  mesh 7% 

Drying  shrinkage  in  terms  of  dry  length 5 

Burning  conduct 

Porosity  at  cone  9 17 

Shrinkage  at  cone  9 4 

Color light  tan 

Porosity  at  cone  15 7 

Fusion  test cone  30 

Fire  brick  have  been  made  at  Alsey  from  clay  taken  from  between  a 
5-foot  stratum  of  limestone  and  3-foot  bed  of  coal.  Production  in  1918 
reached  20,000  brick  a  day.  According  to  a  test  of  the  U.  S.  Bureau  of 
Standards  these  brick  had  a  softening  point  of  cone  3iy2. 

A  sample  taken  from  the  old  stock  pile  of  the  plant  showed  the  clay  to 
have  the  following  test: 

Samples  No.  71 

Water  of  plasticity 22% 

Modulus  of  rupture — clay  only,  pounds  per  sq.  in 328 

Linear  drying  shrinkage  in  terms  of  dry  length 6% 

Burning  conduct 

Porosity  at  cone  9 10 

Color  at  cone  9 Cream 

Linear  shrinkage 6 

Fusion  test cone  28 

McDonough  County. — This  is  one  of  the  important  clay  producing 
centers  which  is  rivalled  only  by  Greene  County.  Clay  is  dug  extensively 
near  Colchester  and  Macomb. 

The  following  tests  represent  the  best  of  the  results  obtained  on  two 
samples : 

Samples  No.  78  No.  75 

Water  of  plasticity 19%              21% 

Modulus  of  rupture  in  lbs.  per  sq.  in.,  clay  only 325                 295 

Modulus  of  rupture — bonding  test 209 

Sieve  residues — all  including  200  mesh 4% 

Drying  shrinkage — in  terms  of  dry  length 4                     4  .7% 

Burning  conduct 

Porosity  at  cone  9 15                    6.8 

Shrinkage  at  cone  9 4                    11. 

Color  at  cone  9 cream 

Porosity  at  cone  15 6.5                 4.0 

Fusion  test cone  29    above  cone  31 1 
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Rock  Island  County. — Lines1  reports  that  fire  brick  were  made  at 
Carbon  Cliff.  When  visited  by  a  representative  of  the  Survey  in  1918, 
the  manufacture  of  brick  had  been  discontinued,  and  the  face  of  the  old  pit 
was  badly  slumped.  This  is  regarded  as  of  the  Cheltenham  horizon. 
Samples  of  clay  gathered  elsewhere  in  the  county  proved  to  be  too  fusible 
to  be  considered  as  refractory  clays. 

LaSalle  County. — Brief  mention  only  can  be  made  of  various 
producers. 

Utica  Fire  Brick  and  Clay  Co. — The  pits  are  situated  two  miles  south 
of  Utica  above  the  river  bluffs.  The  clay  is  mined,  loaded  into  train  and 
hauled  to  a  tipple  where  it  is  dumped  into  cars  at  the  river  level,  transferred 
across  the  Illinois  River  by  barge  and  hauled  to  the  plant  at  Utica.  Be- 
sides the  production  of  about  20,000  fire  brick  per  day,  crude  and  ground 
fire  clay  are  shipped.. 

A  test  of  a  sample  from  the  pit  gave  the  following  results : 

Sample  No.  87 

Water  of  plasticity 25 .6% 

Strength  of  clay  only — modulus  of  rupture  per  sq.  in  . . .  497 

Bonding  test — modulus  of  rupture  in  lbs.  per  sq.  in. .  .  290 

Screen  residues — total  on  all,  including  200  mesh 2% 

Drying  shrinkage — in  terms  of  dry  length 9.3 

Burning  test 

Porosity  at  cone  9 8.2 

Shrinkage  at  cone  9 5.1 

Color Cream 

Porosity  at  cone  14 5% 

Fusion  test cone  28 

Pits  of  M.  J.  Gorman  and  Co.,  about  IV2  miles  from  Utica. 

Sample  No.  100 

Water  of  plasticity 24 .6% 

Strength  of  clav  only — modulus   of   rupture   per   sq. 

in 475 

Bonding  strength — modulus  of  rupture 222 

Screen  residues — total  on  all,  including  200  mesh 29  .0% 

Drying  shrinkage — in  terms  of  wet  length 7.3 

Burning  test 

Porosity  at  cone  9 6% 

Shrinkage  at  cone  9 5.5 

Fusion  test cone  31 

The  Illinois  Clay  Products  Co.  at  Deer  Park.— A  13-foot  stratum  of 
clay  lies  below  a  3V2  foot  seam  of  coal.  A  sample  taken  from  this  clay 
tested  as  follows: 

lIll.  Geo.  Survey  Bull.,  30,  72  (1917). 
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Water  of  plasticity 25% 

Strength  of  clay  only— modulus  of  rupture,  pounds  per 

sq.  in 504 

Bonding  test — modulus  of  rupture  per  sq.  in 302 

Drying  shrinkage  in  terms  of  dry  length 7.8% 

Burning  test 

Porosity  at  cone  8 2.2 

Shrinkage  at  cone  8 5.5 

Porosity  at  cone  15 4.6 

Fusion  test— deforms  at  cone 29 

Lowell  Stoneware  Company  at  Lowell. — Fire  clay  is  found  below  31/2  feet 
of  coal  in  the  bluff  of  the  Big  Vermillion  River.  The  thickness  of  the  bed 
varies  from  12  to  25  feet  and  it  is  said  to  underlie  about  290  acres.  A 
sample  taken  from  the  deposit  tested  as  follows : 

No.  90 

Water  of  plasticity 20 .80% 

Strength  of  clay  only — modulus  of  rupture  lbs.  per 

sq.  in 420 

Bonding  strength 290 

Drying  shrinkage  in  terms  of  dry  length 6  .8% 

Burning  test 

Porosity  at  cone  9 9.5 

Shrinkage  at  cone  9 5.7 

Color dark  cream 

Porosity  at  cone  15 2.0 

Fusion  test cone  30^ 

National  Fire  Proofing  Co. — At  Twin  Bluffs,  the  National  Fire  Proofing 
Company  is  taking  out  clay  from  an  open  cut.  A  sample  from  there  tested 
as  follows: 

No.  94 

Water  of  plasticity 16 .9% 

Strength  of  clay  only — modulus  of  rupture  in  lbs.  per 

sq.  in 140 

Drying  shrinkage  in  terms  of  dry  length 4% 

Burning  test 

Porosity  at  cone  9 22 

Shrinkage  at  cone  9 2 

Porosity  at  cone  15 11 

Fusion  test cone  31 

The  Herrick  Clay  Manufacturing  Company  situated  about  a  mile  east 
of  the  above  property  is  mining  from  the  same  horizon.  A  test  of  the  clay 
shows  it  to  have  a  strength  expressed  in  modulus  of  rupture  as  157  pounds 
per  square  inch  and  a  fusion  test  of  cone  27. 

The  Chicago  Retort  and  Fire  Brick  Company. — The  pits  of  this 
company  are  about  2  miles  east  of  Ottawa.  They  are  manufacturing 
fire  brick  using  their  own  clay  and  also  clay  from  Missouri. 
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A  sample  taken  from  a  4-to-8  foot  stratum  at  the  bottom  of  the  pit 
tested  as  follows: 

No.  101 

Water  of  plasticity 20% 

Strength  in  terms  of  modulus  of  rupture,  pounds  per 

sq.  in.  max 532 

Bonding  strength — max 296 

Drying  shrinkage  in  terms  of  dry  length 7% 

Burning  tests 

Porosity  at  cone  9 13 

Shrinkage 4.4 

Color cream 

Porosity  at  cone  15 13% 

Fusion  test cone  29 

.  One-half  mile  south  of  Dayton  the  Dayton  Clay  Works  mines  a  fire 
clay  which  tests  as  follows: 

Sample  No.  99 

Water  of  plasticity 15 .9% 

Strength  of  the  clay  alone  in  terms  of  the  modulus  of 

rupture  in  lbs.  per  sq.  in 215 

Bonding  strength — modulus  of  rupture 107 

Drying  shrinkage  in  terms  of  dry  length 4.9% 

Burning  conduct 

Porosity  at  cone  9 19 

Fusion  test cone  30 

Grundy  County. — A  deposit  of  clay  of  exceptional  interest  is  found  in 
what  was  formerly  the  bed  of  Goose  Lake.  It  is  a  flint  clay  in  character 
and  the  only  deposit  of  this  kind  which  has  thus  far  been  located  in  Illinois. 
The  local  geological  conditions  suggest  that  this  basin  was  separated  from 
the  main  body  of  the  Coal  Measures  Sea  to  the  south  and  that  this  deposit 
represents  an  accumulation  in  solution  basins  of  the  Crystalline  Richmond 
limestone  which  outcrops  to  the  north.  Borings  to  the  depth  of  30  feet  have 
been  made  without  reaching  the  bottom  of  the  clay.  The  flint  or  semi-flint 
clay  is  covered  by  a  light  overburden.  A  test  of  this  clay  shows  the  follow- 
ing results: 

Water  of  plasticity 18 

Drying  shrinkage  in  terms  of  dry  length 3.6% 

Bonding  test — modulus  of  rupture  in  pounds  per  sq.  in.  59  . 6 
Burning  test 

Porosity  at  cone  9 17% 

Shrinkage - 5 

Fusion  test  about  cone 28 

Ceramics  Department 

University  of  Illinois 

Urbana,  III. 


THE  PASSING  OF  KING  METHANE1 

By  S.  R.  Scholus 

Forty  years  ago  there  was  always  great  disappointment  when  the  hope- 
ful driller  for  petroleum  struck  a  pocket  of  natural  gas.  He  might  be 
obliged  to  wait  for  several  days  while  the  gas  roared  into  the  air,  before 
tools  could  be  removed,  or  the  well  probed  further  for  oil.  Sometimes 
a  "gasser"  caught  fire,  and  the  great  torch,  consuming  millions  of  cubic 
feet  of  gas  daily,  lighted  the  whole  countryside. 

Twenty  years  later,  natural  gas  had  become  the  standard  glass-house 
fuel,  and  the  so-called  "gas-belt,"  comprising  parts  of  western  Pennsyl- 
vania, West  Virginia,  Ohio,  and  Indiana,  became  also  the  glass  belt,  and 
here  the  most  of  the  factories  were  operated. 

Today  the  price  of  natural  gas,  except  in  favored  localities,  is  almost 
prohibitive  for  the  manufacturer.  Moreover,  for  several  years  past, 
the  gas  has  been  low  in  supply  in  cold  weather.  This  is  chiefly  because  of 
the  increased  domestic  demand,  for  the  gas-belt  household  must  still 
have  its  wasteful  grates  and  sometimes  heating  furnaces  fired  with  gas. 
And  in  extremely  cold  weather,  the  condensation  of  moisture  as  the  warm 
gas  issues  from  the  wells  into  the  cold  pipes  sometimes  chokes  off  a  large 
part  of  the  supply  at  the  source. 

Thus,  in  less  than  four  decades  the  most  ideal  of  all  industrial  fuels  has 
run  its  course  from  a  nuisance  to  a  luxury.     Many  of  us  can  recall  the 

words  of  our  first  text-book  on  organic  chemistry:    "Methane is 

found  issuing  from  the  ground  in  some  localities."  Probably  more  of  it 
has  issued  from  the  ground  into  the  atmosphere  than  has  ever  issued 
from  pipes  since  it  became  industrially  prominent.  It  has  not  yet  ceased 
to  flow;  far  from  it,  but  new  gas  wells  are  more  and  more  speculative 
ventures,  with  production  barely  able  to  keep  up  with  the  warm  weather 
demand. 

Of  all  the  materials  stored  in  the  bosom  of  Mother  Earth  for  her  human 
sons  to  find  and  use,  none  other  seems  so  ideally  adapted  to  the  caloric 
needs  of  man  as  natural  gas.  The  combustion  of  one  cubic  foot  of  it 
yields  a  thousand  British  thermal  units,  which  is  nearly  double  the  calorific 
value  of  coal  gas.  It  is  free  from  sulphur.  It  requires  some  ten  times  its 
own  volume  of  air  for  its  combustion,  and  the  leisurely  travel  of  the  flame 
through  the  mixture  makes  the  flame  long  enough  for  any  furnace.  It  is 
clean  and  dustless  and  almost  odorless.  There  is  scarcely  a  place  where 
fuel  is  required  where  natural  gas  does  not  excel.  For  glass  furnaces  it 
is  ideal — no  other  word  describes  it. 

But  all  of  these  encomiums  might  almost  be  written  in  the  past  tense,  so 
far  as  the  glass  manufacturer  is  concerned.  New  wells  are  being  brought 
1  Presented  at  the  St.  Louis  Meeting,  Feb.  28,  1922. 
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in,  to  loe  sure,  but  they  do  not  take  the  place  of  old  ones  that  are  breathing 
their  last.  A  year  or  two  ago,  some  tremendous  gas  wells  were  brought  in 
near  MeKeesport,  Pa.  As  a  result  of  the  first  strike,  a  fever  of  drilling, 
accompanied  by  a  worse  disease  of  speculation  and  blue-sky  financing, 
made  MeKeesport  a  familiar  name  on  many  a  beautiful  stock  certificate. 
The  town  was  bored  so  full  of  holes  that  it  might  well  have  been  called 
"Sieveport."  It  is  all  over  now,  and  the  gas  obtained  has  cost  at  least 
$1 .  25  per  thousand.  West  Virginia  is  still  producing  immense  quantities, 
but  her  citizens  realize  the  fact  that  the  gas  will  soon  be  gone.  Forgetting 
that  the  control  of  interstate  commerce  is  purely  a  Federal  function, 
they  tried  to  prevent  by  law  the  piping  of  gas  out  of  the  State.  If  this 
had  been  a  constitutional  procedure,  the  glass  factories  of  adjoining  states 
would  have  been  brought  a  little  earlier  face  to  face  with  the  problem  of 
finding  a  successor  to  King  Methane.  Oklahoma  and  other  western  states 
are  developing  gas  fields,  but  they  are  too  far  from  the  centers  of  population 
to  be  industrially  important. 

During  the  gradual  shortening  of  the  gas  supply  as  winter  followed 
winter,  glass  factories,  to  avoid  periodical  shut-downs,  have  been  obliged 
to  be  prepared  to  use  alternative  fuels.  Chief  among  these  is  producer 
gas,  the  stand-by  before  natural  gas  was  known.  Fortunately  for  industry, 
the  inventors  of  gas-producers  have  so  spent  their  time  during  the  years 
when  sooty,  tarty,  poisonous,  evil-odored  producer  gas  was  kept  from  the 
field  by  its  sweet-breathed  cousin,  that  the  producer  to  which  the  glass 
manufacturer  turns  today  is  an  entirely  different  piece  of  apparatus  from 
that  of  a  generation  ago.  Mechanical  poking,  pressure  regulation,  pyro- 
metric  temperature  control,  and  improved  design  and  construction  have 
made  the  generation  of  producer  gas  from  soft  coal  far  more  of  an  exact 
process.  The  furnace  teaser  can  count  on  gas  under  steady  pressure, 
with  a  heat  value  approximating  at  all  times  140  B.t.u.  per  cubic  foot. 

It  is  a  difficult  matter  to  bring  up  a  cold  furnace  with  this  gas,  but  when 
once  the  regenerator  checkers  are  heated,  the  maintenance  of  constant 
high  temperature  is  only  a  matter  of  care.  The  one  outstanding  drawback 
is  the  necessity  of  burning  out  once  a  week  the  soot  and  tar  accumulated 
in  the  mains.  And  apparently  the  soot  and  tar  are  actually  desirable, 
to  give  the  flame  of  producer  gas  a  luminous  character,  so  that  it  will 
radiate  more  heat  upon  the  glass  in  tanks,  or  upon  the  pots  in  furnaces 
than  would  the  non-luminous  flame  of  the  clean  gas,  whose  principal  fuel 
component  is  carbon  monoxide. 

It  is  within  the  range  of  possibilities  that- coal  gas  from  by-product 
coke  ovens  may  be  made  for  glass  furnaces.  Perhaps  such  a  development 
must  wait  until  the  immense  tonnage  of  coke  that  would  be  thereby  pro- 
duced can  find  a  market.  Or  perhaps  a  combination  of  coal-  and  water-gas, 
such  as  many  city  gas-works  produce,  may  be  made  at  a  cost  where  its 
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advantages  of  cleanliness  and  high  heat  value  enable  it  to  compete  with 
that  dirty  but  inexpensive  fog,  producer  gas. 

Fuel  oil  has  reached  an  importance  such  that  it  deserves  more  than 
honorable  mention  as  a  glass-house  fuel.  For  the  benefit  of  those  who 
are  not  acquainted  with  this  fuel,  it  should  be  said  that  most  fuel  oils 
are  black,  heavy,  and  viscous.  They  require  to  be  pumped  warm,  and  are 
usually  fed  to  the  burners  at  temperatures  of  120°F  or  higher.  Several 
types  of  burners  are  in  use,  and  the  spraying  of  the  oil  into  the  furnace  is 
accomplished  in  various  ways.  Large  and  small  nozzle  orifices,  low  and 
high  pressures  of  oil  and  the  air  that  atomizes  it,  are  all  more  or  less  success- 
ful, and  all  require  the  same  careful  attention.  The  choice  of  an  oil-burn- 
ing system  may  be  said  to  be  a  matter  of  individual  preference,  depending 
somewhat  on  the  furnace  to  be  heated. 

The  oil  flame  is  very  hot  and  incandescent,  and  therefore  well  adapted 
to  glass  melting.  It  is  a  trifle  too  short  and  intense,  however,  and  local 
over-heating  of  refractories  is  an  evil  attending  its  use. 

In  the  matter  of  cost,  oil  fluctuates  rapidly  and  widely,  according  to 
the  demand  and  supply.  It  also  has  a  seasonal  swing  in  price,  being 
more  expensive  in  cold  weather.  Therefore  it  requires  a  careful  purchasing 
agent  to  keep  a  factory  supplied  with  oil  at  an  advantageous  price. 

Having  discussed  the  sources  of  heat,  let  us  turn  for  a  little  to  the  ap- 
plication of  the  dearly-bought  B.t.u.'s.  One  ton  of  good  bituminous  coal 
will  furnish  28,000,000  B.t.u.,  about  30%  of  which  heat  is  lost  in  the  con- 
version to  producer  gas,  leaving  19,600,000  B.t.u.  delivered  to  the  furnace. 
In  a  good  tank,  where  the  glass  need  not  be  too  clear,  this  coal  will  melt  3,000 
lbs.  of  glass,  where  1,000  lbs.  is  fed  as  cullet,  2,000  lbs.  as  raw  material. 
The  following  figures,  which  are  typical  rather  than  exact,  may  be  derived : 

Heat  consumed  in  decomposing  soda 745,000  B.t.u. 

Heat  produced  by  formation  of  sod.  sil 352,000 

Heat  produced  by  formation  of  calcium  sil...  .        43,000 

395,000  B.t.u. 

Net  heat  consumed  by  chemical  reactions 350,000  B.t.u. 

3000  X  .2  (sp.  ht.)  X  2500  = 

Heat  absorbed  by  glass  at  maximum  temperature 1,500,000  B.t.u. 

Total  heat  consumed  by  melting  glass 1,850,000  B.t.u. 

1,850,000  „ 

gives  .094,  or  9.4%  efficiency. 

19,6000,000 

Of  the  remaining  heat  units  produced  from  the  combustion  of  a  ton  of 
coal,  4,200,000,  or  21.4%,  go  up  the  stack,  assuming  that  the  stack  gases 
are  at  600 °F.     The  balance  of  something  over  69%  is  lost  by  radiation. 

While  the  heat  balance  worked  out  above  is  on  the  basis  of  coal  burned, 
the  same  results  are  found  when  natural  gas  or  oil  is  the  fuel,  since  these 
three  fuels  replace  one  another  in  proportion  to  their  calorific  power. 


696  SCHOLES — THE  PASSING 

The  item  of  69%  lost  by  radiation  is  a  conservative  figure,  since  few 
tank  furnaces  turn  out  as  much  as  3,000  lbs.  of  glass  per  ton  of  coal  burned. 
And  in  pot  furnaces  this  output  drops  below  2,000  lbs.  and  is  sometimes 
as  low  as  1,000  lbs.  The  question  arises  how  this  enormous  loss  may  be 
cut  down,  or  to  put  it  positively,  how  the  meager  efficiency  of  the  glass 
furnace  can  be  raised.  The  obvious  answer  is,  apparently,  by  heat  in- 
sulation. The  walls  and  crown  of  the  furnace  are  nowhere  more  than  one 
foot  thick.  Why  not  cover  these,  and  also  the  walls  of  regenerator  cham- 
bers and  uptakes,  and  cut  down  this  rapid  flow  of  heat?  The  answer  is 
that  tank-blocks,  crown  and  checker  bricks,  are  now  right  at  the  limit 
of  their  endurance,  and  it  seems  essential  to  their  preservation  to  keep 
them  cool  on  the  outside,  and  allow  the  heat  to  flow  through  them.  Other- 
wise they  would  respectively  dissolve  in  the  glass,  or  spawl  off  in  fragments 
or  slag  down,  thus  causing  more  loss  than  the  saving  of  fuel  could  offset. 

While  these  remarks  set  forth  the  present  status  of  glass-house  re- 
fractories, they  do  not  mean  that  we  are  at  the  end  of  progress  in  this  di- 
rection. The  time  has  come  when  the  makers  of  refractories  must  de- 
velop something  that  will  stand  up  for  its  usual  life  in  a  glass  furnace, 
covered  with  insulation.  In  the  heyday  of  King  Methane's  reign,  when 
natural  gas  sold  for  six  cents  a  thousand  feet  (with  or  without  a  factory 
site  thrown  in)  nobody  minded  the  waste  of  gas.  But  now,  with  gas  at 
forty -five  cents  and  up,  and  little  to  be  had,  and  coal  at  six  dollars,  and  oil  at 
whatever  the  traffic  will  bear,  something  real  must  be  done  to  economize  fuel. 

Another  direction  in  which  effort  might  well  be  expended  toward  the 
saving  of  fuel  is  in  the  design  of  glass  furnaces  and  tanks.  When  a  civil 
engineer  sets  out  to  build  a  bridge,  he  has  at  his  command  accurate  data 
on  stresses,  strength  of  materials,  and  the  like.  And,  barring  the  oc- 
casional slipping  of  a  decimal  point,  his  bridge  will  be  safe  for  its  traffic, 
without  waste  of  steel.  But  are  there  any  like  data  for  the  builder  of  a  glass 
tank?  Does  anyone  really  know  how  high  the  crown  should  be,  or  what 
is  the  best  width  of  tank  and  length  of  melting  end  for  a  given  tonnage,  or 
what  the  shape  and  size  of  ports  and  checkers  should  be,  for  the  most  effi- 
cient operation?  Apparently  not,  for  there  are  a  great  variety  of  tanks, 
different  in  design  according  to  the  whims  of  their  builders,  with  no  demon- 
strated standards  anywhere.  This  should  not  be  so,  for  there  are  undoubt- 
edly definite  principles  making  for  economy  of  fuel  in  glass  furnaces,  and 
it  is  time  they  were  established  and  made  known. 

With  true  American  prodigality,  we  have  already  blown  into  the  air 
or  burned  almost  all  of  our  treasure  of  natural. gas.  And  now,  with  true 
American  inventiveness,  we  must  improve  furnace  and  refractories  so  as 
to  get  far  better  efficiencies  from  the  burning  of  King  Methane's  successors. 

Federal  Glass  Co. 
Qolumbus,  Orio 
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J  C,  HosTETTER:— The  discussion  of  this  paper  seems  to  me  to  take  in 
everything  connected  with  glass  melting,  and  while  it  is  unfortunate 
that  Mr.  Scholes  is  not  here  to  reply  to  your  comments,  I  hope  we  may  have 
a  generous  discussion  of  the  paper  among  ourselves,  even  in  his  absence. 
It  may  be  of  interest  to  you  to  know  of  the  successful  installation  of 
concrete  oil  storage  tanks  at  the  present  time.  We  installed  one  recently 
in  Corning,  with  a  capacity  of  about  seventy-five  thousand  gallons,  and 
it  is  working  out  successfully.  It  is  "fool-proof,"  in  the  sense  that  if  any 
leakage  should  take  place,  it  is  shown  immediately  by  the  water  seal  on 
the  outside;  that  is,  an  indication  is  given  immediately.  The  tank  is 
divided  into  two  compartments  each  equipped  with  sumps  for  collecting 
water  and  debris  introduced  with  the  oil.  A  steam  heating  arrangement 
maintains  the  oil  at  a  constant  temperature  throughout  the  year  or  at  least, 
above  a  certain  minimum  temperature,  and  it  is  working  out  successfully. 
This  storage  capacity  cost  us  about  $14,400  at  the  peak  of  prices  including 
excavation,  so  that  compared  with  steel  tanks  the  cost  is  not  excessive. 

Mr  H.  L.  Dixon:— You  know,  in  all  the  years  I  have  been  engaged  in 
the  practical  business  of  building  and  developing  furnaces  for  making  glass, 
I  have  grown  more  and  more  every  year  to  realize  my  lack  of  technical 
education  in  these  matters.  I  have  grown  more  and  more  every  year, 
as  I  attend  meetings  of  this  character,  to  appreciate  the  wonderful  work 
that  the  technical  boys  are  doing  in  the  development,  in  the  explanation, 
in  the  disclosure  of  all  of  the  great  forces  that  we  have  been  using  for  years 
and  years,  in  the  use  of  fuel  in  the  making  of  glass.  Of  course,  I  don't 
know  anything  about  glass  except  in  a  casual  way. 

Now  there  are  one  or  two  statements  that  Mr.  Scholes  makes  that 
I  take 'exception  to.  As  a  result  of  experiments,  trials  and  demon- 
strations we  have  derived  certain  fundamental  principles  which  we  use 
in  designing  furnaces  that  don't  exactly  demonstrate  properly.  There  are 
certain  fundamental  rules  that  have  not  been  determined  by  any  scientific 
method  or  by  the  schools,  or  any  scientists,  or  anybody,  but  which  have 
been  determined  absolutely  by  practice.  The  area,  for  instance,  of  a  tank 
for  melting  a  certain  amount  of  glass  has  been  absolutely  determined. 
There  is  of  course,  a  difference  of  opinion,  different  builders  and  different 
methods ;  but  there  are  very  well  established  fundamental  rules  neverthe- 
less For  instance,  if  a  man  wants  to  build  a  tank  to  make  fifty  tons  of 
glass  in  twenty-four  hours,  there  are  well-fixed  rules  for  establishing  what 
size  that  tank  should  be. 

I  agree  with  Mr.  Scholes  that  one  of  the  most  serious  problems  that 
furnace  builders  have  to  contend  with  is  the  matter  of  refractories.  The 
materials  from  which  the  furnace  must  be  built  ought  to  be  the  subject 
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of  very  intensive  study  of  just  such  organizations  as  this.  The  ordinary 
furnace  builder  like  myself  doesn't  know  very  much  about  the  science  of 
fuels  and  of  refractories  except  as  gained  through  constant  use  and  ex- 
perience. Of  course,  we  read  all  these  papers  and  try  to  digest  them,  and 
if  we  run  across  certain  things  we  do  not  understand,  we  go  into  our  li- 
braries and  dig  out  our  text  books  and  try  to  understand  them,  but  when 
we  get  through  we  know  very  little  more  than  when  we  began. 

Now,  the  fact  is  this:  What  we  can  do,  and  what  we  can  promise  a 
customer,  for  instance,  is  based  absolutely  upon  what  we  have  experienced 
and  gone  through  in  our  day  and  time.  I  will  say  frankly  and  I  believe 
every  man  within  the  sound  of  my  voice  will  agree  with  me  that  we  learn 
a  hundred  times  more  through  our  mistakes  than  we  do  through  our  success. 
If  we  happen  to  build  a  furnace  for  somebody,  and  it  doesn't  work  right 
we  have  to  pay  for  it;   and  we  do  not  forget  that. 

Now,  is  it  not  a  reproach  to  those  who  were  in  the  glass  business  during 
the  last  century  that  two  articles  they  thought  they  had  to  have  were 
by  mere  accident  found  to  be  unnecessary?  There  are  a  large  number  of 
men  today  using  the  main  ingredients,  silica,  soda  and  lime,  and  a  little 
decolorizer,  and  nothing  else.  The  man  that  uses  "dope"  in  his  glass 
doesn't  know  the  glass  business.  The  best  glass  that  is  made  today  is 
made  without  "dope." 

Now,  I  want  to  say,  Mr.  Chairman,  as  a  man  not  possessing  the  tech- 
nical knowledge  that  you  boys  do,  I  preach  all  these  so  much,  that  I  can  not 
tell  you  what  I  think  of  it — I  cannot  express  my  appreciation  of  the 
wonderful  things  that  have  been  brought  about  by  the  study  and  experi- 
ence of  the  boys  that  are  really  in  the  glass  factories,  and  of  what  they  are 
doing:  but  here  is  one  thing  I  want  to  say.  It  is  not  a  question  in  your 
study  of  what  you  can  use  in  making  glass :  the  intensive  study  you  should 
make  is  as  to  what  you  can  do  without  and  abolish. 

Mr.  A.  H.  Williams: — I  would  like  to  ask  Dixon  if  he  can  give  us  the 
limits  of  insulations  that  can  be  put  on  the  present  refractories,  if  any  can 
be  put  on  at  all. 

Mr.  Dixon: — I  am  glad  you  asked  that  question,  for  we  have  made 
absolute  determinations.  We  can  insulate  the  parts  which  are  subject 
to  moderate  temperatures,  but  when  we  come  to  the  crown  of  the  furnace — 
in  other  words,  the  melting  chamber — if  that  is  covered  with  an  insulating 
material  it  only  lasts  a  short  time.  It  has  become  well  known  that  the 
insulation  of  that  part  of  the  furnace  is  absolutely  impossible,  if  you  want 
to  maintain  the  furnace  for  any  length  of  time. 

The  dirt  and  dust  and  everything  in  a  furnace  accumulates  on  the  crown, 
it  prevents  radiation  causing  the  arch  to  burn  through  and  give  way  in 
a  very  much  shorter  time  than  it  would  if  it  is  kept  perfectly  clean.  it  ' 

Mr.  Hess: — The  industrial  application  of  fuel  gases,  I  think,  is  rapidly 
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assuming  an  entirely  new  aspect.  It  is  not  only  a  question  of  producing 
a  glass  or  melting  glass  in  a  definite  time,  but  the  matter  of  the  quality  of 
the  gas  is  a  very  important  point  to  be  considered,  especially  since  we  have 
gone  into  the  use  of  automatic  machinery.  Undoubtedly  within  the  next 
few  years  the  development  of  the  gas  industry  will  be  so  great  that  in  most 
of  the  gas  plants,  especially  those  located  in  the  larger  cities,  it  will  be 
possible  to  secure  a  variety  of  gases,  so  we  may  either  make  our  own  pro- 
ducer gases,  or  we  may  secure  gas  from  plants  that  will  be  located  in  the 
industrial  district  and  which  will  distribute  cheap  fuel  through  high  pressure 
lines  for  specific  purposes.  I  happen  to  know  of  experiments  which  are 
now  being  made  with  blue- water  gas  in  the  melting  of  glass.  I  have  tried 
such  experiments  myself,  but  they  were  in  a  furnace  built  for  the  ordinary 
producer  gas  and  the  results  were  not  good;  but,  in  other  cases  I  have  seen 
some  very  good  results.    For  certain  work  a  type  of  very  clean  gas  is  needed. 

Some  of  the  larger  gas  companies  are  doing  a  great  deal  of  work  with 
reference  to  manufacturing  industrial  gas  locally  and  distributing  it  in 
the  immediate  vicinity  to  the  factories.  The  glass  factory  will  be  able 
to  utilize  such  gas  for  it  will  be  available  at  prices  which  will  be  favorable 
to  the  specific  purposes  for  which  they  are  used.  I  think  that  the  fuel  prob- 
lem should  be  given  much  attention  because  for  certain  purposes  we  can  only 
use  the  more  expensive,  while  for  other  purposes  we  can  use  a  cheap  fuel  gas. 

Mr.  Yung  : — It  seems  to  me  that  there  are  a  few  points  in  the  construc- 
tion of  tank  furnaces  that  ought  to  be  brought  up,  which  have  a  tremendous 
effect  upon  fuel  consumption.  There  are  a  good  many  manufacturers, 
who,  as  Mr.  Dixon  has  said,  will  come  to  him  and  tell  him  they  want  a 
furnace  of  such  and  such  a  tonnage,  and  they  want  one,  two  or  three  ma- 
chines to  the  furnace.  It  makes  a  difference  whether  you  put  one,  two 
or  three  machines  on  a  furnace  in  your  fuel  consumption  per  ton  of  glass 
melted.  There  is  a  point  at  which  you  will  get  a  minimum  loss  through 
radiation  per  machine.  If  you  put  fifty  machines  around  the  tank,  it 
would  mean  a  large  working  diameter  for  your  tank,  and  that  large  diameter 
would  represent  a  large  area  of  radiating  surface  per  machine  and  conse- 
quently per  pound  of  glass  melted.  Perhaps  one  machine  to  the  tank 
would  be  going  the  other  way.  I  think  this  is  a  point  that  the  furnace 
builders  and  manufacturers  should  take  up  in  the  designing  of  furnaces — 
the  determination  of  the  most  economical  number  of  any  particular  ma- 
chine to  operate  on  a  tank. 

Now  another  subject  which  today  is  undetermined;  we  know  that  the 
first  four  or  five  or  six  inches  of  the  tank  block  do  not  stand  up  very  long ; 
nevertheless,  it  has  some  value  in  the  tank.  It  lasts  a  certain  length  of 
time;  perhaps  it  is  only  two  or  three  or  four  months.  That  being  the 
case,  just  where  is  the  balance  between  the  cost  of  this  extra  six  inches  in 
the  tank  block,  the  pollution  of  the  glass  and  the  benefit  derived? 
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Another  thing  that  seems  to  me  might  be  of  help  in  economizing;  you 
can  lay  out  a  tank  with  a  radiation  of  fourteen  to  sixteen  square  feet  to 
the  ton.  You  might  run  the  temperature  of  this  tank  up  and  be  able  to 
melt  one  and  a  half  times  as  much  glass.  Unquestionably,  the  life  of 
your  tank  will  be  shortened  by  increasing  your  temperature,  but  where  is 
the  balance  on  the  cost  sheet  between  spending  that  additional  fuel  to 
obtain  higher  temperatures,  melting  your  flux  blocks  out  and  the  increased 
production? 

J.  C.  Hostetter: — The  points  brought  out  by  Mr.  Yung  are  very 
important.  Going  back  to  Mr.  Dixon's  reference  to  the  technical  boys 
Mr.  Yung's  statement  brings  in  the  necessary  condition  that  if  the  tech- 
nical man  is  to  give  us  much  of  value,  he  must  introduce  the  dollar  sign 
into  his  calculations. 

Referring  to  the  thickness  of  tank  blocks,  if  it  is  the  last  four  or  five 
inches  of  the  block  that  counts,  then  put  in  the  extra  eight  to  make  it  a 
twelve-inch  block?  It  is  a  problem,  and  we  must  get  the  solution  to  it 
some  of  these  days.  The  life  of  a  tank  under  comparable  conditions  is 
determined  by  the  temperature  of  operation.  I  think  that  is  unquestion- 
ably true.  Therefore,  to  compare  tank  performance  we  should  have  not 
only  the  volume  of  glass  passing  through  per  unit  time  but  the  temperature 
at  which  it  was  operated,  and  also  we  should  consider  the  area  of  the 
melting  end;  and  perhaps  the  entire  area  of  the  tank.  I  think  it  is  only 
by  taking  all  these  factors,  and  several  others  into  consideration  that  we 
will  be  able  to  compare  the  service  of  different  tanks  and  the  performance 
of  refractories. 

Mr.  D.  W.  Ross: — In  some  quarters  the  question  of  the  thickness  of 
the  block  is  treated  more  or  less  as  a  joke.  In  the  light  of  the  fact  that 
each  day's  extra  production  means  a  thousand  or  more  dollars  worth 
of  ware,  one  manufacturer  has  jokingly  said,  that  it  requires  only  two  days 
increase  in  the  life  of  a  tank  to  pay  for  the  additional  amount  of  block 
eaten  away  and  also  that  this  extra  portion  of  block  makes  good  glass. 

Mr.  Hostetter  :— There  is  a  little  bit  of  evidence  perhaps  contradict- 
ing Mr.  Dixon's  statement  that  "dope"  isn't  necessary  in  the  glass. 

Mr.  Dixon: — One  thing  above  everything  else  I  don't  want  to  be  mis- 
understood: Mr.  Yung  has  sketched  a  tank  for  making  bulbs,  which  all 
of  you  know  is  a  recent  development.  There  was  a  time  when  nobody 
believed  that  bulbs  could  be  made  from  anything  but  lead  glass.  I  re- 
member that  for  years  nobody  else  could  make  a  bulb  that  anybody  would 
buy  unless  it  was  made  in  Corning.  They  had  a  strike  and  the  Liberty 
people  started  in  competition,  and  that  is  when  they  first  found  out  some- 
body else  could  make  them  besides  the  Corning  Glass  Works. 

For  years  they  made  the  bulb  of  lead  glass  from  certain  tanks,  and  they 
found  out  afterward  that  it  was  possible  to  make  a  bulb  for  incandescent 
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lamps,  with  the  proper  expansion  and  everything  of  that  sort,  differently, 
and  that  tank  he  sketched  out  there  was  the  result.  You  can  easily 
realize  it  is  absolutely  reversed  from  the  ordinary  method  of  building  tanks. 
All  the  methods  we  had  had  in  tank  building  were  directed  to  increase 
production.  Now,  all  of  you  know  we  succeeded  in  accomplishing  that. 
It  is  not  a  fair  proposition  for  Mr.  Yung  to  use  his  bulb  tank  as  a  general 
tank  proposition.     It  is  an  exceptional  proposition:  absolutely  so. 

Mr.  Williams: — The  closing  paragraphs  of  Mr.  Scholes's  paper  should 
give  members  of  the  glass  division  food  for  thought.  The  need  of  accurate 
data  and  comparative  data  of  the  fuel  and  furnace  problems  of  the  glass 
industry  is  becoming  ever  more  evident  as  one  notes  the  interest  any  article 
on  this  subject  arouses. 

Those  who  were  present  at  the  St.  Louis  Meeting  will  remember  some 
of  the  interesting  discussion  following  Mr.  Scholes's  paper  and  the  many 
facts  of  interest  mentioned.  What  a  profitable  meeting  it  would  be  if 
the  great  variety  of  opinions  regarding  the  construction  of  any  single 
type  of  furnace  could  be  mentioned  and  compared.  Could  not  the  next 
Annual  Meeting  be  made  a  time  for  special  discussion  of  this  important 
subject  with  the  object  of  presenting  comparative  data  on  furnace  con- 
struction and  production. 

Such  a  program  would  bring  manufacturers,  ceramic  chemists,  and  engi- 
neers together  with  a  very  profitable  advantage  to  all  concerned.  The 
Secretary  of  the  glass  division  would  be  glad  to  hear  from  any  one  willing 
to  present  data  or  construction  details  at  the  next  annual  meeting  such 
that  a  half  day's  program  on  this  single  subject  might  be  arranged  and 
advertised. 

Mr.  C.  D.  Smith: — In  speaking  of  producer  gas  Mr.  Scholes  refers  to 
the  weekly  burning  out  of  the  gas  line  as  the  one  outstanding  drawback 
to  this  type  of  fuel.  It  is  true  that  this  burning  out  has  its  disagreeable 
features,  but  with  gas  mains  of  ample  capacity,  properly  installed  dust 
legs  with  a  sufficient  number  of  openings  for  blowing  with  steam  or  air 
and  a  good  burnout  connection  to  stack,  this  work  becomes  a  matter  of 
routine  in  which  most  of  the  disagreeable  features  disappear. 

Mr.  Scholes  also  refers  to  the  luminous  character  of  the  flame  from 
raw  producer  gas.  The  application  of  clean  non-luminous  gas,  a  mixture 
of  producer  gas  and  water  gas,  to  glass  tanks  is  being  advocated  in  some 
quarters  and  from  a  fuel  standpoint  is  a  matter  on  which  there  is  a  differ- 
ence of  opinion.  To  my  mind  a  luminous  flame  has  undoubtedly  merit 
in  tanks  as  now  built,  and  when  a  gas  having  a  non-luminous  flame  is  used 
the  B.t.u,  consumption  may  be  expected  to  increase  30  to  40  per  cent. 


DATA  ON  VISCOSITY  OF  INDIANA  CLAY  SLIP  WITH  ELECTRO- 
LYTES IN  REGARD  TO  THE  CASTING  OF  TERRA  COTTA1 

By  H.  E.  Davis 
ABSTRACT 

A  presentation  of  data  on  the  use  of  several  electrolytes  with  one  particular  clay, 
to  wit:  Indiana  clay,  such  as  is  used  by  the  terra  cotta  manufacturers  of  the  Chicago 
district. 

The  various  electrolytes  used  were  sodium  carbonate,  sodium  silicate,  the  two  com- 
bined half  and  half,  gallic  acid,  and  tannic  acid.  Data  was  obtained  by  determining 
relative  viscosities  with  the  use  of  a  flow  viscosimeter,  and  by  measuring  the  thickness 
of  wall  cast  in  a  given  time. 

Sodium  carbonate,  used  alone,  seemed  to  be  the  most  satisfactory.  Tannic  acid 
shows  possibilities,  but  so  much  is  required  as  to  be  commercially  impractical. 

Introduction 

The  idea  of  casting  terra  cotta  has  been  brought  up  numerous  times, 
and  no  doubt  one  may  safely  say  that  almost  every  ceramist  in  the  business 
has  experimented  with  it  at  some  time  or  other.  From  the  results  thus 
far  obtained  by  others,  and  those  made  known  thus  far  by  the  Bureau, 
the  author  came  to  the  conclusion  that  the  idea  was  quite  impractical 
because  of  the  greatly  increased  plaster  cost,  due  to  the  slower  turn-over 
of  the  moulds.  Howeyer,  the  hope  existed  that  some  means  might  be 
found  of  economically  casting  such  work  as  small  free-standing  ornaments, 
balusters,  etc.,  which  are  the  worst  pieces  in  the  business  to  press,  and  the 
poorest  pieces  when  most  painstakingly  made.  It  is  no  doubt  problem- 
atical, but  furthermore,  the  author  is  inclined  to  believe  that  the  more 
uniform  and  tighter  body  produced  in  the  casting  process  would  be  more 
resistant  to  the  spalling  troubles  prevalent  in  work  of  this  nature. 

References 

In  starting  this  study,  no  attempt  was  made  to  abstract  previous  publi- 
cations on  the  subject,  as  it  was  thought  quite  unnecessary.  However, 
there  are  two  papers  which  should  be  mentioned :  first,  one  by  E.  G.  Ache- 
son,2  and  one  by  Bleininger  and  Hornung.3  Acheson's  paper,  being  the 
first  presentation  of  the  subject  in  the  Transactions,  is  very  interesting 
and  instructive.  Starting  into  the  clay  business  as  a  novice,  he  set  about 
to  add  every  organic  substance  he  could  think  of  to  certain  clays,  and 
noted  the  effect  of  water  on  plasticity,  shrinkage,  strength,  etc.  He  even 
used  beer  and  claret  and  obtained  satisfactory  results  in  liquefying  his 
mixtures.  The  18th  amendment  having  ruled  these  out,  it  was  considered 
impractical  to  try  them  in  these  experiments.     Mr.  Acheson  then  called 

1  Terra  Cotta  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 

2  Acheson,  Trans.  Amer.  Ceram.  Soc,  6,  31  (1904). 

3  A.  V.  Bleininger  and  M.  R.  Hornung.  Ibid.,  17,  330  (1915). 
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upon  Dr.  Heinrich  Ries  to  corroborate  his  results,  and  the  most  important 
development  in  the  research  was  the  marked  action  of  tannic  acid,  catechu, 
and  emulsion  of  oat  straw  in  liquefying  certain  clays.  Dr.  Ries  found 
upon  microscopic  examination  that  the  effect  was  produced  by  a  disper- 
sion or  deflocculation  of  the  larger  groups  of  particles  into  the  minimum 
size  of  individual  grain,  which  greatly  facilitated  the  liquefaction. 

The  second  reference,  that  of  Bleininger  and  Hornung,  deals  with 
the  more  modern  method  of  preparing  slips  for  casting  by  the  addition 
of  small  percentages  of  sodium  carbonate,  and  sodium  silicate.  In  this 
paper  the  theory  of  electrolysis,  and  the  hydrolization  of  the  salts  is  very 
fully  explained,  and  will  not  be  gone  into  here. 

Scope  and  Methods  of  Investigation 

From  a  review  of  these  two  papers,  it  was  decided  to  use  the  following 
electrolytes  in  connection  with  a  clay  from  the  coal  measures  of  Indiana 
such  as  is  used  entirely  by  the  terra  cotta  manufacturers  of  the  Chicago 
district;  sodium  carbonate,  sodium  silicate,  the  two  combined  half  and 
half,  gallic  acid,  and  tannic  acid.  As  relative  viscosity  was  all  that  was 
desired,  a  home-made  viscosimeter  very  similar  to  the  one  used  by  Blein- 
inger, with  the  elimination  of  the  Marriot  tube  modification,  served  the 
purpose  very  well.  In  order  to  eliminate  as  much  as  possible  any  dis- 
crepancies, due  to  variation  in  head,  the  tube  was  filled  to  exactly  the 
same  level  for  each  trial.  The  instrument  used  was  a  brass  cylinder, 
8.5  inches  long,  2.5  inches  in  diameter,  with  a  7/64-inch  orifice  in  the  bot- 
tom cap.  The  slip  made  up  contained  76.2  grams  of  dry  clay  per  100  cc, 
which  weighed  in  the  slip  state  148.5  grams. 

Sodium  Carbonate. — In  the  first  series  run,  sodium  carbonate  was 
used  in  the  following  percentages:  .02,  .04,  .08,  .12,  .16,  .18,  .20,  .24,  .30, 
.40,  added  in  solution  with  a  given  amount  of  water  to  800  cc.  of  slip. 
This  showed  a  very  marked  effect  after  addition  of  .04%,  but  no  effect 
whatever  with  .02%.  The  greatest  fluidity  was  obtained  with  .16%, 
and  higher  percentages  started  the  curve  very  slowly  upwards,  as  can 
be  seen  from  the  chart.  Even  the  most  liquid  slip  produced  showed  no 
tendency  to  settle  out  heavily.  The  thinnest  slip  in  the  series  was  cast 
in  a  small  crucible  mould  in  order  to  determine  the  thickness  of  wall  cast 
in  a  given  time,  and  also  the  total  time  until  the  piece  could  be  removed 
from  the  mould.  The  average  wall  at  the  middle  of  the  cast  was  7/e4 
inches  and  the  bottom  was  x/4  inch  thick.  Two  and  one-half  hours  from 
the  time  the  mould  was  first  filled  were  required  before  the  cast  could  be 
removed. 

Sodium  Silicate.-  -The  second  series  run  was  with  sodium  silicate  in 
the  same  percentages  as  the  carbonate,  added  in  solution  with  the  same 
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amount  of  water.  The  chart  shows  that  this  electrolyte  was  a  little  slower 
in  acting  than  the  carbonate,  and  required  .18  per  cent  to  produce  maxi- 
mum fluidity,  which,  however,  did  not  reach  the  low  point  of  the  carbonate 
series.  These  slips  were  made  up  in  the  evening,  and  allowed  to  stand  over 
night  before  running.  By  morning  the  bottom  of  each  bottle  of  the  thinner 
slips  had  about  V/i  inches  of  clay  settled  so  hard  and  gummy  it  was  very 
difficult  to  get  it  into  suspension  again.  The  thinnest  of  this  series  and 
all  others,  except  gallic  acid,  was  cast  in  a  mould  the  same  as  used  for  the 
carbonate  slip  for  the  same  given  time,  and  same  results  noted.  In  this 
case,  the  cast  was  removed  from  the  mould  in  V/i  hours.  The  wall  thick- 
ness was  10/64  inch,  and  the  bottom  17/32  inch,  which  shows  very  clearly 
the  rapid  settling  tendency.  It  is  also  noteworthy  that  the  silicate  with 
this  particular  clay  allows  it  to  free  its  water  more  readily  than  does  the 
carbonate,  thus  producing  a  thicker  cast  in  a  given  time. 

Combined  Silicate  and  Carbonate. — In  the  third  series,  sodium 
carbonate  and  sodium  silicate  were  used  in  50-50  proportions  with  quite 
satisfactory  results.  The  percentages  of  the  two  combined  were  the  same 
as  those  used  for  the  individual  components.  The  chart  shows  the  com- 
bined curve  to  lie  for  the  most  part  between  the  curves  of  the  component 
electrolytes.  As  a  matter  of  curiosity,  a  calculated  curve  was  drawn  up, 
and  it  is  interesting  to  know  that  several  of  the  minimum  points  coincide 
with  the  actual  curve.  Noting  this,  it  was  decided  to  measure  the  wall 
thickness  of  the  casts  from  the  three  series  with  micrometer  calipers. 
The  results  are  as  follows:  Series  No.  1  (carbonate)  .116  in.,  Series  No.  2 
(silicate)  .164  in.,  Series  No.  3  (combined)  .137  in.  actual,  .140  in.  calcu- 
lated. 

Gallic  Acid. — The  fourth  series  was  run  using  gallic  acid  solution  as 
the  electrolyte  in  the  following  percentages:  .01,  .02,  .03,  .04,  .06,  .08, 
.12,  .16,  .20,  .24,  .30,  .40.  Results  from  these  trials,  however,  were  very 
disappointing,  and  not  even  a  curve  was  plotted.  It  was  evident  from 
the  figures  obtained  in  running  the  trials  that  the  curve,  had  it  been  drawn, 
would  not  follow  any  definite  trend,  but  would  vary  slightly  from  the 
plain  slip,  either  up  or  down,  with  no  apparent  sense  or  reason.  None 
of  the  entire  series  of  twelve  members  showed  any  marked  effect  either 
toward  thickening  or  liquefying  the  slip.  Thinking  that  perhaps  gallic 
acid  was  slow  in  taking  effect,  the  slips  were  left  until  the  following  day, 
shaken  well,  and  tried  again.  The  figures  checked  very  closely  with  those 
of  the  preceding  day,  so  this  series  was  given  up  as  a  failure. 

Tannic  Acid. — Following  the  results  obtained  by  Mr.  Acheson  in  his 

"Egyptianized  Clay,"1  it  was  decided  to  try  tannic  acid  for  its  effect  on 

Indiana  clay.  However,  the  range  of  percentage  was  made  considerably 

higher  than  in  the  preceding,  and  the  following  members  compose  the 

1  Loc.  cit. 
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series:  .05,  0.10,  .20,  30,  .50,  .75,  1.0,  2.0.3.0,  and  4.0%,  added  in  solu- 
tion with  a  given  amount  of  water.  These  slips  were  shaken  thoroughly 
and  allowed  to  stand  48  hours  before  running  through  the  viscosimeter, 
as  tannic  acid  is  known  to  be  slow  acting.  The  results  were  rather  start- 
ling. The  first  and  second  members  increased  the  viscosity  so  that  the 
slips  were  of  such  a  muddy  consistency  they  would  scarcely  run  through 
orifice.  The  chart  indicates  very  plainly  this  marked  action  and  also 
the  reverse  effect  of  the  next  three  members,  which  bring  the  viscosity 
down  to  the  first  minimum  point.  The  following  two  take  the  curve 
upward,  but  it  comes  back,  down  to  the  minimum  viscosity  at  three  per 
cent  tannic  acid.  Four  per  cent  increases  the  viscosity  slightly,  so  no 
further  trials  were  made.  It  is  important  to  note  here  that  the  thinner 
of  these  tannic  acid  slips  were  quite  different  in  character  from  those  of  the 
series  using  other  electrolytes,  in  that  they  maintained  the  clay  in  such 
perfect  suspension  and  even  with  such  a  high  water  content  showed  no 


Table   I 

Xo. 

Per  cent 
electrolyte 

Rel.  vis. 
sod.  carb. 

Rel.  vis. 
sod.  sil. 

Rel.  vis. 
combined 

Water 

1.000 

1 

.000 

1.000 

Plain  slip 

1 .455 

1 

.455 

1.455 

1 

.02 

1 .455 

1 

.375 

1.392 

2 

.04 

1.320 

1 

.353 

1.356 

3 

.08 

1.153 

1 

212 

1.202 

4 

.12 

1.125 

1 

167 

1.146 

5 

.16 

1.120 

1 

140 

1 .  130 

6 

.18 

1  .  130 

1 

135 

1 .  138 

7 

.20 

1.150 

1 

146 

1.141 

8 

.24 

1.147 

1 

163 

1.156 

9 

.30 

1.165 

1 

170 

1.159 

10 

Xo. 

.40 

1.190 
Table  II 

Per  cent 
tannic  acid 

1 

175 

1.177 
Rel.  vis. 

Water 

1.000 

Plain  slip 

1.740 

1 

0.05 

2.508 

2 

.10 

3.000 

3 

.20 

2.350 

4 

.30 

1.724 

5 

.50 

1.530 

6 

.75 

1.578 

7 

1.00 

1.746 

8 

2.00 

1.503 

9 

3.00 

1.338 

10 

4.00 

1.344 

Xote:   A  little  heavier  slip  was 

used  when  this 

series  was  made  up,  which  accounts 

for  the  higher  viscosity  figure  for  plain  slip  than  in  Table  I. 
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tendency  to  settle  over  a  period  of  several  hours.  This  is  clearly  proven 
in  the  small  casting  made  from  the  most  liquid  slip.  The  sodium  car- 
bonate slip  east  in  thirty-five  minutes  had  a  bottom  more  than  twice  as 
thick  as  the  side-walls  and  the  sodium  silicate  slip  cast  had  a  bottom  more 
than  three  times  as  thick,  while  the  three  per  cent  tannic  acid  slip  in  the 
same  time  cast  side-walls  and  bottom  uniformly  about  7/32  inch  thick, 
just  twice  as  thick  as  the  sodium  carbonate  slip,  and  was  removed  from 
the  mould  in  one  and  one-half  hours.  A  peculiar  thing  about  this  cast 
was  the  deep  purple  scum  which  appeared  on  the  surface,  due  to  the  effect 
of  light  upon  tannic  acid,  no  doubt.  This  scum,  however,  dried  to  a 
hard  casing,  so  hard  it  could  not  be  scratched  with  the  finger-nail.  This 
shell  was  several  thousandths  of  an  inch  thick. 

Body  Trials. — From  the  data  obtained  from  the  four  successful  series, 
four  bodies  were  made  up  with  grog  for  casting  small  balusters.  These 
bodies  were  made  as  follows: 

Body  No.  1 

Indiana  clay 20  lbs. 

Regular  grit 10  lbs. 

Sodium  carbonate 14  .5  gr.  or  .  16%  clay 

Water 9 .25  pts.   (23 .5%,  wet  basis) 

Body  No.  2 

Indiana  clay 20  lbs. 

Regular  grit 10  lbs. 

Sodium  silicate 16  .25  gr.  or  .18%  clay 

Water 9 .00  pts.   (23 .0%,  wet  basis) 

Body  No.  3 

Indiana  clay 20  lbs. 

Regular  grit 10  lbs. 

Sodium  carbonate 7.25  gr.  ^ 


vSodium  silicate 7 .25  gr. 

Water 8.5  pts.  '  (22.1%,   wet  basis) 

Body  No.  4 

Indiana  clay 10  lbs. 

Regular  grit 15  lbs. 

Tannic  acid 4 .75  oz.  3  .00%  clay 

Water 4.75    pts.    (24%,    wet    basis) 

Each  slip  was  made  up  with  the  minimum  water  content  necessary  to 
permit  casting,  and  was  left  over  night  so  the  electrolyte  could  take  full 
effect.  As  time  was  limited,  no  special  moulds  could  be  made,  and  four 
old  baluster  moulds,  pretty  much  weather  beaten,  were  brought  in  from 
the  yard  for  the  trials.  They  were  put  in  the  dry  box  over  night,  however, 
so  they  were  in  the  best  shape  possible,  considering  all  other  shortcomings. 
Into  these  moulds  the  four  bodies  were  poured,  and  allowed  to  stand  for 
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ten  minutes  only  before  emptying.  Even  with  the  moulds  used,  this 
was  sufficient  time  to  cast  up  a  fair-sized  wall,  as  is  shown  by  the  sections 
on  the  chart.  Measured  at  the  thickest  part  of  the  bowl  the  bodies  cast 
as  follows:  Body  No.  1,  ll/s  in.,  Body  No.  2,  7/8  in.,  Body  No.  3,  1  in., 
Body  No.  4,  l1/8  in.  Measured  at  the  neck,  or  narrowest  part  of  the 
piece,  the  thicknesses  were  in  order:  3/8  in.,  x/4  in.,  5/i6  in.,  and  5/8  iu. 
Body  No.  2  was  released  from  the  mould  in  two  hours  and  No.  4  was  but 
little  slower.  Bodies  1  and  3,  however,  had  to  be  left  in  the  mould  for  a 
couple  of  hours  longer,  and  even  then  were  rather  weak.  This,  I  believe, 
is  attributable  partly  to  the  position  of  the  mould  when  casting.  The 
sections  on  the  chart  show  that  Nos.  2  and  4  were  cast  with  the  large  square 
base  up,  which  left  a  large  opening  to  facilitate  in  drying  out  the  inside. 
The  other  two  were  cast  with  the  bowl  up,  having  only  two  very  small 
holes,  which  I  believe  retarded  the  setting  up  considerably.  However, 
the  advantage  of  the  open  end  with  the  particular  mould  used  was  at 
the  same  time  a  disadvantage  in  that  the  square  base  cast  very  thin  on 
the  flat  side,  and  very  thick  in  the  corners.  This,  no  doubt,  could  be 
overcome  by  proper  design  of  the  moulds  for  casting  purposes. 

Summary  and  Conclusions 

From  a  study  of  the  casts  made  from  the  plain  slips,  and  from  these 
same  slips  made  up  into  grog  bodies,  certain  things  are  evident,  but  too 
definite  conclusions  should  not  be  drawn  from  the  results  of  the  work  thus 
far.  However,  from  the  curve  established  and  the  cross-sections,  we  can 
safely  make  the  following  statements: 

1.  For  casting  bodies  made  up  with  typical  Indiana  clay,  such  as 
used  by  the  Chicago  terra  cotta  manufacturers,  the  best  electrolyte,  aside 
from  tannic  acid,  is  straight  sodium  carbonate,  because, 

(1)  It  produces  maximum  fluidity  in  the  slip. 

(2)  It  does  not  produce  a  slip  which  settles  out  heavily. 

(3)  When  made  up  into  a  body,  it  casts  a  uniformly  thicker  wall 
than  does  the  sodium  silicate  body,  or  one  using  a  combination  of  the  two. 

(4)  Although  it  was  slower  in  drying  out  and  releasing  from  the  mould, 
this,  I  believe,  was  largely  due  to  the  shape  of  the  mould,  and  can  be  over- 
come, or  at  least  greatly  improved. 

2.  Sodium  silicate,  when  used  as  the  sole  electrolyte  with  Indiana 
clay,  presents  the  following  disadvantages: 

(1)  It  does  not  hold  the  clay  in  suspension,  but  rather  settles  it  out 
in  a  very  hard,  gummy  mass  in  a  short  time. 

(2)  Made  up  in  a  body,  even  with  a  slightly  less  percentage  of  water 
than  the  carbonate,  the  wall  of  the  baluster  cast  in  a  given  time  was 
thinner  than  with  the  latter. 


INDIANA  CLAY  SLIP  WITH  ELECTROLYTES  709 

(3)  If  allowed  to  remain  in  the  mould  longer  in  order  to  get  a  thicker 
wall,  past  experiments,  not  mentioned  heretofore  in  this  paper,  have 
shown  that  a  silicate  slip  will  seal  both  next  to  the  plaster,  and  on  the 
inside,  making  a  rather  stiff  shell  with  a  soft  center,  which  takes  an 
incredibly  long  time  to  dry  out. 

3.  Nothing  further  need  be  said  about  the  use  of  half  and  half  car- 
bonate and  silicate  than  that  it  produces  a  body,  the  properties  of  which 
are  just  about  an  average  of  those  produced  by  the  components. 

4.  The  best  results  in  many  respects  were  obtained  with  tannic  acid, 
and  it  has  several  things  to  recommend  it. 

(1)  It  makes  a  slip  of  excellent  working  qualities,  holding  a  perfect 
suspension. 

(2)  Although  the  minimum  viscosity  attained  was  not  nearly  so  low 
as  with  the  others,  it  seemed  to  lose  its  water  much  more  readily,  as 
is  evidenced  by  the  large  cross-section  of  the  cast. 

(3)  The  body  when  dried  is  very  appreciably  harder  than  any  of 
the  others.  In  fact  it  is  so  hard  it  cannot  be  scratched  with  the  finger- 
nail. 

However,  3.00  per  cent  tannic  acid  is  out  of  the  question  commercially 
as  it  would  be  entirely  too  expensive.  Unfortunately  no  body  was  made 
up  using  0.50  per  cent  of  the  acid,  but  the  plan  at  the  start  was  to  select 
from  each  series  one  of  the  lowest  viscosity,  and  no  time  was  left  for 
additional  work,  though  it  is  quite  evident  that  much  more  can  be  done 
in  following  up  the  leads  so  far  uncovered.  This  work  will  include  the 
proper  designing  of  casting  moulds,  experiments  with  plaster  to  deter- 
mine the  maximum  absorption,  and  possibly  some  further  search  for  elec- 
trolytes among  the  organic  acids,  and  it  is  hoped  that  much  of  this  can  be 
completed  in  the  near  future. 

A  study  of  the  properties  of  various  plaster  mixes  with  varying  water 
contents,  and  the  introduction  of  adulterants  of  various  types  is  now  under 
way,  and  will  be  the  substance  of  a  future  article  by  the  author  in  which 
he  hopes  to  correlate  the  information  to  be  obtained  to  the  data  herein 
presented. 

The  Northwestern  Terra  Cotta  Co. 
Chicago,  Ii,i.. 

Discussion 

Mr.  W.  D.  Gates :— Probably  I  am  the  only  one  here  who  was  present 
when  Mr.  Acheson1  brought  this  question  up.  That  was  the  first  time 
that  we  had  a  paper  sent  out  for  reading  before  being  read  at  the  Con- 
vention. It  was  quite  an  innovation,  and  I  remember  distinctly  the 
impression  it  made  on  me.  I  said  to  myself:  "Here  is  a  man  who  uses 
1  Trans.  Amer.  Ceram.  Soc,  6,  31  (1904). 
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clay  only  incidentally  as  a  binder  in  grinding  wheels  and  yet  he  has  made 
this  great  discovery.     We  have  been  asleep  at  the  switch." 

With  a  great  deal  of  difficulty  I  got  some  of  the  material  from  some 
remote  clime.  I  found  that  the  least  I  could  get  was  a  bale.  I  got  a 
bale.  It  was  very  interesting.  It  was  done  up  in  a  mattress,  one  on  top 
of  the  other,  and  it  was  much  more  than  I  wanted  to  buy. 

I  tried  a  few  minor  experiments  with  it,  and  it  caught  my  attention 
because  it  rendered  the  molded  clay  unusually  hard  when  dried.  It 
occurred  to  me  that  the  use  of  tannic  acid  would  greatly  reduce  the  break- 
age and  chipping  in  the  handling  prior  to  burning  if  nothing  more. 

We  were  experimenting  with  some  large  sized  bath  tubs  at  the  time, 
which  gave  an  excellent  chance  to  try  it.  We  opened  this  bale  and  made 
a  mixture  and  pressed  a  bath  tub.  Just  then  I  started  for  the  Convention 
full  of  enthusiasm  regarding  this  new  discovery. 

When  I  returned  home  I  found  that  the  bath  tub  had  formed  a  hard 
shell  on  the  outside  of  the  pressedparts,  apparently  sealing  up  the  surface, 
and  the  ware  was  all  torn  with  cracks  and  was  ripped  in  every  direction. 
The  proposition  was  very  interesting  in  many  respects,  but  I  think  that 
bale  from  India  is  somewhere  about  the  factory  now.  The  idea  I  had 
was  to  harden  the  raw  clay  so  as  to  lessen  breakage  in  handling,  but  the 
surface  swelled  and  hardened,  thus  effectually  so  sealing  up  the  pores  that 
it  was  impossible  to  dry  the  piece.     We  did  not  go  further  with  it. 

I  have  never  had  good  results  with  it,  although  I  understand  that  it  is 
used. 

Mr.  Davis: — I  understand,  Mr.  Gates,  that  you  used  catechu  rather 
than    tannic    acid? 
Mr.  Gates: — Yes. 

Mr.  Davis  :— We  use  tannic  acid.  Of  course,  we  do  not  cast  a  very 
thick  wall,  but  still  there  is  an  inch  and  an  eighth,  and  there  is  no  tendency 
to  seal  and  to  leave  a  soft  center.  Tannic  acid  does  not  do  that.  It  forms 
a  very  hard  shell,  but  it  does  not  seal  the  surface. 

Mr.  Gates: — It  was  catechu  that  I  had.  I  could  not  remember  the 
name.  It  is  a  gummy  substance.  We  had  a  different  condition  from 
those  described  in  Mr.  Davis'  matter.  Catechu  probably  sealed  the  sur- 
face whereas  tannic  acid  does  not. 

Mr.  Thurlimann: — Catechu  is  used  in  medicine  as  an  astringent, 
the  same  as  tannic  acid.  Probably  other  organic  astringents  would  have 
the  same  effect  as  tannic  acid. 

Mr.  Gates: — I  might  have  better  taken  it  as  a  medicine,  probably. 
Mr.  C.  W.  Hiee: — It  would  seem  that  the  casting  of  terra  cotta  on  a 
production  basis  would  be  a  valuable  development,  especially  in  the  case 
of  pieces  like  balusters  which  are  difficult  to  press  properly. 

In  experiments  of  this  nature  one  wishes  there  were  an  easier  and  quicker 
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way  of  finding  the  best  electrolyte  than  by  actual  casting  trials.  Possibly 
one  could  get  a  line  on  the  nature  of  the  electrolyte  desired  by  determining 
whether  the  colloidal  matter  in  the  clay  under  investigation  is  positively 
or  negatively  charged.  It  would  be  of  assistance  if  one  could  classify 
the  electrolytes  on  some  basis  which  would  enable  the  investigator  to 
concentrate  his  tests  on  those  of  one  class.  As  an  illustration  it  might 
be  possible  to  classify  them  as  to  degree  of  acidity  or  basicity  or  hydrogen 
ion  concentration. 

If  some  systematic  scheme  could  be  worked  out  it  would  assist  others 
who  wish  to  do  the  same  thing  with  clays  of  a  different  nature,  whereas 
by  the  method  of  trial  of  a  wide  variety  of  electrolytes  the  results  which 
Mr.  Davis  would  get,  while  satisfactory  for  his  clay,  would  not  be  of  value 
to  others  unless  they  had  the  same  kind  of  clay.  However  on  account 
of  the  special  properties  of  each  colloid  such  as  the  specific  absorption  of 
certain  ions  it  is  not  certain  that  even  if  classification  were  possible  in  one 
case  the  same  classification  would  hold  for  another. 

Mr.  Ortman  : — In  the  case  of  tannic  acid,  it  is  not  just  like  adding  glue 
to  the  clay,  which  we  know  will  make  it  very  much  stronger  and  which 
will  hold  it  in  suspension  and  act  in  some  degree  as  will  sodium  bicarbonate 
and  sodium  silicate?  We  experimented  with  different  electrolytes,  catechu 
and  tannic  acid,  and  found  that  the  strength  of  the  dry  pieces  was  increased 
four  or  five  times.  When  we  burned  and  tested  the  pieces  they  showed 
no  evidence  of  the  effect  of  the  electrolytes. 

Mr.  Thurlimann: — The  ionization  factor  of  tannic  acid  is  not  very 
great.  If  it  is  hydrogen  ion  concentration  that  is  wanted  why  not  use 
hydrochloric  acid  which  shows  the  greatest  ionization? 

Mr.  C.  W.  Hill: — My  mention  of  hydrogen  ion  concentration  was 
merely  as  an  example  of  a  classification  and  not  as  an  explanation  of  any 
of  Mr.  Davis'  results.  The  best  electrolyte  for  any  clay  would  depend 
upon  its  colloidal  nature  and  possibly  the  presence  of  salts  in  the  clay. 

'Mr.  Davis:— A  strong  acid  as  a  general  thing  will  increase  the  vis- 
cosity materially.  The  effect  of  increasing  concentration  of  tannic  acid 
is  first  to  raise  the  viscosity  to  the  maximum  and  then  decrease  it,  there 
being  two  minimum  viscosity  points  in  the  curve.  You  could  not  account 
for  that  by  hydrolysis  of  the  electrolyte. 

Mr.  C.  W.  Hill: — It  is  quite  common  in  colloidal  chemistry  to  find 
the  same  electrolyte  producing  different  effects  at  different  concentrations. 
I  would  not  know  how  to  account  for  the  change  in  this  case. 

Mr.  Davis: — Do  I  understand,  Mr.  Hill,  that  in  your  opinion  tannic 
acid  is  not  an  electrolyte? 

Mr.  C.  W.  Hill: — It  is  an  electrolyte.  My  point  is  that  if  tannic 
acid  shows  promising  results  you  might  find  other  compounds  belonging 
to  the  same  class  which  would  be  better. 
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Mr.  C.  W.  Hill  (Communicated): — Although  the  classification  of 
electrolytes  seems  in  this  application  to  be  desired  but  difficult  to  obtain, 
one  can  not  help  but  wish  there  were  a  quicker  way  of  testing  the  electro- 
lytes. This  is  especially  true  if  it  is  not  possible  to  work  by  classification, 
since  one  would  have  to  test  a  large  number  of  electrolytes.  Possibly  a 
study  of  the  effect  on  rate  of  settling  would  be  a  short  cut. 

On  the  general  proposition  of  casting  I  should  like  to  inquire  whether 
the  composition  of  the  mould  enters  into  the  problem.  It  occurs  to  me 
that  with  plaster  of  Paris  moulds  the  calcium  sulphate  which  is  some- 
what soluble  might  have  an  effect  which  would  not  be  found  with  some 
other  porous  material. 


AN  OIL-FIRED  FURNACE  FOR  THE  PLANT  LABORATORY 

By  D.  A.  Moulton 
ABSTRACT 

Description  of  Furnace. — This  is  an  iron-encased  furnace  with  13^-inch  asbestos 
insulation.  The  chamber  is  21  inches  square  by  20  inches  high  and  will  hold  14  bricks 
on  end. 

Operation  of  Furnace. — This  requires  from  16  to  20  gallons  of  fuel  oil  per  heat  of 
high  temperature  for  a  period  of  five  hours.  Pre-heated  air  is  supplied  by  a  No.  4 
Blower  running  3000  R.P.M.  delivered  through  a  3-inch  pipe. 


In  the  Transactions  and  Journal  of  the  American  Ceramic  Society  several 
fusion  furnaces  have  been  described  which  have  been  quite  small  and  re- 
quire that  the  sample  of  clay  or  brick  be  tested  in  the  form  of  a  cone. 
There  has  always  been  a  question  as 
to  the  effect  of  reducing  the  brick  to 
a  powder  because  of  the  destruction 
of  the  texture  of  the  brick.  Often 
small  portions  of  brick  or  cones  cut 
from  brick  have  been  used  for  fusion 


Fig.  2. 


Fig.  1. 

tests,  to  observe  the  temperature  at 
which  trial  pieces  begin  to  fuse. 

The  furnace  here  described  permits 
a  test  of  the  whole  brick.  It  is  large 
enough  to  hold  fourteen  bricks  placed 
on  end,  and  one  cone  pat.  The  cham- 
ber is  twenty-one  inches  square  by  twenty  inches  high.  It  is  oil-fired, 
the  oil  being  fed  to  it  by  gravity  under  a  head  of  eight  to  ten  feet 
through  a  half-inch  pipe.  Two  valves  are  used  on  the  line,  one  a  needle 
valve  for  accurate  control. 

The  air  is  supplied  by  a  Number  Four  Positive  Blower,  3000  R.  P.  M., 


Fig.  3. 
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discharging  to  the  furnace  through  a  three-inch  pipe.  Nearly  the  full 
capacity  of  this  blower  is  required  to  obtain  a  temperature  of  cone  34, 
or  3164  degrees  F,  as  indicated  by  an  optical  pyrometer.     Cone  34  can  be 


Fig.  4. 


obtained  in  five  hours.     It  is  believed  that  this  furnace  could  obtain  still 
higher  temperatures,  especially  with  a  larger  capacity  blower. 

The  burner  seen  in  the  sketch  reduces  the  size  of  the  pipe  from  three 
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to  two  inches.  The  two-inch  pipe  comes  within  four  and  one-half  inches 
of  the  inside  lining  through  a  fire-clay  nozzle  block  which  flares  flush  with 
the  lining.  A  peep-hole  through  the  burner  enables  one  to  observe  whether 
the  pipe  is  clear  or  melted.  If  the  pipe  should  collapse  by  softening, 
shutting  off  the  oil  for  a  moment  will  let  the  air  blow  it  open  again. 

The  oil  is  fed  to  this  burner  through  the  bottom  into  a  ring  which  leads 
it  to  the  top  where  it  drops  through  a  hole  twelve  hundredths  of  an  inch 
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Fig.  5. 


in  diameter.  This  small  hole  admits  plenty  of  oil  but  owing  to  the  small 
bore  it  is  desirable  to  screen  the  oil.  It  requires  from  sixteen  to  twenty 
gallons  of  fuel  oil  for  each  high  temperature  heating  of  five  hours  duration. 
The  air  is  pre-heated  in  two  hollow  castings  placed  over  the  outgoing 
flue  or  chimney.  The  two  castings  are  alike  but  are  placed  end  for  end, 
thus  staggering  the  openings.  The  air  pipe  just  above  the  burner  is  so 
hot  that  a  spray  of  water  on  it  will  sizzle. 
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The  three  flues  to  the  chimney  are  five  inches  above  the  floor  of  the 
furnace  and  measure  three  and  a  half  by  two  and  a  half  inches. 

The  door  of  the  furnace  is  built  of  fire-brick  shapes.  An  opening  in  the 
door  five  inches  square  is  closed  by  sliding  a  brick  in  front  of  it. 


'jr*l%*h't* 


A  time  temperature  curve  of  a  test  run  in  this  furnace  is  shown 
in  Fig.  9. 

Results  obtained  in  this  furnace  :^Fig.  10  shows  two  bricks  heated  to 
3125  degrees  F,  cone  32  down,  and  cone  33  starting.     Both  bricks  are 
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Fig.  8. 
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Fig.  10. 


Fig.  11. 


Fig.  12. 
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made  by  the  stiff-mud  process  but  at  different  factories     The  black  streaks 
on  the  brick  are  simply  obliterated  trade  marks. 

Figure  11  is  a  good  illustration  of  the  effect  of  the  process  of  manu- 
facture from  the  same  clay.  No.  1  brick  in  this  picture  is,  however,  a 
lower  grade  of  clay.  No.  2  is  made  of  the  same  grade  of  clay  as  No.  3. 
The  only  difference  is  in  the  process  of  manufacture,  No.  2  being  made 
by  the  stiff-mud  and  No.  3  by  the  dry-press  process.  The  same  is  true 
of  No.  4  and  No.  5,  both  being  made  of  the  same  clay  which  is  a  better 
quality  than  that  used  in  making  bricks  No.  2  and  No.  3.  Brick  No.  4 
is  made  by  the  dry-press  and  brick  No.  5  by  the  stiff-mud  process. 


Fig.  13. 


Figure  12  illustrates  three  brands  of  brick  made  by  one  firm,  showing 
gradations  according  to  refractoriness  as  graded  on  the  market.  The  tem- 
perature of  this  test  expressed  in  cones  was  cone  30  down  and  cone 
32  starting. 

Figure  13  shows  two  brick  which  were  supposed  to  be  made  of  southern 
bauxite  but  which  melted  to  the  above  condition  at  3115  degrees  F,  cone 
32  down.  Many  lower  grade  fire  brick  and  a  few  higher  grade  brick 
containing  lime  melt  down  into  a  puddle  similar  to  this  No.  3  brick. 

This  furnace  may  be  used  for  running  expansion  tests,  spalling  tests, 
slag  tests,  and  could  be  arranged  for  load  tests. 

Dept.  op  Ceramics 

Iowa  State  College 

Ames,  Iowa 


WATER  SMOKING  WITH  INDUCED  DRAFT1 

By  W.  W.  Ittner 
ABSTRACT 

Recitation  of  experience  with  induced  draft  shortening  the  periods  of  water  smoking, 
burning  of  dry  pressed  brick  and  economizing  on  fuel. 

Introduction 

An  article,  "The  Water  Smoking  of  Clay,"  by  R.  F.  Geller,  appearing 
in  the  Journal  for  May,  1921,  covered  in  a  more  scientific  and  thorough 
way  work  done  along  the  same  lines  by  the  writer  as  far  back  as  1893. 

In  a  cruder  way,  and  without  the  aid  of  instruments,  approximately 
the  same  ground  was  covered,  except  that  in  my  case  the  work  related  to 
a  particular  product  with  the  conditions  of  manufacture  and  the  clay  being 
worked,  as  a  fixed  quantity.  Naturally  the  conclusions  derived  by  the 
writer  were  not  and  can  not  even  now  be  placed  and  presented  in  any  such 
explicit  and  succinct  manner.  It  does  seem  strange  though,  that  a  period 
of  some  28  years  should  have  elapsed  between  the  time  when  the  writer 
fought  through  his  own  little  difficulty  and  the  appearance  of  an  experi- 
ment sufficiently  related  to  attract  attention. 

Most  clay  workers  have  difficulty  in  differentiating  between  drying  and 
water  smoking  due  in  greater  part  to  a  carelessness  in  the  use  of  term 
rather  than  to  any  misconception  of  the  subject. 

Water  smoking,  per  se,  is  a  distinct  stage  in  the  kiln  process  with  but  a 
"twilight  zone"  shading  off  from  drying  on  the  first  hand  and  dehydration 
on  the  next.     Confusion  is  brought  about  by  a  lack  of  distinct  line  between 

them. 

The  drying,  if  carried  on  in  a  separate  dryer,  and  before  the  ware  is  set 
in  the  kiln,  is  easily  distinguished  from  the  water-smoking  period.  When 
both  processes  are  accomplished  in  the  kiln  itself,  there  is  no  ending  of  the 
one  and  the  beginning  of  the  other,  for  both  drying  and  water  smoking  are 
the  evaporating  off  of  mechanical  water.  The  line  between  the  two  periods, 
in  a  given  clay  and  under  certain  conditions,  can  be  arrived  at  only  when 
treating  a  single  unit,  as  in  Geller's  experiment,  rather  than  with  an  entire 

kiln  of  ware. 

From  a  practical  point  of  view,  it  is  a  fact  that  none  of  the  separate 
stages  into  which  we  have  divided  the  kiln  operation  occur  separately  and 
distinctly  in  a  given  kiln  burn  but  proceed  progressively  as  the  tempera- 
ture rises. 

Geller's  conclusions  are,  in  my  opinion,  correct  and  of  great  practical 
value.  He  does  not  cover  the  practical  application  of  his  experiments, 
leaving  this  matter  to  the  individual  to  apply  to  his  own  particular  condi- 
tions. 

»  Rec'd  March  27,  1922. 
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We  would  have  preferred  more 
descripticn  of  the  success  of  each 
run  as  indicated  by  the  physical 
condition  of  the  clay  cubes  after 
treatment,  than  to  have  had  the 
determining"  factor  of  success  or 
failure  hinge  entirely  on  the  thermal 
lag,  both  in  regard  to  the  penetra- 
tion of  the  heat  into  the  cube  itself 
and  the  cube  temperatures  in  refer- 
ence to  furnace  temperature.  The 
danger  zone  or  period  of  greatest 
thermal  lag  is  shown  as  lying  between 
100°  and  250  °C.  However,  the 
most  severe  treatment,  shown  by 
the  first  run  in  his  Table  I1  in  which 
the  temperature  was  raised  to  300  °C 
in  three  hours,  might,  from  a  practi- 
cal point  of  view,  be  perfectly  all 
right,  if  no  bad  effects  on  the  ware 
resulted  and  if  it  was  desirable  to 
water  smoke  the  ware  in  so  short 
a  time. 

It  is  with  that  portion  of  his  con- 
clusions referring  to  the  use  of  in- 
duced draft  that  we  expect  to  deal 
since  it  was  through  the  use  of  this 
expedient  that  the  drying  and  water- 
smoking  periods  were  greatly  re- 
duced by  the  writer  in  length  of 
time  and  at  a  great  saving  in  cost. 

What  I  have  to  say  relates  to  dry 
press  ware  which  is  the  more  diffi- 
cult to  water  smoke  in  a  kiln  as  the 
bricks  are  set  direct  from  the  press 
into  the  kiln. 

Description  of  the  Case 

At  the  time  the  writer  took  charge, 
it  was  taking  some  eight  days  for 
the  drying  and  an  additional  eight 
days  for  the  water  smoking  and  burn- 


1  Geller,  Jour.  Amer.  Cream.  Soc,  4,  377  (1921). 
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ing.     The  kilns  were  of  the  rectangular  down-draft  type  with  the  tunnel 
and  stack  arrangements,  as  shown. 

The  drying  was  accomplished  by  the  aid  of  an  exhauster  attached  to 
the  end  of  the  kiln  opposite  the  stack  and  was  moved  along  on  a  track  so 
as  to  serve  any  one  of  the  battery  of  eight  kilns  standing  in  line.  The 
exhauster  was  connected  to  the  kiln  tunnels  by  a  sheet  iron  breeching, 
substantially  as  shown  in  the  sketches. 

Table   I 
Seven-Day  Drying  Schedule 


Hrs. 

Period 

RPM 

Fires 

Fuel 

Rem. 

6 

Low  as  possible. 

12  Cords  of 

12 

24 

100 

End  of  sticks 

Cord 

wood 

18 

burning  only 

Wood 

Apportioned 

24 

in  ash  pits 

30 

One  stick  all 

36 

24 

150 

the  way  in. 

Cord 

42 

One-half  way 

Wood 

48 

in 

54 

60 

24 

200 

2  Sticks 

Cord 

66 

Wood 

72 

78 

84 

24 

250 

3  vSticks 

Cord 

90 

Wood 

96 

102 

Full 

One  stick  wood. 

Wood 

Coal  screenings 

108 

24 

speed 

Grates  l/3 

and 

used.     Fires  on 

114 

300 

covered 

coal 

grates 

120 

126 

132 

24 

300 

Grates  2/j 

Coal 

138 

covered 

144 

150 

156 

24 

300 

Grates  covered 

Coal 

162 

168 

The  kilns  had  a  capacity  of  185,000  bricks,  building  size,  and  were  set 
thirty-four  high.  Some  sixteen  to  twenty  cords  of  wood  were  being  used 
in  drying,  besides  an  undetermined  quantity  of  coal,  after  the  wood  was 
consumed.  The  brick  were  manufactured  by  the  dry  press  process  and 
of  the  usual  red-burning  surface  clay. 
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The  Experiment 
It  was  apparent  that  too  long  a  time  and  an  excessive  amount  of  fuel 
were  being  used  in  the  drying  and  burning,  hence,  experiments  were  started 
immediately  to  reduce  the  drying  and  burning  cost.  The  matter  was 
gone  about  in  a  very  cautious  way,  since  up  to  that  time  the  writer's  very 
limited  experience  had  been  with  the  old  style  up-draft  kiln. 

Tabus  II 
Original  Eight-Day  Burning  Schedule 


Hrs. 

Period  1 

Fires 

Fur.  doors 

Settle 

6 

Light  and 

12 

24 

clear. 

Open 

18 

3  shovels 

24 

30 

36 

24 

Light  and 

Haif  open 

42 

clear. 

48 

3  shovels 

54 

60 

24 

4  shovels 

4"  open 

66 

72 

78 

84 

24 

4  shovels 

2"  open 

90 

96 

102 

108 

24 

4  shovels 

Closed 

104 

120 

126 

According 

Worked  ac- 

Settle 

132 

to  settle 

cording  to 
settle 

starts 

138 

1" 

144 

72 
hrs. 

150 

2' 

156 

162 

168 

2' 

174 

180 

2' 

186 

192 

2" 

Without  instruments  of  any  sort  to  act  as  a  guide,  a  schedule  of  drying 
and  burning  was  laid  out  in  such  a  manner  as  seemed  to  assure  the  most 
uniformity  in  the  temperature  increase  and  so  as  to  save  one  day  in  both 
operations.  This  schedule  was  laid  out  in  the  form  of  a  chart  as  shown  in 
Table  I.     Progress  of  temperature  increase  during  the  drying  was  regu- 
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lated  by  the  number  of  sticks  of  wood  that  were  placed  in  the  furnaces 
at  a  time  and  was  varied  only  when  the  feel  of  the  air  from  the  exhauster 
indicated  that  things  were  moving  either  too  fast  or  too  slow.  The  drying 
operation  was  taken  to  be  finished  when  no  moisture  appeared  on  a  cold 
iron  rod  thrust  into  the  lower  peep-hole  and  when  the  exhaust  air  left  the 
hand  perfectly  dry  and  hot. 

The  burning  schedule,  mapped  out  in  the  same  manner  as  the  drying 
schedule,  was  then  entered  upon  (see  Table  II)  and  its  progress  regulated 
by  the  number  of  shovels  of  coal  at  each  firing  and  later  by  the  appearance 
of  the  heat  after  the  kiln  had  gained  sufficient  temperature  to  admit  of 
observation  through  top  and  bottom  peep-holes. 

The  transition  from  the  drying  to  the  burning  operation  was  made  as 
evenly  and  regularly  as  possible  by  the  gradual  slowing  down  of  the  ex- 
hauster and  at  the  same  time  drawing  the  stack  damper  until,  in  the  course 
of  six  or  eight  hours,  the  exhauster  was  finally  stopped  and  removed. 
By  this  time  the  stack  was  able  to  pick  the  kiln  up  and  go  right  along  with 
very  little,  if  any,  interruption. 

After  the  kiln  became  red,  so  that  the  action  of  the  fire  could  be  observed, 
the  schedule  was  varied  according  to  circumstances.  Sometimes  the 
fire  worked  through  to  the  bottom  faster  than  at  others  and  the  settle 
started  more  promptly  or  more  evenly  in  one  burn  than  in  another.  These 
conditions  were  all  met  in  the  usual  manner  with  increased  or  reduced 
charges  of  coal  or  by  the  arrangement  of  stack  dampers. 

The  quality  of  brick  that  were  being  made  was  of  the  best  of  this  grade 
and  while  it  was  absolutely  essential  to  reduce  the  cost  of  manufacture  it 
was  also  essential  that  the  quality  of  the  ware  be  not  impaired.  To  this 
end  each  shortened  schedule  in  the  drying  and  burning  processes  was 
watched  very  closely  and  carefully  so  that  any  defect  in  the  quality  of  the 
ware  would  be  noticed  as  soon  as  possible  until  it  would  be  evident  that 
the  danger  point  had  been  reached  and  further  shortening  of  the  drying 
and  burning  time  impossible. 

Shortening  of  Drying  Time. — As  an  aid  to  the  writer  in  shortening 
the  drying  time  and  to  ascertain  what  the  lower  limits  of  time  might  be, 
a  great  many  single  bricks  were  dried  and  the  time  of  drying  noted  by  the 
simple  means  of  placing  the  brick  in  the  engine  room  over  the  cylinder  of 
the  engine  and  bringing  them  closer  and  closer  to  the  cylinder  in  gradually 
decreasing  periods  of  time.  Contrary  to  the  writer's  expectation,  single 
bricks  could  be  dried  in  a  very  short  space  of  time  without  damage  to  the 
ware,  this  period  being  as  low  as  one  or  one  and  one-half  hours. 

We  understood,  of  course,  that  an  entire  kiln  of  brick  could  not  be 
handled  with  the  same  expedition  and  safety  as  a  single  brick;  however, 
the  experiments  went  a  long  way  in  giving  assurance  that  the  essential 
qualities  for  rapid  drying  were  present  in  the  clay  and  that  a  shorter  time 
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in  the  kilns  could  be  obtained  if  the  proper  methods  of  setting  and  drying 
were  learned  and  adhered  to.  Accordingly  the  schedule  for  the  drying 
in  particular  was  gradually  reduced  to  six,  five  and  then  to  four  days 
(see  Table  III)  and  the  amount  of  wood,  which  was  the  more  expensive 
fuel,  reduced  to  three  cords,  when  it  was  concluded  that  the  end  had  about 
been  reached. 

The  four-day  schedule,  which  was  half  the  original  time  of  drying,  was 
adhered  to  for  quite  a  while  until  further  demands  on  capacity  (with  a 
consequent  indifference  to  quality)  called  for  further  reduction  of  time. 
The  drying  operation  was  carried  on  for  several  years  in  succession  on  a 
three-day  schedule,  and  in  several  particular  instances,  where  all  condi- 


Table  III 
Four-Day  Drying  Schedule 


Hrs. 

Period 

RPM 

Fires 

Fuel 

Rem. 

6 

One  stick  all 

Cord 

3  cords  of  wood 

12 

18 

150 

the  way  in. 

Cord 

Apportioned 

18 

One,  half  in 

Wood 

Apportioned 

24 

Fires  in  ash  pits 

30 

18 

200 

2  sticks 

Cord 

36 

Wood 

42 

Full 

Grates  l/2 

Coal  screenings 

48 

24 

speed 

covered 

Coal 

Fires  on  grates 

54 

300 

60 

66 

72 

Grates 

78 

36 

300 

covered 

Coal 

84 

90 

96 

tions  were  undoubtedly  favorable,  kilns  were  dried  in  two  and  a  half  days 
with  no  material  damage  to  any  excepting  to  tight  courses.  The  brick 
from  the  tight  courses  were  weak  and  without  the  metallic  ring,  although 
they  left  the  plant  as  salable  ware  at  the  time. 

Shortening  of  Burning  Time. — While  the  drying  point  was  shortened 
as  described,  our  success  in  shortening  the  burning  time  was  not  attended 
with  any  such  gratifying  results,  since  seven  days  was  about  the  least 
time  in  which  the  kilns  could  be  burned  and  proper  results  obtained. 

The  most  critical  time  was  between  the  conclusion  of  drying  (when 
the  exhauster  was  removed)  and  the  time  the  kiln  became  red.  We  dis- 
covered that  too  rapid  a  rate  of  raising  the  temperature  during  this  period 
caused  the  brick  to  lose  the  metallic  ring  and  were  damaged  by  quashing, 
showing  false  settle;  and  by  the  kiln  settling  unevenly.     This  period  of 
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burning  was  changed  to  give  a  slower  advance  with  the  stack  draft  imme- 
diately after  the  exhauster  was  removed,  for  perhaps  24  to  36  hours.  The 
forced  firing  was  then  resumed  until  the  kiln  was  "sweated"  or  evened 
up  in  temperature  preparatory  to  starting  the  settle.  Naturally  after 
the,  settle  was  started  the  fires  were  worked  and  the  kiln  governed  entirely 
by  the  rate  of  settle. 

In  shortening  the  time  of  burning  after  the  kiln  was  dry,  our  sole  aim 
at  the  time  was  to  effect  as  rapid  an  increase  up  to  the  point  of  settling 


Tabus  IV 
Six-Day  Burning  Schedule 


Hrs. 

Period 

Fires 

Fur.  doors 

Settle 

6 
12 

12 

4  shovels 

Open 

After  only 
3  days  drying, 

18 
24 

12 

4  shovels 

Half  open 

this  was  too  fast 
an  increase 

30 
36 

42 

18 

4  shovels 

4 " open 

48 
54 
60 

18 

4  shovels 

2"  open 

66 

72 
78 
84 

24 

Heavy — so  as 
to  reach 
settling  heat 

Closed 

Settle 
starts 

90 
96 

60 
Hrs. 

According 
to  settle 

Worked  ac- 
cording to 
settle 

1" 

102 

108 

2" 

114 
120 

2" 

126 
132 

2" 

138 
144 

2" 

as  could  be  accomplished  in  an  even  and  regular  manner.  That  seemed 
to  have  been  our  fetish — "no  matter  how  rapid,  if  it  was  done  in  an  even 
and  uniform  manner,  it  must  be  all  right."  We  had  yet  to  learn  that 
uniformity  was  not  the  whole  secret  and  that  some  stages  of  the  kiln 
operation  could  be  carried  on  at  a  very  much  more  rapid  rate  than  others. 
To  this  end  the  schedule  was  changed  from  the  chart  shown  in  Table  II 
to  the  one  shown  by  Table  IV.  It  was  by  following  the  Table  IV  schedule 
that  bad  results  were  obtained;  the  forced  firing,  following  immediately 
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after  the  kiln  was  dry,  was  entirely  too  fast  and  quashed,  and  shaky  brick 
were  the  result.     Our  diagnosis  was  "heating  up  too  fast." 

The  schedule  was  then  changed,  and  the  kiln  was  given  a  slower  rate 
of  increase  for  the  first  few  watches  and  then  a  faster  rate  taken  after 
the  lower  peep-hole  became  dull  red.  We  found  that  it  was  impossible 
to  do  this  and  complete  the  burning  in  six  days,  so  a  seven-day  schedule 
was  adopted.  We  also  found  that  time  could  be  saved  and  good  results 
obtained  by  holding  the  exhauster  on  as  long  as  possible,  for  another  18 
to  24  hours,  or  until  it  became  so  hot  that  it  was  absolutely  necessary 
to  take  it  off  to  keep  it  from  being  destroyed. 

Examining  the  chart,  which  shows  an  average  of  the  temperature  in- 
crease of  several  kilns  recently  dried  and  burned,  it  must  be  evident  from 
the  temperatures  shown,  that  most  of  the  upper  courses  of  brick  have 
gone  through,  not  only  the  drying  but  also  the  water-smoking  process, 
long  before  the  third  and  fourth  days  are  reached:  either  that,  or  else 
there  is  a  terrific  thermal  lag  between  the  kiln  temperature  and  the  tem- 
perature of  the  interior  of  the  ware. 

Conclusions 

In  drying  the  kilns  as  rapidly  as  is  shown  by  the  chart,  it  can  not  be 
maintained  that  there  is  not  a  considerable  lag  in  temperature;  however 
it  can  be  maintained  that  this  lag  is  not  great  enough  to  damage  the  struc- 
ture of  the  brick,  from  the  simple  fact  that  the  brick  were  sound  and  with 
clear  metallic  ring. 

The  first  theory  mentioned  above,  then,  must  hold  true ;  or  as  expressed 
in  one  of  the  early  paragraphs  of  this  paper,  the  various  processes  do  not 
occur  separately  and  distinctly  in  relation  to  the  whole  body  of  ware  but 
commencing  at  the  point  nearest  the  source  of  heat,  they  follow  one  another 
consecutively,  the  one  gradually  merging  into  the  next  as  the  temperature 
increases. 

Certainly  the  writer's  experience  coincides  with  Geller's  conclusions, 
that  is,  that  more  rapid  and  safer  water  smoking  can  be  accomplished 
with  induced  draft.  In  our  case,  the  induced  draft  was  used  primarily 
as  an  aid  to  drying.  The  brick  were  in  the  kiln  in  which  they  were  to  be 
burned,  and,  as  a  consequence,  the  whole  kiln  structure  was  heated  as  the 
drying  progressed:  also  the  stack  draft  was  established.  If  it  was  of 
benefit,  under  these  conditions,  how  much  more  beneficial  induced  draft 
might  be  where  brick,  even  thoroughly  dried,  are  placed  in  a  cold  kiln 
and  the  fires  lighted  with  draft  currents,  negative  or  reversed,  can  only 
be  surmised. 

In  conclusion,  the  writer's  experience  would  indicate  that  a  light  port- 
able exhauster,  arranged  for  easy  attachment  to  kiln  or  to  the  tunnel  be- 
tween the  kiln  and  stack,  would  prove  economical  in  many  plants. 
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Discussion 

Mr.  W.  W.  ITTNER: — I  have  seen  a  good  many  articles,  but  I  have  not 
seen  anything  that  struck  me  so  forcibly  as  this  article  of  Geller's  applying 
to  the  manufacture  of  brick.  Most  of  the  articles  and  most  of  our  efforts, 
I  think,  have  applied  to  the  higher  branches,  glass  and  pottery  and  that 
sort  of  thing,  and  it  reminds  me  that  we  can  have  so  many  leaves  on  the 
trees  as  not  to  be  able  to  see  the  foliage,  and  things  get  by  us.  We  do 
not  see  the  squirrels,  for  instance,  but  I  think  I  have  a  squirrel  here. 

Geller  speaks  about  dry  press  ware  having  to  be  handled  much  more 
carefully  than  other  kinds.  I  do  not  know  whether  our  clay  dries  excep- 
tionally easy  or  not,  but  we  have  not  had  any  difficulty  whatever  in  drying 
and  my  experience  (with  different  clays)  is  that  dry  press  wares,  do  not  show 
any  particular  difficulty  in  drying.  In  talks  with  other  people,  I  find 
that  that  experience  is  more  or  less  borne  out. 

Mr.  Tefft  : — I  want  to  thank  Mr.  Ittner  for  this  paper  because  he  at 
first  did  not  think  he  had  enough  to  talk  about,  but  I  personally  believe 
"Water  Smoking  with  Induced  Draft"  is  one  of  the  big  things  we  are  all 
going  to  come  to. 

A  Member: — What  size  fan  did  you  use? 

Mr.  Ittner: — What  they  call  a  No.  80.  About  thirty-inch  intake 
and  about  a  twenty-four  inch  discharge.  Its  maximum  speed  was  about 
three  hundred  and  fifty  revolutions. 

Mr.  Tefft: — What  was  your  finishing  temperature  of  the  burn? 

Mr.  Ittner: — We  started  settling  at  about  1700°,  and  1775°  is  about 
a  finishing  temperature. 

Mr.  Tefft: — I  was  asking  that  for  the  reason  you  gave  the  burning 
time  as  seven  days.  Did  you  make  an  attempt  to  put  the  exhaust  gases 
into  the  chimney? 

Mr.  Ittner: — No,  the  fan  discharges  right  into  the  air.  The  kilns  were 
all  in  line,  eight  kilns. 

It  is  really  remarkable  the  saving  in  time  accomplished  by  this  method. 
The  only  thing  that  would  make  other  results  differ  from  ours  is  that 
our  kilns  were  old  and  they  did  not  have  sufficient  grate  surfaces.  The 
earlier  kiln  designers  did  not  know  what  adequate  grate  surface  was. 
Later  kilns  have  almost  twice  as  much  grate  surface  as  we  have. 

A  Member' — What  size  motor  did  you  have? 

Mr.  Ittner: — It  was  an  engine.  An  engine-driven  fan  is  a  pretty 
expensive  proposition. 

Mr.  Tefft  : — At  our  Darlington  Plant  we  are  burning  face  brick  en- 
tirely with  induced  draft,  having  no  chimneys  or  stacks  but  discharge 
the  gases  from  the  burning  kilns  direct  into  the  open.  Our  brick  is  made 
from  a  No.  2  grade  of  fire  clay  that  finishes  at  cone  10.  We  are  getting 
this  cone  down  in  the  top  of  the  kiln  and  are  getting  cone  8  down  in  the 
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bottom  of  the  kiln,  the  kilns  being  set  on  edge  34  brick  high.  The  brick 
made  are  of  a  high  grade  buff  and  manganese  gray  of  face  brick  quality. 
They  are  being  burned  in  six  days'  time  and  we  run  very  close  to  this 
schedule  at  all  times  because  of  the  draft  system  in  use.  This  system 
does  not  vary  from  day  to  day  or  from  summer  to  winter  but  is  constant 
and  we  can  control  the  draft  in  our  kilns  almost  at  will.  We  are  shading 
our  brick  to  a  close  shade  and  it  is  quite  often  that  we  get  as  high  as  75% 
one  shade  on  a  smooth  speck  brick. 

A  Member: — Do  you  use  a  drier? 

Mr.  TEFFT: — Yes,  we  use  a  drier.  This  drier  receives  its  heat  from 
radiation  obtained  from  cast  iron  pipes  running  underneath  each  drier 
track.  These  pipes  are  a  continuation  of  the  main  flue  which  supplies 
draft  to  our  kilns — that  is,  the  fan  supplying  draft  to  the  kilns  is  put  on 
the  cold  end  of  the  drier  and  all  combustion  gases  are  pulled  from  the 
kilns  through  the  main  underground  ducts  to  the  hot  end  of  the  drier 
where  they  enter  cast  iron  pipes  and  are  pulled  through  these  pipes  under- 
neath the  drier  cars  and  by  radiation  from  these  pipes  we  are  able  to  dry 
our  brick  very  successfully.  The  discharge  gases  from  the  fan  pulling 
these  gases  underneath  the  drier  tracks  are  quite  uniform  in  temperature, 
being  320 °F.  0 

A  Member: — Do  you  have  a  fan  between  your  kiln  and  the  drier? 

Mr.  Tefft: — No.  The  kiln  is  between  the  flue  and  the  fan.  The 
burning  gases  do  not  come  in  contact  with  the  brick  in  any  case. 

A  Member: — Doesn't  the  sulphur  in  the  coal  eat  up  the  fan? 

Mr.  TEFFT : — We  have  had  a  fan  for  six  years  and  no  trouble. 


A  Member 
Mr.  Tefft 
A  Member 


— Do  you  burn  with  coal  or  gas? 

— Both,  mostly  with  gas — natural  gas. 

— You  are  using  cast  iron  pipe? 


Mr.  Tefft  : — Yes,  sir,  cast  iron  bell-joint  pipe. 
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in  fundamental  research.  It  may  also  be  of  value  to  our  University  friends  who  are 
frequently  in  search  of  research  problems  of  a  practical  nature.  Naturally  any  summary 
prepared  by  an  individual  will  not  be  complete  but  the  omission  of  points  which  others 
regard  as  important  will  usually  be  noted  and  supplied  by  discussion. 

The  following  subjects  are  proposed  for  discussion  and  investigation: 

I.  Plaster 

II.  Materials:    (a)  Body  mix  and  materials,  (b)  barytes,  (c)  grog 

III.  Glaze 

IV.  Process 
V.  Patching 

VI.     Service  problems. 

I.    Plaster  of  Paris 

Since  plaster  of  Paris  does  not  enter  into  the  body  or  glaze  and  hence 
does  not  directly  influence  the  ware,  it  apparently  has  not  received  much 
attention  from  terra  cotta  ceramists.  The  tendency  has  been  to  require 
plaster  manufacturers  to  supply  a  quality  of  plaster  which  will  satisfy 
the  workers  and  the  foreman.  The  standards  of  the  A.  S.  T.  M.  are  not 
especially  applicable  to  plaster  for  our  use.  A  complete  set  of  specifica- 
tions based  on  actual  tests  would  be  of  value  to  the  industry.  It  is,  of 
course,  necessary  to  bear  in  mind  that  local  shop  conditions  influence 
the  qualities  desired  in  plaster.  The  setting  time  may  differ  between 
a  shop  having  piece  work  systems  and  one  paying  by  the  hour,  or  between 
one  in  which  a  moulder  works  on  one  mould  at  a  time  and  one  in  which  he 
carries  several  moulds  at  once.  The  relation  of  physical  properties,  as 
shown  by  tests,  and  the  strength,  absorption,  warping  and  chipping  of 
moulds  has  apparently  not  been  established.  The  selection  of  the  best 
possible  plaster,  considering  cost  of  plaster,  volume  of  set  plaster  per  pound, 
efficiency  in  use,  cost  of  repairs,  and  life  of  moulds  would  doubtless  effect 
a  considerable  saving  to  a  factory  during  a  year. 

The  possibility  of  adding  agents  to  plaster  so  as  to  increase  the  rate  or 
extent  of  absorption  of  moisture  from  the  clay  without  undue  decrease 
in  mould  strength  is  a  most  interesting  subject  for  investigation. 

The  development  of  proper  apparatus  for  uniform  gauging  of  plaster 
and  the  supply  of  gauged  plaster  to  the  worker,  while  largely  a  mechanical 
1  Read  before  the  Terra  Cotta  Division,  St.  Louis,  Mo.,  Feb.  28,  1922. 
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problem,  is  one  which  requires  a  familiarity  with  ceramic  problems.     It 
would  seem  to  be  a  matter  quite  promising  of  practical  results. 

At  present  costs  the  question  of  recovery  of  used  plaster  is  one  of  com- 
mercial value  when  several  plants  are  located  fairly  close  together.  Theo- 
retically, there  is  no  reason  why  the  plaster  can  not  be  recovered.  It 
should  be  possible  to  do  this  on  a  commercial  basis  provided  enough 
waste  plaster  is  available  in  a  locality  to  warrant  the  cost  of  the  installa- 
tion. It  would  apparently  not  be  profitable  for  any  individual  plant. 
Some  efforts  to  reclaim  plaster  have  been  described  in  the  literature,  the 
common  result  being  a  plaster  of  low  strength  due  to  the  presence  of  a 
high  percentage  of  anhydrous  sulphate.  A  careful  study  of  vapor  pres- 
sure would  indicate  the  requirements  of  a  suitable  process.  These  proc- 
esses may  be  outlined  qualitatively  as  a  means  of  heating  a  mass  of  plaster 
to  the  desired  temperature  for  conversion  without  loss  of  moisture,  re- 
moval of  moisture  under  control  and  cooling  under  control.  The  fineness 
of  the  product  would  require  the  same  attention  as  in  the  manufacture  of 
new  plaster.  Deviations  in  properties  of  recovered  plaster  could  prob- 
ably be  compensated  by  mixing  before  use  with  a  suitably  selected  fresh 
plaster.  The  commercial  possibilities  of  the  process  are,  of  course,  related 
to  the  price  for  new  plaster,  freight  rates,  cost  of  coal  and  availability  of 
a  sufficient  quantity  of  waste  plaster  in  the  locality. 

II.     Body  Mix  and  Materials 

The  subject  of  body  mixtures  and  materials  has,  of  course,  been  studied 
by  each  plant  as  dictated  by  its  available  clays  and  the  plant  equipment 
and  process.  The  relation  of  body  composition  to  strength,  porosity, 
expansion,  etc.,  is  being  made  the  subject  of  investigation  by  the  Bureau 
of  Standards  with  the  cooperation  of  the  National  Society  and  need  not 
be  discussed  here.  There  remain,  however,  certain  points  of  general 
interest  which  merit  investigation. 

Barytes.— Many  manufacturers  of  ceramic  products  have  found  it 
necessary  to  add  barytes  to  fix  the  large  amount  of  soluble  salts  in 
their  clays.  Others,  who  have  but  small  amounts  of  soluble  salts,  add 
barytes  to  be  on  the  safe  side,  without  having  determined  the  efficacy 
of  the  addition  or  the  amount  required.  Some  are  knowingly  adding 
barytes  in  excess  since  it  is  rather  difficult  to  watch  the  amount  of  soluble 
sulphates  and  any  great  increase  might  not  be  detected  until  quite  a  ton- 
nage of  ware  was  pressed  and  in  the  dryers. 

Some  manufacturers  purchase  barytes  on  specifications  based  on  chemical 
analysis  while  others  make  only  a  qualitative  test.  Chemical  tests  of 
barytes  are  not  sufficient  guides  for  purchase  for  the  reason  that  the  ac- 
tivity of  the  barytes  is  not  entirely  dependent  on  its  purity.  The  fineness 
and  method  of  preparation  influence  the  extent  to  which  it  will  react  with 
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soluble  sulphates.  The  effectiveness  of  barytes  is  extremely  doubtful 
in  cases  of  low  concentration  of  sulphates.  The  percentage  of  sulphates 
necessary  to  give  rise  to  trouble  has  not  been  established.  Some  of  these 
points  have  been  investigated  in  our  laboratory  and  will  be  made  the  sub- 
ject of  a  larger  paper  when  the  work  has  been  completed.  The  indica- 
tions are  that  a  considerable  amount  of  money  is  being  spent  for  barytes 
unnecessarily. 

M.  E.  Gates1  has  discussed  the  use  of  barium  hydroxide  in  place  of 
barium  carbonate.  While  the  superiority  of  the  hydroxide  can  hardly 
be  doubted,  the  point  was  not  established  experimentally  in  Mr.  Gates' 
paper  which  dealt  primarily  with  a  suitable  apparatus  for  the  use  of 
hydroxide. 

Grog. — The  investigations  of  Clare  and  Albery2  have  shown  the  impor- 
tance of  further  work  on  the  nature  of  the  grog  and  of  the  use  of  grog  of 
controlled  sizing.  Additional  investigation  should,  if  possible,  have  re- 
sults expressed  quantitatively  in  terms  of  physical  properties  of  the  body 
as  well  as  qualitatively  in  factory  terminology.  Some  assistance  on  the 
problem  may  be  anticipated  from  the  work  now  in  progress  at  the  Bureau 
of  Standards. 

Wilson3  has  suggested  the  further  investigation  of  grog  sizing  particu- 
larly with  reference  to  slip  cracking. 

Davis4  in  an  admirable  paper  has  shown  the  effects  of  using  grog  of 
definite  screen  size  and  suggests  the  study  of  grists. 

Flux. — The  tightening  of  the  body  by  additions  of  suitable  fluxing 
agents  is  an  interesting  field  for  investigation.  The  subject  will  be  dis- 
cussed later,  since  papers  on  this  subject  have  been  promised. 

III.    Glaze 

Investigations  on  terra  cotta  glazes  have  been  extensive  but  the  reports 
as  published  unfortunately  do  not  as  a  rule  present  sufficient  data  to  per- 
mit of  duplication  or  of  practical  use.  This  is  due  largely  to  the  failure  to 
give  the  chemical  analysis  of  feldspar  used  or  to  express  formulae  in  the 
accepted  XRO,  A1203  Y  Si02  manner.  In  some  cases  the  expression  has 
been  given  in  this  form  but  the  feldspar  has  been  calculated  to  the  theoreti- 
cal feldspar  formula.  It  is  common  knowledge  that  even  feldspar  from 
the  same  mine  varies  sufficiently  in  content  of  free  silica  and  in  alkali 
content  and  ratio  as  to  make  the  direct  substitution  of  material  from  one 
carload  for  that  from  another  shipment  impossible.     It  is  commended  to 

1  Gates,  M.  E.,  Jour.  Amer.  Ceram.  Soc,  3,  313  (1920). 

"-  Clare,  R.  L.,  and  Albery,  D.  F.,  Ibid.,  3,  384  (1920). 

3  Wilson,  Hewitt,  Ibid.,  3,  114  (1920). 

4  Davis,  H.  E-,  Ibid.,  3,  641  (1920). 
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the  attention  of  our  writers  and  editors  that  papers  on  glaze  should  con- 
tain chemical  analyses  of  feldspar  and  that  glaze  formulae  should  be 
expressed  on  a  common  basis.  This  will  be  a  decided  advantage  although 
it  will  not  tell  us  all  that  we  should  know,  since  the  chemical  analysis 
does  not  indicate  the  amount  of  free  Si02  as  distinguished  from  that  which 

is  combined. 

Tenacity.— The  subject  of  glaze  tenacity  and  of  the  degree  of  penetra- 
tion or  union  with  the  underslip  or  body  are  all  of  great  importance.  The 
microscopic  method  is  the  common  method  of  attack  and  while  it  is  pro- 
ductive of  a  great  amount  of  information  it  is  unsatisfactory  in  many 
respects.  On  account  of  the  apparatus  required  this  is  a  subject  for 
university  research  along  physical  as  well  as  chemical  lines.  Undoubtedly, 
the  use  of  underslip  renders  the  problem  more  difficult  and  probably 
tends  to  lower  glaze  adherence. 

IV.    Processes 

The  processes  of  mixing,  ageing,  forming  and  drying  are  well  understood 
in  a  practical  way.  While  our  information  could  be  increased  by  further 
research  it  would  seem  that  other  manufacturing  problems   are  more 

pressing. 

The  burning  presents  many  problems  of  both  theoretical  and  practical 
value.  One  of  the  most  important  is  the  determination  of  the  critical 
cooling  ranges  of  the  burned  ware.  While  these  may  vary  somewhat 
with  the  different  bodies  it  is  quite  probable  that  bodies  maturing  at  the 
same  temperature  will  have  approximately  the  same  characteristics  in  this 
respect,  assuming  no  great  difference  in  tightness  of  body.  Doubtless 
our  product  may  be  cooled  rapidly  through  certain  ranges  while  in  other 
zones  the  cooling  must  be  slow  or  dun  ting  will  follow. 

Hill1  has  discussed  the  results  of  Purdy  and  Boeck  and  has  suggested 
650°-500°C  as  the  critical  zone,  more  as  a  result  of  deduction  than  that 
of  experimentation  with  a  typical  terra  cotta  body.  With  periodic  kilns 
the  point  is  not  as  important  as  with  tunnel  kilns  in  which  full  advantage 
may  be  obtained  of  rapid  cooling.  The  use  of  tunnel  kilns  will  doubtless 
bring  out  the  critical  ranges  as  a  result  of  long  experience  and  operation, 
but  the  ranges  could  be  determined  experimentally  much  quicker  and  at 
lower  cost.  R.  L.  Clare2  has  done  some  work  which  leads  him  to  favor  a 
tempering  of  the  ware. 

On  account  of  the  relatively  small  amount  of  free  silica  present  in  the 
body  it  is  not  to  be  anticipated  that  changes  due  to  the  transition  of  silica 
from  one  form  to  the  other  plays  an  important  role.  Likewise  the  analogy 
which  some  investigators  have  attempted  to  draw  between  clay  ware  and 

1  New  Jersey  Ceramist,  1,  73  (1921). 

2  Private  communication. 


736  HILL— TERRA  COTTA  PROBLEMS  SUGGESTED 

glass  is  extremely  doubtful  since  the  similarity  of  the  bond  to  glass  (a 
homogeneous  solid  solution)  is  probably  masked  by  other  factors.  How- 
ever, it  is  recognized  in  all  plastic  compositions  that  the  characteristics  of 
the  bonding  material  frequently  influence  the  properties  of  the  mass  far 
beyond  the  proportion  which  the  bond  bears  to  the  mass  of  the  inert 
constituents.  These  speculations  would  lead  to  a  study  of  the  character- 
istics of  the  bond  and  inert  material  separately  as  well  as  those  of  two 
variables  together. 

Considerably  more  research  and  engineering  is  required  on  tunnel 
kilns  before  they  may  be  acclaimed  a  success  for  terra  cotta.  It  would 
seem  that  better  and  less  expensive  types  than  the  muffle  tunnel  kiln  are 
commercially  possible.  This  may  be  seen  by  the  following  considerations. 
The  role  of  the  muffle  in  our  intermittent  kilns  is  largely  that  of  pro- 
tection against  flame  and  ash.  A  muffle  also  offers  a  partial  protection 
against  the  reducing  gases.  On  account  of  the  fact  that  all  commercial 
refractories  when  hot  are  permeable  by  gases,  there  is  a  tendency  for  all 
flue  gases  to  diffuse  into  the  muffle.  Usually  there  is  sufficient  access  of 
air  to  the  muffle  to  oxidize  the  CO  and  hydrocarbons  and  to  prevent  the 
reducing  action  of  S02.  S02  is  usually  present  in  a  muffle  during  the  cer- 
tain parts  of  the  burn  and  although  it  may  issue  from  the  parts  in  concen- 
tration sufficiently  to  be  stifling,  it  does  not  do  harm  to  the  glaze  as  long 
as  oxygen  is  present.  With  the  usual  design  and  operation  of  kilns  the 
diffusion  through  the  muffle  free  from  leaks  is  not  in  excess  of  the  amount 
which  can  be  oxidized  by  air  drawn  into  the  muffle,  except  during  the  latter 
part  of  the  burn  when  CO  is  frequently  found  in  percentages  as  high  as 
0.2%.  Ortman1  reports  as  high  as  1.6%  but  this  could  hardly  have  been, 
obtained  under  good  conditions. 

This  leads  naturally  to  the  assumption  that  terra  cotta  can  be  burned 
without  a  muffle,  provided  it  it  protected  from  flame  and  ash  and  that  the 
flue  gases  which  come  in  contact  with  it  are  the  products  of  complete 
combustion  with  a  slight  excess  of  air.  These  conditions  are  found  in  the 
surface  combustion  type  of  furnace.  A  wide  variety  of  slips  and  glazes 
were  fired  in  a  surface  combustion  kiln,  the  fuel  being  city  gas.  It  was 
found  that  the  colors  were  exact  duplicates  of  similar  burns  in  a  muffle 
kiln.  A  further  test  was  made  using  unpurified  producer  gas  from  an- 
thracite coal,  care  being  taken  to  insure  an  excess  of  oxygen.  It  was  found 
that  the  S02  under  these  conditions  had  no  effect  on  the  glazes  or  slips. 
Among  the  slips  and  glazes  tested  were  several  containing  iron  oxide 
which  had  been  found  to  be  somewhat  sensitive  to  improper  kiln  conditions. 

A  kiln  of  the  surface  combustion  type  would  possess  the  advantages  of 
simple   construction   with   comparative   low   cost,    and   should   be   more 
efficient  since  the  ware  receives  the  heat  directly  without  the  interpolation 
1  Jour.  Amer.  Ceram.  Soc,  3,  487  (1920). 
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of  the  muffle.  The  absence  of  the  muffle  should  result  in  a  shorter  kiln 
and  less  difficulty  from  overlapping  of  temperature  zones.  It  is  to  be 
expected  that  a  kiln  of  this  type  should  give  less  fire-cracking  since  the 
heat  is  transmitted  to  the  ware  by  convection  of  the  burned  gases  instead 
of  radiation  from  the  muffle  and  is  taken  away  in  cooling  in  a  similar 
manner.  The  temperature  gradient  within  the  piece  is  therefore  much 
less  than  when  it  is  heated  by  radiation  and,  by  proper  design  and  control 
the  gradient  between  the  flue  gases  and  the  ware  can  be  made  quite  long. 

Theory  and  experiment,  therefore,  point  to  the  possibility  of  burning 
terra  cotta  in  a  tunnel  kiln  without  a  muffle  and  with  results  not  to  be 
expected  in  a  muffle  kiln.  While  other  means  of  securing  complete  com- 
bustion without  flame  may  be  possible  of  development,  that  of  surface 
combustion  is  the  only  one  with  which  the  writer  is  familiar.  The  adapta- 
bility of  the  system  to  large  sized  chambers  has  been  proved  in  other  lines 
of  work  as  well  as  the  absolute  control  and  constancy  of  the  kiln  atmos- 
phere. 

The  preliminary  results  of  trials  with  surface  combustion  kilns  for 
terra  cotta  are  sufficiently  encouraging  to  warrant  a  most  careful  investi- 
gation by  the  individual  manufacturers  before  going  ahead  with  the 
muffle  type  of  tunnel  kiln. 

The  installation  cost  appears  to  be  about  50%  more  than  that  for 
intermittent  kilns  of  the  same  capacity  and  not  more  than  half  that  of  the 
muffle  type  of  tunnel  kiln.  The  labor  cost  of  operation  should  be  about 
the  same  as  the  muffle  tunnel  kiln,  burning  the  same  fuel,  whereas  the 
efficiency  from  a  thermal-time  standpoint  should  be  much  higher.  On 
account  of  the  lower  temperatures  and  absence  of  flame  the  life  of  the 
simple  refractory  shapes  should  be  very  long  indeed.  The  repair  should 
be  a  comparatively  simple  and  inexpensive  matter. 

Patching. — The  repair  of  pieces  scarred  or  chipped  in  shipping  where 
mechanical  strength  of  the  piece  is  not  impaired  or  where  there  is  no 
danger  from  the  infiltration  of  water  when  placed  in  the  building,  is  a 
matter  frequently  of  saving  an  expensive  piece  of  ware.  The  develop- 
ment of  a  completely  satisfactory  cement  would  be  of  great  value  to  the 
industry.  The  requirements  are  that  the  cement  be  capable  of  use  by 
the  average  artisan,  and  that  it  have  permanency  of  strength  and  color. 
Many  cements  change  color  on  weathering,  making  an  unsightly  blemish 
on  the  piece.  It  may  not  be  amiss  to  appeal  to  all  terra  cotta  ceramists 
to  publish  their  investigations  on  patching  cements.  It  is  quite  probable 
that  some  manufacturers  have  developed  a  better  cement  than  others 
and  are  inclined  to  regard  the  information  as  a  trade  or  company  secret, 
not  realizing  that  the  use  of  an  inferior  cement  by  any  company  injures 
the  business  of  all  companies.  As  a  research  matter  the  application  of 
dental  cements  to  this  purpose  offers  a  very  attractive  field.     A  complete 


738  HILL 

survey  with  comparative  tests  of  all  the  cements  given  in  the  literature 
for  ceramic  ware  or  stone,  and  those  now  in  the  market  would  constitute 
a  valuable  contribution  to  our  section. 

V.     Service  Problems 

The  effect  of  lime  and  other  components,  method  of  preparation  and 
application  on  the  permeability,  shrinkage,  and  strength  of  cements  used 
for  setting  terra  cotta  is  a  subject  of  vital  importance  to  the  industry. 
While  much  can  be  done  by  proper  construction  and  by  the  use  of  flashing 
for  exposed  work,  the  joints  still  afford  a  means  for  the  introduction  of 
water  into  a  terra  cotta  wall  and  a  large  percentage  of  the  failures  attri- 
buted to  terra  cotta  have  been  due  to  the  admission  of  water  through  poor 
mortar.  Although  it  might  be  said  that  research  along  this  line  is  not 
within  our  field  it  is  certain  that  investigation  is  needed  and  that  we  are 
all  as  much  interested  in  knowing  what  is  the  best  mortar  obtainable  as 
any  one  else  can  possibly  be. 

Along  the  same  line  it  should  be  noted  that  many  terra  cotta  manufac- 
turers are  still  showing  construction  details  which  cannot  fail  to  give 
trouble  from  the  introduction  of  moisture.  The  chemist  can  be  of  assis- 
tance to  his  company  by  emphasizing  the  need  of  protecting  iron  from 
corrosion  and  the  danger  of  cracking  of  terra  cotta  due  to  the  expansive 
force  of  rusting  iron  imbedded  in  terra  cotta  which  may  become  moist. 

Atlantic  Terra  Cotta  Co. 
Perth  Amboy,  N.  J. 


MANUFACTURING  CLAY  PRODUCTS  14,000  FEET  ABOVE 

SEA  LEVEL1 

By  E.  O.  Kino 

ABSTRACT 
A  description  of  the  clays  and  methods  employed  by  an  American  mining  and  smelt- 
ing company  in  the  Andes  Mountains  for  the  manufacture  of  common  and  refractory 
brick. 

Several  of  the  large  American  mining  and  smelting  companies  in  South 
America  operate  their  own  brick  plants  because  the  transportation  of 
ceramic  products  from  the  United  States  requires  much  time  and  the 
losses  due  to  breakage  from  handling  en  route  are  very  heavy.  Brick 
shipped  from  the  States  must  be  carefully  packed  in  heavy  cases  or  barrels 
in  order  to  withstand  the  rough  handling  which  they  undergo  in  oceanic 
shipping.  From  date  of  requisition  to  time  of  delivery  usually  means  a 
period  of  three  to  six  months.  Upon  arrival  at  their  port  they  are  loaded 
into  lighters  and  taken  ashore.  Native  transportation  from  the  coast  to 
the  smelters  in  the  mountains  is  a  slow  and  costly  proposition.  Quite 
often  the  purchaser  finds  upon  unpacking  his  material  that  part  of  it  is 
of  inferior  quality  which  probably  failed  to  pass  inspection  for  home  trade. 
With  these  problems  to  contend  with  the  various  companies  have  found  it 
more  satisfactory  and  economical  to  manufacture  the  majority  of  their 
requirements  from  local  materials. 

One  of  the  above  mentioned  companies  successfully  operates  its  own  plant 
in  the  Junin  District  of  Peru  at  an  altitude  of  14,300  feet.  This  plant, 
originally  built  for  the  manufacture  of  common  brick,  was  later  converted 
to  produce  fire  brick  and  silica  brick.  No  definite  capacity  is  maintained, 
the  output  being  governed  entirely  by  general  construction  and  smelter 
requirements. 

The  equipment  now  consists  of  a  jaw  crusher,  crushing  rolls,  two  eight 
foot  wet  pans,  a  steam  heated  rack  dryer  and  power  repress.  A  small 
shaft  lime  kiln  and  four  round  down  draft  kilns — two  27  feet  and  two  30 
feet  in  diameter — equipped  to  burn  either  coal  or  oil  complete  the  layout. 

The  class  of  labor  available  in  this  section  is  the  "cholo"  Indian.  They 
are  a  low  type  mentally  and  seem  quite  incapable  of  grasping  the  duties 
attached  to  more  than  one  job  at  a  time.  Having  learned  a  job  they  will 
stick  to  it  and  perform  the  duties  in  a  mechanical  way  until  removed. 
Little  labor  trouble  is  experienced  and  the  turnover  is  very  small  year  in 
and  year  out. 

Common  Brick. — The  average  deposit  of  common  clay  in  this  section 
contains  lime  in  such  quantity  as  to  render  it  unfit  for  brick  manufacture. 
The  workable  clays  are  found  on  the  sloping  pampas  where  natural  weather- 
1  vSt.  Louis  Meeting,  Feb.,  1922. 
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ing  has  removed  the  lime.  These  deposits  are  lean,  sandy  and  carry  large 
quantities  of  small  quartzite  particles. 

This  clay  is  ground  in  wet  pans  and  then  hand  moulded  by  the  soft  mud 
process.  After  drying  the  brick  are  burned  in  down  draft  kilns,  coal  being 
used  as  fuel. 

Modern  stiff  mud  machinery  was  installed  on  a  new  construction  job  with 
the  intention  of  using  this  same  type  of  material.  The  clay  being  very 
short  made  it  impossible  to  form  a  proper  column  and  the  brick  were  very 
tender  to  handle.  Wear  on  the  die  liners  and  auger  tip  was  excessive, 
these  parts  being  completely  worn  out  before  200,000  brick  had  been  run. 
Burning  in  updraft  kilns  with  coal  proved  unsuccessful  since  cold  air  ad- 
mitted to  the  arches  during  cleaning  period  chilled  the  rocky  content  so 
that  the  resultant  product  was  weak  and  spongy.  To  eliminate  the  clean- 
ing periods  oil  burners  were  installed  and  a  fair  product  was  obtained. 
Recently  other  deposits,  free  from  the  rocky  particles,  were  discovered 
and  are  being  worked  successfully  by  the  stiff  mud  process. 

Fire  Brick. — The  fire  clays  of  this  section  are  found  at  an  altitude 
between  10,000  and  11,000  feet  in  a  vicinity  of  the  coal  mines.  These  are 
of  the  semi-plastic  variety  and  contain  sulphur.  The  veins,  with  low 
sulphur  content,  are  mined  for  the  manufacture  of  brick.  This  material 
is  hauled  over  the  company's  railroad  to  the  plant  and  stored  in  piles 
where  it  is  allowed  to  weather.  The  warm  tropical  sunshine  of  the  day 
followed  by  freezing  temperature  at  night  causes  the  material  to  weather 
rapidly  and  the  iron  oxides  and  sulphides  present  are  dissociated  and  driven 
off  in  a  short  time.     The  material  used  for  brick  has  the  following  analysis : 

Si02 57.60 

AI2O3 26.88 

Fe203 0.40 

CaO 1.24 

MgO 0.14 

Loss 13.74 

This  clay  is  put  into  the  wet  pans  direct  and  grog  added  in  the  form  of 
crushed  burned  bats.  After  the  desired  plasticity  has  been  obtained  the 
mud  is  wheeled  to  moulding  tables  where  nine-inch  straights  and  the  nine- 
inch  series  are  moulded.  The  brick  are  put  in  the  dryer  for  a  short  time 
and  then  repressed.  Shapes  are  avoided  whenever  possible  since  this 
material  is  unsuitable  for  their  manufacture.  Circular  bench  setting  with 
a  four-inch  space  between  benches  proved  to  be  the  most  successful  method 
with  the  class  of  labor  available  since  by  using  other  methods  the  men 
neglected  to  leave  sufficient  draft  space  for  proper  heat  distribution.  Coal 
is  used  during  the  first  stages  of  the  burn  but  to  obtain  the  finishing  tem- 
perature of  cone  5  oil  is  used.  The  available  coal  is  a  very  low  grade  and 
suitable  only  for  finishing  common  brick. 
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The  brick  produced  from  this  clay  are  light  brown  in  color  with  a  fairly 
porous  structure.  They  undergo  but  little  volume  change  at  medium 
temperatures  and  are  well  adapted  for  roaster  linings,  hearths  and  furnaces 
where  a  first  class  fire  brick  is  not  required. 

Silica  Brick. — The  quartzite  used  for  brick  manufacture  is  grayish 
white  in  color  and  consists  of  medium  sized  grains  of  silica  cemented  tightly 
together  by  a  silica  matrix.  These  deposits  are  located  at  an  altitude 
of  15,000  feet  and  about  six  miles  from  the  railroad. 

Contracts  are  let  to  the  natives  for  the  mining  and  transportation  of 
this  material  to  the  plant.  The  rock  is  broken  into  lumps  not  exceeding 
six  inches  in  diameter  and  packed  in  sacks  of  about  100  pounds  each. 
Llamas  are  used  for  carrying  these  to  the  plant  and  one  sack  constitutes  a 
load  for  an  animal.  These  animals  are  very  sensitive  to  the  load  which 
they  will  carry-  and  it  is  claimed  that  if  the  burden  exceeds  one  hundred 
pounds  very  much  that  they  will  kneel  and  refuse  to  move  until  the  load 
is  lightened.  The  quartzite  unloaded  at  the  plant  cost  about  $2.75  per 
ton. 

An  average  analysis  is  as  follows: 

Si02 96.96 

AI0O3 1.12 

Fe203 0.80 

CaO 1.02 

MgO ■. 0.10 

The  quartzite  must  be  sorted  and  washed  before  being  used  in  brick 
manufacture  since  the  contractors  do  not  always  reject  the  inferior  grades. 
Low  grade  rock  is  set  aside  to  be  ground  for  locomotive  sand.  The  selected 
material  is  broken  down  in  a  jaw  crusher  and  then  crushed  through  rolls. 
From  here  it  is  passed  over  a  quarter-inch  mesh  screen  and  the  fines  are 
placed  in  wet  pans  for  further  grinding.  Preliminary  crushing  and  screen- 
ing is  necessary  since  the  pans  are  of  light  structure  and  not  suitable  for 
heavy  grinding.  The  batch  is  moistened  and  given  a  short  grind  before 
the  addition  of  lime.  Lime  varying  from  1.5  to  2  per  cent  of  the  weight 
of  the  quartzite  is  mixed  in  troughs  and  added  in  the  form  of  a  slip.  The 
grinding  is  continued  until  the  desired  fineness  is  obtained.  Shapes  for 
reverberatory  furnaces  and  nine-inch  brick  are  moulded  with  no  difficulty. 

The  lime  used  is  burned  at  the  plant  since  any  quantity  of  limestone 
high  in  calcium  carbonate  and  low  in  magnesia  content  is  available  in  the 
surrounding  country. 

The  same  method  of  setting,  as  used  with  the  fire  brick,  is  followed  and 
for  burning  coal  and  oil  is  used.  The  brick  are  burned  to  cone  Hi  and  this 
heat  held  for  30  hours  before  closing.  They  have  been  unable  to  secure 
higher  finishing  temperatures  for  silica  brick  in  these  kilns  since  they  were 
designed  originally  for  burning  common  brick.     At  this  altitude  it  is  nee- 
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essary  to  increase  flue  sections  about  33 1/3  per  cent  in  order  to  gain  suffi- 
cient draft  for  proper  fuel  consumption. 

The  first  practices  employed  on  this  plant  were  the  old  "rule  of  thumb" 
methods  introduced  by  men  who  had  learned  them  after  years  of  hard 
experience.  They  served  their  purpose  for  the  time  being  but  during  the 
past  few  years  the  company  has  recognized  the  value  and  necessity  of 
applying  the  most  modern  methods  for  producing  the  best  ware  with  the 
materials  available.  A  new  plant  is  being  constructed,  under  the  guidance 
of  a  technically  trained  man,  which  will  contain  all  modern  machinery 
and  mechanical  equipment  necessary  for  the  production  of  first  class 
refractories. 

American  Refractories  Co. 
Baltimore,  Md. 
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ORIGINAL  PAPERS 

CERAMIC  ART  AND  ARCHITECTURE1 

By  Gabriel  Ferrand 

I  did  not  want  to  miss  this  occasion  to  instruct  myself,  of  the  progress 
made  in  American  pottery;  and  secondly,  of  the  possibilities  offered  by 
American  ceramics  in  the  field  of  architecture.  There  are  two  kinds  of 
terra  cotta,  one  for  exterior  and  the  other  for  interior  use  and  I  shall  take 
these  up  respectively  after  we  have  completed  a  brief  review  of  the  uses 
of  terra  cotta  during  the  past  centuries. 

vSince  a  very  early  time  the  art  of  pottery,  or  ceramics,  was  applied  in 
a  number  of  ways  to  great  advantage.  Assyrian  and  Babylonian  civiliza- 
tions have  left  us  some  wonderful  examples  of  the  application  of  terra  cotta 
and  colored  glazed  brick  to  produce  a  monumental  effect  in  architecture. 
We  also  know  that  in  Persia  and  other  Asiatic  countries  many  a  mosque, 
palace  or  mausoleum  has  been  decorated  with  tile,  the  color  of  which  is 
very  beautiful.  Reproductions  of  these  works  are  well  known.  Suffice 
it  to  mention  one  example  that  is  known  by  everyone,  namely,  the  Taj 
Mahal. 

Then  we  were  shown  some  examples  of  pottery  belonging  to  Chinese 
art.  In  China,  mausoleums  and  temples,  as  well  as  palaces,  were  decorated 
with  a  sort  of  an  antefix  much  similar  to  that  of  the  Greek,  always  placed 

1  Address  delivered  before  the  Art  Division  of  the  American  Ceramic  Society 
on  March  1st,  St.  Louis  Meeting. 
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on  top  of  the  roofs  of  tombs  and  structures  protecting  Chinese  graves. 
This  kind  of  pottery  or  ceramics  is  the  very  kind  applicable  to  architecture. 

The  Greeks  and  Romans,  in  turn,  used  terra  cotta,  and  we  saw  some 
interesting  illustrations  of  that  use,  but  in  Europe  we  have  to  come  to 
the  early  Italian  Renaissance  to  find  such  use  of  ceramics  greatly  enlarged 
through  the  genius  of  the  Delia  Robbias.  They  knew  how  to  handle  clay, 
and  the  Italian  architects  of  their  time  knew  how  to  apply  it  to  their 
buildings.  In  fact,  it  is  in  that  part  of  Europe  that  the  foundation  for 
extensive  use  of  terra  cotta  was  laid,  and  the  Italian  name  which  means 
"baked  earth"  is  so  expressive  of  the  nature  of  this  material  that  it  has 
passed  through  Italy  to  us  and  probably  will  be  used  forever. 

Terra  cotta  in  Italy  is  applied  in  a  very  interesting  manner.  May  I 
recall  those  beautiful  churches  such  as  are  found  in  Florence,  Fiesole, 
Bologna,  etc.,  and  especially  that  admirable  Certosa  in  Pavia.  Many 
people  have  no  idea  of  the  charm  that  is  found  in  Italian  towns  and  cities 
where  large  buildings  as  well  as  small  structures  are  decorated  with  glazed 
and  colored  terra  cotta.  It  is,  indeed,  quite  a  refreshing  and  welcome 
change  from  the  aristocratic  elegance  of  marble  or  stone,  or  the  simplicity 
of  brick,  and  there  is  no  doubt  in  my  mind  about  the  great  future  of  terra 
cotta  in  architecture. 

We  also  find  splendid  examples  in  Spain  of  the  Moorish  architecture. 
I  may  mention  the  Alhambra,  the  Alcazar  and  the  Generalife,  or  the  cities 
of  Granada,  Cordova  or  Seville  that  will  suggest  a  splendid  display  of  color 
to  be  seen,  not  only  in  Spain,  but  in  Northern  Africa  as  well,  where  the 
application  of  colored  and  glazed  tile  is  found  in  practically  every  building 
of  importance  built  by  the  Moor  or  the  Spaniard. 

We  now  come  to  modern  times,  I  mean  to  the  last  three  centuries  which 
are  nearest  to  our  present  age.  We  admire  works  of  Bernard  Palissy, 
one  of  the  greatest,  if  not  the  greatest,  among  French  potters,  and  one 
who  sacrificed  everything  for  art's  sake  and  whose  name  will  forever  star 
in  the  history  of  ceramics.  There  is,  however,  one  period  of  which  per- 
haps few  of  us  know.  We  all  have  heard  about  Versailles,  but  besides 
the  Chateau  itself,  there  exists  two  other  smaller  structures  called  re- 
spectively The  "Grand"  and  "Petit"  Trianon.  Before  the  erection  of 
the  Grand  Trianon  there  was  in  the  same  spot  another  Trianon  called  the 
Trianon  de  Porcelaine,  erected  by  the  King  of  France,  Louis  XIV,  for 
Madame  de  Montespan.  As  the  name  implies  it  was  a  structure  made 
of  brick  entirely  covered  from  the  ground  to  the  top  with  porcelain  panels 
and  tiles,  glazed  and  colored.  One  of  the  contemporary  writers  tells  us 
that  "when  one  enters  the  garden  one  can  view  it,  all  covered  with  faience 
works,  porcelain  urns  and  vases  of  various  kinds  which  produce  an  effect 
unique  in  the  world."  This  effect  was  chiefly  produced  with  two  colors, 
the  white  and  the  blue,  with  touches  of  gold.     The  vases  were  also  white 
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and  blue,  Chinese  fashion,  and  even  the  boxes  containing  orange  or  laurel 
trees  were  decorated  with  white  and  blue  paint,  to  harmonize  with  the 
porcelain  itself,  fragments  of  which  still  exist  in  the  Versailles  Museum. 
This  building,  which,  if  we  believe  the  descriptions  made  of  it,  was  one 
of  the  marvels  of  that  period,  was  demolished  to  satisfy  the  whim  of  the 
king.  The  wishes  and  fancies  of  those  monarchs  were  so  ever-changing, 
that  when  any  building  had  ceased  to  please  them,  they  simply  called 
on  their  architects  to  build  something  else,  regardless  of  cost. 

This  procedure,  however,  seems  responsible  for  some  of  the  finest  master- 
pieces that  have  been  preserved  to  the  present  day.  If  it  were  not  for  the 
lavish  expenditures  made  to  satisfy  the  fancies  of  kings  and  potentates, 
we  could  not  admire  today  those  resplendent  works  because  they  would 
never  have  been  built.  Kings  have  disappeared  and  democracies  have 
taken  their  places.  One  would  believe  that  with  the  advent  of  the  re- 
publican form  of  government,  such  gorgeous  structures  could  not  be  pos- 
sible. But,  we  again  find  splendid  modern  examples  of  the  use  of  terra 
cotta  in  monumental  edifices  built  during  the  first  year  of  this  20th  century. 
There  is  a  lapse  of  about  150  years  between  the  Trianon  de  Porcelaine 
and  the  International  Exposition  of  1900  in  Paris,  but  it  is  nevertheless 
gratifying  to  see  that  the  use  of  terra  cotta  has  been  revived  on  a  large 
scale.  We  shall  recall,  briefly,  what  happened  at  that  time.  The  French 
architects,  appreciative  of  the  splendid  effects  obtained  in  the  past  by 
their  predecessors,  decided  that  they  had  a  unique  opportunity  to  make 
use  of  terra  cotta  on  an  extensive  scale  in  monumental  architecture,  and 
especially  in  two  of  the  exposition  buildings,  facing  one  another  called 
respectively  the  Grand  and  Petit  Palais.  The  Grand  Palais,  however, 
is  the  one  which  presents  the  most  pleasing  decorative  effect  with  two  large 
friezes,  illustrating  some  episodes  of  the  history  of  France  or  the  city  of 
Paris.  One  of  these  friezes  is  unprotected  and  laid  on  the  outer  surface 
of  the  wall  entirely  exposed  to  the  elements,  while  the  second  is  found  under 
a  portico  affording  ample  and  adequate  shelter.  No  better  example 
of  the  modern  use  of  terra  cotta  could  present  us  with  that  sort  of  directive 
for  the  future  we  so  much  need.  When  these  palaces  were  built  and  es- 
pecially the  larger  of  the  two,  every  architect,  every  citizen  of  Paris  and 
France  was  interested  in  the  attempt  which  was  not,  indeec1,  new  to 
French  architects,  but  still  looked  on  as  a  new  venture  in  that  fiel  1 .  I  saw 
these  works  when  started  and  saw  them  when  completed.  They  have 
fully  produced  the  results  which  were  expected,  and  they  present  that  very 
touch  of  color  which  breaks  the  whiteness  and  monotony  of  the  stone, 
however  beautiful  the  stone  may  be  in  France. 

There  were  also  other  examples  of  a  purely  decorative  nature.  I  shall 
only  mention  a  fountain  made  of  Sevres  ceramic  which  has  been  preserved 
and  is  at  present  decorating  a  party  wall  facing  the  garden  of  the  church 
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of  Saint  Germain-des-Pres.  Besides,  there  are  the  facades  of  many  a 
plebeian  apartment  building,  for  the  decoration  of  which  the  potter  and 
the  ceramist  had  to  contribute  their  best  talent. 

I  stated  a  while  ago  that  we  have  two  uses  or  two  different  manners  of 
using  pottery  or  terra  cotta,  one  for  building  exteriors  and  the  other  for 
interiors,  and  each  calls  for  a  different  kind  of  material.  To  be  more 
precise,  we  should  say  that  the  effect  of  color,  to  be  satisfactory,  must 
differ  for  both,  and  this  for  obvious  reasons.  We  all  know  that  color 
placed  outside  will  fade  when  exposed  to  sunlight  or  at  least  appears 
lighter.  No  better  example  can  be  found  than  that  of  the  painter  who,  in 
his  studio,  depicts  sunlight  atmosphere  such  as  in  a  sunset  or  sunrise  scene. 
He  has  seen  magnificent  coloring  which  he  tries  to  reproduce  on  his  canvas. 
When  through  with  his  work,  let  us  assume  he  is  quite  satisfied  with  it  and 
congratulates  himself.  Then  he  takes  it  out  of  doors  and  looks  at  it  under 
the  sunshine,  but  to  his  great  surprise  it  has  faded  away  and  those  colors 
that  looked  so  gorgeous  and,  perhaps,  riotous  in  the  studio,  are  absolutely 
gone.     This  is  the  very  change  in  values  of  coloring  we  have  to  remember. 

I  am  speaking  from  the  viewpoint  of  the  architect  and  not  touching 
upon  the  technical  phase  of  ceramics,  because  if  I  must  confess  I  know  so 
little  about  either  the  technical  or  the  chemical  sides  of  this  subject, 
I  am,  however,  cognizant  of  the  main  principles  of  pottery  and  realize 
the  opportunities  which  are  offered  through  the  use  of  ceramic  products. 
These  I  want  to  emphasize  and  should  like  to  tell  members  of  the  American 
Institute  of  Architects  that  too  often  the  cause  of  some  of  our  failures  is 
that  we  all  are  too  conservative  and  do  not  dare  enough.  Architects,  are 
too  opposed  to  change  or  progress. 

We  know  that  we  may  appeal  to  ceramists  to  provide  us  with  fine  work 
to  put  on  our  facades,  but  we  also  know  that  if  we  do  not  take  the  initiative 
you  can  not  well  be  given  the  opportunity  for  such  fine  work.  We  are 
to  conceive  and  you  to  execute.  We  are  to  be,  to  an  extent,  the  directors 
of  your  work,  but  we  must  first  ask  you  what  can  be  done.  There  are 
limitations  in  your  field,  as  well  as  in  architecture  or  any  other  human 
enterprise.  It  is  only  the  craftsman  or  the  artist,  experimenting  constantly 
with  his  materials  and  his  colors,  who  fully  knows  their  possibilities  and 
their  limitations,  what  colors  are  fast  and  ought  to  be  used,  or  what  others 
will  fade  and  should  be  discarded.  The  architect,  therefore,  comes  to 
you  and  asks  advice  on  that  subject,  but  you  must  rely  on  him  for  general 
design  and  color  effect. 

The  use  of  terra  cotta  is  susceptible  of  many  varied  expressions.  It 
may  be  used  as  friezes  or  as  panels,  or  in  a  number  of  different  applications. 
The  Babylonians  used  them  extensively  as  friezes  of  large  figures,  beauti- 
fully treated  in  a  very  bold  manner.  They  were  of  such  large  scale  as 
would  permit  of  viewing  them  at  a  great  distance.     They  never  were  lost 
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in  the  general  design  on  account  of  smallness  of  details  or  minuteness 
of  the  elements  that  enter  into  their  composition.  Splendid  examples  of 
decorative  scale  were  they.  Scale  is  the  most  difficult  of  all  the  require- 
ments of  good  composition  and  is  very  often  misused  or  misunderstood. 
It  should  vary  according  to  its  use,  as  interiors  are  different  from  exteriors. 
But  we  must  not  forget  that  however  beautiful  and  to  the  point  a  detail 
might  look  on  the  inside,  it  will  be  lost  on  the  outside.  We  all  appreciate 
the  importance  of  scale  in  architecture,  and  most  especially  in  its  relation 
to  the  human  figure  and  the  average  distance  that  will  exist  between  the 
object  and  the  onlooker's  eye.     We  should  never  forget  these  variations. 

The  architect  who  wants  to  use  pottery  or  terra  cotta  will  come  to  you 
with  some  requirements  or  specifications,  as  he  does  for  any  other  building 
material.  What  ought  to  be  these  specifications?  What  ought  to  be 
these  paramount  requirements? 

The  first  should  be  one  of  durability,  essential  to  every  lasting  material. 
It  is  up  to  you  to  find  such  material  as  will  defy  time,  as  will  stand  un- 
touched by  the  destructive  action  of  the  elements.  The  answer  to  this  re- 
quirement is  plainly  up  to  the  potter  and  the  ceramist;  not  to  the  architect. 

The  second  requirement  would  concern  color.  To  provide  for  the  color 
which  will  enable  the  architect  to  make  his  dreams  become  true  is  again  a 
matter  for  the  potter,  or  rather  for  the  chemist  working  side  by  side  with 
him.  The  different  colors  used  should  be  fast  and  unchanging,  and  should 
harmonize  with  the  other  materials  used  in  the  building.  Here  we  may 
take  our  lessons  from  the  past  and  try  to  emulate  what  the  Oriental, 
the  Greek,  the  Arab,  the  Italian,  and  others  have  done  in  that  field.  If  we 
use  stone  or  brick  the  color  of  our  terra  cotta  will  have  to  be  either  in 
contrast  with  the  background  or  in  harmony  with  it.  It  is  wholly  up  to 
you  to  advise  the  architect  as  to  what  possibilities  terra  cotta,  either  mat 
or  glazed,  may  offer  and  show  him  such  samples  as  will  enable  him  to  select 
the  color  that  will  produce  the  desired  effect,  and  as  can  accurately  be 
reproduced  in  the  finished  product. 

The  third  requirement,  and  perhaps  not  the  least,  is  that  of  cost.  Up 
to  the  present  time  this  cost  has  proved  to  be,  in  many  cases,  a  great  stum- 
bling stone.  If  it  were  possible  to  obtain  on  a  commercial  scale  terra  cotta  of 
a  beautiful  nature,  for  I  have  always  in  mind  quality  as  well  as  quantity, 
if  it  were  possible  to  obtain  splendid  medallions,  at  reasonable  prices, 
(and  please  notice  I  do  not  say  moderate  but  reasonable),  there  is  no 
question  but  that  the  future  use  of  colored  terra  cotta  in  architecture 
would  be  fully  insured.  It  would  be  very  bright  and  I  am  convinced  it 
would  not  take  long  for  the  people  to  get  so  enthusiastic  about  its  use  as 
to  see  it  soon  become  a  fad.  This  we  ought  to  avoid.  It  certainly  should 
not  become  a  fad,  but  only  a  logical  and  sensible  application  of  a  beautiful 
material  for  the  greatest  benefit  of  architectural  expression. 
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Among  the  samples  exhibited  at  the  St.  Louis  meeting  there  were  some 
clever  tricks  played  in  terra  cotta.  There  were  fine  imitations  of  granite, 
marble  and  other  materials.  I  certainly  am  not  in  sympathy  with  such 
uses.  Why  should  terra  cotta,  which  possesses  such  a  wonderful  plasticity, 
try  to  become  a  mere  imitation  of  other  materials  which  do  not  possess  it? 
Why  make  it  so  closely  to  resemble  marble,  which  is  altogether  a  different 
material  and  can  not  be  imitated,  at  least  in  that  way?  Why  force  it 
so  accurately  to  imitate  granite  that  at  a  distance  the  substitution  can  not 
be  detected  by  the  eye  ?  Deceit  in  art  has  never  been  successful  for  a  long 
time.  We  remember  how  strongly  Ruskin  condemned  it.  Although  I 
do  not  accept  to  every  statement  Ruskin  made  about  architecture, 
because  their  strict  application  would  prevent  some  of  the  progress  made 
in  this  century,  I  am  satisfied  to  subscribe  to  that  special  statement  of  his 
so  far  as  it  concerns  terra  cotta.  In  trying  to  deceive,  terra  cotta  is  entering 
into  a  channel  for  which  it  is  not  intended  and  for  which  it  is  not  made. 
The  field  of  its  application  is  large  enough  without  trying  to  make  it,  as  we 
might  say,  "play  second  fiddle,"  while  it  can  most  successfully  play  first. 

Another  matter  to  be  considered  is  that  although  the  architect  is  be- 
ginning to  realize  the  decorative  value  of  colored  terra  cotta  in  some  parts 
of  the  country,  he  has  not  yet  done  so  in  this  middle  west.  Only  few  at- 
tempts, and  very  timid  ones,  have  been  made  and  this  is  to  be  regretted. 
I  have  seen  so  many  beautiful  examples  in  the  old  world  that  I  am  wonder- 
ing why,  in  this  new  world,  so  replete  with  opportunities  of  all  kinds  and 
where  there  exists  such  a  large  field  for  the  application  of  terra  cotta  and 
pottery,  the  architect  has  not  taken  full  advantage  of  these  multitudinous 
opportunities.  I  said  a  while  ago  that  the  architect  is,  generally  speaking, 
too  conservative  and  his  daring  too  limited.  It  seems  to  me  that  such 
conservatism  has  gone  the  same  way  as  that  of  the  peasant  who,  in  order 
to  economize,  gradually  cut  down  the  food  allowance  of  his  donkey  until 
it  died.  He  could  not  understand  why,  since  his  donkey  had  been  working 
until  the  very  last  minute  and  seemed  to  be  getting  used  to  starvation, 
it  should  die.  I  can  not  help  but  think  of  this  when  I  see  beautiful  ex- 
amples of  a  past,  which  we  all  so  greatly  admire,  discarded  by  our  present 
generation  for  a  more  conservative  use  of  the  materials.  I  have  always 
been  so  lured  by  color,  either  used  in  monumental  architecture  or  applied 
to  more  modest  domestic  buildings  as  to  make  me  deeply  regret  that  we 
architects  of  the  present  day  are  not  taking  more  advantage  of  it.  It 
looks  as  if  the  architect  had  by  degrees  eliminated  its  use  until,  on  account 
of  its  total  absence,  most  of  our  present  buildings  have  become  uniformly 
monotonous.  And  yet,  nothing  will  more  enhance  the  beauty  of  a  stone 
or  marble  structure  than  color  when  judiciously  located;  not  distributed 
everywhere,  but  only  in  a  few  selected  spots  where  it  will  better  contrast 
with  the  stone  or  the  marble,  so  as  to  make  it  look  more  beautiful  and 
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more  charming  to  the  eye.  It  is  what  I  hope  every  architect  will  realize 
in  time.  Then  the  day  will  come  when,  through  the  impulse  your  associ- 
ation will  give  to  the  application  of  colored  terra  cotta  and  its  manifold 
possibilities,  it  will  be  used  extensively  by  the  members  of  our  profession. 
You  can  not,  however,  depend  solely  on  the  architect.  Go  to  him  and 
show  him  your  productions,  bore  him,  if  I  may  say  so,  with  your  wares, 
annoy  him  to  the  point  when,  in  order,  to  get  rid  of  you,  he  will  give 
you  a  chance.  Then,  after  he  has  realized  and  seen  what  you  can 
produce,  I  am  confident  he  will  be  so  pleased  as  never  to  stop  using  your 
material.  This  has  been  my  very  experience.  After  all,  the  architect 
ought  to  be  a  man  of  progressive  ideas,  always  ready  to  try  the  use  of  those 
architectural  elements  that  may  enable  him  better  to  realize  his  con- 
ceptions and  to  express  the  creations  of  his  mind. 

School  op  Architecture 

Washington  University 

St.  Louis,  Mo. 

Discussion 

Mr.  E-  C.  Hill: — I  have  been  quite  interested  in  Prof.  Ferrand's  address. 
I  do  not  know  whether  I  understood  him  about  the  fading  of  terra  cotta 
when  used  for  exterior  purposes.  I  do  not  believe  the  color  we  make  will 
fade  other  than  as  it  becomes  dirty. 

Proe.  Ferrand  : — You  know  what  colors  can  best  be  used  for  that  kind 
of  work,  and  that  is  the  point  I  was  trying  to  raise.  It  is,  indeed,  up  to 
you  to  go  to  the  architect  and  make  him  aware  of  the  qualities  of  those 
colors.  I  know  that  here  in  St.  Louis  there  have  been  a  few  attempts  to 
use  colored  terra  cotta  for  exterior  purposes.  In  addition  to  a  certain  num- 
ber of  small  structures  we  have  the  Moolah  Temple,  the  house  of  the 
Shriners.  Now  I  have  often  heard  its  architects  say  that  they  were  some- 
what disappointed  because  they  could  not  get  the  very  colors  which  would 
produce  the  intended  effect  as  they  expected. 

It  may  happen  that  the  architect  will  be  unreasonable,  though  I  know 
more  thoroughly,  perhaps,  than  you  do  what  his  limitations  are.  If  he 
is  unreasonable  it  is  up  to  you  to  tell  him  frankly  that  his  plans  are  not 
practical.  It  would  be  better  than  granting  him  anything  he  wants  if  it 
is  not  within  reason. 

Now,  if  you  choose  to  withhold  your  practical  advice  you  will  find 
you  can  not  live  up  to  your  promise.  You  also  know  that  when  un- 
satisfactorily colored  parts  come  to  the  work  and  are  erected,  they  are 
bound  to  disappoint  the  architect  who  most  probably  expected  a  better 
harmony  of  colors.  I  know  very  well  that  if  you  have  colors  which  will 
not  fade  and  are  durable,  the  variety  of  those  which  are  desirable  for  the 
decoration  of  exteriors  is  certainly  limited. 

Mr.  Sheffield: — It  is  all  very  well  to  talk  of  architects  and  art  in  a 
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meeting.  I  have  noticed  that  the  architects  themselves,  seem  to  get  an 
entirely  different  atmosphere  when  they  get  together,  and  talk  about  their 
wonderful  profession.  They  are  somewhat  different  creatures  however 
when  you  meet  them  in  an  office  about  business. 

We  have  classified  the  architects,  of  today,  in  our  office,  as  architects 
and  "hashitects,"  and  unfortunately,  we  have  a  great  many  "hashitects" 
to  deal  with,  who  insist  upon  certain  things  being  done. 

We  also  have  limitations  of  the  manufacturing  establishment  where 
we  have  to  produce  so  much  business  a  day  in  order  to  meet  a  large  and 
growing  pay  roll.  For  thirty  years  our  firm  has  been  trying  to  preach 
these  things  mentioned  in  Prof.  Ferrand's  address.  It  is  a  good  deal  like 
the  little  peanut  vender  on  the  street,  who  says : 

"We  sella  two  things,  da  banan  and  peanut;  all  we  make  on  da  peanut, 
we  lose  on  da  banan." 

Now  we  should  like  a  little  help.  Our  men  are  working  all  the  time, 
trying  to  perfect  their  ware  and  their  color,  and  the  only  thing  we  can  say 
about  the  use  of  color  is  that  we  believe  there  is  a  great  field  for  terra  cotta 
in  the  United  States  in  the  use  of  color.  But  we  hesitate  to  advocate  it,  for 
every  time  color  has  been  used,  the  saddest  thing  about  it  is  that  it  is 
fireproof  and  will  last  a  long  time. 

Our  work  is  condemned  by  the  architect,  when  it  is  really  his  fault. 
We  get  very  little  sympathy  from  him.  After  working  hard  for  months 
to  perfect  a  color,  or  the  texture  that  they  want,  they  ask  how  much 
it  is,  and  find  that  it  is  five  per  cent  above  Bedford  stone,  or  some  other 
material.  They  are  very  sorry  that  our  material  reflects  the  cost  of  taking 
pains. 

However,  we  are  gaining  all  the  time,  and  we  find  that  we  not  only  have 
to  educate  our  own  men,  but  we  also  have  to  help  educate  the  architect. 
So  it  is  very  difficult  for  a  manufacturer  to  listen  to  these  talks  of  idealism, 
even  if  I  have  a  lot  of  it,  myself.     When  I  start  to  talk,  they  say, 

"Behold,  the  dreamer  cometh." 

Chairman  Rhead: — We  are  going  to  dream,  and  we  are  going  to  work, 
but  at  the  same  time  we  are  going  to  look  for  aid  from  the  outside.  When 
Prof.  Ferrand  finished  his  speech,  I  remembered  a  meeting  we  had  in  New 
York  last  year.  I  think  it  was  at  the  Chemical  Exposition.  We  invited 
J.  Monroe  Hewlett,  who  was  president  of  the  Architectural  League  at 
that  time  and  if  these  two  talks  were  compared  they  would  be  much  alike. 
Mr.  Hewlett  used  different  words.  He  deplored  the  fact  that  while  potters 
and  terra  cotta  men  had  such  a  wonderful  material  available  and  so  many 
wonderful  possibilities,  that  all  he  succeeded  in  doing  was  to  make  a  very 
bad  imitation  of  granite.  He  rather  exaggerated,  but  he  expressed  the  same 
idea  that  Prof.  Ferrand  expressed.  He  was  hoping,  and  suggesting,  and 
advising  that  the  terra  cotta  man  use  the  full  possibilities  of  this  material. 
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It  has  been  in  my  mind  in  regard  to  the  American  Ceramic  Society  that 
each  time  we  have  met  for  the  last  sixteen  years  we  have  talked  about 
this  matter  and  written  about  it,  and  have  done  an  enormous  amount  of 
research  work,  but  we  have  never  had  an  exhibition.  We  have  never 
shown  what  we  were  doing,  not  only  among  ourselves,  but  to  the  outsiders 
as  well.  By  outsiders,  I  mean  the  architects  and  everyone  else  having 
some  relation  to  the  work  of  the  terra  cotta  people,  and  people  doing  art 
work  of  any  kind.  It  has  been  in  my  mind  to  show  everything  in  some 
organized  manner  so  that  those  interested  may  know  something  of  the 
possibility  of  architectural  terra  cotta  and  faience. 

I  do  not  know  how  many  terra  cotta  men  are  familiar  with  the  Architec- 
tural League  in  New  York,  or  how  many  are  members  of  that  organization. 
It  is  a  most  powerful  architectural  association,  the  most  powerful  in  the 
country,  and  most  of  the  leading  men  of  this  profession  are  members 
whether  they  live  in  New  York  or  not. 

This  League  has  an  annual  exposition.  At  a  recent  meeting,  there  were 
two  examples  of  architectural  terra  cotta  exhibited. 

Major  Gates: — I  would  like  to  ask  Prof.  Ferrand  to  explain  a 
little  more  fully  what  he  means  by  imitation  of  granite  by  terra  cotta. 
Our  old  friend,  Fritz  Wagner,  of  the  Northwestern  Terra  Cotta  Company, 
once  said: 

"Simply  because  a  combination  of  colors  had  been  placed  together  be- 
fore, was  no  reason  why,  when  we  made  up  a  model  sample  of  various  colors, 
they  should  be  called  imitation." 

Many  architects  do  ask  us  to  imitate  granite,  but  we  get  so  many  different 
color  effects  in  mottled  surface,  that  I  believe  mottled  is  better  than  plain 
surface,  and  we  do  not  think  we  are  exactly  imitating  granite. 

Prof.  Ferrand: — Probably  you  do  not  knowingly  imitate  but  you  do 
so  unwillingly.  You  are  judged  on  results  and  not  on  intentions,  which 
is  quite  different.  I  think  that  architects  are  often  responsible  for  those 
"sins"  if  you  let  me  so  call  them. 

It  is  my  privilege  to  educate  young  men  in  architecture,  and  I  have 
found  that  the  most  difficult  thing  to  do  is  to  develop  their  imagination. 
If  the  architect  had  enough  imagination,  he  could  visualize  at  once  the 
possibilities  of  colored  terra  cotta  as  a  decorative  element  in  architecture. 
But  most  architects  are  not  naturally  imaginative.  They  safely  stick 
to  the  trodden  path  and  do  not  want  to- go  outside  of  it.  They  are  satisfied 
with  what  has  been  done  before.  I  certainly  do  not  mean  to  speak  against 
the  architectural  profession  as  a  whole,  or  against  the  architect  as  an 
individual,  but  I  am  obliged  to  acknowledge  facts.  An  architect  once 
came  to  you  and  said  he  could  not  use  granite  on  account  of  its  cost  and 
asked  therefore  if  you  could  produce  an  equivalent  for  it.  If  he  had  never 
propounded   the   question  you  probably  never  would   have   thought  of 
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answering  it  by  substituting  terra  cotta  for  granite.  This  particular 
architect  should  be  held  responsible  for  it.  He  should  have  come  to  you 
wishing  to  obtain  some  such  expression  of  terra  cotta  as  would  be  the  decora- 
tive equivalent  of  granite  and  when  asking  for  the  proper  name  this  name 
should  have  suggested  some  sort  of  terra  cotta,  or  be  any  new  name  you 
might  have  chosen  for  it,  but  a  name  which  would  not  confuse  it  with  gran- 
ite.    It  is  not  granite  and  never  will  be. 

There  is  no  matter  of  greater  import  than  the  education  of  the  architect. 
That  education  presents  a  difficult  problem,  too  often  solved  unsatisfac- 
torily. Let  us  consider  that  an  architect  has  had  some  training,  that  he 
has  studied  under  one  or  more  good  masters,  that  he  has  learned  about 
different  materials  and  made  up  his  mind  as  to  their  respective  use.  Let 
us  also  consider  that  he  has  traveled  in  Europe  and  the  old  world,  there  to 
view  the  beautiful  examples  of  the  past,  and  that  this  has  enabled  him  to 
discriminate  between  materials  and  their  use,  their  respective  function  and 
their  decorative  effects,  and  finally  let  us  take  for  granted  that  he  can  realize 
the  value  of  colored  or  plain  terra  cotta  in  architecture.  We  will  agree 
that  if  one  has  had  such  an  educational  opportunity  he  certainly  would  be 
justified  in  decorating  himself  with  the  title  of  "architect."  Well,  he  may 
be  so  according  to  the  general  meaning  attached  to  the  word,  but  it  does 
not  necessarily  ensue  that  his  ability  as  a  draftsman  has  provided  him 
with  imagination.  Right  there  is  the  very  difficulty  which  confronts 
architects  as  designers  and  you  as  producers.  We  all  know  that  though  a 
man  may  call  himself  an  architect  he  may  not  be  the  kind  of  an  architect  the 
name  implies  and  with  whom  you  expect  to  work.  As  one  of  you  said,  there 
are  "architects"  and  "ar-tchi-tects,"  but  the  latter  will  disappear  in  time. 

And  again,  consider  the  present  generation  of  architects.  When 
architectural  training  was  offered  in  schools  or  universities,  about  thirty 
or  forty  years  ago,  most  architects  were  for  the  greatest  part,  untrained  and 
architecturally  uneducated.  They  were  almost  without  exception  drafts- 
men who  had  graduated  themselves  in  architecture.  Now  we  find  that 
the  younger  generation  who  comes  out  of  the  architectural  schools  is  better 
educated,  better  prepared  and  better  trained  than  the  older.  Just  re- 
member the  fact  that  the  number  of  schools  has  jumped  from  ten,  per- 
haps twenty  years  ago,  to  forty-four  at  the  present  day.  This  means 
that  there  are  centers  of  architectural  education  and  training  practically 
everywhere  in  the  country,  and  that  the  young  man  who  wants-to  enter  the 
architectural  profession  has  an  opportunity  of  obtaining  the  right  kind  of 
education  regardless  of  where  he  lives.  It  does  not  matter  that  his  home 
be  in  Arizona  or  Southern  Texas  or  New  Mexico,  or  you  might  say  even 
at  the  other  end  of  this  new  world,  he  can  today  find  a  center  of  archi- 
tectural training  not  far  from  his  home  and  thus  is  not  obliged  to  cross  the 
continent  to  go  east  as  was  the  rule  a  quarter  of  a  century  ago, 
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Ten  years  from  now  you  probably  will  find  that  there  will  be  more  new 
centers  and  more  new  schools  founded,  every  one  of  them  with  great 
ambitions.  If,  each  year,  you  could  attend  the  meeting  of  the  Association 
of  Schools  of  Architecture,  you  would  see  that  those  schools  which  are  not 
members  of  the  Association  but  nevertheless  send  representatives  to  the 
meetings  do  it  for  one  reason  only,  namely,  the  benefit  derived  from  the 
constant  exchange  of  opinions  among  schools,  rather  than  for  the  honor 
of  belonging  to  the  Association.  That  interest  in  the  right  development 
of  architectural  education  has  done  more  for  the  improvement  of  our 
schools  and  the  courses  offered  by  them  than  anything  else  I  know  of. 
You  will  find  today  in  our  schools  young  men  who  have  a  clearer  under- 
standing of  our  profession  and  of  the  opportunities  it  offers  than  was  the 
rule  ever  before. 

I  referred  to  the  daring  of  architects  in  my  address.  That  daring  can 
not  exist  unless  it  be  prompted  by  imagination.  If  the  architect  has  no 
imagination  you,  material  men  may  for  months  and  perhaps  years,  talk 
to  him  of  the  possibilities  of  colored  terra  cotta  in  architecture  without 
result.  He  will  be  entirely  deaf  or  will  not  listen,  and  if  he  listens  he  will 
not  heed. 

However,  the  time  will  come  soon,  let  us  hope,  when  the  terra  cotta 
manufacturer  will  find  no  difficulty  in  giving  the  architect  what  he  wants, 
because  he  will  find  him  more  receptive  and  better  aware  of  the  proper 
use  of  terra  cotta  and  of  its  wonderful  possibilities.  The  day  will  come 
when  the  architect  will  call  on  the  manufacturer  as  on  a  friendly  collaborator 
with  whom  he  will  try  to  find  out  the  best  solution  of  his  problem.  He 
will  come  to  his  office  as  he  does  in  regard  to  the  specialized  engineer  and 
will  say,  "Tell  me  how  far  I  can  go  in  this  application  of  your  material. 
What  is  your  opinion?" 

The  terra  cotta  man  will  be  the  expert.  Just  now  the  architect  is  not 
in  the  mood  to  listen  because  he  thinks  not  of  the  possibilities  of  terra 
cotta  when  used  as  such.  On  the  contrary  he  thinks  only  of  terra  cotta  as  a 
substitute  for  stone,  granite,  marble  or  any  other  material.  This,  in 
my  mind,  is  entirely  wrong.  Terra  cotta,  excepting  brick  and  hollow  tile, 
should  be  used  exclusively  as  a  decorative  and  not  as  a  structural  element. 
One  of  its  various  applications  I  particularly  wish  to  present  to  you.  It 
is  that  which  is  found  in  some  countries  and  large  cities  of  Europe.  You 
will  find  in  Paris,  Munich,  Frankfort,  Vienna,  and  elsewhere  whole  facades 
of  buildings  decorated  with  a  special  kind  of  terra  cotta,  called  in  France 
"Gres  Cerame,"  and  by  some  other  name  in  other  countries.  This  is 
nothing  but  ceramics  applied  to  building  decoration.  Such  use  is  not  that 
of  a  structural  element,  but  only  that  of  a  decorative  one,  mostly  applied 
in  squares,  easier  to  handle,  and  also  in  other  convenient  forms  not  suggest- 
ing the  use  of  stone  in  a  structural  way.     This  is  precisely  what  I  would 
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like  to  see  here.  I  do  not  object  to  an  applied  front,  if  it  is  beautiful 
and  treated  in  a  manner  that  will  make  it  recognizable  at  once,  as  in  the 
Certosa  in  Pavia.  But,  wrhenever  I  see  an  imitation  of  stone  or  granite 
in  terra  cotta  I  frankly  say  I  am  not  in  sympathy  with  it.  It  is  exactly 
what  I  meant  to  say  a  while  ago. 

Mr.  Gates: — Do  you  mean  if  any  surface  color  which  is  not  plain  re- 
sembles the  granite  or  brick  or  the  block,  that  it  resembles  the  piece 
of  granite? 

Prof.  Ferrand: — No,  I  mean  if  it  gives  the  impression  of  an  imitation 
of  granite. 

Mr.  Gates: — My  point  is  this,  is  it  a  pure,  fast  texture  or  surface 
block? 

Prof.  Ferrand: — It  may  be  both  and  therefore  have  a  tendency  to 
create  an  impression  that  should  be  avoided. 

I  know  you  are  now  in  the  transitory  period.  Terra  cotta  use  in  this 
country  has  only  started  and  its  future,  although  no  one  can  prophesy  to 
what  extent,  is  undoubtedly  very  great,  because  it  is  a  material  easy  to  apply 
on  a  surface  and  entirely  fireproof.  When  glazed  it  will  last  forever  and 
its  lasting  qualities  will  recommend  it  to  the  architect.  It  has  a  splendid 
future  and  I  think  the  period  of  imitation  is  only  a  transitory  one,  and  also 
that  before  long  the  architect  will  be  so  educated  as  to  understand  that 
it  is  truer  to  have  beautiful  decorations  in  terra  cotta  expressing  terra  cotta 
and  not  something  else,  than  to  try  to  imitate  with  terra  cotta,  a  stone 
building. 

It  will  not  materially  affect  you.  You  will  manufacture  just  as  much 
as  you  now  do  and  probably  a  great  deal  more,  but  you  will  do  it  according 
to  the  real  principles  of  art  and  architecture.  That  is  my  belief.  I  am 
well  aware  of  what  we  both  have  to  contend  with.  I  may  perhaps,  come 
tomorrow  to  some  of  you  and  say  that  I  want  a  course  of  granite  (in  terra 
cotta)  for  my  building.  If  I  do  so  it  will  be  because  I  am  absolutely  forced 
to  do  it,  but  if  I  can  have  my  own  way  I  will  not  resort  to  such  a  substitu- 
tion and  wTill  utterly  discourage  it.     I  shall  try  to  educate  my  clients. 

To  educate  the  client  is  the  most  difficult  task  of  the  architect.  You 
referred  to  that  fact  a  minute  ago  when  you  said  you  had  a  client  who 
was  very  difficult  to  please.  The  architect  has  such  clients  all  the  time. 
An  architect  recently  had  to  build  a  house  for  a  man  and  his  wife  who  was 
associated  with  her  husband  in  business.  As  long  as  he  dealt  with  the 
husband,  he  encountered  little  difficulty,  but  when  the  lady  made  sug- 
gestions he  did  not  know  wThat  to  do.  Finally  he  had  to  stop  until  he 
made  her  realize  the  vital  difference  between  her  work  and  his  and  that 
she  must  recognize  his  architectural  qualifications  and  not  interfere  with 
the  work. 

May  I  give  you  one  other  example,  a  personal  one?     Not  long  ago  one 
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of  my  university  confreres,  a  member  of  another  department  of  the  uni- 
versity faculty,  came  to  see  me  about  a  house  he  wanted  to  build.  He 
inquired  about  the  architect's  fee  on  small  houses.  You  know  that  the 
architect  gets  practically  no  fee  at  all  when  he  gets  6%  on  a  structure  cost- 
ing only  a  few  thousand  dollars,  as  the  cost  of  drawings  and  other  expenses 
consume  it  all.  He  can  not  afford  to  deal  with  very  small  problems  in 
an  unprofitable  way.  My  friend  did  not  seem  to  be  pleased  with  the  fee 
mentioned  so  he  notified  me  several  weeks  later  that  he  had  discovered 
a  carpenter  who  knew  how  to  read  blue  prints  and  was  going  to  design 
and  erect  the  building.     There  is  little  hope  with  clients  of  this  type. 

Mr.  Sheffield: — I  think  our  trouble  arises  from  the  point  of  view. 
The  material  must  have  some  color.  If  we  make  it  white,  they  say 
it  is  calcimine  texture;  we  can  not  use  all  colors  of  the  rainbow, 
but  must  have  some  color.  Instead  of  matching  granite  we  have  given 
our  samples  a  mottled  effect  that  was  never  seen  in  granite  and  could  not 
be  had  in  granite.  We  did  this  in  order  to  get  away  from  this  so-called 
"bath  room  architecture."  We  have  found  since,  that  architects  have 
responded.  We  have  been  asked  very  seldom  to  imitate  granite;  instead, 
the  architect  will  ask  for  a  mottled  combination  that  will  harmonize  with 
my  building.  The  samples  that  we  had  were  made  for  that  very  purpose, 
and  we  deplore  very  much  that  the  architect  himself  named  the  material 
"granite  terra  cotta,"  as  we  never  used  the  term.  We  speak  of  mottled 
surface. 

Prof.  Ferrand  : — That  is  much  better.  I  dislike  to  give  any  name  to 
it  and  above  all  to  call  it  by  a  name  not  intended  for  it. 

Mr.  Sheffield: — It  is  not  so  much  a  matter  of  color,  or  the  shape  of 
the  block  as  it  is  the  imagination  of  the  architect.  If  he  would  design 
clay  and  think  of  it  as  clay,  it  would  not  make  much  difference  about  the 
color  or  shape  or  size  of  the  block. 

Prof.  Ferrand: — You  full  well  know  you  can  not  use  clay  as  you  use 
any  other  material.  It  is  something  entirely  different,  physically,  chem- 
ically, structurally.  It  possesses  a  plasticity  which  none  of  the  other 
materials  have.  It  can  be  colored  at  will  whereas  this  is  undesirable  with 
granite,  stone  or  marble,  which  do  not  lend  themselves  to  it.  You  have 
to  back  clay,  and  you  do  not  have  to  back  stone.  A  stone  may  be  taken 
out  of  the  quarry  and  be  put  into  the  building.  It  is  a  structural  element, 
while  clay  calls  for  some  backing  and  you  can  therefore  see  how  it  may 
interfere  with  the  design.  Moreover,  there  is  the  shrinkage.  Of  course, 
you  may  account  for  it,  but  in  certain  cases  it  is  difficult  and  materially 
impossible  to  obtain  two  pieces  that  will  match  absolutely.  There  are 
always  some  discrepancies  in  line,  either  horizontally  or  vertically.  You 
can  not  entirely  remedy  that  and  the  wise  architect  knows  he  must  not 
expect  with  terra  cotta  that  horizontal  or  vertical  line  absolutely  perfect, 
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which  he  can  get  in  stone  or  marble.  For  instance,  you  well  know  that 
a  terra  cotta  column  must  either  be  fluted  in  order  to  conceal  the  joints, 
or  else  look  like  the  assembled  pieces  of  a  mould  rather  than  the  column 
itself. 

It  is,  therefore,  up  to  the  architect  to  find  such  uses  for  terra  cotta  as 
will  justify  these  irregularities.  It  has  been  done  in  the  past  and  will 
again  be  done  in  the  future.  Why  should  we,  therefore,  try  to  make  terra 
cotta  play  the  part  of  granite,  stone  or  marble?  It  can  not  be  substituted 
for  any  of  them  because  the  effect  produced  will  never  be  identically 
the  same.  Let  terra  cotta  be  frankly  and  honestly  terra  cotta,  and  granite, 
stone  or  marble  what  they  are. 

Mr.  Sheffield: — That  is  exactly  what  we  think. 

Prof.  Ferrand: — You  can  get  beautiful  effects  in  plainly  colored  or  in 
glazed  brick.  There  is  no  question  about  it,  but  you  can  do  that  also  with 
square  tiles  which  I  like  better  because  they  are  frankly  applied  material 
and  not  structural  material.  They  suggest  a  decorative  and  not  a  struc- 
tural element  on  the  wall. 

The  only  terra  cotta  we  really  use  in  our  walls  as  structural  elements 
are  bricks  and  hollow  tiles.  All  the  others  put  on  the  outside  are 
nothing  but  tiles  of  a  special  shape,  if  you  wish,  but  tiles  attached  to  the 
wall.  They  constitute  a  veneer  and  veneer  let  it  be,  provided  it  will  not 
deceitfully  imitate  another  material. 

You  are  obviously  not  to  blame  for  that  imitation.  As  an  architect, 
I  will  say  the  architect  is  to  be  blamed.  But  you  can  and  always  should  tell 
him  that  you  can  just  as  well  make  a  square  panel  as  one  that  suggests 
some  different  material.  In  fact,  it  will  be  far  superior,  because  it  will  be 
more  expressive  of  its  nature  and  function.  In  a  word,  it  will  be  more 
truthful.     That  is  how  you  can  cooperate  with  the  architect. 

I  do  not  mean  to  say  that  you  have  been  in  the  wrong  in  trying  various 
effects  in  terra  cotta.  You  are  absolutely  right  and  I  am  satisfied  you  are 
only  started.  Your  enterprise  is  still  young  and  many  more  effects  will 
be  discovered  in  the  future.  Is  it  not  wrong  though,  to  continue  the  use 
of  certain  kinds  of  terra  cotta  to  deceive  and  make  people  believe  that  stone 
or  some  other  material  has  been  used  instead?  That  is  the  whole  question. 
I  would  always  rather  have  a  terra  cotta  front  purely  expressive  of  terra 
cotta  than  a  front  which  would  remind  me  of  stone,  because  it  would  be 
false  stone. 

Mr.  Sheffield: — Stone  was  used,  at  first,  because  it  was  the  best 
material  at  hand,  but  if  the  architect  has  a  better  material  now  with 
which  to  express  himself,  why  use  stone,  because  it  is  the  only  material 
used  a  long  time  ago. 

Stone,  a  long  time  ago,  was  the  first  material  man  made  an  ax  of ;  man 
made  steel,  therefore  steel  was  an  imitation  for  that  purpose,  at  one  time. 
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Now  it  is  not.  It  is  mind  working  on  the  best  material  at  hand,  to  express 
yourself,  that  makes  it  the  right  material,  and  because  stone  was  cut  in 
a  certain  height  necessary  in  the  construction  of  buildings  is  no  reason 
why  other  material  can  not  be  used  in  the  same  way  without  calling  them 
imitations  of  stone. 

Because  the  artist  in  ages  past  used  a  certain  profile  on  a  piece  of  granite, 
if  I  use  it  on  a  piece  of  terra  cotta,  I  am  imitating  granite.  That  is  the 
point  upon  which  we  can  not  agree  with  Prof.  Eerrand. 

Chairman  Rhead: — I  always  find  that  when  three  or  four  classes  of 
people  get  together,  for  instance  a  practical  man,  a  business  man,  a  tech- 
nical man,  and  an  artist,  they  each  have  their  own  language,  and  their 
own  ways  of  expressing  themselves,  yet,  each  may  mean  the  same  thing. 
They  simply  express  it  in  a  different  way.  I  think  most  of  you  who  have 
talked  with  Prof.  Eerrand  have  the  same  idea  that  he  has.  I  think  the 
whole  thing  should  be  debated  from  a  purely  decorative  point  of  view,  and 
I  think  what  Prof.  Ferrand  means  to  say,  and  what  other  architects  have 
already  said  is  that  there  are  possibilities  in  terra  cotta  that  have  not  been 
developed. 

Being  a  member  of  the  Architectural  League  I  know  the  architects  and 
I  know  they  are  intensely  interested  in  the  possibilities  of  terra  cotta  work. 
I  know,  too,  that  there  are  men  who  are  willing  to  go  a  long  way  to  be  able 
to  demonstrate  their  possibilites. 

At  the  last  Architectural  League  Exposition,  a  number  of  architects 
had  designed  rooms,  buildings  and  models  showing  exteriors  and  interiors, 
illustrating  the  possibilities  of  architectural  polychrome  treatment.  I 
think  that  if  you  were  represented  at  the  League  each  year  with  some  ex- 
hibit of  that  kind,  it  would  be  an  enormous  influence  for  terra  cotta  work. 

Mr.  Sheffield: — They  have  been  represented.  The  Eastern  Company 
spent  a  great  deal  of  money  on  it. 

Mr.  Hill: — I  do  not  know  when  it  was,  but  about  three  years  ago,  some 
of  the  companies  had  displays. 

Mr.  Gates: — I  think  the  main  possibility  of  terra  cotta  is  in  the  use 
of  color  in  a  building,  both  for  interior  and  outside  decorating,  using  this 
idea  in  every  room  suitable  for  it,  especially  kitchens  and  bath  rooms. 
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DEPARTMENT1 

By  Frederick  H.  Rhead 
ABSTRACT 

Artistic  development  has  been  slow  in  the  clay  industries  and  has  not  yet  arrived 
at  that  stage  where  it  can  be  legitimately  considered  a  functioning  organization  activity. 

A  research  organization  is  a  business  activity  and  not  a  purely  scientific  venture. 
Therefore,  it  is  incomplete  if  it  concentrates  on  any  one  essential  branch  of  the  industry 
to  the  exclusion  of  the  others.  Future  business  possibilities  are  obviously  the  main 
activities. 

A  budget  should  be  arranged  to  cover  a  definite  period  and  a  program  to  provide 
for  a  definite  result  since  research  work  involves  considerable  expenditure  in  labor  and 
equipment. 

The  typical  art  pottery  organization  is  described,  giving  the  qualifications  of  the 
various  plant  executives  and  directing  heads.  The  research  program  in  relation  to 
losses  is  discussed.  The  types  of  losses  are  classified.  The  investment  required  in 
connection  with  a  typical  organization  of  a  stated  size  is  outlined.  The  development 
program  with  the  results  for  the  first  twelve  months  and  the  year's  results  against  the  ex- 
penditures are  summarized.  The  position  occupied  by  the  clay  working  industries  in 
comparison  to  other  national  industries  is  discussed. 

Introduction 

The  past  general  attitude  of  manufacturers  towards  research  in  con- 
nection with  decorated  ceramic  products  has  been  rather  nebulous  in 
character.  In  the  decorative,  field  of  ceramic  work  where  the  draftsman, 
designer,  decorator,  architect,  sculptor,  modeler,  craftsman  and  practical 
potter  play  an  important  part,  there  has  been  no  organized  effort  to  in- 
vestigate commercial  possibilities  and  improve  manufacturing  conditions. 

A  few  individual  manufacturers  have  realized  the  necessity  of  giving  some 
attention  to  this  branch  of  their  business,  but  for  many  obvious  reasons, 
artistic  development  has  been  very  slow  in  the  clay  industries,  and  it 
certainly  has  not  yet  arrived  at  the  stage  where  it  can  be  legitimately  con- 
sidered as  an  organized  functioning  activity. 

In  the  one  or  two  instances  where  concerns  are  making  serious  attempts 
to  develop  the  possibilities  in  the  commercial  fields  under  discussion,  many 
unfavorable  factors  which  would  not  be  present  if  the  activity  was  operating 
on  strictly  business  principles,  are  constantly  retarding  rational  progress. 

Everyone  intimately  concerned  with  the  production  of  any  class  of 
ceramic  product  requiring  the  services  of  decorative  and  allied  skilled 
specialists  has  encountered  difficulties  of  a  practical  or  artistic  nature  which 
at  best  have  been  so  costly  and  troublesome  that  nine  out  of  ten  attempts 
to  produce  have  proved  unsuccessful  from  a  financial  point  of  view.  This 
has  even  been  so  in  many  cases  where  the  result  from  an  artistic  or  practical 
point  of  view  was  all  that  could  be  desired. 

1  Delivered  before  the  American  Chemical  Exposition,  N.  Y.  City,  Sept.  15,  1922. 
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The  remaining  so-called  successful  activities  have  survived  either  be- 
cause the  organization  in  question  possessed  a  purse  long  enough  to  stand 
the  strain,  or  because  of  the  exceptional  executive  and  practical  skill 
of  the  individual  guiding  the  activity,  and  more  often  because  of  a  com- 
bination of  these  two  conditions. 

From  whatever  angle  this  subject  is  discussed  (and  there  are  many- 
viewpoints)  the  whole  matter  filters  through  to  the  final  and  immutable 
question  of  dollars  and  cents,  or  profit  and  loss.  In  the  commercial  field 
the  activity  must  yield  a  profit  or  it  can  not  continue  to  exist.  The  con- 
cern in  question  may  have  the  most  desirable  assistance  and  be  producing 
the  most  creditable  ware  and  yet  not  be  a  solid  business  activity,  because 
the  income  is  not  at  least  equal  to  the  expenditure.  Further,  an  activity 
which  may  be  earning  profit  at  the  present  time  may  not  be  doing  this  five 
years  from  now. 


Fig.  1. — Unfavorable  mental  attitude  of  plant  executive. 

In  order  to  have  a  staple  business,  the  manufacturer  must  be  in  a  position 
where  he  is  realizing  a  fair  proportion  of  the  possibilities  in  his  particular 
line.  There  are  many  manufacturers  today  who  are  making  what  they 
consider  a  satisfactory  profit,  but  who  are  not  realizing  over  10%  of  the 
potential  market  possibilities.  This  is  not  a  secure  business  condition. 
For  instance,  a  certain  concern  engaged  in  the  manufacture  of  art  special- 
ties has  an  output  of  approximately  $.'500,000  a  year.  But,  assuming 
that  these  specialties  represent  less  than  20%  of  the  potential  market,  and 
that  there  are  at  least  three  domestic  and  from  fifteen  to  twenty  foreign 
competitors  concentrating  on  the  obvious  possibilities  while  a  far  greater 
field  of  potential  possibilities  in  similar  lines  are  untouched,  it  is  easy  to  see 
that  the  manufacturer  must  give  serious  attention  to  the  study  and  develop- 
ment of  all  allied  types.     He  must  do  this  in  order  to  be  in  a  position  to 
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improve  the  present  product  and  to  extend  the  line  in  every  direction  com- 
patible with  materials  and  conditions  at  hand.  The  market  for  art  wares  is 
as  illusive  as  the  moving  picture  or  musical  comedy  market,  and  infinitely 
more  difficult  to  gauge,  because  no  serious  attempt  has  been  made  to 
properly  classify  it,  or  even  crudely  approximate  its  value. 

It  is  not  the  purpose  of  this  paper  to  attempt  to  analyze  this  or  any  of  the 
various  ceramic  markets.  It  is  enough  to  state  that  the  present  domestic 
source  of  supply  is  the  result  of  the  natural  growth  of  the  pioneer  activities 
of  forty  years  ago  or  thereabouts.  With  few  exceptions,  processes  and 
methods  of  manufacture  are  unchanged.  There  is  no  organization  in  the 
advanced  sense  of  the  term.  Not  one  plant  in  a  dozen  has  an  adequate 
cost  system,  and  "research"  is  confined  to  such  activities  as  the  occasional 
purchase  of  some  domestic  or  imported  "best  seller"  in  order  either  to  copy 
it  outright, .  or  to  make  something  closely  approximating  it  in  general 
appearance. 

In  other  words,  the  manufacturer  is  satisfied  to  meet  the  present  demand 
without  thinking  of  or  considering  the  far  greater  potential  market,  and 
planning  (as  an  efficient  executive  in  any  other  business  would  do)  to 
create  a  demand  for  this  market.  Of  course,  under  present  conditions,  it 
would  do  him  little  good  if  he  succeeded  in  creating  a  demand,  because  the 
great  majority  of  organizations  as  they  exist  are  entirely  incapable  of 
supplying  such  a  market. 

The  Value  of  a  Research  Department 

This  condition  refers  us  back  to  the  question  of  organization  and  the  need 
for  an  efficiently  functioning  research  department.  To  attempt  to  lay 
down  definite  laws  in  regard  to  the  planning  of  a  research  department  and 
its  relationship  to  the  remainder  of  the  organization  would  be  folly,  be- 
cause the  problems  involved  vary  with  each  concern  and  according  to  the 
personnel  of  the  organization. 

It  is  obvious  that  there  should  be  a  director  or  some  individual  responsible 
for  such  an  activity,  but  in  two  or  three  cases  known  to  the  writer,  the  owner 
of  the  concern  is  personally  interested  in  dabbling  in  experimental  work. 
In  other  concerns,  the  decorative  work  is  in  charge  of  specialists  who  are 
clever  individual  craftsmen,  but  who  have  no  executive  ability,  and  who  are 
entirely  unable  to  direct  anything  larger  than  a  one-room  activity.  Many 
of  these  men  will  not  teach  others  the  fundamentals  of  the  practical  work, 
fearing  that  such  an  attitude  would  be  harmful  to  themselves.  A  third 
condition  relates  to  the  type  of  organization.  In  some  places,  the  develop- 
ment work  is  in  the  hands  of  the  ceramic  engineer,  who  in  the  large  majority 
of  cases  possesses  about  as  much  executive  and  business  ability  as  a  peanut 
vender. 
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Unless  the  concern  interested  in  progressive  development  is  large,  and 
the  officials  responsible  for  the  factory  policy  are  solidly  back  of  such  an 
undertaking  as  an  up-to-date  research  department,  the  three  conditions 
mentioned  will  be  found  inimical  to  any  addition  to  the  present  old  fash- 
ioned and  imperfectly  coordinated  type  of  organization. 

But  as  such  an  addition  as  a  research  department  is  already  recognized 
as  one  of  the  most  vital  essentials  in  connection  with  modern  plant  organi- 
zation, no  amount  of  selfish  or  ignorant  individual  opposition  can  succeed 
in  obstructing  the  organizing  and  efficient  functioning  of  such  a  department, 
especially  if  it  is  in  the  hands  of  a  man  who  understands  artistic,  practical 
and  technical  standards,  world  markets,  sources  of  supply  and  who  has  the 
ability  to  direct  factory  operations. 

Plans  for  the  Research  Department 

In  outlining  a  decorative  research  department,  the  writer  must  base 
this  upon  some  particular  type  of  existing  organization,  or  he  must  assume 
that  the  undertaking  is  entirely  a  new  one.  In  the  latter  case,  it  is  a  com- 
paratively simple  matter  to  submit  a  program,  because  the  research  activity 
would  naturally  take  its  place  in  the  initial  organization.     But  in  the 


Fig.  2. — The  Research  Director  must  be  familiar  with  the 
above  activities  and  conditions. 


former,  the  activity  would  have  to  be  planned  in  such  a  manner  that  it 
would  commence  as  an  independent  department  and  then  gradually  be 
absorbed  and  tied  into  the  factory  organization  without  interfering  with  the 
present  shop  practice  or  existing  personnel. 

For  the  purpose  of  this  discussion,  we  will  assume  that  the  officials  of  an 
art  ware  plant  doing  the  business  of  the  size  previously  mentioned  have 
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decided  to  adopt  a  policy  covering  greater  development  facilities,  and  to 
include  in  the  present  organization  a  properly  equipped  research  depart- 
ment. A  survey  of  the  conditions  within  this  organization  will  approxi- 
mately result  in  the  following  facts : 

1.     Size  of  Business  and  General  Operating  Expense: 

Paid  in  capital $100,000 

Output  approximately 300,000 

Material 60,000 

Direct  labor 80,000 

Manufacturing  expense 100,000 

Selling  and  administrative  expense 24,000 

Total  income $300,000 

Total  expenditures 264,000 

Net  profit 36,000 


2.  Ownership. — Family  corporation. 

3.  Management. — The  president  and  general  manager  is  the  founder 
of  the  business  which  is  over  thirty  years  old.  He  was  formerly  an  in- 
surance man.     Possesses  good  general  business  knowledge.     Is  a  capable 
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Fig.  3. — Chart   showing  type   of   organization   that    has 
proved  successful. 

executive  and  interested  in  possibilities  of  development,  a  good  judge  of 
standards,  and  well  acquainted  with  the  local  conditions.  Not  so  well  ac- 
quainted with  the  artistic  and  technical  side  of  the  work,  but  capable 
of  judging  results.  He  is  rather  skeptical  in  regard  to  technical  and  artistic 
executives,  because  he  has  experienced  a  number  of  rather  costly  experi- 
ments in  connection  with  this  class  of  help. 

4.  Organization,  General  Manager. — The  general  manager  practi- 
cally directs  the  entire  factory  operations,  and  about  all  the  routine  details 
are  brought  to  his  attention.  He  spends  little  time  in  the  plant,  and  the 
heads  of  the  various  departments  consult  him  individually  in  connection 
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with  their  own  particular  activity.  There  is  practically  no  coordination 
(as  understood  in  modern  plant  practice).  Each  department  head  looks 
after  the  interests  of  his  own  department  fairly  efficiently,  but  has  little  or 
no  interest  in  production  outside  his  own  department.  The  various  heads 
have  no  official  title,  and  there  are  no  group  conferences  or  consultations 
in  connection  with  factory  activities. 

(a)  Factory  Engineer. — A  good  construction  man.  In  charge  of  power,  heating, 
lighting,  machinery,  plumbing,  repairs,  carpenter  shop,  etc.  Unusual  repairs  or  new- 
construction  is  referred  to  the  general  manager.  Otherwise,  the  engineer  acts  on  the 
request  of  the  various  department  heads.  He  is  pretty  much  of  a  czar  in  his  own  de- 
partment, and  the  other  officials  are  likely  to  experience  delays  in  getting  essential  work 
done  if  they  should  be  "in  bad"  or  happen  to  "cross"  him  in  any  way. 

(b)  Head,  Clay  Shop. — A  fair  practical  potter,  according  to  local  standards 
which  are  not  high;  no  technical  education;  will  force  production  at  the  expense  of  good 
potting  with  the  result  that  the  loss  in  the  clay  shop  is  much  higher  than  it  should  be. 
Will  act  only  in  regard  to  better  quality  when  complaints  come  in  from  customers. 
Is  not  susceptible  to  new  ideas  and  changes  in  method.  Is  not  particularly  friendly  to 
the  other  officials  and  resents  suggestions  or  comments  from  them  in  connection  with 
standards. 

(c)  Kiln  Boss. — In  charge  of  a  former  kiln  placer  who  has  been  broken  in  by  a 
former  kiln  fireman.  Very  reliable  and  willing.  Not  an  experienced  fireman.  Fires 
to  cones  and  draw  tiles.  There  is  no  pyrometer  equipment.  So  far  as  can  be  ascer- 
tained, no  actual  records  are  kept.  Glost  kiln  losses  average  approximately  30%,  but 
this  is  not  consistent.  Some  kilns  will  show  from  80%  to  90%  acceptable  production, 
while  others  will  be  50%  or  even  less.  Four  or  five  different  types  of  glazes  requiring 
different  kiln  treatments  are  in  general  use,  and  the  kiln  position  for  each  glaze  is  con- 
stantly changed.  No  standard  practice  or  scientific  method  of  control  as  understood 
today.  There  are  no  firing  charts  for  references  or  record  purposes.  The  sagger  losses 
are  particularly  heavy.  Fifty  per  cent  do  not  survive  the  third  or  fourth  firing  in  the 
glost  kiln. 

(d)  Head,  Glaze  Department. — This  man  is  a  graduate  of  one  of  the  best  technical 
schools.  No  previous  practical  experience.  Possesses  the  qualifications  of  a  capable 
and  efficient  ceramic  engineer.  About  all  of  the  technical  problems  are  turned  over  to 
him.  He  gives  some  attention  to  body  and  glaze  control  and  generally  arranges  the 
kiln  positions  for  the  various  products,  but  he  has  no  defined  authority  either  in  the  clay 
shop  or  the  kiln  shed.  He  is  not  a  practical  potter  in  any  sense,  and  has  no  understand- 
ing or  appreciation  of  art  or  decoration.  While  he  is  capable  of  formulating  glazes 
which  are  technically  good,  because  of  his  lack  of  art  training  or  feeling,  he  is  entirely 
incapable  of  judging  color  values  or  textures.  In  other  words,  he  will  develop  glazes 
which  may  have  technical  interest,  but  which  have  no  artistic  value  to  the  trade,  while 
he  will  reject  colors  and  textures  which  would  be  highly  acceptable.  Although  he  has 
had  no  practical  experience  in  plant  operation,  he  is  more  interested  in  the  executive 
work,  as  he  understands  it,  than  in  the  technical  work  he  was  trained  for.  Because  of 
this  failing,  he  is  constantly  interfering  with  the  other  activities  and  assuming  authority 
which  he  does  not  possess.  He  has  absorbed  the  modern  technical  school  philosophy 
which  instills  in  the  mind  of  the  technical  student  that  he  is  the  only  highly  trained 
specialist  in  the  ceramic  industry,  and  which  also  suggests  that  this  class  of  training 
especially  fits  him  to  boss  the  job.  He  has  somewhat  of  a  contempt  for  the  practical 
potter,  because  the  great  majority  of  the  practical  men  have  had  no  technical  school 
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training,  and  because  they  can  not  discuss  factory  problems  in  technical  language.  It 
is  his  conviction  that  all  artists  and  decorators  are  cranks,  and  at  best,  a  high  grade  of 
skilled  labor. 

(e)  Head,  Decorating  Department. — A  former  decorator  who  has  had  a  few  draw- 
ing and  painting  lessons  under  a  local  art  teacher.  One  of  the  many  unfortunates  who 
are  born  "with  a  talent  for  art"  and  who  are  drawn  to  any  local  industry  using  the  ser- 
vices of  a  decorator  or  draftsman.  He  is  able  to  apply  elementary  decorative  forms  in  a 
workmanlike  manner,  and  knows  two  or  three  decorative  processes.  He  uses  mechanical 
devices  to  cover  his  inability  to  draw  easily  and  quickly.  He  has  absolutely  no  art 
training  as  judged  by  European  art  school  standards,  and  consequently  possesses  no 
knowledge  of  historical  ornament  ceramic  shape  construction,  or  the  technique  of  the 
painter,  etcher,  sculptor,  or  craftsman.  His  stock-in-trade  is  his  practical  experience 
in  the  two  or  three  simple  decorative  processes  in  current  practice.  He  is  not  in  any 
sense  a  designer  or  originator.  His  idea  of  a  "new  line"  is  an  adaptation  of  a  popular 
line  of  some  competitor,  or  in  extreme  cases,  a  gross  plagiarization  of  some  historical 
type.  There  is  no  attempt  to  study  the  market  or  to  try  to  raise  the  standard  of  com- 
mercial art  work  by  working  out  new  developments.  When  it  is  necessary  to  get  out  a 
new  line,  he  is  so  saturated  with  the  knowledge  of  a  successful  competing  product  that 
he  can  neither  analyze  the  cause  for  its  success  nor  produce  a  type  that  is  not  based  upon 
this  particular  "best  seller."  Consequently  while  the  resulting  product  from  a  practical 
and  technical  point  of  view  compares  favorably  with  competitive  wares,  and  while  it  is 
commercially  acceptable  to  a  certain  class  of  department  store  trade,  its  market  is 
limited  by  its  own  artistic  shortcomings.  He  does  not  realize  that  there  is  a  large 
purchasing  public  who  will  not  buy  pottery  that  is  obviously  badly  designed  and  un- 
skillfully  executed.  The  high  schools,  universities,  fashion  magazines  like  Vogue, 
Vanity  Fair,  and  the  House  Beautiful,  and  even  the  moving  picture  industry  have  in- 
grained into  the  younger  generation  a  conception  of  art  standards,  that  while  limited 
in  scope,  is  high  enough  to  be  able  to  recognize  acceptable  conventions  to  the  rejection 
of  what  is  considered  as  either  old-fashioned  or  in  bad  taste.  In  short,  our  decorator 
under  discussion  and,  unfortunately,  the  average  ceramic  decorator  is  not  educated  up 
to  the  standard  of  the  average  high  school  student  or  prospective  pottery  purchaser. 

(/)  Head,  Shipping  Department. — A  most  efficient  and  hustling  executive. 
While  most  of  the  product  is  sold  from  stock,  he  is  very  careful  not  to  over  or  under  stock. 
When  special  orders  are  being  made,  he  will  keep  in  touch  with  various  departments  and 
assist  in  routing  the  product  through  to  the  shipping  room.  He  is  a  good  judge  of  stand- 
ards and  is  very  quick  to  report  any  tendency  such  as  shop  carelessness  or  deviation 
from  a  fixed  standard.  He  is  the  one  executive  who  is  on  friendly  terms  with  all  the 
other  heads  of  departments,  and  in  an  unofficial  way  does  more  in  the  way  of  general 
supervision  than  any  other  person  in  the  plant. 

(g)  Office  Manager. — This  man  grew  up  with  the  business  and  has  acquired  all 
the  faults  and  few  of  the  qualities  of  the  "old  and  faithful  servant."  As  one  of  the  oldest 
employees,  he  expects  all  the  reverence  and  respect  due  to  an  antique,  but  unfortunately 
his  "patina"  is  the  result  of  disuse  and  age.  He  gives  scrupulous  attention  to  those 
matters  which  come  to  the  attention  of  the  general  manager,  who  accordingly  is  favor- 
ably inclined  toward  him.  He  is  naturally  careless  in  his  correspondence  and  treats 
all  dealers  as  his  natural  enemies.  He  is  a  difficult  proposition  when  handling  claims 
and  complaints.  The  dealer  is  always  in  the  wrong  and  the  factory  always  right.  His 
attitude  toward  the  salesmen  is  distinctly  unfriendly,  and  his  lack  of  cooperation  often 
causes  serious  dissatisfaction  among  customers.  He  can  not  understand  why  standard 
lines  of  ten  or  fifteen  years  ago  are  not  still  popular,  but  believes  it  is  because  the  buyers 
are  distracted  by  too  many  new  products. 
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Summary  of  Organization.— It  will  be  seen  from  the  given  description 
of  the  organization  that  the  general  manager  is  also  factory  superintendent 
and  director  of  department  activities.     In  addition  to  his  legitimate  duties 
in  connection  with  financing  the  undertaking  and  handling  the  business 
and  sales,  he  is  not  only  burdened  with  the  multitudinous  practical  details 
that  come  up  daily,  but  because  there  is  no  other  directing  factory  head, 
he  is  the  active  force  in  each  individual  department.     Under  such  cir- 
cumstances, results  are  limited  not  only  by  lack  of  organization,  but  by  the 
limitations  of  each  individual  in  charge  of  a  department.     If  the  general 
manager  personally  can  not  supply  an  essential  quality  lacking  in  one  of 
his  executives,  the  results  fail  accordingly.     There  is  no  question  that  this 
particular  organization  (if  it  can  be  called  such)  is  seriously  lacking  in  a 
number  of  important  essentials,  and  that  the  manager  is  handicapped 
to  such  an  extent,  that  it  would  be  a  mental  and  physical  impossibility  to 
manufacture  products  with  anything  like  a  possible  efficiency  demanded  in 
almost  any  other  industry. 

Development  of  Commercial  Art  Pottery 
General  History.— When  the  plant  was  organized  over  thirty  years  ago, 
the  product  consisted  of  a  single  line  of  crudely  and  atrociously  designed 
flower  pots  glazed  after  the  manner  of  the  so-called  English  "majolica" 


ware. 


This  was  the  standard  commercial  art  pottery  for  a  number  of  years. 
About  1880  a  well-known  pioneer  art  pottery  produced  a  line  of  slip-painted 
vases  after  the  style  of  the  French  Barbotine  process,  but  painted  and 
glazed  in  rich  yellows  and  brown  tones.  A  demand  was  created  for  such 
a  ware  so  that  the  originators  were  entirely  unequipped  to  supply  or 
perhaps  they  did  not  realize  the  commercial  possibility. 

However,  the  concern  under  discussion  did  see  this  possibility,  and  then 
proceeded  to  manufacture  a  similar  product.  The  venture  was  so  suc- 
cessful that  other  art  potters  followed  suit,  and  the  process  and  decorations 
were  widely  and  vilely  copied.  The  original  concern  making  this  ware  then 
produced  vases  and  other  wares  based  on  the  type  made  by  Royal  Copen- 
hagen and  similar  concerns.  The  decorations  were  still  naturalistic,  but 
were  painted  on  light  grounds  in  pastel-like  colors,  while  white  glazes  were 
used  instead  of  the  rich  iron  yellow  glaze.  The  various  commercial  art 
potters  again  followed  suit,  and  tons  of  this  product  were  put  on  the  market. 
About  this  time,  mat  or  vellum  glazes  began  to  be  used,  and  while  the 
pioneer  art  pottery  mentioned  was  dabbling  in  this  type  of  glaze,  the  com- 
mercial potters  immediately  grabbed  this  possibility,  and  if  the  resulting 
product  had  at  all  been  acceptable  to  a  cultivated  taste,  they  would  have 
flooded  the  earth  with  it.  As  it  was,  millions  of  pieces  were  put  on  the 
market  and  sold. 
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The  Paris  Exposition  of  1900  was  the  happy  hunting  ground  for  ceramic 
manufacturers  looking  for  "inspiration."  Most  of  the  big  European  pot- 
tery manufacturers  and  scores  of  individual  studio  potters  exhibited,  and 
on  no  occasion  before  or  since  has  there  been  on  display  such  a  compre- 
hensive variety  of  decorative  processes  and  ceramic  ware. 

This  period  might  be  classed  as  the  beginning  of  the  commercial  art  and 
craft  movement.  The  American  potters  were  not  slow  in  responding  to 
the  impetus  given  to  commercial  art  pottery  possibilities,  and  while  at  that 
time  they  did  not  possess  the  skilled  help  necessary  for  the  production  of 
such  types,  many  foreign  craftsmen  came  to  this  country  to  connect  with 
the  American  concerns. 

Unfortunately,  the  American  manufacturers  did  not  understand  the 
European  conditions,  and  because  of  this,  they  quickly  engaged  any 
foreigner  who  applied  for  a  job  and  gave  him  privileges  out  of  all  proportion 
to  those  he  would  enjoy  at  home,  where  he  was  subject  to  strict  supervision 
by  a  capable  director  and  not  allowed  to  experiment  or  dabble  without  a 
defined  program.  Although  there  were  good  results  here  and  there,  a 
condition  developed  where  these  foreign  specialists  (merely  bench  decora- 
tors in  their  own  country)  fearing  that  their  "secret  processes"  would  be 
taken  from  them,  insisted  on  working  behind  closed  doors.  At  the  best, 
they  refused  to  teach  others  the  various  processes,  and  to  enter  their 
formulas  and  processes  as  part  of  the  factory  records.  This  attitude  re- 
sulted in  one-man  activities,  obviously  limiting  the  production  and  com- 
mercial possibility  in  connection  with  their  particular  process.  In  some 
factories  there  would  be  ten  or  a  dozen  such  specialists  working  indepen- 
dently and  fiercely  antagonistic  toward  each  other. 

A  few  of  the  manufacturers  objecting  to  the  constant  distraction,  the 
limited  output  and  consequent  high  overhead,  simply  appropriated  what 
they  could  of  these  processes  and  attempted  to  make  a  factory  activity  of 
the  product.  But  as  most  of  the  foreigners  were  men  who  were  not  particu- 
larly expert  decorators  in  their  own  country,  no  important  development 
followed,  although  this  foreign  element  did  exert  influence  at  a  time  when 
domestic  ceramic  decorators  were  an  unknown  quantity.  But  while  there 
were  scores  of  different  "lines,"  and  an  endless  series  of  varied  decorations, 
the  actual  processes,  factory  methods  and  standards  remained  practically 
unchanged,  with  the  exception  of  two  or  three  art  potteries  whose  output 
was  so  small  as  not  to  be  properly  classed  as  commercial  products. 

The  Market  Today 

The  bulk  of  American  art  pottery  is  beneath  acceptable  artistic  stand- 
ards. It  is  not  found  in  company  with  good  books,  prints,  furniture  and 
rugs  or  in  the  possession  of  individuals  who  buy  Wedgwood,  Worcester, 
Copenhagen,  Doulton,  Minton,  Rookwood,  Lennox,  Rozenberg,  Dresden, 
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Limoges,  Copeland,  Rorstrand  and  the  best  of  the  European  and  Asiatic 

craft  potters.  .  m 

Its  market  ranges  anywhere  from  the  premium-giving  tea  and  coffee 
dealers  to  the  middle-class  trade  of  the  department  stores,  and  represents, 
roughly  speaking,  about  30%  of  the  art  pottery  buying  public,  and  from 
10%  to  15%  of  the  actual  value  of  such  products  sold. 

Consequently,  if  this  estimate  is  at  all  approximate,  there  is  an  un- 
touched market  of  70%  of  the  present  buying  public,  and  a  value  of  from 
85%  to  90%)  over  the  present  output.  And  this  does  not  refer  to  the  poten- 
tial market  that  is  being  created  by  the  constantly  increasing  standards  of 
living,  and  the  rapidly  growing  interest  in  art  activities. 

Present  Production.— The  line  consists  of  vases  and  art  specialties 
and  is  broadlv  divided  into  two  groups:  vases,  bric-a-brac  and  various 
ornamental  specialties,  table  ornaments,  candle  sticks,  match  safes,  flower 
bowls,  etc.,  and  the  large  jardinieres,  pedestals  and  umbrella  stands.  A 
classification  of  the  various  types  is  about  as  follows : 

Old  colored  glaze  line 5  /o 

Slip  decorated,  Rookwood  type 7% 

Slip  decorated  wares,  Copenhagen  type 20% 

Plain  mat  glazed  product 25% 

Modeled   specialties 25% 

Monochromes  or  plain  colored  enamels 15  /o 

Individual  decorated  wares 3  /O 

About  65%  of  this  product  is  made  in  a  buff  body,  and  the  remainder 
in  a  cream  colored  earthenware.  .  The  bisque  is  fired  to  about  cone  3  and 
glazed  to  about  cone  01-1. 

Research  Program 

In  considering  the  extent  of  a  practical  research  department  it  is  obvious 
that  this  must  be  planned  in  harmony  with  the  present  financial  and  prac- 
tical resources,  and  in  the  first  period  without  a  noticeable  increase  in  the 
overhead.  But  as  an  efficiently  functioning  research  department  is  not  a 
one-man  activity,  but  an  organization  proposition,  the  mere  engaging  of  a 
capable  research  man  does  not  provide  the  solution  to  the  problem.  It 
will  be  remembered  that  the  concern  under  discussion  is  doing  a  business  of 
$300  000  a  year  and  showing  a  profit  of  about  $36,000.  On  the  other  hand, 
the  losses  are  averaging  30%  of  the  output,  which  would  figure  at  some- 
thing over  $125,000  sales  value.  If  by  increased  efficiency,  these  losses 
are  reduced  to  within  15%  during  the  first  year,  this  would  increase  the 
revenues  $62,500.  These  savings  refer  only  to  kiln  losses  and  not  losses 
due  to  waste  and  general  factory  inefficiencies.1 

« With  30%  loss,  $300,000  equals  70%  of  the  total  production  which  with  no  loss 
(an  impossible  accomplishment)  would  bring  the  income  up  to  about  $425,000. 
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Any  efficiency  engineer  who  has  visited  the  average  art  pottery  can 
quickly  prove  that  the  plant  operations  are  at  best  not  more  than  60% 
efficient,  and  the  concern  under  discussion  is  probably  less  than  50%  effi- 
cient rather  than  higher. 

If  this  standard  of  efficiency  were  raised  10%  a  year  for  five  years  (an 
ordinary  accomplishment)  the  research  activity  would  easily  have  paid  for 
itself,  while  the  kiln  losses  would  be  reduced  and  production  increased 
without  an  appreciable  difference  in  the  general  expenses. 

Such  results  could  only  be  brought  about  when  the  research  director  is 
given  authority  to  make  necessary  adjustments,  but  the  general  manager 
has  acquired  the  habit  of  handling  the  factory  routine,  and  it  is  not  easy  for 
him  to  relinquish  this.  Furthermore,  the  factory  officials  have  been 
brought  up  to  the  present  method  of  transacting  business,  and  the  manager 
is  afraid  that  they  would  actively  resent  the  authority  of  an  outsider,  a 
not  ungrounded  fear. 

But  if  it  were  possible  to  do  this,  the  investment  connected  with  the 
undertaking  would  consist  of  the  salary  of  the  director  plus  office  furniture, 
filing  cabinets,  book-cases,  experimental  studios,  room  for  filing  research 
specimens,  and  what  special  apparatus  might  be  needed.  The  director 
would  submit  his  program  based  upon  the  obvious  present  needs  and  would 
proceed  to  coordinate  and  organize  with  a  minimum  of  interference  and 
interruption  with  factory  production. 

This  would  be  the  procedure  adopted  in  almost  any  other  industry.  But 
as  stated,  modern  business  practice  is  yet  the  exception  in  the  ceramic 
industry,  and  it  is  a  question  if  a  manufacturer  could  be  found  who  would 
be  far-sighted  enough  to  do  the  rational  thing,  and,  curiously  enough  to  the 
business  mind,  the  obvious  thing.  Consequently,  the  director  must  bore 
from  without,  and  proceed  by  building  an  organization  which  will  gradually 
be  absorbed  by  the  various  departments.  This  latter  method  is  a  more 
expensive  operation,  and  it  takes  longer  to  get  results,  but  this  fact  should 
be  admitted  and  should  not  be  charged  against  the  research  department, 
(although  it  will  be).  However,  conditions  are  such  that  the  director  of 
research  is  to  commence  activities  by  the  latter  method. 

Before  we  formulate  the  program,  and  outline  the  results  to  be  attained 
within  a  definite  period,  we  must  consider  the  maximum  cost  involved. 
The  director  can  not  act  without  spending  the  firm's  money,  and  he  can  not 
act  intelligently  unless  he  knows  the  extent  of  his  budget  and  its  applica- 
tion. He  also  must  be  in  a  position  to  show  the  general  manager  at  any 
time  just  what  is  accomplished,  and  at  what  cost. 

Too  many  specialists  have  a  negative  interest  in  the  organization  as  a 
whole.  They  are  wrapped  up  in  their  particular  activity  to  the  exclusion 
of  allied  or  connected  branches.  They  also  assume  the  role  of  employee 
with  its  too  often  accompanying  feeling  of  uncertainty  in  regard  to  the 
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future.  Very  definitely  they  do  not  regard  themselves  as  organization 
men  and  as  much  a  part  of  the  concern  as  the  kilns  are  a  part  of  the  building. 
They  order  material  and  equipment,  and  plan  without  full  consideration 
of  the  money  involved,  or  the  expected  result  from  a  purely  financial  point 
of  view.  It  is  contended  here,  that  the  successful  research  man  must  know 
what  his  expenditures  are,  and  that  he  must  check  these  with  ensuing 
results  on  a  financial  basis,  and  not  on  a  purely  intangible  basis  of  assumed 
accomplishment. 

With  these  ideas  in  mind,  we  will  assume  that  a  man  of  exceptional  ability 
is  in  charge,  and  that  he  is  to  be  paid  ten  thousand  dollars  a  year.  It  is 
understood  that  he  is  sent  to  important  technical,  artistic  and  business 
conventions,  involving  an  annual  expense  of  about  one  thousand  dollars. 
Assuming  that  the  necessary  fixtures,  furnishings  and  special  equipment 
cost  five  thousand  dollars  (a  maximum  amount  for  the  first  year)  and  with 
factory  expense  in  connection  with  material,  labor  and  operating  expenses 
totaling  another  five  thousand  dollars,  we  find  that  the  concern  must  pro- 
vide for  an  expenditure  of  something  like  twenty-one  thousand  dollars  for 
the  first  year,  or  approximately  seventeen  hundred  and  fifty  dollars  a 
month.  What  results  can  be  expected  from  a  practical  and  financial  point 
of  view  within  the  first  year  to  justify  a  continuance  and  further  develop- 
ment of  such  a  department? 

Regardless  of  the  program  in  connection  with  new  developments,  there 
are,  in  every  ceramic  plant,  many  bad  conditions  which  are  not  corrected 
simply  because  there  is  no  one  concentrating  on  these  conditions.  The 
average  organization  is  so  used  to  shop  and  kiln  losses  that  these  are  ac- 
cepted as  inevitable,  and  only  to  be  noticed  in  exceptional  instances  or  when 
there  is  constant  complaint  from  customers. 

A  20%  loss  causes  no  particular  concern,  and  a  product  bearing  a  50% 
loss  or  more  is  considered  as  a  difficult  technical  or  practical  proposition, 
which  is  solved  by  putting  the  product  in  a  "special"  class  at  a  price  high 
enough  to  cover  the  increased  loss.  The  average  man  in  charge  of  oper- 
ations is  a  specialist  of  the  most  limited  type,  and  he  will,  more  often  than 
not,  hesitate  to  admit  his  ignorance  or  limitations  in  connection  with  the 
shop  trouble,  which  will  often  continue  for  years  when  a  few  words  from  a 
competent  source  might  immediately  adjust  this  difficulty  and  save  the 
concern  a  considerable  sum  of  money. 

Art  Pottery  Losses 

In  an  art  pottery,  the  art  director  is,  or  should  be,  the  best  judge  of 
standards,  and  if  he  is  a  practical  potter,  which  should  be  one  of  his  chief 
qualifications,  he  is  the  man  to  be  responsible  for  the  correction  of  all  faults 
affecting  the  quality  and  standard  of  the  product.     Many  of  these  faults 
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may  not  be  obvious  to  the  person  who  is  not  trained  in  art  matters  and 
consequently  not  noticeable  to  the  various  officials  or  even  to  the  trade. 
But  they  are  noticeable  to  the  trained  eye,  and  because  they  do  affect  the 
quality  of  the  product,  steps  should  be  taken  to  improve  the  standard  of 
workmanship  so  far  as  the  acceptable  cost  of  production  will  allow.  Fac- 
tory losses  in  art  potteries  are  of  three  general  types : 

(a)  The  Use  of  Unreliable  Body  and  Glaze  Compositions. — Lack  of  standards 
for  raw  materials.  Of  imperfectly  standardized  bodies  and  glazes.  Glazes  that  are  too 
sensitive  for  present  kiln  conditions.     Variations  in  material  grinding. 

(b)  Inefficient  Shop  Practices. — Lack  of  system.  Poor  drying  facilities.  Poorly 
organized  mold  shop.  Faulty  mold  construction.  Poorly  designed  shapes  from  a 
practical  point  of  view.  Inadequate  supervision  in  the  slip  house,  sagger  house,  clay 
shop,  and  studios.     Dirty  and  poorly  arranged  work  rooms. 

(c)  Incompetent  and  Careless  Workmanship. — Inadequate  supervision  in  connec- 
tion with  the  various  processes. 

It  is  an  unquestioned  fact  that  the  mere  presence  of  an  interested,  capable 
authority  on  standards  in  a  clay  working  plant  would  result  in  the  material 
reduction  of  losses  with  an  effort  and  expenditure  of  time  which  would 
not  seriously  interfere  with  his  work  in  connection  with  new  developments. 

Acting  in  the  capacity  of  a  coach,  he  would  quickly  correct  faults  which 
were  almost  inevitable  without  such  direction,  and  which  would  save  the 
concern  two  or  three  times  the  salary  in  his  first  year  in  regard  to  actual 
losses.  This  would  result  in  increased  production  of  a  higher  standard. 
A  10%  increase  in  shop  efficiency  would  net  the  concern  $30,000,  while  a 
decrease  in  losses  would  be  a  saving  in  proportion.  Some  opinions  may  say 
that  these  two  conditions  can  not  be  taken  separately,  but  it  is  certainly 
definite  that  a  mere  reduction  of  the  kiln  loss  will  not  make  the  acceptable 
product  higher  in  quality  or  artistic  value,  nor  will  it  mean  that  many  shop 
inefficiencies  will  be  eliminated.  The  present  production  would  be  in- 
creased, because  there  would  be  less  kiln  loss.  But  if  the  present  produc- 
tion is  only  60%  efficient,  the  kiln  losses  have  no  relation  to  this  condition, 
nor  would  a  decrease  in  sagger  losses  affect  the  quality  of  production. 
There  are  opportunities  to  reduce  both  the  kiln  losses  and  to  increase  pres- 
ent production  by  adjusting  or  eliminating  unfavorable  conditions. 

Value  of  Research  Head 

Whether  the  research  head  would  be  allowed  to  give  practical  attention 
to  these  matters  is  probably  questionable.  There  are  many  deeply  rooted 
prejudices  in  the  ceramic  industry,  and  not  the  least  of  these  refers  to 
anything  that  suggests  departure  from  current  shop  practice.  These 
prejudices  are  more  pronounced  in  localized  ceramic  industries.  But  as- 
suming that  the  research  man  had  no  authority  to  change  unfavorable 
conditions,  and  that  he  was  operating  an  entirely  independent  activity, 
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the  fact  that  he  was  actively  engaged  in  the  plant  would  be  a  noticeable 

nflnence  among  those  executives  who  were  at  all  interested  n. .Decreased 

ffidency      His  work  would  be  closely  watched,   and  notwdhstanding 

fe     busies  and  criticisms  that  are  ever  present  in  such  «£-^£ 

various  specialists  would  consciously  or  unconsciously  exert  themselves  to 

a  ^htsutresults  are  intangible  and  due  to  the  presence  of  the  director 
ratto  than  to  his  personal  accomplishment,  whatever  results  he  ,s  known 
to  have  attained  will  also  affect  the  mental  attitude  of  the  men  respons.ble 
fJZ^Pu^ion,  even  if  they  are  not  brought  iuto  direct  contact  with 
he  re  earch  department.  I  know  of  instances  where  a  research  man 
though  working  independently  of  the  remainder  of  the  organization,  has 
chmieed  the  entire  character  of  process  and  style  of  decoration 

""some  eases,  the  different  specialists  wanted  to  show  that  they  could 
do  the  "me  th  ngs.  In  others,  they  wanted  to  acquire  additional  ex- 
Perience  But  whatever  the  reason  and  however  detached  Ins  ac  nnt.es  so 
Cas  official  action  is  concerned,  the  director  is  if  he  is  a  productive  man, 
a  definite  force  that  can  not  or  will  not  be  'gn°red- 

We  shall  assume  that  these  ideas  are  accepted,  but  we  shall  «*•«*£" 
such  intangible  benefits  in  connection  with  the  investment  involved  We 
haVSe  onlv  the  actual  and  independent  productive  results  In 
recording  these  activities,  we  shall  divide  the  year  into  twelve  montidy 
neriod  itemizing  the  results  with  the  approximate  costs  and  resulting 
bnsfne  s  Tor  obvious  reasons,  we  are  not  describing  actual  Presses  or 
ghfing  detailed  information  in  regard  to  historical  types  to  be  used^  Ttae 
are  individual  problems  and  will  vary  with  the  P^^concem  and  it 
present  market.  Assuming  that  the  activities  commenced  at  the  first 
the  vear,  the  results  are  recorded  as  follows: 

The  woik  is  divided  into  two  groups:    (A)  Orgamzat.on  Work,  (B) 

Productive   Work. 

First  Month 

(A      Organization  Work)  t 

1.  installation  of  equipment:    Director's  office,  files,  typewnte^  desk 
drawing  cabinet,  book  cases,  cases  for  factory  museum  samples,  room  for 
record  samples,  glaze  laboratory,  modeling  room,  decorating  room,  casting 

room,  camera.microscope,  etc.  —nAnrt    -md 

2.  Survey  of  present  factory  conditions,  description  of  product,  and 

report  on  present  market. 

5      Detailed  program  of  activities  for  the  first  three  months. 

t     Planning  and f  printing  the  research  records,  formula  cards,  decorato  , 
nrocess  cards    shape  number  cards,  cards  for  factory  numbers,  files  fo 
stents,  estimate  blanks,  arrangement  of  filing  system,  labor  and  cost 
records. 
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(B.     Productive  Work) 

5.  Series  of  fifty  sketch  drawings  showing  types  of  wares  to  be  produced. 

6.  Working  drawings  of  twelve  shapes  selected  from  above  sketch 
drawings. 

7.  Preparation  of  three  bodies  and  twenty  glazes  to  be  used  in  connec- 
tion with  these  products. 

8.  Production  of  models  and  molds  for  above  twelve  shapes. 

9.  The  casting  and  jiggering  of  twelve  of  each  of  the  above  shapes  (this 
can  be  done  by  the  director  personally,  or  the  molds  can  be  turned  over  to 
the  clay  shop  foreman,  who  fills  in  a  research  cost  card  showing  amount  of 
time  and  material  consumed),  but  the  pieces  must  be  made  according  to 
instructions.  These  sample  wares  are  made  from  the  original  molds.  No 
blocks  and  cases  are  made  for  the  original  test  series. 

10.  Decoration  and  glazing  of  the  above  shapes. 

11.  The  first  series  of  glaze  tests  and  finished  decorative  samples  go  to 
the  kiln. 

Note: — If  this  seems  an  unusual  or  unreasonably  large  amount  of  work  to  be  ac- 
complished in  the  first  month,  it  might  be  well  to  state  that  these  notes  are  taken  from  a 
diary  recording  actual  work  accomplished  in  this  space  of  time.  However,  it  must  be 
understood  that  not  every  decorative  specialist  understands  modeling,  mold  making,  or 
even  glaze  preparation.  In  such  cases,  it  is  obvious  that  these  activities  could  be 
carried  out  in  the  factory  modeling  and  clay  working  shops,  and  charged  to  the  research 
activities.  But  because  of  the  standards  and  new  processes  involved,  it  is  highly  de- 
sirable that  the  director  be  a  man  who  is  capable  of  executing  all  the  processes  under 
discussion.     The  fact  that  he  does  this  helps  to  determine  the  standard  to  be  attained. 

Second  Month 
(B.     Productive  Work) 

1.  Further  series  of  ten  or  twelve  working  drawings. 

2.  One  week  for  American  Ceramic  Society  Annual  Meeting  with  side 
trip  to  New  York  to  show  designs  to  dealers,  and  to  investigate  present 
and  future  market  conditions  in  connection  with  present  program. 

3.  First  decorated  pieces  out  of  glaze  kiln.  Conference  with  general 
manager  to  decide  modifications  and  adjustments.  These  sample  wares 
are  numbered  and  filed  for  immediate  and  future  reference. 

4.  Production  of  models  and  molds  of  second  series  of  working  drawings. 

5.  Further  series  of  about  one  dozen  each  of  new  shapes  cast  or  jiggered 
from  original  molds. 

6.  Decoration  and  glazing  of  above  shapes. 

7.  Received  first  series  of  glaze  tests  from  kiln.  Reviewed  and  recorded 
results.  Formulated  second  series  making  necessary  adjustments  and 
modifications.  Commenced  to  standardize  a  palette  of  colors  in  connec- 
tion with  three  types  of  glaze  suitable  for  present  needs. 
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Third  Month 

(B.     Production  Work) 

1       A  second  series  of  completed  decorated  and  glazed  samples  from 
kilns      Seated  types  considered  most  suitable  for  present  market.     Filed 

££jti fSlfsamples  ^  ^e  reference  wMe  h°ldmg  SdeCted  "" 
amples  for  immediate  use. 

(A2    fence's  ^general  manager  and  factory  salesmen  in  connec- 
tion w"e7e*amples  which  are  compared  with  present  prodnct  and 
rnnnnetitive  lines.     Costs  and  factory  conditions  discussed. 
T  V  "to  two  or  three  important  customers  in  connection  with  above 
selected  toes.     Report  for  the  general  manager  on  the  result  of  this  tap. 

4      SamP  es  are  coming  from  abont  every  glost  kiln.     Each  variety  and 
type  appropriately  classified,  nnmbered,  and  entered  into  the  process 

rTdCompletion  of  first  series  of  standardized  glazes  and  bodies  Samples 
nunrbereTand  filed,  and  glazes  entered  according  to  their  respective  types 

1  ^omplXof  series  of  approximately  fonr  hundred  sample  pieces  in 

Plf  Srm^CoTce  first  decorative  lines  for  market.  These 
lines  wTllTndude  new  shapes  and  decorations  appropriate  fo, ^resen .ma. 
ket  with  four  or  five  special  shapes  to  broaden  various  lines.  The  types  will 
be  about  as  follows: 

(A)  Commercial  or  cheaper  grades  of  plain  glazed  wares. 

(B)  Selected  or  middle  grade  plain  glazed  wares. 

(C)  Commercial  decorated  wares. 

(D)  Selected  decorated  wares. 

(E)  High  class  special  products. 

Resume  of  First  Three  Months'  Work 

1      Productive  results.     Developed  a  series  of   three  types  of  glazes 
each  in  eight  colors  with  three  shades  of  each  color. 
2.     Produced  the  following  series  of  art  ware  samples : 

100  pieces 

TyPeA 100  pieces 

TyPeB 75  pieces 

TyPeC---\ 75  pieces 

TyPe2 "    "  .       50pieces 

Type  E 

making  total  of  four  hundred  samples. 

3      Completed  series  of  working  drawings  of  shapes  based  upon  selected 
samples,  and  to  be  used  for  new  lines  for  factory  production. 


774  RHBAD — THE  ORGANIZATION  OF  A 

4.  Research  results.  Filed  research  reports  giving  formula  and  de- 
scription of  process,  method  of  manufacture,  type  of  labor  involved,  and 
itemized  estimate  of  direct  and  indirect  labor  and  material  cost  in  series 
of  500,  1000,  5000,  and  10,000  pieces  of  each  item. 

Costs  in  Connection  with  Above  Activities. — The  three  months  program 
has  cost  approximately  $5500,  $2500  being  the  director's  salary,  and  $3000 
being  the  proportionate  expense  for  equipment  and  factory  expense  for  the 
three  months. 

Application  of  These  Results  to  the  Research  Program. — (1)  The 
three  standardized  types  of  glazes  are  being  used  in  connection  with  current 
developments ;  (2)  the  new  line  s  of  the  various  types  have  been  selected 
from  the  completed  samples  to  date;  (3)  the  working  drawings  are  being 
released  for  modeling  and  for  the  production  of  actual  sales  samples;  (4) 
based  upon  the  research  cost  and  production  reports  of  the  particular  sam- 
ples, the  sales  prices  for  the  various  lines  are  being  made.  The  sales  cam- 
paign is  also  being  planned. 

The  General  Manager's  Summary  of  What  Has  Been  Accomplished 
for  Expenditure  Involved. — 1.  He  has  at  his  disposal  a  standardized 
series  of  new  glazes  for  future  production  and  has  adopted  a  system  which 
will  permit  of  definite  glaze  control  both  in  regard  to  color  and  texture. 

2.  He  has  formed  the  nucleus  of  a  collection  of  classified  research 
samples  for  reference  purposes  in  connection  with  shape,  construction  and 
design. 

3.  He  has  adopted  a  system  permitting  central  control  in  connection 
with  the  production  of  new  lines. 

4.  He  has  formed  the  nucleus  of  a  library  of  research  reports  for  refer- 
ence purposes  in  connection  with  the  technical,  practical,  artistic  and  cost 
problems  constantly  arising  in  the  plant,  and  the  marketing  problems  in 
connection  with  sales  policies. 

5.  Because  of  the  above  four  activities,  he  is  in  a  better  position  to  define 
the  factory  policies,  and  to  direct  and  control  the  activities  in  both  the 
research  department  and  the  plant  without  being  dependent  on  the 
idiosyncrasies  of  art  specialists  or  any  one  element  of  specialized  labor. 
In  other  words,  the  system  outlined  will  make  development  work  an  or- 
ganization activity  instead  of  placing  it  in  the  hands  of  four  or  five  in- 
dividuals whose  activities  are  not  properly  coordinated. 

Fourth  Month 

With  the  commencement  of  the  production  of  the  actual  samples,  the 

research  activity  should  begin  to  tie  up  with  the  factory  organization  to  the 

extent  that  the  latter  provide  facilities  for  the  partial  or  entire  execution  of 

the  samples,  for  instance  about  65%  of  the  total  production  is  in  class 
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A  and  C.  Attention  will  be  given  to  these  two  types  first,  and  arrange- 
ments made  to  have  such  samples  produced  by  the  regular  factory  help. 
A  research  order  O.K.'d  by  the  director  or  general  manager  accompanies 
each  lot  of  samples  to  be  made,  provides  for  the  recording  of  labor, 
material,  decorating,  firing  and  other  costs  allowing  for  percentage  loss. 
The  resulting  figures  will  both  assist  in  making  the  sales  price,  and  also 
give  the  costs  to  be  charged  against  the  research  department. 

In  almost  every  plant,  there  are  workmen  who  take  care  of  the  special 
work  in  their  respective  departments.  Such  men  can  very  well  be  en- 
trusted to  assist  in  making  the  samples  and  in  paving  the  way  to  factory 
production.  But  while  a  director  possesses  no  official  authority  either  in 
the  clay  shop  or  studios  or  over  the  special  labor  involved,  he  is  responsible 
for  the  successful  production  of  the  samples,  and  should  give  instructions 
both  in  regard  to  methods  and  processes  and  be  in  close  personal  touch 
with  those  engaged  in  this  particular  work. 

With  such  a  program  in  mind,  the  director  can  then  concentrate  for  a 
period  on  the  production  of  models  and  the  glazing  and  decorating  of  the 
cast  and  jiggered  samples,  leaving  the  blocking  and  casing,  casting  and  jig- 
gering,  glaze  making  and  firing  to  the  respective  factory  departments. 
Assuming  that  he  makes  an  average  of  three  models  per  week,  and  that  the 
present  line  is  to  consist  of  twelve  models  in  each  type  (A  and  C)  allowing 
for  the  time  taken  in  decorating  and  glazing  the  various  models  as  they  are 
molded  and  cast,  we  find  we  have  a  sixty  days'  modeling  program  for  the 
two  lines. 

But  as  a  completed  model  is  immediately  sent  into  the  mold  shop,  it  is 
only  a  matter  of  a  week  to  ten  days  before  clay  samples  would  be  made,  and 
a  further  period  of  from  twelve  to  fifteen  days  before  the  sales  samples 
begin  to  come  from  the  kiln.  With  the  general  program  planned  as  sug- 
gested, the  trade  would  be  already  familiar  with  the  type  of  work  being 
produced,  and  a  condition  created  where  the  samples  could  be  presented  to 
the  trade  and  orders  taken  without  a  longer  period  of  delay. 

In  the  art  ware  business  there  are  many  standardized  articles  that  find 
an  immediate  market,  and  it  is  such  items  that  should  receive  the  early 
attention  of  the  research  man.  With  these  facts  accepted,  we  find  that  it 
is  possible  to  present  sales  samples  of  two  different  lines  to  the  trade  within 
the  fourth  month  of  the  activity,  or  certainly  within  the  fifth  month,  if  it  is 
found  advisable  to  ship  directly  from  stock.  But  under  no  circumstances 
should  stock  be  made  of  products  that  have  not  been  shown  to  the  trade, 
or  which  have  not  met  with  definite  approval  from  more  than  one  promi- 
nent dealer.  It  should  be  realized  that  the  dealer  is  just  as  much  a  part 
of  the  organization  as  the  man  who  is  producing  the  goods.  With  such 
cooperation  there  is  no  doubt  whatever  that  a  well  designed  and  finished 
product  will  enjoy  an  immediate  market. 
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Activities 

1 .  Completion  of  fifty  pieces  of  each  line  (A  and  C). 

2.  Wares  carefully  examined  and  standards  of  workmanship  are 
adopted.  (Those  concerned  with  the  production  are  informed  in  regard  to 
acceptable  maximum  and  minimum  variation  in  size,  color,  and  general 
finish.  When  the  actual  production  commences,  those  in  charge  of  each 
process  are  shown  actual  acceptable  and  non-acceptable  examples.  Such 
examples  are  kept  on  file  for  reference  purposes  to  be  used  when  there  is  a 
question  of  variation  of  standard.  No  one  concerned  with  the  practical 
work  is  left  in  doubt  in  regard  to  the  various  essentials  necessary  to  the 
production  of  satisfactory  wares). 

3.  Manufacturing  costs,  manufacturing  expense,  sales  and  administra- 
tive expense  and  wholesale  selling  prices  are  determined.  (The  expected 
percentage  loss  is  carefully  figured  and  reckoned  with  in  determining  the 
manufacturing  cost.)  If  there  is  a  market  for  seconds,  these  can  be 
allowed  to  accumulate  and  turned  into  cash  at  various  periods.  Assuming 
that  90%  of  a  product  is  satisfactory,  this  leaves  10%  to  figure  either  as  a 
total  loss  or  to  be  partially  recovered  when  seconds  are  sold.  If  half  of 
this  10%  is  clay,  bisque,  or  glost  kiln  loss,  this  leaves  5%  of  product  to  be 
sold  at  50%  of  the  regular  wholesale  value.  This  means  that  $20,000 
of  ware  (sales  value)  with  a  10%  loss  only  nets  $18,000.  But  if  5%  realized  ■ 
$500  or  half  the  net  wholesale  price  for  perfect  ware,  there  would  only  be  a 
$1500  loss  instead  of  $2000.  This  $500  would  cover  the.  actual  loss  in- 
curred, because  deducting  the  12%  profit  and  the  30%  sales  and  adminis- 
trative expense,  the  actual  cost  of  producing  this  $20,000  of  ware  would 
be  $11,600  and  the  10%  loss  would  figure  at  $840.  A  5%  recovery  on  the 
sale  of  seconds  would  be  $500,  which  would  be  seen  to  be  an  actual  money 
loss  of  $400  in  labor  and  material  to  be  added  to  cost  of  production. 

4.  The  line  is  released  for  the  market. 

5.  Modeled  twelve  shapes  for  line  B. 

6.  Glazed,  cast  and  jiggered  fifty  samples  of  each  of  the  above  type. 

7.  Research  reports,  process  records  and  observations  in  connection 
with  the  production  of  the  samples. 

Fifth  Month 

1.  Line  B  from  kiln  assembled  and  recorded  as  was  done  when  lines  A 
and  C  came  from  the  kiln.  Standards  and  costs  recorded  as  in  activities 
2  and  3.     (Fourth  Month.) 

2.  Ware  released  for  the  market. 

3.  Preparations  for  orders  for  lines  A  and  C.  Mold  making,  casting, 
decorating,  kiln,  stock  and  shipping  facilities  arranged. 

4.  Records  and  research  reports  as  before. 
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Sixth  Month 
1      Received  and  commenced  to  mannfaetnre  first  orders  on  lines  A  and 
C    '  (The  production  is  watched  very  closely  so  nnexpected  and  unfavorable 

^^ow  Sfa  ^activity,  the  research  directs 
woSne  in  close  cooperation  with  the  factory  officials  concerned  with  tins 
reduction  The  various  standards  in  connection  with  any  involved 
P^M  thickness  of  piece,  finish,  period  of  drying,  temperature  of  b.sque, 
rmctaesfot glaze  glost  kiln  treatment,  all  of  which  have  already  been 
dttdefupon  are  modified  or  adjusted  to  suit  the  condrfon  of  quantity 
Eduction.     Any  change  is  immediately  recorded  and  noted  on  the  proc- 

ess  cards.) 

2      Modeled  the  twelve  shapes  in  line  D. 

q      Cast  and  iiggered  fifty  pieces  of  each  shape. 

4      RecordeVand  filed  necessary  reports  in  connection  with  practical 
operations  and  the  various  elements  pertaining  to  production. 

Seventh  Month 

1.  Amount  of  factory  production  on  first  orders  $2500. 

2.  Modification  and  practical  adjustments  in  connection  with  the  new 

n^urtht^ples  and  developments  as  a  result  of  observations  of  the 
results  of  the  new  production  in  comparison  with  original  samples. 

4  Four  new  models  in  accordance  with  the  above^ 

5  Filed  reports,  cost  estimates,  new  process  records,  etc. 

6  Further  series  of  glaze  tests  for  standard  colors  not  m  present  line 

•     "d  out  a  labor  and  production  program  based  on  sales  and  f ac 
tory  production  of  approximately  $50,000  for  the  remaining  five  months  of 
the  first  year  period  of  this  research  experiment. 

Eighth  Month 

1.  Production:  $4000. 

2.  Same  activities  as  in  seventh  month. 

Ninth  Month 

•      \     T™„ddtttipt$oCh°emica,Exposition,NewYork,andvisitstodea,ers 
who  had  received  shipments  on  new  products. 

3      Reports  to  the  general  manager  on  above  trip.     The  reports  cover 
the  Mowing  activities:    A.  Chemical  Exposition.     B.  Dealers    op,,,,,  n 

on  new  lines  and  their  reception  by  the  public.    C.  Recommend*. s  and 

suggestions. 
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4.  Adjustments  and  modifications  in  connection  with  the  new  factory- 
product. 

5.  Production  of  research  samples  modeled  last  month. 

6.  Two  new  models  based  upon  recommendations  of  dealers  in  ac- 
cordance with  report  C  (this  section) . 

7.  Filed  necessary  reports  and  factory  data. 

Tenth  Month 

1.  Production:  $9000. 

2.  Commenced  work  on  one  dozen  new  models  for  next  year's  line. 

3.  Filed  and  recorded  necessary  reports. 

Eleventh  Month 

1.  Production:  $12,500. 

2.  Completed  twelve  models. 

3.  Glazed  and  decorated  sales  samples  of  new  models. 

4.  Recorded  and  filed  necessary  reports. 

Twelfth  Month 

1.  Production:  $15,500. 

2.  Series  of  sales  samples  of  new  line  from  kiln. 

3.  Conferences  in  connection  with  next  year's  program.  Decided  on 
actual  work  to  be  done. 

4.  Annual  report  covering  the  twelve  months'  activity  and  suggesting 
necessary  plans  for  the  coming  year. 

It  will  be  seen  that  in  addition,  the  regular  business  (which  should  not 
at  this  time  be  affected  by  the  introduction  of  new  lines)  has  been  increased 
to  the  extent  of  $50,000.  All  the  costs  pertaining  to  the  production  of  stock 
and  orders  on  these  lines  would  properly  be  charged  to  factory  expense, 
but  costs  pertaining  to  research  samples  and  the  development  of  the  lines 
are  charged  to  the  research  department.  But  the  research  department  is 
credited  with  the  increase  in  business  and  prestige  resulting  from  the  suc- 
cess of  these  products.  In  summarizing  results  for  the  year,  we  find  that 
the  director  has  been  responsible  for  the  following  activities : 

1.  The  development  of  three  new  types  of  glaze. 

2.  The  production  of  500  research  samples. 

3.  The  production  of  five  new  lines  of  art  products  for  the  present 
market. 

4.  The  direction  of  the  production  of  orders  on  new  lines  totaling  to 
$50,000. 

5.  The  production  of  one  new  line  of  art  products  for  the  coming  year. 

6.  The  organization  of  a  system  for  the  development  and  produc- 
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tion  of  art  pottery  which  fully  perfected  will  operate  with  a  minimum  of 
loss  and  expense  and  with  a  greater  efficiency  in  operation. 

The   costs  involved  for  the   given  twelve  months'   activity  would  be 

distributed  about  as  follows: 

.  .      $21,000 
Total  expenditure Q() 

Equipment ' '  '  '  '  '  '  ' 

Research    and    development    including    new    glazes, 

sketch  designs,  working  drawings,  research  samples,  ^  ^ 

business  trips  and  reports 7'ooQ 

Production  of  sales  samples ^  ^ 

Supervision  of  production 

-sssS  K:  srs  -,f  ;f.rt,„ ,™  r « 

H  W    on  *50  000  of  roods,  this  will  amount  to  $6,000,  a  sum  winch  m  the 
fir  fyear  rf  thTestablishment  of  the  research  work  not  only  b  ankets  the 
development  expenditure,  but  will  leave  a  small  margm      In  other  words 
tTgl"al  manager  has  at  little  cost  established  an  effictently  functaonrng 
developmenrdepartment  that  is  tied  into  the  plant  and  engaged  m  the 
svltematic  production  of  new  lines,  and  the  direction  of  genera  product^ 
Sum  ng  that  the  director  has  been  supported  to  the  extent  hat  he  has 
betn  abTto increase  the  factory  efficiency  and  adopted  pract.ces  winch 
have  Suited  in  decreased  losses,  it  can  readily  be  seen  that  an  mvestment 
hklthe  one  outlined  can  be  still  further  productive,  even  wrthm  this  stated 
time     Very  few  manufacturers  give  close  attention  to  the  many  prevent 
abk losses      Few  manufacturers  know  what  these  losses  are.     Lack  of 
dose  supervisL  of  workmen  and  even  of  foremen  creates  a  condrtu* 
where  these  losses  are  covered  up  and  certamly  not  «»«**;    ™£ 
it  is  true  that  the  successful  product  must  stand  loss  expense  .  the  concern 
to  be  operated  at  a  profit  yet  this  does  not  solve  the  problem  of  pre- 
ventableToS      It  merely  raises  the  price  of  the  marketable  goods  and  en- 
courages a  lax  attitude  among  workmen  and  foremen. 

Cooperation 
It  has  already  been  stated  that  this  is  not  a  one-man  activity.     The 
result"ned  could  not  possibly  be  attained  unless  the  officals  cooperated 
;7t"neector  in  getting  out  the  new  lines      We  starte rout by  making 
a  detached  activity  of  the  research  department,  but  when  the  time  came 
nroduce  the  new  yiines,  it  is  obvious  that  the  director  and  the  vanou 
Cmcn  must  work  together.     Also  the  business  end  of  the  ~^ 
understand  what  is  being  done  and  why,  and  instructed  to  assist  in  even 
poslfe  way.    It  is  a  simple  matter  to  work  out  a  program  of  actmt.es, 
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but  this  can  not  be  carried  out  if  there  are  periods  of  delay  due  to  no 
other  reason  than  the  attitude  of  reactionaries.  Too  often  a  research 
director  has  been  given  authority  by  the  general  manager,  but  this  fact 
has  not  been  made  clear  to  the  various  officials  who  resent  what  they  con- 
sider an  intrusion  and  an  unnecessary  and  additional  expense.  If  this 
attitude  results  in  the  holding  up  of  orders  for  supplies,  in  delaying  shop 
practices,  keeping  the  research  work  from  the  kilns,  and  the  thousand 
and  one  other  tricks  known  to  the  average  official,  the  director  of  the 
activity  has  a  hopeless  task,  unless  he  is  aggressive  and  resourceful  enough 
to  force  his  program  through ;  and  in  this  case  he  can  not  do  this  without  in- 
curring the  enmity  of  the  various  plant  officials.  While  few  directors  desire 
such  a  condition,  there  is  no  other  method  of  attack  than  to  consider 
the  activity  as  a  purely  impersonal  one,  and  to  carry  out  the  program 
irrespective  of  opposition,  after  friendly  cooperative  measures  have  failed, 
and  after  it  is  definite  that  the  general  manager  hesitates  to  give  the  de- 
sired authority. 

The  most  satisfactory  production  policy  is  obviously  that  where  the 
general  manager  will  call  the  various  executives  in  conference.  These 
round  table  talks  inevitably  smooth  out  difficulties  and  practically  eliminate 
jealousies,  at  least  among  interested  and  efficient  officials.  The  jealous 
reactionary  who  is  perpetually  afraid  of  losing  his  job,  and  who  will  toady 
to  the  boss,  while  accepting  no  authority  from  any  other  quarter,  and 
who  will  fiercely  obstruct  any  development  rather  than  have  the  present 
conditions  changed,  can  not  be  removed  too  quickly.  While  his  particular 
department  may  seem  on  the  surface  to  be  efficiently  conducted,  an  im- 
personal investigation  will  quickly  prove  that  this  man  is  a  very  costly  part 
of  the  organization. 

Jealousy  is  the  most  costly  and  dangerous  condition  in  a  business  organi- 
zation. It  should  be  stamped  out  as  quickly  as  a  fire.  An  official  who  is 
jealous  of  another  and  who  fears  the  promotion  of  another  is  not  only  re- 
tarding general  progress,  but  he  is,  as  stated,  inefficient  in  his  own  depart- 
ment. 

There  are  so  many  specialized  activities  in  the  ceramic  industry,  each 
offering  almost  unlimited  possibilities  that  there  is  no  excuse  for  an  official 
to  be  in  a  state  of  mind  where  he  is  afraid  of  the  success  of  another  member 
of  the  organization.  Of  course,  the  only  solution  is  in  the  organization 
chart,  and  in  the  round  table  conferences  of  the  general  manager  or  plant 
superintendent,  and  these  are  not  possible  unless  the  general  manager  is 
sympathetic  to  such  a  condition. 

To  properly  realize  the  results  of  efficiency  in  a  perfectly  coordinated 
organization,  it  is  only  necessary  to  compare  the  average  organization  in  the 
ceramic  field  with  those  of  other  large  national  industries  and  business 
activities. 
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Organizations  like  the  Standard  Oil,  General  Electric,  United  States 
Steel  Corporation,  Victor  Phonograph  Company,  Ford  Motor  Company, 
National  Cash  Register  Company,  Curtis  Publishing  Company,  The  Pru- 
dential Insurance  Company,  the  various  rubber  companies,  packing  houses 
and  the  larger  banking  organizations  could  not  exist  if  absurd  and  petty 
obstructions  of  jealous  officials  were  allowed  to  permeate  all  through  the 
plant.  But  the  ceramic  industry  is  choked  with  this  condition,  and  it  is 
one  of  the  chief  reasons  why  there  is  no  single  ceramic  organization  in 
this  country  that  can  compare  in  size  or  volume  of  business  with  the  type 
of  concern  mentioned.  Yet,  the  ceramic  business  is  one  of  the  most  essen- 
tial industries  in  the  world. 

It  is  doubtful  if  the  industrial  and  business  activities  mentioned  have 
practical  and  technical  difficulties  experienced  by  the  potter.  Yet  there 
is  no  other  industry  so  lacking  in  regard  to  efficient  organization  and  ex- 
pert direction.  The  technical  problems  are  being  efficiently  worked  out, 
and  probably  no  other  country  possesses  the  high  class  of  specialized  tech- 
nical help,  but  the  biggest  technical  men  or  any  other  class  of  specialists  do 
not  make  an  organization,  and  they  are  not  worth  the  salary  of  the  least 
skilful  workman  on  the  plant  if  they  are  not  in  a  position  to  use  their 
knowledge  and  ability. 

Size  of  Initial  Organization 

So  far  as  personnel  is  concerned,  the  research  department  consists  of 
the  director,  his  personal  secretary  or  record  clerk  and  a  student  assistant. 
If  the  director  himself  can  outline  the  program,  make  the  designs  and 
working  drawings,  molds  and  models,  prepare  the  bodies  and  glazes, 
make  and  decorate  actual  samples,  and  if  necessary,  fire  the  wares,  in 
short,  if  he  is  a  thoroughly  practical  craftsman,  no  further  assistance  is 
needed  until  the  activity  is  large  enough  to  necessitate  the  director's 
attention  in  connection  with  production  problems  and  increased  research 
activities. 

It  is  reasonable  to  assume  that  a  person  capable  of  directing  a  ceramic 
art  activity  should  be  personally  able  to  carry  out  the  various  processes. 
If  this  fact  is  not  recognized,  it  is  easy  to  see  that  an  initial  organization 
must  consist  of  three  or  four  specialists,  who  would  require  a  collective 
remuneration  that  would  make  a  thoroughly  efficient  research  organiza- 
tion in  the  average  plant  a  questionable  undertaking  from  a  financial 
point  of  view — which  is  the  only  point  of  view  a  successful  manufacturer 
can  consider. 

The  Manufacturer's  Interest  in  Research 

There  are  a  number  of  manufacturers  who  would  be  immediately  inter- 
ested in  research  work  if  they  could  be  assured  of  reasonably  tangible 
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and  marketable  results  within  a  stated  period,  and  at  a  definite  cost.  A 
manufacturer  who  is  buying  a  piece  of  equipment,  or  planning  an  addition 
to  his  plant  knows  what  this  is  going  to  cost,  and  what  the  result  will  be. 
A  research  department  is  also  an  addition  to  and  a  part  of  the  business 
organization,  and  consequently  it  should  be  subject  to  the  same  super- 
vision and  control  as  any  other  portion  of  the  plant. 

The  manufacturer's  chief  interest,  it  must  be  remembered,  is  not  in 
purely  scientific  research  but  in  salable  and  profitable  quantity  produc- 
tion, consequently,  he  is  not  likely  to  give  favorable  consideration  to  a 
program  that  can  at  best  only  promise  results  in  the  future,  and  inciden- 
tally, that  because  of  its  highly  scientific  nature,  can  not  at  once  be  tied 
into  the  factory  organization. 

If  a  building  is  on  fire,  one  can  not  wait  for  a  perfect  extinguisher  to  be 
developed,  nor  will  any  amount  of  theoretical  work  as  to  the  cause  of  the 
fire  serve  any  present  result.  It  is  a  case  for  immediate  action  with  the 
best  equipment  at  hand.  The  scientific  inquiry  can  accompany,  or  follow 
the  active  work  of  putting  out  the  fire,  and  the  results  charted  and  used  for 
future  occasions. 

The  same  condition  exists  in  connection  with  the  average  present  day 
ceramic  art  plants.  From  an  organization  point  of  view,  they  are  in  a 
chaotic  condition,  and  nothing  but  a  coordination  of  the  various  related 
essential  activities  with  a  directing  head  familiar  with  each  branch  of  the 
work  can  develop  the  entire  activity  to  the  point  where  it  is  functioning 
as  efficiently  as  is  considered  necessary  in  other  large  industrial  under- 
takings. 

Attitude  of  Research  Director 

In  the  organization  described  there  is  bound  to  be  friction  and  opposi- 
tion to  a  research  program  such  as  the  one  described.  But  the  director 
of  the  activity  must  be  broad  enough  to  be  able  to  interpret  correctly 
this  attitude.  If  he  keeps  the  manager  closely  advised  of  the  progress 
of  the  activity,  and  if  he  is  frankly  critical  of  his  own  work,  no  amount  of 
opposition  will  be  effective. 

Fig.  2  illustrates  the  mental  outlook  of  the  efficient  director,  while 
Fig.  1  illustrates  a  state  of  mind  that  will  react  unfavorably  in  connec- 
tion with  any  industrial  activity  no  matter  how  much  practical  and  tech- 
nical knowledge  the  individual  concerned  may  possess. 

The  actual  results  properly  recorded  and  estimated  in  regard  to  costs 
will  be  the  answer  to  any  partisan  criticism  that  may  arise.  And  it  can 
not  be  emphasized  too  strongly  that  the  director  must  know  at  all  times 
the  costs  in  connection  with  the  various  activities  under  his  direction. 

I  remember  an  instance  where  a  very  successful  art  pottery  product 
was  nearly  discontinued  because  an  office  executive  was  not  friendly  to 
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the  development  activities.  The  general  manager  was  too  busy  to  go 
into  details,  and  in  asking  questions  regarding  the  cost  of  the  product, 
would  accept  a  general  answer  without  referring  to  the  actual  cost  report. 
The  cost  clerk  who  knew  nothing  of  the  selling  price  would  give  evasive 
answers  to  the  effect  that  "the  product  was  costing  entirely  too  much." 
The  manager  was  gradually  led  to  assume  that  this  was  a  very  unprofitable 
undertaking,  and  because  of  the  lack  of  cooperation,  nothing  was  said 
to  the  director.  When  the  decision  to  discontinue  the  line  was  finally 
brought  to  the  attention  of  the  director,  he  presented  the  actual  figures 
involved,  and  on  investigation,  it  was  shown  that  the  undertaking  was  a 
most  profitable  one.  If  the  director  had  not  kept  records  of  the  cost  of 
production,  no  amount  of  explanation  or  persuasion  would  have  satisfied 
the  manager. 

The  research  director  must  expect  opposition,  and  he  must  just  as 
consistently  react  against  this  as  he  does  against  another  unfavorable 
condition.  If  he  can  succeed  in  winning  over  the  unfriendly  element,  so 
much  the  better  for  the  organization. 

A  research  organization  is  in  its  best  sense  an  influence.  To  be  most 
effective,  the  results  will  be  obtained  in  such  a  way  as  not  to  be  directly 
traceable  to  the  director  or  any  single  individual.  It  is  contended  that  in 
an  organization  as  outlined  where  the  director  is  working  through  the 
various  specialists  and  skilled  workmen  it  can  be  an  infinitely  greater 
productive  force  than  a  more  or  less  detached  department  comprising  a 
number  of  skilled  specialists  conducting  independent  investigations. 

Industrial  Training 

Because  of  the  lack  of  ceramic  industrial  schools,  the  program  of  the  art 
pottery  concerned  must  give  serious  attention  to  educational  matters. 
Where  special  skilled  help  can  not  be  obtained,  it  must  be  developed. 
The  research  director  must  be  on  the  lookout  for  favorable  material  and 
must  create  a  condition  where  interested  workers  realize  that  they  have 
an  opportunity  for  acquiring  increased,  experience  and  consequent  advance- 
ment. The  human  element  is  the  most  difficult  of  all  the  elements  with 
which  the  potter  has  to  deal,  yet  it  is  the  most  plastic  and  responsive 
where  the  working  conditions  are  most  interesting  and  favorable. 

Loyalty  to  the  Organization 

An  attitude  of  unquestioned  loyalty  to  the  concern  and  its  officials 
should  be  taken  for  granted.  It  is  an  impossibility  for  a  research  or 
development  man  to  be  fully  efficient  unless  he  is  interested  in  his  work, 
and  attached  to  his  concern.  Even  mental  reservations  are  harmful  and 
distracting,  and  interfere  with  results.     There  are  always  difficulties  and 
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complications  to  deal  with.  These  are  the  main  conditions  with  which 
the  research  man  must  deal.  They  may  affect  the  practical  work,  the 
working  program,  or  the  human  element,  or  a  combination  of  these. 

Whatever  the  unfavorable  condition  may  be,  or  however  much  cause 
there  may  be  for  dissatisfaction,  it  is  up  to  the  research  man  to  put  his 
work  across  in  such  a  manner  that  it  is  as  far  as  possible  absolutely  the 
property  of  the  concern  he  is  associated  with.  Too  many  ceramic  special- 
ists claim  a  paternal  right  to  their  particular  processes  and  develop- 
ments. They  will  fight  to  retain  control  of  some  essential  part  of  the 
process. 

If  they  leave  the  concern  for  any  reason,  they  will  produce  identically 
the  same  things  for  the  new  concern.  Such  an  attitude  is  either  an  out 
and  out  admission  of  inability  to  create  new  types,  or  it  is  deliberate 
dishonesty,  because  there  is  no  question  that  the  work  done  for  the  former 
concern  is  that  concern's  organization  property. 

If  conditions  are  such  that  it  is  absolutely  impossible  for  the  research 
man  to  do  productive  work  (and  they  would  have  to  be  very  bad  to  legiti- 
mately admit  this  because  it  is  possible  to  produce  without  the  assis- 
tance of  any  individual  on  earth),  then  he  should  sever  his  connection 
and  go  somewhere  else. 

The  individual  who  for  any  reason  "soldiers"  on  the  job,  or  develops 
an  attitude  of  pessimism  or  distrust  is  a  professional  suicide  so  long  as 
he  is  in  that  condition.  Arnold  Bennett  made  the  statement  that  every 
man  should  see  to  it  that  his  income  increased  at  least  ten  per  cent  every 
year.  It  is  obvious  that  this  could  not  happen  if  there  was  no  attempt  to 
increase  one's  physical  and  mental  equipment  at  the  same  rate. 

In  the  final  analysis,  the  researchist  is  a  business  man  selling  his  wares 
to  the  manufacturer  just  as  much  as  the  manufacturer  is  in  selling  goods 
to  the  dealer.  The  dealer  will  not  continue  to  buy  from  an  untrustworthy 
manufacturer,  neither  will  the  latter  for  long  retain  the  services  of  the 
research  man  who  develops  a  disloyal  streak  because  he  is  dissatisfied  with 
conditions. 

Some  manufacturers  have  been  criticised  because  they  do  not  under- 
stand the  difficulties  under  which  the  research  men  have  to  produce. 
Then  it  is  the  research  man's  job  to  demonstrate  these  difficulties  and  to 
show  the  manufacturer  the  possibilities. 

The  research  man  is  a  specialist  just  as  much  as  the  lawyer,  the  physi- 
cian, and  the  banker.  The  manufacturer  can  not  be  expected  to  under- 
stand all  the  intricacies  involved.  If  he  did,  he  would  not  need  the  research 
man.  But  he  can  learn  the  fundamentals  of  the  activity,  and  if  the  rec- 
ords are  presented  in  a  business-like  manner,  he  can  judge  the  results, 
and  that  is  all  the  research  man  has  a  right  to  expect. 
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Business  Training 

Modern  industrial  research  work  is  so  tied  in  with  business  that  it  is 
essential  that  the  research  man  have  a  first-class  business  training.  Until 
a  few  years  ago,  this  was  practically  an  impossibility,  and  this  is  the  reason 
why  so  few  research  men  know  anything  about  the  commercial  side  of 
their  respective  industries.  Such  organizations  as  the  Society  of  Mechan- 
ical Engineers,  the  Alexander  Hamilton  Institute,  and  the  commercial 
courses  in  the  various  universities  are  catering  to  those  professional  fields 
where  it  is  difficult  to  acquire  a  business  training,  so  there  is  no  longer 
any  reason  why  the  technical  man  should  go  through  life  limited  in  his 
opportunities  because  of  this  important  essential  in  his  professional 
equipment. 

Cooperation  with  Research  Organizations  in  Other  Fields 

The  ceramic  industry  has  not  yet  developed  to  that  point  where  the 
various  concerns  would  give  favorable  consideration  to  the  establishment 
of  a  joint  research  laboratory.  But  this  is  no  reason  why  organizations 
which  are  not  competitive  should  not  cooperate  to  the  extent  where 
process  information  could  not  be  exchanged  to  mutual  profit. 

Art  pottery  must  harmonize  with  its  ultimate  surroundings,  therefore 
it  is  reasonable  to  assume  that  a  friendly  cooperation  between  the  officials 
of  an  art  pottery,  a  furniture  factory,  a  textile  plant,  a  carpet  factory 
and  wall  paper  house  would  result  to  the  ultimate  advantage  of  all  con- 
cerned. There  are  many  problems  of  design,  style,  color,  etc.,  that 
would  be  worked  out  to  a  more  satisfactory  result.  And  there  is  no 
question  that  many  decorative  processes  would  be  developed  by  the 
adoption  of  methods  used  in  industries  making  an  altogether  different 
type  of  product. 

American  Encaustic  Tiling  Co. 
Zanesvtlle,  Ohio 


EFFECTIVENESS  OF  DIFFERENT  METHODS  OF  MAKING 

ABSORPTION  DETERMINATIONS  AS  APPLIED  TO 

HOLLOW  BUILDING  TILE1 

By  Harry  D.  Foster2 
ABSTRACT 

The  experimental  work  consisted  primarily  in  selecting  specimens  from  hollow 
tile  from  seventeen  sources  and  saturating  them  for  the  absorption  determination 
by  (1)  immersion  in  water  at  room  temperature  for  various  periods  ranging  from  fifteen 
minutes  to  nine  days,  (2)  boiling  for  various  periods  ranging  from  1  hour  to  5  hours 
and  then  cooling  in  water  at  room  temperature  for  at  least  one  hour,  and  (3)  repeated 
vacuum  treatments.  The  true  porosity  for  some  of  the  specimens  was  then  obtained 
from  the  specific  gravity  and  the  per  cent  saturation  reached  by  the  various  methods 
was    calculated. 

The  results  show  that  the  five-hour  boiling  treatment  gives  results  1.2  greater 
than  72  hours  immersion  in  cold  water  for  the  shale  tile,  1 .35  greater  for  the6fire  clay 
tile,  1 .20  greater  for  the  surface  clay  tile,  1 .25  greater  for  the  mixed  clay  tile  and  1 .28 
greater  for  an  average  of  all  tile.  They  also  show  that  the  cold  water  immersion  treat- 
ment gives  73.5  per  cent  saturation,  the  boiling  treatment  92.7  per  cent  saturation, 
and  the  vacuum  treatment  97.0  per  cent  saturation. 

In  general  the  paper  shows  that  the  most  consistent  and  practical  way  of  deter- 
mining the  absorption  of  hollow  tile  is  by  boiling  for  five  hours  and  then  cooling  for  at 
least  one  hour  before  the  saturated  weight  is  taken. 

Introduction 

During  the  past  two  years  a  considerable  amount  of  research  work 
on  hollow  building  tile  has  been  conducted  at  the  Bureau  of  Standards, 
primarily  to  obtain  information  on  hollow  tile  as  a  fire  retardant.  Along 
with  the  fire  tests,  auxiliary  tests  are  being  made  on  representative  tile  to 
determine  absorption,  compressive  strength,  expansion,  and  resistance  to 
freezing.  This  paper  will  deal  only  with  the  first  one  of  the  auxiliary  tests 
named. 

There  are  several  ways  of  making  absorption  determinations  as  pre- 
scribed in  specifications  and  building  codes,  as  well  as  by  more  refined 
laboratory  methods,  some  of  which  have  been  described  in  papers  given 
before  this  Society.  The  question  remained  of  determining  the  most 
practical  method  of  making  a  determination  for  hollow  tile  that  would 
also  give  fairly  accurate  and  consistent  results.  It  is  evident  that  in  an- 
spector  of  tile  could  not  take  the  time  for  long  saturation  periods  nor  in 
all  cases  have  the  equipment  or  patience  required  by  the  vacuum  treat- 
ment for  saturating  his  absorption  specimens.  He  would  generally, 
therefore,  be  limited  to  two  methods,  namely,  immersion  in  cold  water  for 
a  period  not  longer  than  about  three  days  and  boiling  the  pieces  from  one 
to  five  hours  and  then  allowing  them  to  soak  for  a  short  period  thereafter. 

1  Published  by  permission  of  the  Director,  Bureau  of  Standards.  Department  of 
Commerce. 

2  Received  June  22,  1922. 


METHODS  OF  MAKING  ABSORPTION  DETERMINATIONS   '  789 

Since  there  is  a  considerable  quantitative  difference  in  results  obtained  by 
these  two  methods,  the  absorption  of  the  hollow  tile  which  are  being  stud- 
ied was  determined  by  each  method  and  a  comparison  of  the  results  ob- 
tained. Following  this,  the  vacuum  treatment  was  tried  and  later  the 
true  porosity  of  the  specimens  was  calculated  from  their  true  specific 
gravity,  and  the  per  cent  saturation  obtained  by  the  two  former  methods 
was  found. 

Method  of  Procedure 
Some  of  the  pieces  on  which  the  absorption  determination  was  to  have 
been  normally  made  were  taken  for  this  study.  They  represented  five 
shales,  one  marked  "A,"  a  strong  shale  from  Indiana,  two  marked  "B" 
and  "C,"  blue  Devonian  shales  from  Iowa,  one  marked  "D,"  a  pure  shale 
found  in  the  vicinity  of  Louisville,  Kentucky,  and  one  marked  "B,"  a 
mixture  of  two  shales  as  found  near  Coffey ville,  Kansas;  six  fire  clays, 
three  marked  "F,"  "h,"  "M,"  from  typical  Ohio  deposits,  one  marked 
"H,"  a  very  porous  burning  fire  clay  from  Texas,  and  two  marked  "N" 
and-"P,"  sandy  New  Jersey  fire  clays;  three  surface  clays,  one  marked 
"O,"  a  typical  Chicago  surface  clay,  one  marked  "Q,"  a  Boston  surface 
clay,  and  one  marked  "K,"  a  New  Jersey  surface  clay;  and  three  kinds 
of  mixed  clays,  two  marked  "G"  and  "S,"  mixtures  of  shale  and  fire  clay, 
and  one  marked  "R,"  a  mixture  of  shale  and  surface  clay.  The  percentage 
absorption  was  first  determined  by  immersion  for  various  lengths  of  time 
in  water  at  room  temperature  and  secondly,  by  boiling  them  for  one,  three, 
and  five  hours,  respectively,  and  afterwards  allowing  them  to  soak  for  one 
hour  in  water  at  room  temperature.  This  was  followed  by  the  vacuum 
treatment  for  saturating  the  specimens,  and  also  by  the  determination  of 
the  true  specific  gravity  which  was  done  in  order  that  the  true  porosity  of 
the  pieces  might  be  calculated.  By  making  this  last  determination  it 
was  possible  to  determine  to  what  degree  complete  saturation  was  reached 
by  the  various  methods  which  were  used. 

Selection  and  Preparation  of  Test  Pieces 
The  pieces  for  the  absorption  determination  were  selected  as  follows: 
Three  tile,  one  hard  fired,  one  medium  fired  and  one  soft  fired,  were  selected 
from  each  of  the  seventeen  kinds  of  tile  being  studied.  By  means  of  a 
large  stone  saw  these  tile  were  then  cut  in  two  approximately  equal  parts, 
the  cut  being  perpendicular  to  the  length  of  the  tile.  One  piece  of  each 
tile  was  then  saved  for  a  compressive  strength  determination  to  establish, 
if  possible,  the  relationship  between  the  absorption  and  compressive 
strength.  The  other  piece  was  cut  to  give  one  complete  cell  from  each 
tile  so  that  a  study  of  their  resistance  to  freezing  could  be  made.  The 
pieces  for  the  absorption  work  were  then  chosen  from  the  remainder  of  the 
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tile.  Care  was  taken  that  one  of  the  three  pieces  used  was  from  the  center 
web  of  the  tile  and  the  other  two  pieces  from  opposite  shells.  This  gave 
three  pieces,  each  containing  from  twenty  to  thirty  square  inches,  which 
were  free  from  the  usual  cracks  that  would  be  found  in  pieces  selected  after 
compressive  strength  tests  had  been  .made,  and  which  were  representative 
of  the  uniformity  of  burning  of  the  tile.  The  wide  variation  of  the  absorp- 
tion results  obtained  from  pieces  of  the  same  tile  show  the  necessity  of 
carefully  selecting  more  than  one  specimen  if  the  information  obtained  is 
to  be  taken  as  reliable. 

Immersion  Absorption  Tests 

The  first  absorption  tests  were  made  by  saturating  the  specimens  by 
immersion  in  water  at  room  temperature.  The  pieces  were  arranged  in 
small  groups  of  convenient  size  and  each  group  was  carried  throughout  the 
entire  procedure  as  a  unit.  They  were  dried  to  constant  weight  in  an  elec- 
tric oven,  and  then  immersed  in  water  in  a  large  tray,  the  suspended 
weight  of  each  piece  being  taken  after  immersion  periods  of  fifteen  minutes, 
thirty  minutes,  one  hour,  three  hours,  six  hours,  one  day,  two  days,  three 
days,  and  nine  days.  During  all  of  these  weighings  the  pieces  were  not 
taken  from  the  water.  The  last  suspended  weight  of  each  piece  was 
carefully  checked  and  immediately  it  was  taken  from  the  water,  allowed 
to  drain  one  minute,  the  surplus  water  wiped  off  with  a  wet  towel,  and  its 
weight  in  air  was  taken.  The  percentage  absorption  at  the  various  in- 
tervals was  then  found  by  the  use  of  the  following  formula: 

.  (oo  —  Ou>  -p  Otcp  —  JJ) 

Per  cent  absorption  = X  100 

where  D  is  the  dry  weight  of  the  specimen,  Swp  is  the  weight  of  the  piece 
suspended  in  water  at  the  time  for  which  the  absorption  is  desired,  Sa  is 
the  final  weight  of  the  piece  suspended  in  air,  and  Sw  is  the  final  weight  of 
the  piece  suspended  in  water. 

By  this  method  of  obtaining  the  increments  of  absorption  from  the  sus- 
pended weight  in  water  the  chance  of  irregularity  in  the  results  is  more  or 
less  eliminated.  As  determined  from  the  suspended  weight  in  air  irregu- 
larities are  introduced  due  to  variations  in  the  amount  of  water  on  the 
surface  of  the  specimen,  even  with  great  care  in  wiping  off  the  surplus 
water.  This  method  is  especially  suitable  for  absorption  rate  determina- 
tions or  for  determinations  made  for  comparison.  As  a  further  precaution 
the  pieces  were  all  weighed  on  the  same  balance  and  to  the  nearest  0.05 
gram. 

The  results  of  the  immersion  tests  are  given  in  Table  I.  The  average 
rate  of  absorption  for  the  fire  clay  tile,  for  the  surface  clay  tile,  for  the 
shale  tile,  for  the  tile  made  from  the  mixtures  of  raw  materials,  and  also 
the  average  for  all  tile  has  been  plotted  in  Figure  I.     This  shows  that  the 
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increase  in  absorption  is  continuous  throughout  the  nine  days.  It  is 
clearly  evident,  therefore,  that  this  would  not  be  a  consistent  even  though 
it  may  be  a  practical  way  of  saturating  specimens  for  the  absorption  de- 
termination. 

Table  I 
Results  of  Immersion  Tests 

fj2e  Percentage  absorption  when  immersed 


num- 
ber 


Minutes    ■  Hours 

15  30  13  6  24  48  72  216 


Shale  Tile 


A 

6.83 

7.36 

7.78 

8.46 

8.73 

9.15 

9.41 

9.58 

10.10 

B 

1.25 

1.59 

1.68 

2.90 

3.09 

3.56 

3.76 

3.95 

4.43 

C 

1.63 

2.16 

2.78 

3.96 

5.00 

6.19 

6.43 

6.56 

7.08 

D 

7.68 

7.97 

8.12 

8.38 

8.54 

8.95 

9.19 

9.37 

9.90 

E 

9.41 

9.51 

9.63 

9.93 

10.14 

10.97 

11.45 

11.72 

12.42 

Aver.        5.36       5.72       5.99       6.73       7.10       7.76       8.05       8.24      8.80 

Fire  Clay  Tile 


F 

7.04 

8.10 

8.78 

8.63 

8.86 

9.08 

9.40 

9.58 

10.16 

H 

9.41 

9.65 

10.08 

10.55 

10.67 

11.76 

12.22 

12.55 

12.94 

L 

4.60 

5.43 

5.50 

5.61 

5.74 

6.12 

6.44 

6.97 

7.43 

M 

4.91 

5.22 

5.32 

5.52 

5.65 

6.18 

6.43 

6.64 

7.24 

N 

5.44 

5.82 

6.09 

6.77 

7.05 

7.65 

8.05 

8.40 

9.52 

P 

6.06 

6.90 

7.50 

7.85 

8.16 

8.76 

9.31 

9.73 

10.53 

Aver.        6.24       6.85       7.21       7.49       7.69       8.26  8.64  8.98  9.64 

Surface  Clay  Tile 

K              8.66       9.24      9.47     10.03     10.43     11.79  12.25  12.45  12.86 

O             17.51     18.68     18.92     19.40     19.74    20.67  21.23  21.70  22.63 

Q              4.86       5.03       5.24       5.62       5.76       6.07  6.27  6.35  6.57 


Aver.      10.68     10.98     11.21     11.68     11.98     12.84  13.25  13.50  14.02 

Mixed  Clay  Tile 

G              5.81       5.93       6.01       6.22       6.31       6.75  7.03  7.26  7.91 

R              7.71      7.86      8.06      8.49      8.76      9.42  9.77  9.88  10.25 

S               4.26      4.99       5.26       5.46       5.61       6.02  6.25  6.36  6.88 


5  93 

6.26 

6.44      6.72      6.89       7.40 

7  68 

7.83 

8.35 

Average  for  All  Tile 

6.63 

7.14 

7.49      7.87      8.13      8.77 

9.09 

9.36 

9.94 
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Boiling  Absorption  Tests 

The  specimens  used  in  the  immersion  tests  were  redried  to  constant 
weight  which  was  always  within  0.5  of  a  gram  of  the  original  dry  weight. 
They  were  then  arranged  in  small  groups  and  each  group  as  a  unit  was 
placed  in  boiling  water  and  boiled  first  for  one  hour,  a  second  time  for 
three  hours,  and  a  third  time  for  five  hours.  After  each  boiling  period 
the  water  was  quickly  cooled  to  room  temperature  by  means  of  a  flow  of 
tap  water,  the  specimens  being  allowed  to  soak  in  this  water  at  room 
temperature  for  one  hour.  Their  suspended  weight  was  then  taken  and 
from  this  and  the  data  obtained  from  the  immersion  tests  the  percentage 
absorption  was  calculated  by  the  same  formula. 


T/*t£    /7V  HO(/#S 

/vpf—  S#0s*r/y  ra/e  of  afaorf/zif/r  0y  c<?/i?  mater  //tr/rr&/&/a/r. 

The  results  of  the  boiling  absorption  tests  are  given  in  Table  II.  A 
study  of  the  average  results  as  given  in  this  Table  shows  that  a  more  com- 
plete saturation  was  obtained  by  boiling  five  hours  than  by  boiling  one 
hour.  The  increased  boiling,  however,  gave  an  increase  in  the  percentage 
absorption  of  less  than  0.3  per  cent  with  all  the  tile  except  the  surface  clay 
tile  in  which  case  it  ran  as  high  as  0.7  per  cent.  It  is  doubtful  whether  the 
increased  boiling  period  of  five  hours  would  be  always  worth  while  for 
hollow  tile,  but  as  a  general  procedure  it  may  be  advisable.  We  can  then 
say  that  if  the  specimens  are  to  be  saturated  by  boiling  they  should  be 
dried  to  constant  weight,  immersed  in  water,  boiled  for  five  hours,  and 
then  allowed  to  soak  in  the  water  for  one  hour  after  it  has  been  cooled  to 
room  temperature  before  the  saturated  weight  is  taken. 
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Table  II 

Results  of  the  Boiling  Tests  and  Their  Relation  to  the  Results  of  the 

72-Hour  Immersion  Tests 


Average 


Average 


Tile 
num- 
ber 

Perc 
1  Hi- 

entage absorption 
when  boiled 

3  Hr.                   5  Hr. 

Percentage  absorption 

when  immersed  in  cold 

water  for  72  hours 

Ratio 

5-Hr.  boiling 

72-Hr.  immersion 

Shale 

Tile 

A 

ll. 58 

11.72 

11.69 

9.58 

1.22 

B 

5.28 

5.42 

5.49 

3.95 

1.39 

C 

9.62 

9.36 

9.14 

6.56 

1.39 

D 

10.38 

10.55 

10.50 

9.37 

1.12 

E 

13.41 

13.70 

14.02 

11.72 

1.20 

10.05 


10.25 


10.17 


8.24 


Fire   Clay  Tile 


9.69 


9.86 


9.92 


7.83 


Average  for  All  Tile 


11.45 


11.66 


11.78 


9.36 


1.26 


F 

12. 

65 

12 

64 

12.79 

9 

58 

1.34 

H 

15. 

23 

15 

.20 

15.32 

12 

.55 

1.22 

L 

8.72 

8 

.98 

9.12 

6 

.97 

1.31 

M 

9, 

33 

9 

.54 

9.63 

6 

.64 

1.45 

N 

11 

.66 

12 

.23 

12.21 

8.40 

1.45 

P 

12. 

53 

12 

.51 

12.98 

9. 

73 

1.34 

Average 

11 

.68 

11 

.85 

12.01 

8.93 

1.35 

< 

Surface  Clay  Tile 

12 

.45 

K 

15 

.02 

15 

.03 

15.86 

1.16 

O 

22 

.10 

22 

.87 

23.19 

21 

.70 

1.07 

Q 

8 

.17 

8 

.41 

8.57 

6 

.27 

1.36 

Average 

15 

.10 

15.44 

15.87 

13 

.47 

1.20 

Mix 

ed  Clay  Tile 

G 

9 

.69 

9 

.62 

9.76 

7.26 

1.34 

R 

11 

.22 

11 

.38 

11.55 

9 

.88 

1.17 

S 

8 

.17 

8 

.59 

8.44 

6 

.36 

1.33 

1.25 


1.28 


Treatment  by  Vacuum  Tests 

In  order  to  see  whether  the  pieces  which  were  studied  could  be  more 
fully  saturated  and  if  so,  how  much,  some  were  selected  at  random,  re- 
dried  and  placed  under  a  vacuum  of  28  inches  of  mercury.     After  one 
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half  hour  under  this  reduced  pressure,  water  was  admitted  to  the  vacuum 
chamber  and  the  pieces  were  allowed  to  boil  for  one  hour.  While  the 
pieces  were  still  immersed  the  pressure  was  raised  to  one  atmosphere  and 
the  specimens  were  allowed  to  remain  in  the  water  and  cool  over  night. 
On  the  next  day  this  process  was  repeated  and  the  percentage  absorption 
obtained.  The  results  of  this  treatment  are  compared  with  those  of  the 
boiling  treatment  in  Table  III.  The  apparent  porosity  of  the  pieces  so 
treated  was  26.51  per  cent  as  against  25.34  as  determined  from  the  five- 
hour  boiling  treatment. 

Table  III 
Results  of  the  Vacuum  Treatment  and  the  Saturation  Reached  by  the  Various 

Methods 


Id 

.-  v  is 

SS  E  i 
o  5  & 

u  a  > 
o.H 
a    -a 

>> 

°  3 

°i 

a-13 

s  a 

O  u 
-  *J 

o 
aE 

3 

Kg 

gE-o 
3'Z  ° 

co  O 

u 
3  bo 

0 

ifl 

s  g 

11 
XI 

S 

3 
13 

S"3 

2« 

O  UJ 

p. 
o 

13 

«■?  5 

bftN 

bo 

q-° 

o       in 

IS  f  o 
-J  —  11 
B      E 

V 

a**  a 

p*a 

a     a 

SH 

£i  n  £5 

u  °  3 

£s  <S 

&>,o 

o->> 

°->»S 

^    Q. 

5oS« 

11  O  o 

So« 

H 

<£■?. 

<2 

<J?E 

H& 

P--S  E  & 

—  .-  -= 

PilSfi 

K 

24.05 

30.16 

31.00 

31.20 

77.1 

96.7 

99.4 

L 

13.54 

19.23 

21.53 

22.61 

59.9 

85.0 

95.1 

M 

17.65 

19.91 

21.41 

22.56 

78.3 

88.4 

95.0 

N 

16.08 

23.68 

25.15 

26.67 

60.3 

88.8 

94.3 

0 

36.34 

38.76 

39.50 

39.98 

90.9 

97.0 

99.0 

P 

18.66 

26.46 

27.37 

27.90 

66.9 

96.7 

98.1 

Q 

16.48 

21.37 

21.82 

22.50 

73.2 

95.0 

96.7 

R 

20.06 

23.18 

24.28 

24.68 

81.3 

94.0 

98.4 

Ave. 

20.36 

25.34 

26.51 

27.26 

73.5 

92.7 

97.0 

Although  a  higher  result  could  be  obtained  by  this  treatment  than  by 
the  boiling  treatment,  the  increase  was  not  considered  large  enough  to 
make  its  use  warranted  for  inspection  work.  For  this  reason  no  extended 
'work  was  done  by  this  method. 

Porosity    Determinations 

In  order  to  see  how  nearly  the  pieces  were  saturated  the  percentage 
porosity  for  some  of  the  pieces  as  determined  from  the  amount  of  water 
absorbed  by  the  various  treatments  was  compared  with  that  determined 
from  the  true  specific  gravity.  For  calculating  the  percentage  porosity 
from  the  data  of  the  various  absorption  methods  the  following  formula 
was  used: 

Per  cent  porosity  = — — X  100 

where  D  is  the  dry  weight  of  the  specimen,  Swp  is  the  weight  of  the  speci- 
men suspended  in  water  at  the  time  for  which  the  porosity  was  required, 
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Sa  is  the  final  weight  of  the  piece  in  air,  and  Sw  is  the  final  weight  of  the 
piece  suspended  in  water. 

The  specific  gravity  necessary  for  determining  the  true  porosity  was 
found  by  the  standard  method  as  adopted  by  the  American  Ceramic 
Society.1  Some  of  these  determinations  were  also  checked  by  means  of 
the  cement  bottle. 

With  this  data  the  true  porosity  of  the  specimens  was  calculated  by  the 
following  formula: 

Per  cent  porosity  =  — — X  100 

where  D  is  the  dry  weight  of  the  tile  specimen,  Sa  the  final  weight  of  the 
piece  in  air  and  Sw  the  final  weight  of  the  piece  suspended  in  water. 

The  results  of  these  calculations  are  given  in  Table  III.  ■  Assuming  that 
all  of  the  pore  spaces  in  a  piece  could  be  filled  this  table  also  shows  how 
fully  the  pieces  were  saturated  by  the  various  treatments. 

Comparison  of  Results 

The  average  results  of  this  work  have  been  summarized  in  Table  II.  As 
seen  from  this  table  the  results  from  the  boiling  determination  are  always 
greater  than  those  from  the  cold  water  determination,  even  when  the 
immersion  period  is  drawn  out  over  a  period  of  nine  days.  Quoting  from 
"An  Investigation  of  Tests  of  Iowa  Shale  Drain  Tile"2  by  W.  J.  Schlick 
who  did  some  similar  work  on  Iowa  shale  tile,  "The  result  of  the  boiling 
determination  is  equal  to  or  greater  than  the  result  when  the  specimens 
are  immersed  in  water  at  room  temperature  for  50  to  70  days." 

Table  II  also  shows  that  the  boiling  treatment  gives  results  1.26  times 
greater  for  shale  tile  than  that  obtained  by  72  hours'  immersion  in  cold 
water,  1.35  times  greater  for  fire  clay  tile,  1.20  times  greater  for  surface 
clay  tile,  1.25  times  greater  for  mixed  clay  tile,  and  1.2S  times  greater  for 
an  average  of  all  tile.  As  can  be  seen  from  the  results  of  "B"  and  "C" 
our  ratio  of  1.39  for  Iowa  shale  tile  checks  closely  with  the  ratio  of  1.40  as 
given  by  Mr.  Schlick.2  A  part  of  the  unfilled  spaces  probably  were 
closed,  while  the  remaining  unfilled  spaces  were  such  that  they  could  be 
filled  only  by  long  and  repeated  vacuum  treatments. 

In  Figure  II  the  ratio  of  absorption  by  boiling  to  that  by  cold  water 
immersion  is  plotted  against  the  absorption  by  cold  water  immersion  as 
given  in  Table  II.     From  this  it  is  seen  that  the  ratio  varies  in  a  direction 

1  Year  Book,  48  (1921-22). 

2  Bulletin,  49,    Engineering  Experiment  Station,  Iowa  State  College  of  Agriculture 
and  Mechanical  Arts. 
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inverse  to  that  of  the  percentage  absorption.  As  indicated  by  this  curve, 
when  the  absorption,  determined  by  the  72-hour  immersion,  is  between  3 
and  8  per  cent,  the  ratio  may  be  taken  as  1.35,  when  it  is  between  8  and  16 
per  cent  its  value  is  about  1.25,  and  when  it  is  higher  than  16  per  cent  the 
ratio  can  be  taken  as  1.10. 

The  degree  of  saturation  attained  by  the  various  treatments  for  some 
of  the  tile  is  shown  in  Table  III.  From  this  we  see  that  an  average  satura- 
tion of  97.0  per  cent  was  reached  by  the  vacuum  treatment,  92.7  per  cent 
by  5  hours'  boiling  and  only  73.5  per  cent  by  cold  water  immersion  for  72 
hours. 
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Conclusions 

From  this  work  the  following  conclusions  can  be  drawn: 

1.  Specimens  for  the  absorption  determination  can  not  be  fully  enough 
saturated  by  72-hour  immersion  in  cold  water  to  give  practical  and  con- 
sistent results. 

2.  The  vacuum  treatment  gives  the  most  complete  saturation  of 
specimens,  but  due  to  the  apparatus  required  would  hardly  be  practicable 
for  general  adoption. 

3.  The  best  practical  method  for  saturating  hollow  tile  specimens  for 
the  absorption  determination  is  by  boiling  for  five  hours,  cooling  the  water 
and  the  specimens  to  room  temperature,  and  then  allowing  them  to  soak  at 
least  one  hour  before  the  saturated  weight  is  taken. 
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4.  If  the  absorption  determination  has  been  made  by  72-hour  immer- 
sion in  cold  water  at  room  temperature  the  result  should  be  multiplied  by 
the  proper  factor  (average  value  1.28)  in  order  to  compare  it  with  results 
which  have  been  found  by  the  five-hour  boiling  method. 

It  should  be  noted  that  while  these  results  may  be  true  qualitatively 
they  will  not  be  true  quantitatively  for  brick  and  other  products  where  a 
specimen  of  a  different  thickness  is  used. 
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INVESTIGATION  OF  DUST  PRESS  PRACTICE  AS  INFLUENCING 
FINISHED  SIZES  AND  CRACKING 

By  H.  Spurrier 

ABSTRACT 

Owing  to  erratic  firing  behavior,  the  factors  affecting  finished  sizes  of  ware  were 
investigated.  Uneven  distribution  of  air  and  water  content  and  uneven  density  pro- 
duced irregular  shrinkage  and  consequent  cracking  and  warping.  The  percentage 
of  water  in  the  clay  as  pressed  is  shown  to  be  the  dominant  factor  as  affecting  shrinkage. 

Suitable  loading  of  die  corrected  the  differential  shrinkage. 

Experimental  procedure  is  detailed.  Influence  of  rate  of  pressing  on  porosity  is 
set  forth. 

Introduction 

Owing  to  rather  serious  losses  in  ware,  consequent  upon  variations  in 
finished  size  and  cracking,  it  was  thought  advisable  to  make  a  survey  of 
current  practice,  with  a  view  to  minimizing  such  losses. 

Two  pieces  in  particular  were  selected  as  being  at  once  the  greatest 
offenders  and  also  as  affording  the  best  opportunity  to  obtain  positive  results. 

One  piece  was  known  as  a  "T  Rest,"  12.48  inches  in  length  and  had  a 
green  weight  of  nearly  three  pounds,  of  somewhat  simple  design  with  no 
perforations. 

The  other  known  as  a  "Jack  Panel"  of  rectangular  outline  possessed  a 
number  of  ribs  and  a  large  number  of  perforations  of  various  sizes  and 
weighed  about  3L/2  pounds  in  the  green  state. 

Great  anomalies  had  presented  themselves  in  regard  to  length  varia- 
tions of  the  "T  Rest."  Pieces  coming  from  the  same  sagger  showed 
variations  of  a  quarter  of  an  inch,  consequently,  one  piece  exceeded  the 
maximum  and  the  other  did  not  reach  the  minimum  size. 

It  was  at  once  seen  that  these  variations  could  not  be  charged  to  firing 
differences,  because  the  differences  noted  amount  to  2.2%  of  the  total 
length  of  the  piece,  the  normal  shrinkage  being  12.5%.  A  very  simple 
calculation  shows  us  that  the  variation  calculated  on  the  expected  shrink- 
age amounts  to  17.6%  and  this  is,  of  course,  impossible  if  it  be  considered 
as  arising  from  firing  alone  and  without  some  a'ccessoiy  cause,  more  par- 
ticularly as  the  firing  differences  could  not  at  most  have  exceeded  2  cones. 

Causes  of  Variation 

Accordingly,  the  likely  causes  of  variation  were  tabulated  in  order  that 
they  might  be  followed  up  one  by  one,  if  necessary:  Variations  in  (1)  fired 
weight  and  effect  of  mass  on  shrinkage  in  various  directions,  (2)  apparent 
density,  (3)  dry  shrinkage,  (4)  loading  die,  (5)  rate  at  which  pressure  is 
applied,  (6)  pressure  per  square  inch,  (7)  water  content  of  green  dust, 
(8)  physical  condition  of  dust  caused  by  temperature  and  time  difference 
in  tempering. 
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The  two  most  nearly  constant  factors  were:  (1)  the  composition  of  the 
clay  mix,  (2)  the  firing. 

It  was  impossible  to  develop  any  rationale  as  to  size  as  the  pieces  came 
from  the  kilns,  oversize  and  undersize  coming  from  contiguous  saggers, 
or  even  from  the  same  sagger. 

The  fired  weight  showed  irregular  variations  and  nothing  of  value  could 
be  gained  in  this  way. 

The  next  step  was  to  weigh  and  measure  up  a  large  number  of  pieces  as 
they  came  from  the  dry  rooms,  while  the  pieces  were  in  their  original  rela- 
tive positions  as  placed  by  the  pressmen.  Here  a  variation  of  8V2per 
cent  in  weight  and  Vs  inch  in  length  was  found,  and  on  tabulating  the 
results  some  semblance  of  order  was  observed. 

Eight  skids  or  stillages  were  selected  for  this  purpose.  It  was  found  that 
changes  took  place  abruptly,  measurements  running  uniformly  for  a  while 
and  then  suddenly  changing,  suggesting  a  change  in  the  clay  itself. 

As  these  pieces  all  came  from  dies  of  exactly  the  same  length,  the  varia- 
tions in  length  of  the  dry  pieces  could  only  be  attributed  to  drying  shrinkage 
which  in  turn  must  be  considered  as  a  function  of  the  water  content  princi- 
pally of  the  clay  as  pressed. 

Mass,  of  course,  influences  shrinkages  differently  in  various  directions 
as  is  evidenced  by  a  shrinkage  on  these  "T  Rests"  of  10.57  per  cent  longi- 
tudinal and  11.25%  transverse. 

Design  also  influences  shrinkage,  but  as  these  pieces  were  all  alike  this 
was  considered  as  a  constant  factor. 

The  next  step  was  to  consider  carefully  the  exact  influence  of  water 
content  of  the  dust. 

It  is  obvious  that  if  pieces  are  pressed  from  dust  of  varying  water  con- 
tent the  drying  shrinkage  will  vary  also,  but  a  given  increment  in  water 
content  is  not  attended  with  a  quite  proportionate  increment  in  drying 
shrinkage,  the  consequence  being  that  such  a  piece  will  be  proportionately 
more  porous. 

Experiment  proved  that  the  increased  porosity  of  the  dry  piece,  conse- 
quent upon  high  water  content  in  the  original  dust,  brought  about  increased 
fire  shrinkage. 

This  is  true  whether  the  porosity  is  brought  about  by  water  drying  out 
of  a  pressed  piece  or  whether  the  porosity  is  due  to  air  occluded  in 
the  pugging  operation  that  precedes  the  working  of  bodies  in  the  plastic 
form. 

The  differences  in  porosity  of  dried  and  unfired  bodies  is  made  easy  of 
determination  as  follows: 

The  dried  specimens  are  placed  in  melted  paraffine  wax  in  such  a  manner 
that  they  are  not  quite  submerged.     After  thorough  impregnation  they 
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are  removed  from  the  paraffine  and  allowed  to  become  cold.  They  may 
then  be  easily  sectioned  for  microscope  examination. 

This  is  best  conducted  with  low  power  and  using  a  vertical  illuminator  if 
an  eye-piece  grating  is  used,  the  actual  proportion  of  voids  can  be  easily 
ascertained. 

Accordingly  three  lots  of  dust  were  prepared  containing  16.2%,  16.8% 
and  17.6%  of  water,  with  which  three  sets  of  "T  Rests"  were  pressed  up. 

In  order  to  avoid  the  necessity  of  weighing  the  dust  an  attempt  was  made 
to  measure  the  dust  loosely  filled  into  a  pan  and  then  struck  off  evenly 
with  a  stick.  It  was  hoped  in  this  way  that  a  volumetric  measure- 
ment might  be  made  to  act  as  a  guide  to  the  water  content,  but  for  the 
three  moisture  contents  noted,  the  weight  volume  relation  varied  insuffi- 
ciently to  be  used  as  a  guide;  the  following  figures  were  obtained  when 
the  dust  was  measured  as  above  noted. 

For  dust  with  a  water  content  of  16.2%  were  obtained  2  lbs.,  4y2  oz.,  and  2  lbs., 
4V,  oz. 

For  dust  with  a  water  content  of  16  .8%  were  obtained  2  lbs.,  474  oz.,  and  2  lbs., 
4V2  oz. 

For  dust  with  a  water  content  of  17.6%  were  obtained  2  lbs.,  4oz.,  and  2  lbs.,  3^  oz. 

It  is  interesting  to  note  that  under  these  conditions  an  increase  of  the 
percentage  of  water  contained  in  the  dust  resulted  in  a  slight  reduction  in 
the  weight  of  a  given  volume,  which  in  turn  indicates  that  wet  dust  oc- 
cupies more  space  than  drier  dust  would  do. 

Such  differences  as  these  were  considered  entirely  useless  for  the  purpose 
of  determining  the  suitability  of  a  dust  for  a  given  piece  of  work. 


Table   I 

Dust  Containing  16.2%  Moisture 

Original 

Dry 

Dry 

Fired 

Fired 

%  Dry 

%  Fired  loss 

Per  cent 

No. 

weight 

weight 

length 

weight 

length 

shrink. 

weight 

shrink. 

1 

2-10 

2-3 

10.906 

2-2 

9.953 

1.68 

19.04 

10.28 

2 

2-137, 

2-7 

10.906 

2-5 

9.953 

1 

68 

18.68 

10.28 

3 

3-0 

2-9 

10.906 

2-6 

9.906 

1 

69 

20.70 

10.70 

4 

2-1572 

2-872 

10.922 

2-572 

9.875 

1 

56 

21.05 

10.99 

5 

2-14 

2-6 

10.922 

2-5 

9.875 

1 

56 

19.60 

10.99 

6 

2-13 > A 

2-7 

10.891 

2-372 

9.891 

1 

83 

21.90 

10.84 

7 

2-131/, 

2-6 

10.875 

2-37, 

9.875 

1 

97 

21.90 

10.90 

8 

2-14 

2-7 

10.891 

2-472 

9.906 

1 

83 

20.65 

10.70 

9 

2-147, 

2-672 

10.906 

10 

2-13 

2-572 

10.891 

2-37, 

9.906 

1 

83 

21.10 

10.70 

11 

2-14 

2-6 

10.891 

2-372 

9.891 

1 

83 

22.80 

10.84 

12 

2-1372 

2-5^ 

10.875 

2-3 

9.875 

1 

97 

23.00 

10.90 

.047" 

Max. 

9.953 

Max.  Variation 

V64 

Min. 

9.875 

Diff. 

.078 

Ave. 

. 

1 

76 

20.94 

10.74 

practice;  as  influencing  finished  sizes 
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Table  II 
Dust  Containing  16.8%  Moisture 


No. 

1 
2 
3 
4 
5 
6 
7 


10 
11 
12 


Original 

weight 

2-151/2 

2-12  V, 

2-14 

2-14 

2-15 

2-14 

3-0 

2-15 

2-14\/2 

2-15 

2-14 

2-15 


Dry 

weight 

2-7 

2-5 

2-6Vi 

2-€l/« 

2-6 

2-6 

2-7 

2-672 
2-61/* 
2-6 
2-7 


Dry 
length 

10.844 
10.828 
10.844 
10.844 
10.859 
10.844 
10.844 

10.859 
10.859 
10.859 
10.844 


Max.  Variation 


.031 


Fired 
weight 

2-5 

2-27* 

2-4 

2-4 

2-5 

2-472 

2-572 

2-5 
2-5 

2-37* 

2-572 

Max. 

Min. 

Diff. 

Average 


Fired 
length 

9.844 
9.828 
9.812 
9.859 
9.859 
9.844 
9.844 

9.812 
9.812 
9.812 
9.828 
9.859 
9.812 
.047 


%  Dry   % 
shrink. 

2.25 
2.39 
2.25 
2.25 
2.11 
2.25 
2.25 

2.11 
2.11 
2.11 
2.25 


Fired  loss 
weight 

22.1 

22.4 

21.7 

21.7 

21.2 

21.2 

21.8 

20.5 
21.2 
22.8 
20.1 


2.21 


21.5 


Table  III 
Dust  Containing  17.6%  Moisture 


Per  cent 
shrink. 

11.27 
11.40 
11.54 
11.12 
11.12 
11.12 
11.12 

11.40 
11.54 
11.54 
11.40 


11.32 


^o. 

Original 
weight 

Dry 

weight 

Dry 

length 

Fired 
weight 

Fired 
length 

%  Dry 
shrink. 

%  Fired  loss 
weight 

Per  cent 
shrink. 

1 

3-0 

2-6 

10.828 

2-5 

9.719 

2.39 

22.92 

12.48 

2 

2-14 

2-7 

10.813 

2-372 

9.719 

2.53 

21.82 

12.48 

3 

2-157* 

2-7 

10.781 

2-47* 

9.734 

2.81 

23.16 

12.25 

4 

2-12 

2-4 

10.797 

2-1 

9.734 

2.67 

25.00 

12.25 

5 

3-1 

2-7 

10.813 

2-6 

9.734 

2.53 

22.60 

12.25 

6 

3-072 

2-672 

10.797 

2-572 

9.719 

2.67 

22.60 

12.48 

7 

3-172 

2-77* 

10.813 

2-6 

9.719 

2.53 

23.20 

12.25 

8 

3-4 

2-9 

10.813 

2-772 
Max. 

9.734 
9.734 

2.52 

24.04 

12.25 

Max.  Variation      .047 

Min. 

9.719 

3/64 

Diff. 
Average 

0.15 

2.58 

23.29 

12.33 

In  these  tables  the  loss  in  weight  from  green  dust  to  dried  pressed  ware 
agrees  pretty  closely  with  the  moisture  determination  made  on  the  dust  as 
shown  at  the  top  of  each  sheet,  and  when  the  loss  that  takes  place  in  han- 
dling is  taken  into  account,  it  is  very  close. 

It  is  evident  that  water  content  is  the  chief  factor  in  controlling  shrinkage 
in  ware  made  by  dust  press  methods. 

It  is,  of  course,  well  known  that  if  wet  dust  is  used  porous  ware  is  the 
result.  However,  the  increased  drying  shrinkage  due  to  using  wet  dust  is 
not  proportional  to  the  increase  of  water  content  and  this  unavoidably 
throws  a  greater  burden  on  the  fire  shrinkage  with  consequent  increased 
risk  of  cracking. 
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The  following  figures  will  make  this  fact  clear: 

Moisture  content 16.2%  16.8%  17.6% 

Drying  shrinkage 1  1.037          1.0864 

Total  shrinkage 1  1.255           1.466 

Shrinkage  dry  to  fired 1  1.014           1.086 

Per  cent  shrinkage  dry  to  fired 8.98  9.11             9.75 

Using  16 .2%  clay  as  100  the  ratios  are.. .  100  101 .44  108 .57 

The  explanation  of  these  facts  is  to  be  found  in  the  difference  in  specific 
gravity  between  the  displacing  water  which  is  1  and  the  displaced  body 
which  is  2.6.  The  great  importance  of  this  becomes  evident  when  we 
realize  that  for  every  unit  weight  of  water  included,  2.6  unit  weights  of 
body  are  excluded  to  make  room  for  it. 

A  further  and  important  contributory  factor  is  that  the  more  moist  the 
dust,  the  greater  is  the  volume  of  occluded  air. 

The  more  moist  the  dust  the  coarser  will  it  be,  other  things  being  equal, 
and  consequently  the  greater  will  be  the  volume  of  air  voids.  In  pressing 
such  dust,  as  the  two  portions  of  the  die  come  together,  the  piece  is  com- 
pressed from  the  outside  inward,  the  exterior  becomes  close  and  non- 
porous  before  the  inner  portions  feel  the  full  effect  of  the  pressure. 

A  distressing  evil  attending  the  use  of  wet  dust  is  the  swelling  and  fre- 
quent cracking  of  pieces  so  pressed,  due  to  the  expansion  of  the  occluded 
air  which  can  not  find  its  way  through  the  close  outer  surface  as  quickly  as 
the  pressure  is  released;  this  is  especially  noticeable  in  heavy  pieces. 
This  sets  a  definite  limit  to  the  safe  rate  of  pressing. 

It  is  interesting  to  note  how  positively  the  shrinkage  follows  the  water 
content.  The  shortest  piece  of  the  batch  containing  16.2%  moisture  is 
9.875"  and  the  longest  of  the  16.8%  batch  is  9.859",  so  we  see  a  difference  of 
.6%  moisture  has  been  sufficient  to  distinguish  sharply  between  specimens 
pressed  from  the  one  or  other  of  the  two  lots  of  dust.  In  like  manner  the 
shortest  piece  of  the  16.8%  dust  is  9.812"  and  the  longest  piece  of  the 
17.6%  dust  is  9.734".  A  total  difference  of  1.4%  moisture  has  produced 
a  difference  of  .141"  in  length. 

It  was  felt  that  this  data  was  good  enough  to  warrant  a  large  size  effort, 
consequently  the  usual  number  of  "T  Rests"  were  placed  in  the  kilns. 
The  moisture  content  of  the  dust  used  in  making  these  rests  was  held  be- 
tween 16.1%  and  16.3%.  The  result  was  very  gratifying  as  not  a  single 
rest  was  rejected  on  account  of  size  limits;  this  had  never  happened  before. 

Having  the  "T  Rest"  question  settled,  attention  was  addressed  to  the 
"Jack  Panel"  in  which,  in  addition  to  all  the  usual  shrinkage  antics,  warping 
and  perplexing  crackage  were  abundant. 

Strangely  enough  this  piece  did  not  seem  amenable  to  the  established 
rule  that  had  applied  to  "T  Rests"  and  which  had  quite  confidently  been 
applied,  but  with  indifferent  results. 
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It  became  at  once  evident  that  other  factors  were  complicating  the  case. 
Accordingly,  in  order  to  ascertain  the  approximate  amount  and  distribu- 
tion of  the  air  in  the  green  panels  one  or  two  were  placed  (separately,  of 
course)  in  a  bath  of  nearly  boiling  water;  as  the  piece  slacked  down  the 
relative  amount  of  air  could  be  estimated  pretty  well,  and  the  mode  of  its 
distribution  could  be  made  out  very  nicely  by  the  pattern  of  froth  produced 
by  the  rising  bubbles.  Conversely  the  distribution  of  clay  could  be  fairly 
well  assessed. 

This  simple  procedure  of  a  hot  bath  for  a  sick  piece  of  clay,  is  strongly 
recommended  as  a  first  aid  in  time  of  trouble — it  reveals  a  great  deal  to 
the  observant  eye. 
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Figures   in   Poundsond   Ounces 

Fig.  1. 


A  very  striking  lack  of  homogeneity  was  displayed  and  a  number  of 
experimental  lines  were  tried  out  simultaneously. 

Several  of  the  dried  green  panels  were  cut  along  the  lines  of  the  holes 
into  five  strips  which  were  very  carefully  placed  in  sanded  saggers  and  then 
fired.  This  procedure  revealed  two  points  of  considerable  interest: 
(1)  There  was  a  differential  shrinkage,  the  inner  members  shrinking  more 
than  the  outer  ones;  (2)  The  two  outer  or  side  members  warped  convex 
on  the  outside  edges. 

This  indicated  that  the  panels  were  less  dense  inside  than  around  the 
edges  which  could  only  be  interpreted  as  internal  stress  during  firing  which 
would  inevitably  tend  to  cracking. 

Several  fired  panels  were  broken  and  the  apparent  specific  gravity  of 
the  inner  and  outer  portions  was  determined;    the  results  of  these  deter- 
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minations  confirmed  the  idea  of  uneven  air  distribution;   the  average  of  a 
number  of  determinations  showing : 

Density  of  inner  portion 2 .3105 

Density  of  outer  portion 2  .3415 

Difference 0310 

As  such  a  state  of  affairs  seemed  to  involve  the  crucial  point,  an  attempt 
was  made  to  secure  further  corroborative  evidence.  Accordingly  a  num- 
ber of  the  dried  and  unfired  panels  were  sawed  into  strips  along  the  lines 
of  the  holes  and  then  these  strips  were  sawed  crosswise  at  the  small  holes, 
thus  making  a  series  of  pieces  rudely  similar  to  cement  test  briquettes 
which  were  then  broken  in  an  improvised  machine  and  the  breaking  strains 
plotted  on  a  drawing  of  a  panel. 

The  figures  obtained  fully  bore  out  the  indications  of  the  two  former  tests. 

Although  the  figures  for  these  breaking  tests  were  not  quite  regular  still 
the  central  portion  of  the  panels  showed  a  decidedly  lower  breaking  strength 
than  the  outer  portions  of  the  panels. 

The  large  number  of  pins  in  this  die  quite  naturally  caused  considerable 
local  differences  in  breaking  strength,  because  wherever  the  clay  is  slicked 
along  a  hard  surface  it  is  always  denser  than  where  this  is  not  the  case. 

Need  was  felt  at  this  juncture  of  more  positive  information  as  to  the 
actual  movement  of  the  dust  in  the  die  as  it  was  felt  that  this  might  assist 
in  formulating  corrective  measures.  Accordingly,  a  die  was  loaded  half 
full  of  dust,  and  then  fine  black  cotton  threads  were  moistened  and  laid 
quite  straight  between  and  parallel  to  the  longitudinal  rows  of  pins.  The 
loading  was  then  completed,  the  dust  stricken  off  level  and  the  usual 
pressure  applied.  The  piece  was  then  allowed  to  become  leather  hard, 
whereupon  the  clay  was  cut  away  from  the  upper  surface  in  such  a  manner 
as  to  expose  the  black  threads,  the  convolutions  of  which  showed  very 
plainly  the  trend  of  the  dust  movement  which  took  place  during  the 
pressing. 

Of  course,  it  is  reasonable  to  suppose  that  the  transverse  movement  of 
the  clay  was  greater  than  is  indicated  by  the  threads,  because  as  the  threads 
moved  transversely  a  longitudinal  shortening  was  necessitated  which 
means  that  the  thread  must  have  been  drawn  through  the  rapidly  harden- 
ing piece  in  a  longitudinal  direction  thereby  overcoming  the  consequent 
binding  action,  and  this  movement  must  have  taken  place  at  considerable 
speed.  Wherever  cracking  had  occurred  which  always  took  place  at  the 
sides,  two  points  were  noted,  viz.,  the  ends  were  concaved  and  the  sides 
were  convexed,  moreover,  the  cracks  were  always  wider  at  the  outside  edges, 
which  of  course  seems  axiomatic,  but  of  none  the  less  significance. 

In  view  of  these  several  experiments  and  results  it  was  reasoned  that  if 
the  dust  were  heaped  gradually  toward  the  center  of  the  die  the  clay 
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would  suffer  initial  compression  in  the  center  and  ultimately  sustain  greater 
pressure  at  this  area  resulting  in  greater  density  there  than  would  be  the 
case  in  an  evenly  loaded  die. 

This  conclusion  was  put  into  practice  using  the  threads  as  before  de- 
scribed, several  panels  so  made  abundantly  bore  out  the  correctness  of 
this  reasoning. 

The  stronger  areas,  as  determined  by  five  sets  of  breaking  tests,  had 
now  been  transferred  to  the  center. 

Conclusions 

The  average  and  individual  breaking  tests  showed  considerably  higher 
values ;  the  air  distribution  was  more  even  and  the  flow  lines  of  the  dust  in 
the  die  as  indicated  by  the  cotton  threads  showed  that  greater  movement 
had  taken  place  from  the  center  to  the  sides  of  the  piece.  Ten  pieces  made 
in  this  manner  were  sent  to  the  kilns,  all  coming  out  without  a  flaw  and 
comfortably  within  the  toleration  limits,  Vi6  inch. 

During  the  progress  of  these  experiments  some  contributory  work  was 
undertaken  designed  to  determine  the  influence  of  the  rate  of  pressing  on 
the  porosity  of  the  finished  piece. 

Porosity  determinations  were  made  upon  a  standard  piece  as  then  being 
pressed  which  gave  a  value  of  3.42. 

Pieces  were  then  made  at  a  slower  rate  of  pressing  which  showed  a 
porosity  of  .66. 

Pieces  were  also  made  at  a  still  slower  rate  of  pressing  which  showed  a 
porosity  of  .37  per  cent. 

After  the  porosity  tests  were  made  the  pieces  were  divided  into  two  parts 
and  one  part  of  each  was  ground  down  with  carborundum  and  water  upon 
a  sheet  of  ground  glass.  These  pieces  made  the  porosity  difference  op- 
tically so  obvious  that  it  was  considered  worth  while  showing  them  here. 

The  outstanding  feature  noted  in  this  investigation  is  the  dominant 
influence  exercised  by  the  water  content  of  the  dust  on  the  shrinkage 
characteristics  of  the  fired  piece.  Not  only  is  this  true  of  dust  pressed 
ware,  but  it  applies  equally  to  plastic  or  leather  hard  operations. 

It  is  hoped  that  the  methods  adopted  may  be  useful  in  helping  others 
out  of  similar  difficulties  which  are  sometimes  very  exasperating  and  which 
lead  to  considerable  financial  loss. 

Square  D  Co. 
Peru,  Indiana 


THE  EFFECT  OF  SOURCES  OF  PIG  IRON  UPON  THE  ENAMEL- 
ING OF  CAST  IRON 

By  M.  E.  Manson 
ABSTRACT 

Cast  irou  made  from  certain  "northern"  pig  iron  blistered  badly,  while  that  made 
under  the  same  conditions  from  "southern"  pig  iron  enameled  satisfactorily. 

The  use  of  "northern"  iron  results  in  castings  with  low  content  of  combined  carbon 
although  the  other  constituents  usually  determined  in  cast  iron  were  present  in  about 
the  same  quantities  as  found  in  cast  iron  made  from  "southern"  pig  iron. 

Reducing  the  silicon  in  the  iron  made  with  the  "northern"  pig  iron  from  2.80 
to  2.30%  with  a  total  carbon  content  of  3.30%,  resulted  in  the  elimination  of  blistering 
in  the  enameling  operations.  Experiments  have  indicated  that  cast  iron  of  this  type 
with  combined  carbon  less  than  0.15%  will  develop  blistering.  However,  it  has  not 
been  definitely  determined  as  yet  whether  the  blistering  is  due  directly  to  this  low 
carbon  content  or  to  the  presence  of  some  other  constituent  not  generally  determined  in 
a  chemical  analysis  of  cast  iron. 

Micrographs  are  shown  of  various  irons  before  and  after  enameling.  While  these 
show  some  differences,  it  has  been  impossible  to  detect  the  cause  for  the  blistering  by 
means  of  them.  All  blistering  irons,  however,  show  in  the  micrographs  character- 
istic dark  blotches  which  have  not  as  yet  been  identified. 

Comparatively  little  attention  has  been  given  to  the  chemical  compo- 
sition of  cast  iron  which  is  to  be  enameled.  The  generally  accepted  view 
is  that  any  kind  of  iron  can  be  enameled,  and  foundry  requirements  govern 
the  composition.  At  the  plant  where  the  writer  is  employed,  in  manu- 
facturing enameled  sanitary  ware  by  the  dry  process,  we  have  apparently 
discovered  a  cast  iron  which  can  not  be  enameled  or  at  least  can  only  be 
enameled  with  great  difficulty. 

Before  the  war,  the  company  used  "southern"  pig  iron  for  the  major 
portion  of  the  charge.  That  is,  it  was  iron  from  furnaces  in  the 
Birmingham  district.  At  that  time  this  iron  could  be  bought  f.o.b. 
to  Milwaukee  for  the  same  price  as  the  so-called  "northern"  iron,  which 
comes  from  furnaces  in  the  Chicago  region.  In  1917,  however,  the  "south- 
ern" furnaces  stopped  their  practice  of  equalizing  rates,  and  "southern" 
iron  became  considerably  higher  priced  than  "northern." 

Naturally,  it  became  desirable  to  use  "northern"  iron.  Using  "south- 
ern" iron,  the  company  had  adopted  a  specification  which  gave  very  good 
results  in  both  the  foundry  and  enameling  room.  A  cupola  charge  of 
2000  pounds  consisted  of  scrap  900  pounds,  "southern  "  iron  800  pounds, 
and  "northern"  iron  300  pounds.  The  pig  iron  was  so  chosen  that  the 
castings  gave  an  analysis  of  silicon  2.80%,  sulphur  .090%,  phosphorus 
.70%  and  manganese  .50%.  With  total  carbon  around  3.20  to  3.30%,  the 
combined  carbon  stood  at  about  .35%  This  composition  was  maintained 
with  very  little  variation,  day  in  and  day  out,  and  this  iron,  though  the 
pig  iron  might  come  from  various  companies,  as  long  as  the  "southern" 
"northern"  ratio  was  maintained,  gave  very  satisfactory  results. 
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When  the  attempt  was  made  to  substitute  "northern"  for  "southern" 
iron,  no  change  was  made  in  the  specification  for  the  cast  iron.  The  cupola 
charge  consisted  of  900  lbs.  scrap,  800  lbs.  "northern"  and  300  lbs.  "south- 
ern" iron.  Our  castings,  as  before,  analyzed  silicon  2.80%,  sulphur  .090%, 
phosphorus  .70%  and  manganese  .50%.  Results  in  the  foundry  were  about 
the  same  but  when  the  castings  were  enameled,  much  trouble  was  exper- 
ienced from  pinholing.  It  was  not  a  case  of  a  pinhole  here  and  there, 
which  could  be  patched  by  the  enameler.  Whole  tubs  would  be  entirely 
covered  with  blisters. 

Pinholes  or  blisters  can  be  attributed  to  many  causes,  such  as  minute 
holes  in  the  casting,  poorly  cleaned  iron,  underburned  ground  coat,  etc., 
but  in  this  case  the  cause  was  directly  due  to  the  use  of  "northern"  pig 
iron  in  place  of  "southern."  It  was  general,  appearing  on  every  piece, 
large  or  small. 

An  analytical  investigation  disclosed  the  fact  that  while  the  analyses 
of  the  two  irons  were  identical  with  respect  to  silicon,  sulphur,  phosphorus 
and  manganese,  the  carbons  were  different.  Table  I  gives  some  typical 
analyses  of  the  two  irons: 

Table  I 

Cupola  charge 

800  lbs.  southern 
300  lbs.  northern 
900  lbs.  scrap 

800  lbs.  northern 

300  lbs.  southern  [ 

900  lbs.  scrap        J  2.70         .088         .69         .50         .11         3.20 

Other  things  being  the  same,  the  percentage  of  carbon  which  will  be  in 
the  combined  form  in  a  casting,  can  be  controlled  by  the  silicon.  By 
increasing  the  silicon  content,  the  combined  carbon  is  decreased,  and  vice 
versa.  Yet,  with  the  same  silicon  in  the  second  mixture  as  in  the  first, 
the  combined  carbon  is  very  low.  Our  next  step  was  to  lower  the  silicon 
in  the  iron  and  we  found  that  by  carrying  a  silicon  content  in  the  casting 
of  about  2.30%,  with  the  high  "northern"  mixture,  keeping  the  other  ele- 
ments unchanged,  we  obtained  a  combined  carbon  content  of  about  .30%. 

The  reason  for  this  difference  in  carbon  is  obscure.  Several  foundry- 
men  have  attributed  it  to  the  fact  that  "northern"  pig  iron  is  always  higher 
in  total  carbon  than  "southern"  iron.  It  is  a  generally  accepted  theory 
among  foundrymen,  that  the  effect  of  silicon  on  graphitization  is  governed 
by  the  total  carbon  content  of  the  iron.  The  higher  the  total  carbon  in  the 
iron,  the  lower  the  silicon  should  be,  to  give  the  same  percentage  of  com- 
bined carbon.  It  is  true  that  iron  from  southern  furnaces  contains  less 
carbon  than  iron  from  northern  furnaces,  but  when   the   pig   iron  goes 


Silicon 

Sulphur 

Phos- 
phorus 

Man- 
ganese 

Comb, 
carbon 

Graph, 
carbon 

2.92 

.101 

.69 

.48 

.30 

2.92 

2.97 

.088 

.68 

.52 

.34 

2.93 

2.80 

.093 

.71 

.52 

.30 

3.04 

2.76 

.080 

.69 

.53 

.32 

2.95 

2.91 

.107 

.68 

.51 

.05 

3.11 
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through  the  cupola,  it  may  either  pick  up  carbon  or  lose  it.  In  our  own 
case,  the  average  of  the  total  carbon  in  the  high  "northern"  mixture  is  not 
0. 10%  over  that  of  the  high  "southern"  mixture. 

I  hardly  believe,  therefore,  that  the  low  combined  carbon  just  mentioned 
can  be  attributed  to  the  difference  in  total  carbon  content  of  the  pig  irons 
used.  The  fact  should  also  be  emphasized  here,  that  molding  and  melt- 
ing conditions  in  the  foundry  remained  the  same  throughout,  so  that  the 
difference  in  combined  carbon  can  not  be  laid  to  a  change  in  thickness  of 
patterns  or  tempering  of  sand.  We  have  used  this  high  "northern"  mix- 
ture for  some  time  now,  the  castings  having  the  composition,  silicon 
2.30%,  sulphur  .090%,  phosphorus  .70%,  manganese  .50%  and  have  had 
fair  success.  Occasionally,  we  go  back  to  the  high  "southern,"  high  silicon 
mixture,  for  a  few  weeks,  and  there  is  no  gainsaying  the  fact  that  the  latter 
gives  us  better  average  results  in  the  enameling  operation.  With  the 
high  "northern,"  low  silicon  mixture,  most  of  the  blistering  has  disappeared, 
but  there  is  still  an  occasional  epidemic  of  it.  Every  time  this  happens 
the  combined  carbon  in  the  blistered  piece  is  found  to  be  below  .15%. 
I  have  examined  many  blistered  pieces  and  have  noted  but  one  exception 
to  the  above  statement. 

In  the  light  of  the  foregoing  facts  one  would  be  led  to  believe  that  a 
low  content  of  combined  carbon  in  iron  would  cause  blistering,  but  it  is 
hard  to  understand  why  this  should  be  the  case.  The  graphitic  carbon 
has  not  been  very  much  different  in  either  of  the  two  irons.  Suspicion 
naturally  attaches  to  graphite  as  the  cause  of  blisters,  because  it  can  be 
burned  to  CO2,  a  gas,  and  is  capable  of  reducing  certain  metallic  oxides  in 
the  enamel.  In  this  case,  though,  the  fact  that  there  was  little  variation 
between  the  graphite  in  the  two  mixtures,  seems  to  absolve  it  of  blame. 
To  get  more  light  on  the  cause  of  these  blisters,  resort  was  had  to  metal- 
lography. Wre  had  no  metallographic  outfit  ourselves,  so  that  all  photo- 
graphs have  been  made  by  commercial  laboratories. 

Figures  1  to  6  all  show  iron  which  has  blistered  during  enameling. 
When  a  piece  blistered  badly,  it  was  broken  up,  analyzed,  and  a  micro- 
photograph  made  of  the  iron.  It  is  of  course  understood  that  the  piece 
of  iron  photographed  had  been  freed  from  enamel,  ground  smooth,  and 
etched. 

Figure  1  is  from  a  blistered  sink.  This  specimen  was  etched  with 
10%  nitric  acid,  which  is  too  strong  for  cast  iron.  All  other  specimens 
are  etched  with  21/2%  nitric  acid.  Figure  2  is  from  a  blistered  sink.  There 
is  very  little  of  the  blotching  apparent  in  Fig.  1,  but  this  was  mistak- 
enly photographed  in  cross-section.  Fig.  3  is  of  the  surface  of  a  blistered 
tub,  showing  dark  blotches.  Fig.  4  is  of  a  blistered  sink,  and  gives  a  very 
good  view  of  the  dark  blotches.  Figures  5  and  6  are  micrographs  of  two 
pieces  of  iron  from  the  same  pinholed  tub.     The  exact  location  of  a  pin- 


Fig.  1. 
Si  2  91     P     .68  CC      .05 
S        107   Mn. 51  GC  3.11 


Fig.  4. 
Si  2  55     P     .65  CC      .10 
S       .102  Mn.54  GC  2.76 


Fig.  7. 
vSi  2.55     P     .71  CC     .32 
S      .088  Mn.54  GC  3.04 
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Fig.  2. 
.Si  2.17     P     .67  CC      .12 
S       .110  Mn.54  GC  3.52 


Fig.  3. 
vSi  2.31     P     .66  CC      .10 
S       .100  Mn.48  GC  3.50 


Fig.  5. 
Si  2.47     P      .69  CC      .28 
S       .106  Mn.50  GC  3.23 


Fig.  6. 
Analysis  same  as  No.  5 


Fig.  8. 
Analysis  same  as  No.  7 


Fig.  9. 
Si  2.41     P     .66  CC      .IS 
S       .100  Mn.50  CC  3.10 
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Fig.  10. 
Analysis  same  .is  No.  9 


Pig.  1 1. 
Si  2  7;.     P      71   CC       26 
S      .069  Mn  52  GC  3  06 


Pig.  12. 
Analysis  same  as  \>>    1 1 
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hole  was  marked  on  the  iron  by  three  punch  marks,  and  the  photograph 
taken  of  this  spot  after  grinding  and  etching.  It  might  be  said  here 
that  the  iron  underneath  the  enamel  at  these  spots  seemed  absolutely 
sound  to  the  naked  eye.  These  two  micrographs  bring  out  the  blotches 
very  clearly. 

These  micrographs  are  all  typical.  Whenever  this  general  blistering 
takes  place,  and  a  piece  of  iron  which  has  blistered  is  ground,  etched 
and  photographed,  the  characteristic  dark  blotches  appear  in  the  photo. 
No  metallographist  has  been  able  so  far  to  tell  me  what  these  blotches 
are.  They  evidently  have  a  direct  connection  with  the  blisters.  When 
we  can  discover  what  they  are,  we  will  be  a  long  way  toward  solving  the 
difference  between  "northern"  and  "southern"  iron. 

This  seems  to  be  entirely  a  surface  phenomenon.  Whenever  a  micro- 
graph is  made  of  a  cross-section,  the  blotches  do  not  appear,  even  though  the 
same  piece  shows  them  at  the  surface.  Also,  if  a  piece  which  has  blis- 
tered during  enameling,  has  the  enamel  knocked  off  and  is  sand-blasted 
again,  it  can  be  enameled  without  any  blisters  showing  up. 

Since  in  all  of  the  specimens  examined,  except  that  represented  by 
Figures  5  and  6,  the  combined  carbon  was  low,  it  occurred  to  me  that 
perhaps  the  enameling  operation  had  the  effect  of  lowering  combined 
carbon.  To  settle  this,  several  pieces  were  taken,  broken  in  two,  one-half 
enameled  and  the  other  not.  Carbon  determinations  were  made  on  both 
pieces.    Analyses  were  also  made  of  enameled  pieces  which  had  not  blistered. 

These  data  all  indicated  that  no  appreciable  change  in  the  carbon 
percentages  took  place  during  enameling. 

Figures  7  and  S  represent  two  views  of  the  same  piece  of  iron.  Fig.  7 
was  taken  after  enameling,  Fig.  8  before  enameling.  This  iron  gave  no 
trouble  from  blisters,  and  there  are  no  blotches  visible  in  either  photo. 
I  believe  this  could  be  called  good  enameling  iron. 

Another  question  which  may  be  put,  is  whether  these  blotches  exist  in 
the  iron  before  it  is  enameled,  or  are  developed  during  the  enameling. 
It  is  very  hard  to  secure  any  data  on  this.  We  never  know  that  a  casting 
will  blister  until  it  has  blistered.  I  have  many  times  taken  iron  which  I 
suspected,  saved  a  piece,  and  enameled  the  rest,  but  have  never  been  for- 
tunate enough  to  find  a  piece  in  this  way,  which  blistered.  The  near- 
est approach  to  it  is  shown  in  Figures  9  and  10.  Fig.  9  is  an  iron  which 
I  suspected.  The  micrograph  taken  before  enameling  shows  a  very  pe- 
culiar structure,  very  close  grained,  apparently.  This  piece  when  enam- 
eled had  a  very  slight  tendency  to  blister.  Its  structure  after  enameling  is 
shown  in  Fig.  10,  entirely  different  from  Fig.  9,  with  a  very  slight  evidence 
of  blotches.  This  would  indicate  that  the  blotches  are  developed  during 
enameling,  but  the  evidence  is  too  slight  for  much  reliance  to  be  placed 
in  it. 
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Figures  1  to  10  all  represent  iron  made  with  a  cupola  charge  of  900 
pounds  scrap,  800  pounds  "northern"  iron  and  300  pounds  "southern" 
iron. 

Figures  11  and  12  show  two  views  of  iron  made  with  the  high  "southern" 
mixture  in  which  the  "southern"  and  "northern"  iron  weights  are  reversed. 

Fig.  11  is  the  iron  before  enameling.  Fig.  12  after  enameling.  There 
is  a  marked  resemblance  between  these  two,  and  Figures  7  and  8.  Both 
are  good  enameling  irons,  although  one  is  a  high  "northern"  and  the 
other  high  "southern"  iron. 

From  the  evidence  of  the  micrographs,  we  doubt  that  combined  carbon 
has  a  direct  effect  on  blistering  of  enamel.  Perhaps  it  is  merely  a  coin- 
cidence that  blisters  are  attended  by  low  combined  carbon.  It  seems 
probable  that  there  is  some  element  present  in  small  amounts  in  "north- 
ern" ores,  which  does  not  occur  in  "southern"  ores,  or  vice  versa.  The 
ordinary  pig  iron  analysis  only  gives  silicon,  sulphur,  phosphorus  and  man- 
ganese. Yet  we  know  that  the  following  elements  are  variously  distrib- 
uted among  the  different  pig  irons:  chromium,  calcium,  cerium,  nickel, 
copper,  arsenic,  and,  no  doubt,  others.  Might  not  one  of  these,  if  present 
in  "northern"  iron  in  appreciable  amounts,  have  a  simultaneous  effect  on 
the  enamel  and  the  combined  carbon? 

Rundle  Manufacturing  Co. 
Milwaukee,  Wis. 


THE   RELATIVE    MERIT    OF   HEAT   RESISTING   ALLOYS   FOR 
ENAMEL  BURNING  RACKS 

By  E.  P.  Postb1 
ABSTRACT 

Enamel  burning  racks  fail  by  oxidation  and  warpage.  Several  metals  have  been 
studied  with  regard  to  oxidation  and  warpage  at  a  temperature  from  1700°  to  1800 °F. 
These  metals  are  listed  in  the  order  of  increasing  warpage  and  increasing  oxidation. 
Actual  data  is  given  and  comparisons  are  made  by  means  of  a  chart.  Conclusions  are 
drawn  in  terms  of  the  choice  of  rack  material  for  burning  heavy  and  light  ware. 

Introduction 

The  troubles  resulting  from  the  oxidation  and  warpage  of  steel  burning 
racks  have  caused  enamelers  to  become  interested  in  the  various  heat  re- 
sisting alloys  that  have  more  or  less  recently  come  on  the  market.  In 
view  of  the  fact  that  in  general  these  materials  are  high  in  price  as  com- 
pared with  steel  or  cast  iron,  the  question  that  naturally  arises  is,  will  it 
pay  to  invest  the  greater  amount  of  money  in  racks  of  heat  resisting  metal 
in  return  for  the  longer  life  and  better  ware  to  be  obtained.  An  effort  to 
answer  this  question  in  a  general  way  is  the  basis  of  this  record. 

There  are  two  prime  factors  that  contribute  to  the  failure  of  a  burning 
rack;  warpage  and  oxidation.  In  general  the  former  is  a  more  serious 
trouble  with  heavy  racks  supporting  large  ware  and  the  latter  is  more  to 
be  considered  in  the  case  of  lighter  racks.  It  was  necessary  therefore  to 
study  the  action  of  the  metals  as  to  both  of  these  properties  at  furnace 
temperatures. 

Experimental 

The  following  materials  have  been  included  in  the  comparisons  which 
have  been  made:  Basic  openhearth  steel,  cast  steel,  cast  iron,  calorized 
steel,  thermalloy,  misco,  nichrome,  rezistal  steel,  nickel,  monel  metal, 
calite  and  hardite.  These  materials  are  listed  by  their  trade  names  in 
view  of  the  fact  that  they  are  all  well-known  products,  the  actual  com- 
position of  many  of  which  are  not  definitely  known  by  the  writer. 

As  representing  fairly  severe  furnace  temperatures  the  range  1700-1SOO°F 
was  chosen  for  the  tests.  The  atmosphere  was  that  of  a  reasonably 
tight  muffle. 

In  the  warpage  tests  samples  of  metal  24  inches  long  and  V2  inch  square 
were  supported  between  supports  22  inches  apart  and  placed  in  an  experi- 
mental furnace  maintained  within  the  above  temperature  range.  The 
less  resistant  metals  sagged  within  an  hour  and  were  removed.  Others 
kept  their  shape  well  after  several  hours.  In  either  case  the  warpage  was 
determined  as  sag  at  the  middle  in  millimeters  per  hour. 
1  Received  July  20,  1922. 
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In  the  oxidation  tests  samples  2  inches  long  and  l/2  inch  square  were 
used.  These  presented  4V2  square  inches  of  surface  and  weighed  approxi- 
mately 70  grams  each.  They  were  placed  in  the  furnace  and  removed  at 
certain  intervals.  After  cooling  they  were  lightly  pounded  with  a  hammer 
to  remove  loose  scale,  it  being  assumed  that  in  ordinary  use  racks  would  be 
punished  mechanically  so  as  to  remove  the  majority  of  the  loose  scale. 
The  samples  were  then  weighed  and  returned  to  the  furnace.  A  given 
sample  was  discontinued  after  it  had  shed  a  heavy  coat  of  scale  represent- 
ing a  considerable  percentage  of  the  weight  of  the  piece. 

Results 

The  results  of  the  tests  are  shown  in  the  following  tables.  In  either 
case  the  metals  are  given  in  the  order  of  their  decreasing  resistance.  Warp- 
age  is  expressed  in  millimeters  sag  per  hour.  Oxidation  is  expressed  as 
change  in  weight  from  the  original  in  units  of  one  gram. 

Table   I 
Warpage  Data 

Mm.  per  hr. 

1  Calite 0.7 

2  Hardite 0.7 

3  Nichrome 1.0 

4  Nickel 1.4 

5  Rezistal 1.8 

6  Thermalloy 2.5 

7  Misco .  3.5 

8  Monel  metal 4.5 

9  Cast  steel 5.0 

10  Calorized  steel 19  .0 

11  Steel  (BOH) 22.0 

12  Cast  iron 101.0 


Time — Hrs. 

1  Thermalloy 

2  Hardite 

3  Nichrome 

4  Rezistal, 

5  Calite 

6  Nickel 

7  Misco 

8  Calorized  Steel 

9  Monel  Metal 

10  Cast  Steel 

11  Cast  Iron 

12  Steel  (BOH) 


2 

0.00 
+  0.02 
+  0.01 

0.00 
+  0.01 
+  0.04 
+  0.02 
+0.01 
-2.67 
-3.75 
-3.90 
-4.75 


+  0.03 


0.00 
+  0.10 


-8.49 

-8.78 


Table  II 
Oxidation  Data 


7 
+0.01 


+  0.02 
0.00 


-0.07 
+  0.30 


24 


+  0.01 


-0.03 
+  0.36 


75 
0.00 


+  0 
-0 


20 


100 


-0 


-0 

+0 


01 


150 

-0.02 


-0.03 
-0.33 


215 
0.00 
0.00 
-0.03 
-0.46 
-0.41 
-4.78 


260 
-0.01 
-0.03 
-0.07 
-0.21 
-0.67 


(a)  One  end  of  the  bar  was  exposed  steel 
corded  change  in  weight  was  probably  due  to  oxidation  at  the  end. 
surface  had  blistered  badly  indicating  a  very  immediate  failure. 


It  shed  a  coat  of  scale  at  75  hours.     Much  of  the  re- 
Hpweyer,  at  75  hours  the  calorized 
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Conclusions 

To  facilitate  an  interpretation  of  the  above  data  the  values  are  plotted 
on  Figs.  1,  2a  and  2b. 

In  Fig.  1  the  metals  fall  in  three  rather  distinct  classes  as  to  their  warp- 
age  at  furnace  temperatures.     The  first  9  can  be 'considered  as  very  good 
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Fig.  1. 

in  their  resistance  to  warpage;   Nos.  10  and  11  as  fair;   and  No.  12  as  very 
poor. 

In  Fig.  2a  the  metals  group  themselves  in  three  general  classes.  Nos. 
1  to  5  can  be  said  to  have  good  heat  resistance;  Nos.  0  and  7  fair  heat 
resistance;  and  Nos.  9  to  12  poor  heat  resistance.  The  exact  location  of 
No.  S  is  indefinite  in  view  of  the  facts  stated  in  the  footnote  of  Table  II. 
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Metals  1,  2  and  3  are  of  such  high  resistance  to  oxidation  that  they  do  not 
show  up  clearly  on  Fig.  2a.  It  will  be  noted  that  the  values  for  10,  11  and 
12  are  entirely  beyond  the  range  of  the  chart. 

In  Fig.  2b  are  plotted  the  metals  which  may  be  classed  as  highly  resistant 
to  oxidation.     It  will  be  noted  that  Nos.  1  and  2  are  essentially  the  same, 
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while  No.  3  is  definitely  of  lower  resistance.  The  relative  position  of  Nos. 
4  and  5  is  a  matter  of  some  doubt.  The  final  heating  apparently  produced 
a  rather  severe  oxidation  on  No.  4  which  would  have  undoubtedly  been 
followed  by  a  considerable  loss  in  weight,  had  another  heating  period  been 
involved.  Perhaps  it  may  be  concluded  that  Nos.  4  and  5  are  of  practically 
equal  resistance  to  oxidation. 

As  a  general  statement  of  the  points  brought  out  in  this  study,  it  may  be 
said  that  cast  steel  and  all  of  the  metals  appearing  above  it  in  Table  1 
show  a  reasonably  satisfactory  load  carrying  quality  at  furnace  tempera- 
tures. With  higher  temperatures  it  is  probable  that  the  difference  be- 
tween cast  steel  and  the  stronger  materials  would  become  more  pronounced. 

As  to  resistance  to  oxidation  it  is  obvious  that  cast  steel  is  considerably 
better  than  steel  and  some  better  than  cast  iron.  Only  the  metals  included 
in  Fig.  2b  can  really  be  considered  as  highly  resistant  to  oxidation  how- 
ever. 

The  matter  of  the  choice  of  a  material  to  use  in  a  burning  rack  would 
undoubtedly  depend  upon  whether  warpage  or  oxidation  was  the  cause  of 
greater  difficulty.  If  warpage  were  the  chief  source  of  trouble  the  use  of 
cast  steel  might  be  the  most  feasible  procedure;  on  the  other  hand,  if 
oxidation  were  the  chief  objection  to  be  overcome  it  would  undoubtedly 
be  necessary  to  resort  to  one  of  the  metals  covered  by  Fig.  2b. 

No  effort  has  been  made  to  include  in  this  report  the  relative  costs  of 
these  materials.  Undoubtedly  some  of  the  more  expensive  ones  would 
be  quite  out  of  the  question  for  heavy  racks,  but  quite  feasible  for  light 
racks.  The  matter  of  cost  can  be  easily  determined  by  interested  parties 
by  communicating  with  the  people  putting  the  different  alloys  on  the 
market.    They  are  as  follows: 

Calorized  steel  Calorizing  Company  of  Pittsburgh,  Pittsburgh,  Pa. 

Thermalloy  Electro  Alloys  Co.,  Elyria,  Ohio. 

Misco  Michigan  Steel  Casting  Co.,  Detroit,  Mich. 

Nichrome  Driver  Harris  Co.,  Harrison,  N.  J. 

Monel  metal  International  Nickel  Co.,  New  York,  N.  Y. 

Rezistal  Crucible  Steel  Company  of  America,  New  York,  N.  Y. 

Calite  Calorizing  Company  of  Pittsburgh,  Pittsburgh,  Pa. 

Hardite  Hardite  Metals,  Inc.,  New  York,  N.  Y. 

Research  Laboratory 

Elyria  Enameled  Products  Co. 

Elyria,  Ohio 

Discussion 

By  M.  E.  Manson:1 — Mr.  Poste's  paper  on  this  subject  was  especially 
interesting  to  me  as  I  had  done  a  small  amount  of  work  along  the  same 
lines  at  the  time  of  the  St.  Louis  meeting. 
1  Received  September  8,  1922. 
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At  that  time  we  had  tried  out  several  metals,  testing  only  for  resistance 
to  oxidation  and  had  found  Thermalloy  to  be  the  only  satisfactory  one. 
Since  then  we  have  installed  a  set  of  Thermalloy  bath  tub  grates,  which 
have  been  continuously  in  a  muffle  at  1700  degrees  F.  So  far  they  show 
no  warpage,  and  practically  no  oxidation. 

Laboratory  tests  have  shown,  however,  that  this  alloy  oxidizes  rapidly 
at  2000  degrees  F.  On  the  other  hand,  two  small  samples  of  Calite,  which 
Mr.  Poste  mentions,  have  shown  practically  no  oxidation  at  2000  degrees 
F.  The  manufacturers  of  Galite  claim  that  it  will  withstand  temperatures 
up  to  2372  degrees  F. 

With  such  a  metal  available,  at  a  reasonable  price,  it  is  possible  that  the 
day  is  not  far  distant  when  we  will  see  enameling  muffles  built  with  metal 
bottoms. 

Racks  of  a  heat-resisting  metal,  which  will  neither  oxidize  nor  warp, 
will  be  of  great  value  in  the  sanitary  enameling  industry.  They  will  not 
only  show  a  lower  cost  per  hour  of  service,  but  will  lessen  the  rejections  of 
warped  ware,  caused  by  warped  racks. 


THE  CAUSTIC  CALCINATION  OF  DOLOMITE  AND  ITS  USE  IN 

SORREL  CEMENTS1 

By  G.  A.  Bole  and  J.  B.  Shaw 
ABSTRACT 

A  method  for  calcining  dolomite  in  which  the  pressure  of  carbon  dioxide  is  con- 
trolled is  described.  Less  than  l/2  of  one  per  cent  of  lime  is  liberated.  Material  was 
calcined  in  ton  lots  using  external  heating.  Two  types  of  retort  were  used :  wrought 
iron  and  fire  clay.  Floors  were  laid  from  the  material  so  calcined  and  physical  tests 
made  on  the  calcine  to  determine  its  availability  as  a  stucco  material. 

The  effect  of  time,  temperature,  and  pressure  of  carbon  dioxide  upon  three  types 
of  dolomite  is  brought  out. 

Dolomites  are  either  double  salts  or  solid  solutions  or  mixtures  of  the  two. 

The  effect  of  lime  and  silica  is  pointed  out. 

Dissociation,  tensile  strength,  volume  change,  time  of  set,  and  weather  test  data 
are  given. 

Introductory 

During  the  past  few  years  the  demand  for  a  properly  calcined  caustic 
magnesia  for  use  in  the  building  industries  has  increased  many  fold. 
The  oxide  is  used  in  two  general  ways:  First,  mixed  with  from  20  to  40 
per  cent  of  filler  (asbestos,  wood  fiber,  ground  cork,  etc.)  and  appropriate 
coloring  oxides  it  is  made  into  a  composition  flooring ;  second,  mixed  with 
50  to  60  per  cent  sand  and  20  to  30  per  cent  silex  it  makes  an  excellent 
stucco  material.  The  general  practice  is  to  mix  these  compositions  with 
sufficient  20  to  22°  Be  MgCl2  to  spread  properly  when  an  excellent  cement 
results. 

A  rather  pure  magnesite  is  necessary  to  produce  a  satisfactory  material 
using  the  present  burning  practice  due  to  the  fact  that  all  carbonates 
present  are  decomposed.  Free  lime  even  in  amounts  under  2  per  cent  is 
detrimental  to  the  life  of  an  oxychloride  cement  and  in  quantities  over  3 
per  cent  causes  early  disintegration.  With  this  thought  in  mind  and  in 
view  of  the  fact  that  high  magnesia  ore  is  not  found  near  the  centers  of 
consumption,  investigations  were  undertaken  by  the  authors2  to  determine 
whether  or  not  ore  low  in  magnesia  and  high  in  lime,  such  as  the  dolo- 
mites, could  not  be  used  for  the  purpose.  It  is  evident  then  that  ores  high 
in  calcium  carbonate  must  not  be  burned  in  such  manner  as  to  liberate 
free  lime. 

Effect  of  Time,  Temperature  and  Pressure 
Since  the  pressure  of  carbon  dioxide  in  equilibrium  with  calcium  oxide 
and  calcium  carbonate  at  temperatures  as  low  as  650  °C   as   shown   by 
Johnston3  is  appreciable,  it  is  evident  that  it  is  impossible  to  burn  a  dolo- 
mite at  this  temperature  in  any  of  the  kilns  in  use  at  the  present  time  for 

1  Received  April  25,  1922. 

2  vShaw  and  Bole,  Jour.  Amer.  Ceram.  Soc,  5,  311  (1922). 

3  Johnston,  Jour.  Amer.  Chcm.  Soc,  32,  938-40  (1910). 
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burning  magnesites,  without  liberating  lime.  The  present  general  prac- 
tice with  magnesites  is  to  burn  in  an  updraft  kiln,  only  a  small  amount  of 
the  present  production  coming  from  rotary  kilns. 

Aside  from  the  above  considerations  there  are  two  objections  to  burning 
the  ore  at  a  temperature  as  low  as  650  °C.  First  is  the  consideration  that 
cements  made  from  ores  burned  below  700  °C  are  not  as  satisfactory  as 
those  made  from  an  oxide  burned  between  700°  and  800  °C.  This  is  not  a 
generally  recognized  fact  and  the  explanation  is  not  clear.  The  cause 
should  be  investigated.  An  oxide  calcined  at  725  °C  or  thereabouts 
seems  to  have  different  physical  characteristics  from  that  burned  at  either 
a  higher  or  lower  temperature.  Illustrative  of  this  fact,  the  following 
table  shows  the  effect  of  temperature  of  calcination  on  a  magnesite  low  in 
lime  used  in  a  stucco  mix.  The  same  relation  was  later  found  to  hold 
when  using  dolomite  mixes.     (See  Table  V.) 

Table  I 

650°C  700°C  750°C  850°C 

Time  of  set                                     4x/2  hrs.  3  hrs.  3x/4  hrs.  5  hrs. 

Tensile  strength  (24  hours)              350  480  500  450 
Weathering  (per  cent  of  original 

strength  recovered)                         63  80  80                    72 

The  cement,  the  physical  characteristics  of  which  are  given  in  the  above 
table  was  of  a  (1  MgO-2  silex-5  sand)  stucco  mix,  made  up  with  22° 
Be  MgCl2  solution. 

The  time  of  set  was  in  all  cases  determined  by  the  Gilmore  needle. 

The  weathering  tests  consisted  of  allowing  the  tensile  strength  briquettes 
to  age  14  days  and  taking  an  average  of  the  breaking  strength  of  three 
briquettes  as  the  dry  strength.  Six  briquettes  were  then  soaked  in  water 
three  alternate  days  (24-hour  periods),  and  three  of  the  six  broken  wet. 
The  others  were  allowed  to  dry  out  for  two  days  in  normal  air  and  then 
broken.  This  average  divided  by  the  average  dry  strength  at  14  days  was 
taken  as  the  recovered  strength  indicated  in  Table  I. 

The  second  disadvantage  referred  to  is  the  time  element  in  burning. 
Some  dolomites  will  calcine  very  much  more  quickly  at  temperatures 
below  750  °C  than  will  others.  A  study  was  made  of  this  feature  of  the 
burning  problem  with  the  results  indicated  in  Figure  1.  A  sample  of 
0.5  grams  under  one  atmosphere  of  carbon  dioxide  was  heated  in  a  small 
quartz  side  delivery  tube  in  an  electric  furnace  at  the  rate  of  1  °  per  minute 
until  a  temperature  of  950  °C  was  reached.  The  evolved  carbon  dioxide 
was  collected  over  mercury  in  a  graduated  cylinder  and  the  volume  of 
gas  evolved  at  each  temperature  observed. 

A  distinct  lag  appears  in  a  time-temperature  curve  at  750  °C  due  to  the 
endothermic  reaction  MgCOa  — >  MgO  +  C02  —  X  calories  in  the  case  of 
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dolomite  No.  3,  but  No.  1  shows  no  distinct  break.  Bleininger  and  Emley1 
found  this  same  break,  but  do  not  point  out  that  it  holds  for  only  one  type 
of  dolomite. 

Dolomite  No.  1  was  of  the  dense  variety,  No.  2  finely  crystalline,  and 
No.  3  was  a  highly  crystalline  stone.  When  later  tried  out  in  a  semi-com- 
mercial way  it  was  found  that  No.  1  could  be  calcined  advantageously  at 
650  °C,  while  No.  3  dissociated  so  slowly  below  750  °C,  that  it  was  not  a 
commercial  proposition  to  calcine  below  that  temperature.  It  so  happened 
that  No.  3  was  the  most  desirable  one  of  the  three  on  account  of  its  pure 
white  color  and  the  ease  with  which  it  could  be  milled.  The  chemical 
analysis  of  the  above  mentioned  ores  indicated  the  following  compositions : 
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Tabuj  II 

No.  1 

No.  2 

No.  3 

MgC03 

39.40 

46.20 

43.32 

CaC03 

59.10 

53.60 

55.21 

Si02 

.35 

.25 

1.00 

R2O3 

.82 

.65 

.46 

In  light  of  the  above  data  certain  dolomites,  it  would  seem,  can  be 
considered  to  be  solid  solutions  from  which  MgC03  separates  and  dissociates 
progressively  as  the  temperature  is  raised — C02  pressure  being  held 
constant — while  others  would  seem  to  be  a  double  salt  with  a  decomposition 
temperature  of  750  °C,  while  still  others  are  a  mixture  of  the  two. 

The  above  considerations  are  only  tentative,  but  seem  to  explain  this 
peculiar  behavior  of  the  dolomites  better  than  any  suggestion  yet  offered. 
The  whole  question  is  to  be  attacked  microscopically  with  phase-rule 
interpretation. 

1  Trans.  Amer.  Ceram.  Soc,  13,  618  (1911). 
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Effect  of  Silica 

It  was  further  found  that  not  all  dolomites  would  make  up  to  a  satis- 
factory cement  even  when  burned  under  the  most  favorable  conditions  of 
temperature — time— pressure.  The  unsatisfactory  stones  were  found  to 
be  all  high  in  silica.  The  analysis  of  a  stone  burning  to  a  particularly 
unsatisfactory  oxide  was  as  follows : 

CaO  MgO  Si02  R203  L.O.I. 

29.15  20.00  6.10  .55  44.50 

This  stone  was  classified  by  the  quarry  men  as  a  water  lime.  Whether 
there  is  a  calcium  silicate  formed  at  such  a  low  temperature  (under  850° 
C)  seems  to  be  problematical,  but  worthy  of  investigation.  We  have  not 
been  able  to  make  a  satisfactory  cement  from  any  ore  containing  more  than 
4  per  cent  Si02. 

Method  of  Burning 

The  calcination  of  the  ores  was  carried  out  in  two  different  types  of 
retorts;  the  chamber  containing  the  ore  in  the  one  case  being  of  wrought 
iron  and  in  the  other  of  a  fire  clay  body.  The  gas-tight  chamber  contain- 
ing the  ore  was  so  constructed  as  to  give  perfect  control  of  the  atmosphere 
within.  A  tube  leading  from  the  retort  beneath  a  water  seal  kept  the  pres- 
sure of  the  carbon  dioxide  inside  the  retort  at  one  atmosphere.  The  seal 
indicated  when  the  calcination  was  completed  by  a  slowing  down  and 
final  cessation  of  evolved  gas.  The  retort  was  heated  externally  by  natural 
gas  in  a  suitably  constructed  furnace.  The  temperature  of  the  furnace  was 
carefully  regulated  within  25°  of  any  desired  temperature.  The  two  cal- 
cining chambers  had  a  capacity  of  one-half  and  one  and  one-half  tons, 
respectively.  The  time  necessary  for  the  calcination  in  both  cases  was 
from  10  to  12  hours. 

In  all  about  15  tons  of  material  was  calcined  at  a  temperature  varying 
from  700  to  800  °C.  Floors  were  laid  using  this  material  together  with 
suitable  filler.  The  material  set  up  in  four  to  five  hours  too  stiff  for 
further  troweling,  was  in  use  the  second  day  after  laying.  These  floors 
have  been  in  service  two  years  and  are  in  perfect  condition  and  giving 
good  satisfaction. 

Stucco 

Realizing  that  an  ore  containing,  when  burned,  only  28  per  cent  of  MgO 
and  as  much  as  70  per  cent  limestone  was  better  suited  for  a  stucco  ma- 
terial than  for  flooring,  where  in  many  cases  as  high  as  50  per  cent  of  MgO 
is  preferred  in  the  final  composition,  experiments  were  undertaken  to  de- 
termine whether  this  material  would  make  a  good  stucco  which  would  re- 
sist the  weather. 
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The  weather  test  outlined  above  was  applied  to  two  dolomites  widely 
different  in  physical  characteristics.  No.  1  and  No.  3  whose  catenation 
curves  are  shown  in  Table  I,  were  chosen,  together  with  a  so-called  Cana- 
dian magnesite  with  the  following  composition. 

MgC03        CaC03         Si02  R2O3 

78.05%      20.10%     1.60%  .70% 

The  ores  were  calcined  at  750°C  in  a  retort  as  described  above  and 
made  up  into  a  stucco  mix.     The  results  of  the  weathering  tests  are  shown 

in  Table  III. 

Table  III 

No.  1        No.  3        No.  4 

Tensile  strength  (14  dnys)  630        825        538 

™*  strength  M5 

Recovered  strength 

The  recovered  strength  of  No.  4  was  remarkable,  No.  1  very  satis- 
factory, while  No.  3,  in  spite  of  its  high  dry  strength,  showed  an  unsatis- 

^hTre'covIry^f  No.  1  and  No.  4  is  superior  to  80  per  cent  of  the  "magne- 
site oxides"  at  present  on  the  market  made  up  in  similar  mixes.  No.  3 
would  probably  prove  to  be  an  unsatisfactory  stucco  material. 

Overburning 

It  was  thought  desirable  to  determine  whether  the  portion  of  the  sam- 
ple in  direct  contact  with  the  hot  walls  was  being  overburned  so  an 
mside  cylinder  was  fixed  within  the  retort  in  such  a  manner  that  the 
portion  In  direct  contact  with  the  hot  walls  could  be  removed  separately 
from  the  portion  in  the  center  of  the  retort.  A  sample  was  calcined  at 
75o"c  in  this  manner  and  the  free  lime  determined  by  the  ammonium 
chloride-potassium  permanganate  titration  process.  It  was  found  that 
the  difference  in  the  free  lime  was  well  within  the  experimental  error  in- 
herent in  the  method.  The  amounts  found  were,  respectively  ,0.36  and 
0.42  per  cent.  Physical  tests  were  run  on  the  two  samples  with  the  fol- 
lowing results. 

Table  IV 

Sample  from  Sample  from 

inner  tube  outer  tube 

«.         i     j.  /.c     r\  4  hrs  4  nrs-  10  min- 

SrjenahgT  ».»%  •« 

Tensile  strength      { 24  hrs.  500  M 

(averages)  1  14  days  825  800 

Weathering  (recovery)  60% 

From  the  above  data  it  is  evident  that  there  was  no  overburning  in  any 
part  of  the  retort. 
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Temperature  Range 

[  Since,  as  previously  pointed  out,  it  is  more  economical  to  calcine  a 
dolomite  at  comparatively  high  rather  than  at  low  temperature,  it  was 
thought  desirable  to  know  the  burning  range  of  any  given  ore.  Accord- 
ingly, three  20-pound  samples  were  calcined  at  temperatures  ranging 
from  700°  to  825  °C.  The  following  table  records  the  results  of  the 
tests: 

Tabu?  V 

700  °C 
Time  of  set  -±  hrs. 

Tensile  strength       [  24  hrs.  480 

lbs.  per  sq.  in.      \  14  days  765 

(averages)  [  28  days  890 

/At  final  set  Nil 

Linear  change  (  48  hours  05% 

Dry  strength  765 


Weathering  ,  Wet  strength  280 

400 


*  '  {  Recovered  strength 


750°C 

825°C 

474  hrs. 

572  hrs. 

520 

470 

800 

805 

910 

875 

Nil 

.05 

.06% 

•  12% 

800 

805 

270 

250 

380 

310 

While  the  burning  temperature  did  not  show  great  effect  on  the  tensile 
strength,  it  did  indicate  that  the  lower  temperatures  gave  a  better  product, 
as  indicated  by  the  change  of  volume,  time  of  set,  and  somewhat  less 
clearly,  in  the  weather  tests.  In  no  case  was  there  more  than  0.45  per 
cent  free  lime  found. 

Whether  these  results  will  be  borne  out  in  practice  can  only  be  proven 
by  time,  but  the  indications  would  point  to  the  use  of  properly  calcined 
dolomite  as  a  source  for  magnesium  oxide  used  in  the  stucco  trade. 

Summary  and  Conclusions 

It  has  been  pointed  out  that:  (1)  Dolomites  can  be  calcined  in  such  a 
way  as  to  liberate  the  magnesium  oxide  and  leave  the  calcium  carbonate 
undecomposed  by  controlling  the  pressure  of  the  carbon-dioxide. 

(2)  Dolomites  having  practically  the  same  chemical  composition  may 
differ  radically  in  physical  constitution,  and  an  explanation  of  the  cause 
is  offered,  i.  e.,  that  some  dolomites  are  solid  solutions  and  others  double 
salts,  while  still  others  are  a  mixture  of  the  same. 

(3)  The  best  temperature  for  calcining  ore  to  be  used  in  a  sorrel  cement 
was  found  to  be  approximately  725-750  °C. 

(4)  Ores  high  in  silica  make  an  inferior  cement. 

Dept.  op  Ceramics 

N.  Y.  Statb  School  op  Ceramics 

Alfred,  N.  Y. 


NOTE  ON  LADLE  BRICK1 

By  D.  A.  Moulton 
ABSTRACT 

Review  of  Literature  on  Ladle  Brick. — (1)  American  ladle  in  which  it  is  stated  no 
chemical  reactions  occur;  (2)  English  ladle  in  which  four  or  five  chemical  reactions 
occur  simultaneously. 

Fusion  Point  of  Ladle  Brick  ranging  from  cones  17  to  30  depending  on  behavior 
of  clay  at  temperatures  below  the  fusion  point. 

Process  of  Manufacture. — Two  processes,  namely  dry  press  and  stiff-mud  with 
preference  for  dry  press.     Modification  of  standard  refractories  is  suggested. 

Review  of  Literature  on  Subject 

Refractory  work2  in  a  steel  department  begins  with  the  lining  of  ladles 
used  in  transporting  the  molten  metal  from  the  blast  furnace  to  a  metal 
mixer,  Bessemer  converter,  or  to  open  hearth  furnaces.  A  practical  lining 
for  such  ladles  consists  of  brick  covered  with  a  rammed  mud  cake  made  of 
six  parts  fire-brick  grog,  two  parts  clay,  and  two  parts  silica  stone.  This 
cake  will  last  forty-eight  hours  continuous  use,  possibly  longer,  and  comes 
out  with  the  "skull."  The  temperature  of  blast  furnace  iron  running  into 
ladle  is  2850  °F,  hence  the  lining  must  be  refractory  enough  to  easily  with- 
stand this  temperature. 

A  charge3  of  forty  tons  of  H.  E.  shell  steel  poured  into  a  ladle  with  two 
casting  nozzles  left  only  fifty-six  pounds  or  less  of  "skull"  when  the  ladle 
was  emptied.  This  ladle  was  unevenly  preheated,  and  four  or  five  reac- 
tions may  be  going  on  simultaneously  in  such  a  ladle,  these  reactions  being 
exaggerated  by  the  unevenly  preheated  ladle. 

The  reactions  are  oxidation,  deoxidation,  colloidal  segregation,  cooling, 
and  definite  change  of  phase  (skull  formation).  This  steel  contained  oxy- 
gen when  tapped  and  had  oxygen  added  to  it  by  the  ladle  lining,  so  a  test 
was  run  to  determine  the  quantity  of  gas  evolved  by  the  ladle  brick  and  the 
quality  of  the  gas,  when  the  sample  was  at  red  heat  in  vacuum  by  a 
Sprengel  pump. 

The  following  is  chemical  analysis  of  this  brick  lining: 

Loss  on  ignition 0 .20 

SiC>2 54 .00     One  hundred  grams  of  this  brick 

A1208 38 .78    sample  only  gave  off  2 .45  cc.  of 

Fe203 5.28     gas  at  767  mm.  at  15 °C. 

CaO 0.30 

KNaO 1.10 

lSt.  Louis  Meeting,  March  1,  1922. 

2  "Refractory  Linings  and  Materials"  by  J.  W.  Haulman,  Blast  Furnace  and  Steel 
Plant,  5,  159  (1917). 

*  "Properties  of  Refractories  Used  in  Steel  Production"  by  Allene  Reynolds, 
Trans.  Ceram.  Soc.  (Eng.),  17,  385  (1917-18). 
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Clays  Used  in  Ladle  Bricks. — The  ladle  bricks  made  in  this  country- 
are  manufactured  from  No.  2  and  No.  3  fire  clays  of  which  following 
analyses  are  typical. 


New   Brighton 
Lower  Kittaning 

New  Jersey 

Aetna  Mine 
W.  Va. 

Kentucky 

Iowa 

English 

Si02 

62.89 

67.26 

57.52 

60.52 

62.49 

61.88 

AI2O3 

21.49 

23.36 

21.76 

20.99 

24.42 

22.37 

Fe203 

1.81 

1.63 

3.41 

3.41 

1.45 

3.00 

CaO 

0.38 

0.25 

0.60 

0.21 

0.29 

0.32 

MgO 

0.56 

0.88 

0.14 

0.08 

0.44 

Alkalies 

0.29 

0.65 

3.60 

2.85 

2.41 

NaO  0.36 
KO  1.42 

Ti02 

1.03 

0.83 

1.10 

1.19 

1.14 

Ignition 

13.76 

6.94 

8.13 

9.83 

7.35 

8.72 

The  range  of  fusion  of  clays  used  in  making  ladle  brick  and  of  the  brick 
themselves  runs  from  cone  17  to  cone  30.    The  picture  illustrates  a  dry  press 

ladle  brick,  the  upper  half  of 
which  was  not  put  into  fusion 
furnace.  The  lower  half  was 
subjected  to  a  heat  treatment 
which  caused  a  cone  made 
from  the  same  brick  to  fuse 
down.  The  brick  was  swelled 
some  and  had  cracked. 

This  brick  in  practice  is  giv- 
ing about  eleven  heats  with 
a  mild  steel  low  in  carbon,  using 
loose  soil  in  bottom  of  ladle 
each  time  it  is  filled.1  As  high 
as  1000  heats  can  be  obtained 
with  a  brick  lining  when  the 
rammed  clay  lining  is  used  to 
FlG-  L  protect  the  brick. 

The  best  ladle  bricks  have  a  fusion  point  of  cone  26  and  give  15  to  20 
heats  and  are  made  without  addition  of  any  sandy  material. 


Methods  of  Manufacture 

Ladle  brick  are  made  by  both  the  stiff-mud  and  the  dry-press  process. 
The  dry -press  brick  have  given  much  better  results  in  ladles. 

Testing  of  Ladle  Brick. — It  is  found  that  the  standard  tests  for  re- 
fractory bricks  are  too  severe  for  ladle  bricks  and  especially  is  this  true  of 

1  Information  furnished  by  H.  V.  Smallwood,  Purchasing  Agent,  Whitaker-Gless- 
ner  Co.,  Portsmouth,  O. 
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the  slag  test.  The  slag  test,  calling  for  exposure  of  five  sides  of  the  brick 
to  the  temperature  of  molton  slag  badly  overfires  the  brick.  The  follow- 
ing heat  treatment  seemed  to  be  best  for  slag  test,  using  open  hearth  slags: 
Bring  the  kiln  up  to  2240°F,  then  put  the  brick  into  furnace;  when 
23BO-*  is  obtained  put  slag  onto  the  brick;  hold  at  2350°F  for  one-half 
hour  This  produces  a  penetration  averaging  0.15  inches  for  brick  made 
of  clay  itself  (mostly  chemical  solution),  while  in  brick  having  an  addition 
of  sandy  material,  the  penetration  averages  0.30  inches,  consisting  of  less 
chemical  solution   and  more  mechanical  penetration  filling  very  small 

crevices  in  the  brick. 

"   In  testing  with  copper  slags  containing  some  metallic  copper,  the  tempera- 
ture of  2150°F  is  used,  and  the  slag  added  and  held  at  this  temperature  for 

three  hours.  .    ,      .    .  ,      .    ,       ., 

This  copper  test  gives  a  penetration  of  0.06  inch  for  brick  of  clay  it- 
self (mostly  chemical  solution),  and  0.36  penetration  in  brick  using  sand 
rock  with  clay,  this  being  mostly  mechanical  penetration. 
The  load  test  is  also  too  severe  for  this  class  of  brick. 
The  usual  spalling  test  employed  in  testing  high  grade  refractories 
(cooling  rapidly  in  water)  is  too  severe.     An  air  blast  on  hot  end  of  brick 
gives  comparative  results  and  permits  of  grading  of  ladle  brick  in  regard  to 
ability  to  withstand  spalling  action.  . 

Since  large  quantities  of  ladle  brick  are  used  every  year,  it  is  desirable 
to  have  special  specified  test  for  this  particular  type  of  refractories. 


Iowa  State  College 
Ames,  Iowa 


I.     THE  USE   OF  PULSICHROME   FROM  A  MANUFACTURER'S 

STANDPOINT 

By  Ernest  Clark 

ABSTRACT 

I.  Two  papers  setting  forth  the  advantages  of  the  pulsichrometer  for  applying 
glazes,  followed  by  discussions.  In  the  pressing  room  the  use  of  the  pulsichrometer 
gives  a  uniform  appearance;  rapid  application  and  pleasing  effect  in  one  operation  in 
slipping  department;  eliminates  the  necessity  for  re- burns  in  the  kiln  department; 
handled  with  greater  speed  in  the  fitting  department. 

II.  The  advantages  of  the  pulsichrometer  versus  the  old  method  of  applying 
glazes  are  the  better  production  of  colors  and  elimination  of  the  "human  element." 
Closer  cooperation  is  expected  between  the  terra  cotta  manufacturer  and  the  architect. 

The  advantages  of  the  use  of  pulsiehrome  are  many,  and,  so  far,  its 
disadvantages  have  to  be  discovered.  As  different  experiments  are  tried 
from  time  to  time,  newer  and  better  results  appear,  and  it  would  seem  as 
though  a  promising  future  lies  ahead  for  the  terra  cotta  manufacturer  in 
this  new  method  of  applying  the  finish  to  the  surface  of  the  ware. 

The  first  immediate  benefits  of  the  use  of  pulsiehrome  become  apparent 
in  the  pressing  room.  The  work  turned  out  by  a  novice  in  the  art  of  press- 
ing after  it  has  been  sprayed  by  the  pulsichrometer,  shows  as  good  a 
result  as  that  turned  out  by  a  more  experienced  hand.  The  only  neces- 
sities are  that  the  ware  be  pressed  out.  The  only  finishing  practically 
necessary  is  to  remove  the  seam  of  the  mould,  and  of  course  to  see  that  the 
piece  is  straight  and  true.  The  pulsichrometer  gives  the  ware  a  very  uniform 
and  pleasing  appearance,  which  is  all  the  more  emphasized  when  the 
terra  cotta  is  set,  and  the  building  completed. 

In  the  slipping  department  further  benefits  are  to  be  found.  Under  the 
old  method  of  working,  the  slip,  or  enamel,  was  applied  with  an  air  brush 
and  it  was  very  essential  that  the  workmen  handling  these  air  brushes 
should  be  highly  proficient  and  skilful,  so  as  to  know  when  they  had  just 
the  right  amount  applied.  Again  only  one  color  could  be  applied  at  a 
time.  With  the  pulsichrometer,  any  ordinary  intelligent  workman  can 
be  taught  in  a  very  short  time  to  obtain  a  good  result,  for  the  machine 
gauges  the  amount  of  enamel  applied,  and,  at  the  same  time,  the  desired 
effect  is  obtained  by  the  regulation  of  air  pressure,  thereby  making  the 
general  effect  consistent  and  similar  throughout.  Whereas  it  formerly 
took  several  operations  to  arrive  at  the  final  result  in  the  slipping  depart- 
ment, the  pulsichrometer  now  obtains  a  better  and  more  pleasing  effect 
on  one  operation  and  the  application  is  as  rapid  as  with  a  plain  enamel 
coating. 

The  greatest  advantage  of  the  pulsichrometer,  however,  is  to  be  found 
in  the  kiln-burning  department.  Experience  has  shown  that  pulsichromed 
ware  comes  from  the  kiln  100  per  cent  good,  making  it  unnecessary  to 
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have  any  re-burns  at  all,  therefore  delivering  it  to  the  fitting  department, 
the  job  complete,  and  at  a  given  time.  Formerly,  as  is  well  known  with 
straight  enamels,  the  kiln  burning  department  often  got  results  which  were 
unexplainable  despite  the  fact  that  the  greatest  care  and  attention  had 
been  exercised  in  the  burning  of  the  kilns.  There  seems  to  be  an  unlimited 
leeway  allowable  in  the  burning  of  the  pulsichromed  ware. 

In  the  fitting  department  the  ware  which  has  been  under  the  pulsi- 
chrometer  can  be  handled  with  greater  speed  in  the  assembling  of  the  work 
than  was  formerly  the  case  due  to  the  fact  it  is  unnecessary  to  shade  the 
ware.  Even  in  cases  where  a  piece  of  ware  has  become  fire-flashed  all 
that  is  necessary  to  do  is  to  sand-blast  the  surface  lightly,  and  the  effect 
of  the  whole  becomes  quite  uniform.  There  is  ho  such  a  thing  as  a  crazed 
or  blistered  piece  where  pulsichrome  has  been  used,  and  spalling  is  unknown. 
Pinholes  will  occasionally  appear,  as  of  yore,  but  the  effect  of  the  appli- 
cation of  pulsichrome  is  such  that  the  pinholes  are  neutralized  to  such 
an  extent  that  the  general  aspect  of  the  surface  is  not  impaired  thereby. 

Minor  chipping  sometimes  occurs  in  transit,  and  this  is  less  noticeable 
on  the  building  than  in  plain  colors.  In  putting  polychrome  colors  on 
pulsichrome  pieces  it  is  unnecessary  in  most  cases  to  do  any  brushing 
off,  which  causes  considerable  saving  in  this  department. 


The  American  Terra  Cotta  and  Ceramic  Co. 
Terra  Cotta,  III. 


II.  PULSICHROMETER  vs.  OLD  METHOD  OF  APPLYING  GLAZES 

By  L.  M.  Munshaw 

For  some  time  it  has  occurred  to  most  of  us  who  are  striving  to  match 
or  produce  colors  for  terra  cotta,  that  there  must  evolve  some  method  of 
producing  color  and  texture  other  than  the  old  way  of  taking  new  colors 
and  working  them  in  with  other  colors  to  get  a  desired  effect. 

Many  colors  produced  by  the  old  method  were  obtained  by  the  applica- 
tion of  several  speckles,  sometimes  as  many  as  four,  upon  either  the  body 
or  some  undercoating.  It  required  much  work  for  the  laboratory  to 
prepare  the  numerous  colors,  as  well  as  a  great  amount  of  work  in  their 
application.  This  application  required  a  number  of  men  experienced 
and  proficient  in  this  line  of  work  because  the  amount  of  colors  applied 
depended  largely  upon  the  pressure  exerted  by  the  thumb  and  fingers  of 
the  men  on  the  hose  carrying  the  enamel  or  slip.  In  working  around 
ornament  it  was  necessary  to  keep  the  hose  well  pinched  together  so  as  not 
to  get  too  much  color  on  the  ornamental  material.  With  the  greatest  of 
care  considerable  variation  in  color  resulted,  even  at  the  best.  This  was 
inevitable  because  the  hand  naturally  became  weaker  as  the  day  progressed, 
allowing  more  enamel  to  flow  through  the  hose  than  at  the  earlier  part  of 
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the  day.  Then  again  the  personal  element  had  to  be  contended  with, 
for  no  two  workmen  handled  the  hose  in  the  same  manner  or  with  the  same 
maintained  finger  pressure. 

Now,  by  the  use  of  the  pulsiehrometer,  all  this  guess  work  and  un- 
determined conditions  are  done  away  with,  and  as  in  modern  machinery, 
the  matter  of  "human  equation"  does  not  enter  into  the  operation.  Air 
pressure,  size  of  hose,  construction  of  nozzle  plates,  speed  of  machine,  etc., 
are  all  recordable  conditions  and  determine  the  tone  color  and  texture  of 
the  result.  Once  a  color  is  established,  with  this  precise  data  at  hand, 
it  can  always  be  duplicated  with  a  certainty  not  reached  by  old  methods, 
and  the  knowledge  and  control  of  these  conditions  make  it  possible  to 
reduce  the  samples  necessary  to  run. 

To  obtain  a  desired  color  and  effect  for  matching  a  certain  brick,  stone, 
or  granite,  we  take  two  or  three  of  their  predominating  color  tones  and 
apply  corresponding  slips  or  enamels  simultaneously  with  the  pulsiehrom- 
eter. In  every  case  the  result  is  a  color  that  matches  or  harmonizes.  In 
fact,  so  acceptable  have  been  the  results  obtained  by  the  pulsiehrometer, 
that  clients  now  ask  for  colors  that  harmonize,  rather  than  for  those  which 
match  or  imitate. 

Discussion 

Mr.  Tucker: — Do  you  vary  your  speed? 

Mr.  Ernest  Clark  : — In  regard  to  varying  the  speed,  I  think  there  were 
some  machines  put  out  which  ran  faster  than  the  uniform  speed,  but  I 
think  now  they  are  all  the  same.  Ours  all  run  practically  on  the  same 
speed. 

Mr.  McMichael: — I  think  we  began  using  the  pulsiehrometer  before 
the  motor  was  developed  up  to  the  point  it  is  now.  We  had  difficulty 
with  this  motor,  and  since  we  were  several  thousand  miles  away,  it  was 
difficult  to  send  for  parts.  We  experimented  with  a  flexible  shaft  on  this 
motor.  The  first  two  shafts  twisted  in  two  pieces  in  about  five  minutes, 
but  we  finally  secured  a  flexible  shaft  with  which  we  had  no  trouble. 

Mr.  Albery: — Our  experience  with  the  pulsichrome  machine  has 
been  the  same  as  Mr.  McMichaels's.  We  had  been  having  a  lot  of  trouble 
with  the  mechanical  operation  of  the  thing,  probably  due  to  the  current 
that  we  used.  The  best  machine  that  we  have  had  is  a  one  lung  machine 
out  of  which  we  took  one  of  the  coils.     Since  then  it  has  been  running  fine. 

Mr.  W.  D.  Gates: — Using  this  machine  has  cured  many  troubles  we 
had  in  the  old  process  in  which  the  application  varied  not  only  when  ap- 
plied by  different  individuals  but  with  the  same  man  from  day  to  day,  for 
as  his  mood  changed  so  did  his  manner  of  application. 

A  record  of  the  setting  of  the  machine  can  be  accurately  reproduced 
even  after  the  lapse  of  a  long  interval. 
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Then  too,  the  colors  being  all  applied  at  once,  all  of  the  same  consistency 
and  wet,  not  only  give  spots  of  each  color,  but  in  their  mingling  to  an  ex- 
tent give  other  tints;  in  the  many  cases  even  new  shades  of  color.  Its 
use,  has  saved  us  money,  labor  and  annoyance  and  furnished  great  sat- 
isfaction to  our  customers. 

Mr.  Gladding: — In  connection  with  this  matter  I  would  like  to  say 
that  in  the  past  year  we  have  just  completed  two  jobs  using  about  a 
thousand  tons  of  pulsichrome.  We  had  very  good  results  by  using  two 
glazes,  one  a  brown,  and  the  other  a  cream  color,  one  containing  tin  oxide 
and  the  other  containing  chromium.  The  combination  of  these  glazes 
where  they  happened  to  be  built  up  in  just  the  right  combination  will 
give  a  splash  of  pink,  make  a  three  color  combination  giving  a  very  de- 
lightful effect.     I  was  very  much  pleased  with  it. 

Mr.  Albery: — I  believe  that  several  of  the  benefits  claimed  by  Mr. 
Clark  are  benefits  that  are  to  be  derived  from  the  use  of  any  mottled 
color  regardless  of  the  methods  of  application.  Very  little  finishing  is 
necessary  on  well-dressed  terra  cotta  that  is  to  receive  a  mottled  color. 
Any  mottled  color  will  "pass"  with  a  small  variation  which  would  ordi- 
narily be  objectionable  in  a  plain  color.  Slight  defects,  such  as  pinholes, 
small  blisters,  small  chips,  etc.,  are  not  as  noticeable  in  a  mottled  color  as 
in  a  plain  color. 

I  believe  that  the  real  benefits  in  the  use  of  the  pulsichrome  machine  are : 
(1)  The  new  color  effects  made  possible  by  its  use.  (2)  The  saving  in 
the  spraying  department,  where  the  work  that  would  ordinarily  require 
three  experienced  men  can  be  done  by  one  man  of  less  experience. 

Mr.  H.  E.  Davis: — I  can  agree  with  Mr.  Clark  that  pulsichrome  effects 
a  saving  in  the  pressing  and  finishing  and  also  in  the  fitting  departments. 
But  as  Mr.  Albery  has  brought  out,  this  is  likewise  true  of  any  mottled 
color.  However,  there  is  one  statement  to  which  I  must  take  exception: 
"There  is  no  such  thing  as  a  blistered  piece  where  pulsichrome  has  been 
used,  and  spalling  is  unknown."  There  is  no  machine,  nor  will  there  ever 
be  one  which  will  prevent  blistering,  as  that  is  something  which  is  en- 
tirely beyond  the  scope  of  any  spraying  apparatus. 

As  for  spalling,  I  should  like  to  ask  Mr.  Clark  how  he  figures  that  this 
will  be  cured  by  the  use  of  the  pulsichrometer.  As  spalling  does  not  usually 
become  evident  until  a  few  years  of  weathering  have  had  their  effect,  it 
may  be  quite  possible  that  to  date,  spalling  on  pulsichromed  terra  cotta 
"is  unknown,"  but  I  see  no  reason  why,  in  the  next  few  years,  it  may  not 
be  brought  to  light  the  same  as  on  any  of  the  usual  enameled  ware. 

By  F.  B.  Ortman1  (Communicated) : — It  would  be  very  interesting  if 
we  could  add  to  this  series  of  papers  on  the  pulsichrometer,  a  paper  dealing 
1  Received  Aug.  31,  1922. 
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with  pulsichrome  material  from  the  architect's  point  of  view.  There  is 
no  doubt  that  pulsichrome  material  appeals  instantly  to  a  large  majority 
of  the  architects  who  are  anxious  to  develop  something  new  in  color  and 
texture  effects  for  building  facades. 

A  very  considerable  proportion  of  the  architects,  at  least  those  doing 
business  in  Southern  California,  frequently  specify  pulsichrome  material 
and  are  already  sufficiently  well  informed  as  to  the  character  of  the  sur- 
face and  texture  produced  as  not  to  be  satisfied  with  mottled  and  granite 
textures  formerly  produced  by  the  method  of  superimposing  one  color 
upon  another. 

The  force  with  which  the  particles  of  slip  or  glaze  strike  the  piece  is 
undoubtedly  one  of  the  most  important  features  of  the  machine,  as  it  re- 
sults in  a  blending  of  colors  and  an  enlargement  of  scale  which  can  not  be 
produced  by  any  other  method  known  to  the  writer. 

The  soft  feeling  produced  by  carefully  selected  colors  applied  with  the 
pulsichrometer  is  eagerly  sought  after  by  most  present  day  architects. 
Furthermore,  the  distinctive  effect  produced  stamps  the  material  at  once  as 
terra  cotta  being  used  entirely  on  its  own  merits,  neither  imitating  other  ma- 
terial nor  capable  of  being  imitated  in  other  material.  On  the  other  hand, 
there  are  still  some  architects  who  do  not  take  to  the  pulsichrome  effect 
considering  it  somewhat  of  a  fad  and  in  keeping  with  the  "jazzy"  tenden- 
cies of  the  times,  and  insist  that  in  a  very  short  time  architects  will  soon  re- 
vert to  the  plain  slips  and  glazes.  Whether  they  will  or  not  lies  very  largely 
with  the  manufacturers  themselves.  If  they  put  out  samples  and  ma- 
terial in  clashing  colors  and  loud  unpleasing  contrasts,  pulsichrome  ma- 
terials will  very  soon  be  in  discard.  Too  much  care  can  not  be  exerted 
on  the  part  of  the  manufacturer  in  submitting  only  those  pulsichrome 
effects  which  are  made  up  of  pleasing  natural  blends  of  tints  and  shades 
rather  than  riotous  hodge-podges  of  color. 

Another  objection  sometimes  raised  is  that  the  pulsichrome  material 
prevents  the  proper  registration  or  reading  of  the  ornament.  This,  the 
writer  believes  to  be  more  fancied  than  real.  If  the  color  contrast  is  not 
severe  and  if  the  modeler  in  executing  this  work  bears  in  mind  that  the 
same  is  to  be  finished  with  pulsichrome  material,  the  final  result  can  be 
made  even  more  pleasing  by  being  rendered  soft  and  harmonious.  Here 
again  the  manufacturer  must  take  a  great  deal  of  responsibility  in  not 
permitting  pulsichrome  finishes  to  be  used  on  enrichment  not  adaptable  to 
such  a  finish. 

As  regards  the  practical  considerations  surrounding  the  use  of  the 
machine  in  the  plant,  the  writer's  experience  with  the  machine  would  not 
justify  him  in  agreeing  with  all  that  has  been  said  by  the  authors  of  these 
two  papers.  The  machine  has  some  very  serious  faults,  the  chief  of  which 
seems  to  be  the  unreliability  of  the  small  motors  with  which  they  are 
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equipped.  In  our  experience,  it  very  rarely  happened  that  the  machine 
would  hold  up  in  continuous  operation  for  very  many  days  without  having 
to  be  taken  apart  and  rather  extensive  repairs  and  replacements  made. 
Probably  some  of  this  trouble  is  due  to  the  varying  electric  currents 
under  which  the  machine  is  called  upon  to  operate  in  different  parts  of 
the  country,  but  nevertheless,  this  is  a  distinct  weakness  which  the  pat- 
entee should  make  every  effort  to  overcome,  in  order  to  keep  its  popularity 
from  waning. 

The  writer  does  not  agree  with  Mr.  Clark  that  the  pulsichrometer  makes 
the  work  pressed  by  a  novice  the  equal  of  that  pressed  by  an  experienced 
man.  It  is  true  that  very  much  less  finishing  is  required  when  the  pul- 
sichrometer is  used,  but  nothing  in  the  way  of  surface  finish  can  correct  or 
cover  up  poor  pressing. 

Furthermore,  in  our  experience,  there  has  been  no  saving  in  time  what- 
ever in  the  spraying  of  pulsichrome  material  over  the  old  method  of  spray- 
ing mottled  ware,  due  to  the  fact  that  the  time  saved  in  the  applica- 
tion of  three  slips  simultaneously  is  considerably  more  than  lost  by  the 
breakdowns  that  are  constantly  occurring  in  the  pulsichrometer  itself. 

Neither  can  we  agree  with  his  statement  that  "pulsichrome  ware  comes 
from  the  kiln  100  per  cent  good,  making  it  unnecessary  to  have  any  re-burns 
at  all."  It  is  true  that  the  nature  of  the  surface  permits  the  use  of  con- 
siderable material  having  minor  glaze  defects  such  as  slight  crawls,  pin- 
holes, etc.,  that  would  not  be  permissible  in  plain  ware,  but  there  is  still 
as  much  tendency  toward  variation  in  shade  due  to  kiln  burning  condi- 
tions in  pulsichrome  ware  as  in  any  other  ware,  and  this  variation  is  al- 
ways sufficient  to  make  it  absolutely  essential  that  a  certain  amount  of 
shading  and  selecting  be  done  in  the  fitting  department. 

In  general,  the  writer  would  say  that  the  advent  of  the  pulsichrometer 
was  a  distinct  addition  to  the  terra  cotta  industry  in  that  it  has  enhanced 
the  architects'  opinion  of  the  material  by  making  it  possible  for  him  to  se- 
cure effects  not  hitherto  available.  It  has  also  helped  in  a  small  measure 
to  solve  some  of  the  manufacturers'  problems  in  getting  out  certain  classes 
of  work,  but  like  most  new  machines,  there  is  still  a  great  room  for  improve- 
ment from  a  mechanical  standpoint,  and  even  when  operating  efficiently, 
it  can  by  no  means  be  considered  a  panacea  for  all  ills  of  pressing,  spraying 
and  kiln  burning  departments. 


THE  EFFECT  OF  SOME  FLUXES  ON  THE  ABSORPTION  AND 
TRANSVERSE    STRENGTH    OF    A    TERRA    COTTA    BODY1 

By  E.  C.  Hill 
ABSTRACT 
The  results  show  the  effect  on  the  absorption  and  transverse  strength  of  a  terra 
cotta  body  by  the  addition  of  various  material  used  as  possible  fluxes. 

Introduction 

In  compounding  terra  cotta  bodies,  it  is  customary  to  control  such 
properties  as  shrinkage,  absorption  and  transverse  strength  by  varying  the 
amount  of  open  and  tight  burning  clays  in  the  body,  or  by  varying  the 
amounts  of  porous  grog.  When  it  is  necessary  to  lower  the  absorption 
and  increase  the  strength  of  a  body  the  tight  burning  clays  are  increased 
or  vitrified  grog  is  substituted  for  porous  grog.  The  addition  of  other 
materials  to  the  body  to  accomplish  the  same  result  is  not  practiced  to 
any  extent.  The  addition  of  some  material  to  act  as  a  flux  in  the  body 
might  be  advantageous  in  some  cases. 

A  small  series  of  tests  was  made,  using  some  of  the  common  materials 
which  it  was  thought  might  lower  the  absorption  and  increase  the  strength. 

Table  I 

Modulus 
Linear  Per  cent  of  rupture, 

No.  Composition  fire  shrinkage      absorption        lbs.  sq.  in. 

Clay  Mixture 6.43  5.15  3474 

Body  Mixture  (no  flux) 2.34  15 .97  1518 

1  5%  Maine  Feldspar 3 .00  14 .68  1486 

2  10%  Maine  Feldspar 4.01  11.69  1905 

3  5%  Albany  Slip 3.38  15.63  1590 

4  10%  Albany  Slip 4.12  12 .90  1732 

5  2.5%  Powdered  Glass 2 .81  14 .84  1489 

6  5.0%  Powdered  Glass 3 .37  12 .70  1687 

7  2.5%  White  Lead 2.44  15.79  1372 

8  5.0%  White  Lead 2.88  15.03  1461 

9  1 .25%  Cryolite 2.80  15.54  1339 

10  2.5%  Cryolite 3.39  13.41  1426 

11  1.25%  Whiting 3.04  15.60  1618 

12  2.5%  Whiting 2.57  16.77  1503 

13  5. 0%  Whiting 2.47  17.91  1545 

14  2.5%0  Fluorspar 2.21  17.03  1275 

15  5.0%)  Fluor  spar 2.48  16.49  1326 

16  1.25%  Magnesium  Carbonate 2.21  16.87  1269 

17  2 .5%  Magnesium  Carbonate 2 .56  17 .21  1240 

18  5.0%  Magnesium  Carbonate 1.76  17.55  1152 

19  5.0%  Furnace  Slag 2.26  15.68  1361 

20  10 .0%  Furnace  Slag 2 .60  13  .45  1407 

21  2.5%  X  Flux 2.61  14.09  1685 

22  5.0%  X  Flux 3.44  9.55  2032 

1  Terra  Cotta  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 
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The  body  used  consisted  of  four  clays  and  contained  two  parts  of  clay  to 
one  of  porous  grog.  A  sufficient  amount  of  clay  and  grog  for  the  series 
was  prepared  by  grinding  the  clay  and  grog  separately  to  pass  a  16-mesh 
screen.  Sixteen  pounds  of  clay  and  eight  pounds  of  grog  were  combined 
for  each  body,  to  which  was  added  the  flux.  The  whole  was  mixed  by 
hand,  water  added  and  the  mix  thoroughly  wedged. 

Five  trials  7  X  3j^  X  2  inches  of  each  body  were  made  from  which  the 
linear  shrinkage  was  measured.  Ten  trials  8  X  llA  X  1  inch  of  each 
body  were  made  for  determining  transverse  strength.  All  trials  were 
fired  at  cone  6  in  a  terra  cotta  kiln. 

The  transverse  strength  trials  were  broken  in  an  Olsen  Shot  Transverse 
Strength  Machine  with  a  6-inch  span.  The  cross-sections  of  the  broken 
pieces  were  measured  and  the  modulus  of  rupture  calculated  by  the  usual 
formula.  The  absorption  was  determined  on  the  broken  transverse 
strength  trials,  using  pieces  about  2  inches  long.  They  were  boiled  two 
hours,  completely  immersed. 

The  results  given  in  the  following  table  are  the  average  of  five  trials  for 
linear  firing  shrinkage,  ten  for  transverse  strength  and  four  for  absorption. 

Materials  Tested 

Feldspar. — Feldspar  could  be  used  as  a  flux  in  a  body  in  amounts 
from  five  to  ten  per  cent.  Feldspars  other  than  Maine  could  be  had  with 
a  somewhat  greater  fluxing  effect.  Off-colored  feldspars  could  be  used 
for  this  purpose  if  they  were  finely  ground. 

Albany  Slip. — This  material  is  not  as  effective  as  feldspar.  In  these 
tests,  it  was  ground  to  pass  a  160-mesh  screen.  If  ground  finer,  its  effective- 
ness would  likely  be  increased  somewhat.  It  has  a  disadvantage  of  dark- 
ening the  body  color  and  increasing  the  drying  shrinkage. 

Powdered  Glass. — This  material  is  somewhat  more  effective  than 
feldspar.  If  it  could  be  obtained  at  a  price  that  would  warrant  its  use  in 
terra  cotta  bodies,  it  would  seem  to  offer  better  possibilities  than  any  other 
material  tested.  It  is  likely  that  by  grinding  cullet  or  scrap  glass  at  the 
plant,  it  would  be  available  at  a  reasonable  price.  It  would  have  to  be 
ground  to  a  fine  mesh  to  prevent  injury  to  workmen. 

White  Lead. — This  material  does  not  seem  to  be  very  active  in  the 
body,  although  it  is  an  effective  flux  in  glazes  and  slips  containing  feldspar. 
It  would  be  too  expensive  for  this  purpose. 

Cryolite. — This  is  an  effective  flux  but  too  expensive  for  the  purpose. 

Whiting  and  Fluorspar. — Additions  of  whiting  up  to  5  per  cent  in- 
crease the  absorption,  but  do  not  appreciably  lower  the  strength,  while 
additions  of  fluorspar  increase  the  absorption  and  lower  the  strength. 
Whiting  acts  as  a  flux  in  glazes  and  slips  containing  feldspar. 
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Magnesium  Carbonate. — Heavy  magnesium  carbonate  was  used. 
Additions  of  magnesium  carbonate  increased  the  absorption  and  lowered 
the  strength.  Magnesium  carbonate  is  a  very  active  flux  in  porcelain 
bodies  at  higher  temperatures.1 

Furnace  Slag. — This  material  was  obtained  from  the  New  England 
vSlag  Company  through  the  courtesy  of  Mr.  R.  H.  Minton.  The  lumps 
were  broken  up  and  ground  to  pass  a  4Q-mesh  screen.  Addition  of  10 
per  cent  lowered  the  absorption,  but  did  not  appreciably  increase  the 
strength.  Finer  grinding  would  increase  the  effect  of  the  furnace  slag 
additions.  The  sample  tested  could  not  be  used  in  a  terra  cotta  body  on 
account  of  the  iron  impurities,  but  it  is  said  that  slag  free  from  iron,  can 
be  obtained. 

X  Flux. — This  material  was  submitted  for  this  purpose.  It  is  a  by- 
product containing  soda,  alumina,  silica  and  about  4  per  cent  of  iron.  The 
composition  is  not  known.  It  is  very  effective  as  a  flux  but  could  not  be 
used  on  account  of  its  iron  impurities. 

Conclusions 

Any  of  the  materials  used  that  tended  to  flux  the  body  would,  no  doubt, 
have  been  more  effective  if  ground  with  the  clay  in  a  ball  mill,  but  this 
method  would  have  given  a  more  intimate  mixture  than  could  be  secured 
by  the  usual  method  of  preparing  terra  cotta  bodies  in  which  the  clay  is 
ground  in  a  dry  pan. 

The  alkali  salts  probably  have  as  great  a  fluxing  action  on  terra  cotta 
clays  as  any  other  materials  that  could  be  employed,  but  they  can  not  be 
used  on  account  of  their  tendency  to  form  a  scum  on  the  surface  of  the 
ware.  Insoluble  materials,  containing  a  considerable  amount  of  alkali  and 
which  do  not  contain  impurities  that  would  discolor  the  ware,  would  ap- 
pear to  be  the  most  desirable  fluxing  materials.  In  this  series  of  experi- 
ments, these  materials  are  feldspar,  powdered  glass  and  cryolite.  The 
last  mentioned  is  too  expensive  for  this  purpose.  Since  ordinary  glass  is 
more  fusible  than  feldspar  and  contains  more  alkali,  it  would  seem  to  be 
preferable  to  feldspar,  that  is  if  it  is  as  economical  to  use. 

Whether  or  not  there  is  any  advantage  in  using  a  flux  in  a  body  would 
depend  largely  upon  the  tight  burning  clays  or  vitrified  grog  available. 
Where  these  are  available  at  reasonable  cost,  there  does  not  seem  to  be  any 
advantage  in  using  a  flux.  By  using  a  flux,  however,  a  wide  range  of 
bodies  are  possible  without  the  use  of  vitrified  grog.  If  vitrified  grog  were 
to  be  used  generally,  it  would  be  difficult  likely,  to  obtain  an  adequate 
supply. 

Conkling-Armstrong  Terra  Cotta  Co. 
Philadelphia,  Penna. 

1  Riddle,  Jour.  Amer.  Ceram.  Soc,  2,  812  (1919). 
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Discussion 

Mr.  C.  W.  Hill: — This  is  a  subject  which  would  seem  to  merit  investi- 
gation. If  a  metallurgical  flux  were  found  which  is  suitable,  one  would 
of  course  have  to  be  certain  that  its  composition  is  fairly  constant.  Some 
fluxes  vary  considerably  from  batch  to  batch  and  trouble  might  arise  from 
this  source.  In  connection  with  the  use  of  glass  I  wonder  whether  there 
is  any  danger  in  course  of  time  of  devitrification  of  the  glass.  If  this  took 
place  and  the  glass  were  acting  as  a  bond,  the  body  would  tend  to  disinte- 
grate. 

Mr.  Minton  : — Mr.  Chairman,  I  thought  that  this  by-product  would  be 
a  very  interesting  thing  to  experiment  upon  for  that  reason.  .  It  would 
seem  to  me  that  the  question  of  the  fineness  of  the  glass  that  is  used  ought 
to  be  considered. 

Mr.  C.  W.  Hill: — Of  course,  glass  has  a  strong  fluxing  action  on  clay 
and  it  is  possible  that  the.  composition  after  firing  would  be  so  changed 
that  the  resulting  product  would  no  longer  have  the  properties  of  glass. 

Mr.  Hottinger: — Low-fusing  clays  can  be  used  to  produce  denser 
bodies.  However,  they  are  usually  red  burning  and  will  darken  the 
bodies  in  which  they  are  used.  This  is  not  always  objectionable  and  some 
of  these  red  burning  fusible  clays  very  often  have  a  small  iron  content  and 
do  not  color  the  body  very  much  so  that  we  have  here  a  cheap  source  of 
material  for  hardening  bodies.  Many  of  these  red  clays  have  a  very  much 
lower  softening  point  than  the  Albany  slip  clay  used  in  Mr.  Hill's  experi- 
ment and  will  therefore  have  a  much  more  powerful  effect  on  the  strength 
of  the  body.  Many  of  the  shales  can  be  used  for  this  purpose  since  they 
do  not  add  any  difficulty  in  drying  or  to  the  processing  of  the  ware. 

By  C.  W.  Hill: — (Communicated).  From  a  research  standpoint  it 
would  be  interesting  to  study  the  effect  of  these  fluxes  on  the  structure  of 
the  body.  Possibly  this  could  be  done  microscopically.  It  would  also  be 
interesting  to  study  the  action  of  the  various  fluxes  on  the  individual  clays 
and  grit  in  the  body  in  a  laboratory  way.  Some  indication  of  the  action 
of  the  flux  might  be  determined  this  way. 

By  R.  L.  Clare: — If  it  were  Mr.  Hill's  intention  to  lower  the  absorp- 
tion and  increase  the  strength  by  this  investigation,  I  think  it  would  be 
much  more  practical  to  use  low  burning  clays  as  the  flux.  I  have  found 
that  clays,  like  the  Brazil,  Ind.  clay,  when  added  to  a  terra  cotta  body  of 
the  eastern  type  and  burned  to  cone  6,  are  a  very  effective  flux.  In  this 
manner,  you  are  not  adding  a  foreign  non-plastic  substance  which  mate- 
rially affects  the  plasticity  and  working  qualities  of  the  body.  From  the 
factory  standpoint,  the  introduction  of  an  artificial  flux,  as  suggested  by 
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Mr  Hill,  is  liable  to  have  a  very  serious  effect  upon  the  warpage  of  the 
body  during  firing.  If  5  per  cent  of  such  a  flux  were  added,  the  grog  usen 
would  have  to  be  reduced  proportionately  in  order  to  maintain  the  same 
plasticity  and  working  properties.  It  is  not  hard  to  predict  the  result  of 
such  a  change  on  full  sized  burned  pieces.  A  serious  increase  in  warpage 
is  bound  to  occur. 
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ORIGINAL  PAPERS 

THE  WEATHERING  OF  GLASS  CONTAINERS1 

By  K.  L.  Ford 
ABSTRACT 

Stability  in  storage  is  a  requisite  of  commercial  glass.  A  white  film  or  surface 
spotted  with  white  patches  is  frequently  observed  on  glass  that  has  been  in  storage  for 
some  time.  These  weathering  effects  can  be  produced  artificially  by  several  methods 
which  are  given.  Several  factors,  including  humidity,  have  been  found  to  influence 
the  rate  at  which  weathering  takes  place.  Dipping  in  hydrochloric  acid  before  packing 
retards  weathering  and  paper  properly  used  in  packing  is  effective  in  decreasing  the 
tendency  to  weather. 

Three  classes  of  weathering  effects  are  given  and  illustrated  with  microphotographs. 
Experiments  show  that  continued  boiling  removes  the  weathered  surface. 

The  products  of  weathering  consist  of  crystals  of  soluble  salt  or  salts,  principally 
sodium  carbonate,  and  an  insoluble  film. 

The  lime,  soda,  and  silica  are  found  to  have  the  same  relative  values  in  the  weathered 
material  as  in  the  original  glass,  with  the  addition  of  certain  amounts  of  carbonate, 
moisture,  and  dirt  and  organic  material. 

Weathering  is  largely  dependent  on  solubility.  Glass  showing  the  greatest  re- 
sistance to  weathering  proves  equally  resistant  to  action  of  water  at  temperatures 
and  pressures  above  normal. 

Condition  of  surface  appears  to  influence  the  solubility.  Alumina  increases  the 
resistance  of  glass  to  weathering.  Sodium  carbonate  may  exist  in  glass  after  manu- 
facture and  assist  in  weathering. 

1  Published  by  permission  of  the  Director  of  the  Bureau  of  Standards  of  the  U.  S. 
Department  of  Commerce. 
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Introduction 


Stability  of  Glass  in  Storage. — One  of  the  requisites  of  commercial 
glass  is  stability  in  storage.  Frequently  the  manufacturer  or  the  dealer 
will  find  glassware,  which  has  been  held  in  storage  for  some  time,  covered 
with  a  white  film  or  spotted  with  white  patches.  Attempts  to  wash  the  ware 
prove  futile  and  a  special  treatment  is  necessary.  The  inconvenience  and 
loss  to  the  manufacturer  who  is  required  at  times  to  hold  in  storage  large 
amounts  of  stock  reaches  such  proportion  that  weathering  becomes  an 
important  problem.  The  Glass  Container  Association  in  cooperation  with 
the  Bureau  of  Standards  is  carrying  out  a  study  of  this  question  tending 
toward  the  proper  methods  of  handling  the  present  type  of  commercial 
glass.  The  work  has  been  confined  principally  to  the  composition  of  the 
film  produced  by  weathering  and  a  microscopic  study  of  the  resulting 
changes  in  the  surface  of  the  glass. 

The  occurrence  of  this  breaking  down  of  the  glass  surface  is  not  limited 
to  any  special  condition  of  storage,  but  appears  to  be  very  prevalent.  In 
order  to  illustrate  the  extent  of  weathering,  a  few  examples  will  be  pre- 
sented. Two  cases  representing  the  greatest  difference  in  storage  condi- 
tions are:  (1)  a  beverage  bottle  stored  in  an  open  shed  protected  from 
the  rain  but  subject  to  all  atmospheric  changes  and  (2)  a  druggist's  bottle 
closed  at  the  leer  with  a  cork  stopper,  packed  in  a  heavy  pasteboard  box, 
and  stored  in  a  modern  well-ventilated  warehouse.  The  period  of  storage 
was  approximately  the  same.  Both  bottles  showed  on  the  inside  a  well- 
developed  deposit  which  could  not  be  removed  by  washing.  Another  sam- 
ple of  special  interest  is  that  of  beverage  bottles  manufactured  and  stored 
in  South  America.  These  bottles  were  stocked  in  open  bins  subject  to 
the  action  of  the  sun  and  rain.  The  composition  of  the  glass  was  similar 
to  that  of  the  average  American-made  bottle.  Weathering  had  developed 
to  such  an  extent  that  large  cracks  were  visible  and  several  of  the  bottles 
burst  when  filled  under  pressure.  Occasionally  a  druggist  receiving  per- 
fectly clean  ware  from  the  manufacturer,  which  he  places  in  a  damp  base- 
ment for  storage,  finds,  when  he  opens  the  crates,  severely  weathered 
surfaces. 

Water  as  Agent  Producing  Weathering. — Water  is  generally  assumed 
to  be  the  principal  agent  in  producing  weathering.  This  may  exist  as  mois- 
ture deposited  on  the  surface  from  the  atmosphere  or  drops  of  water  re- 
maining on  the  surface  after  washing.  Successive  cycles  of  condensation 
by  the  heat  of  the  sun  or  other  methods  of  rapid  drying  appear  to  be  quite 
effective  in  producing  weathering.  Such  a  condition  is  realized  when  ware, 
which  has  been  washed  to  remove  the  products  of  grinding,  is  dried  in  a 
steam-heated  room.  In  fact  this  drying  process  has  been  discarded  by 
many  manufacturers  because  of  the  frequent  occurrence  of  white  deposits 
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and  iridescent  areas  on  the  inner  surface  of  the  ware  similar  to  the  effect 
produced  by  weathering.  Ware  dried  slowly  is  generally  free  from  such 
trouble. 

Several  attempts  have  been  made  to  produce  weathering  artificially. 
A  simple  but  effective  method  is  to  place  a  few  drops  of  water  in  the  bottle, 
tightly  close  the  bottle  and  allow  it  to  stand  for  several  days.  Then  by 
repeating  the  procedure  a  sufficient  number  of  times  a  film  of  considerable 
thickness  can  be  obtained.  Similar  results  are  obtained  by  breathing  into 
the  bottle  and  closing  tightly.  Treatment  at  about  G0°C,  in  an  apparatus 
with  thermostatic  control  and  with  an  arrangement  for  blowing  steam 
against  the  surface  of  the  glass  each  day  until  a  condensation  was  produced, 
and  then  allowing  the  surface  to  dry  out,  developed  a  distinct  film  within 
three  weeks.  Glassware  stored  in  a  special  room  where  the  humidity  was 
very  high  and  the  temperature  constant  has  exhibited  deposits  within  a 
month,  while  the  same  ware  stored  in  a  dry  room  has  shown  no  evidence 
of  weathering  even  after  a  period  of  five  months. 

The  manufacturer  has  found  by  experience  that  certain  factors  within 
his  control  appear  to  influence  weathering.  It  has  been  observed  that 
empty  wooden  boxes,  stored  in  the  open,  when  they  become  saturated  with 
moisture  during  rainy  periods,  and  then  filled  with  ware  and  placed  in  dry 
storage,  bring  about  weathering  sooner  than  dry  material. 

Hydrochloric  Acid  Dip  Retards  Weathering. — Certain  commercial 
glass  products  are  dipped  in  hydrochloric  acid  before  packing,  to  retard 
staining  or  weathering.  Tests  carried  out  at  the  Bureau  and  the  exper- 
ience of  several  manufacturers  prove  that  this  treatment  decreases  the  ten- 
dency to  weather.  This  is  not,  however,  an  absolute  preventative,  for  tests 
have  shown  that  after  a  sufficient  period  of  exposure  weathering  does  occur. 

Paper  Retards  Weathering. — The  packing  of  glass  was  considered  a 
possible  factor  in  weathering.  The  materials  used  in  the  construction  of 
the  pasteboard  box  were  held  directly  responsible.  Investigation  of 
composition  indicates  that  no  injurious  effect  could  be  produced  by  any  of 
the  materials  of  the  pasteboard  box  or  of  the  paper  in  which  the  ware  is 
wrapped.  On  the  contrary,  paper  properly  used  has  proved  a  distinct 
advantage  in  preventing  weathering.  Window  glass  is  always  packed  with 
paper  between  the  glass.  While  the  principal  reason  may  have  been  to 
prevent  scratching  of  the  surface,  yet  it  has  been  observed  that  wherever 
the  paper  fails  to  cover  the  glass,  weathering  will  take  place  in  course  of 
time. 

Types  of  Weathered  Glass 

Weathered  glassware  differs  considerably  in  appearance  and  seems  to 
fall  into  three  separate  classes.  This  division  is  purely  arbitrary.  Class  I 
(Fig.  1)  is  usually  observed  on  ware  stored  in  the  open  or  for  considerable 
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Fig.  1. — Weathered  surface  of  green  bottle  glass,  Class  I.     Mag.  X  10. 


Fig.  2. — Advanced  stage  of  weathering,  Class  I.     Mag.  X  3. 
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Fig.  3. — Weathered  glass,  Class  II  (photographed  with  reflected  light).     Mag.  X  3. 
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Fig.  4.— Weathered  glass,  Class  II  (photographed  with  transmitted  light).     Mag.  X  10. 


842 


FORD — THE  WEATHERING  OF 


o  0^ 


Fig.  5.— Weathered  glass,  Class  III.     Mag.  X  3. 


Fig.  6. — Weathered  glass,  Class  III.     Mag.  X    10. 
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Fig.  7a. — Original  weathered  surface.     Mag.  X  250. 


Img   7b.—  Weathered  surface  treated  with  HP.     Mag.  X  2f)0. 
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Fig.  7c— Weathered  surface  after  treatment  with  HC1.     Mag.  X  250. 
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Fig.  7rf.-Weathered  surface  after  dipping  in  boiling  water.     Mag.  X  250. 
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j?IG  7e< — Weathered  surface  after  boiling  in  water  for  one-half  hour.     Mag.  X  250. 
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Fig.  8a. — Original  weathered  surface,  Class  II.     Mag.  X  250. 
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Fig.  8b. — Weath.red  surface  aft.r  boiling  in  water  for  five  minutes. 
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Fig.  9a. — Original  weathered  surface,  Class  III.     Mag.  X  250. 
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pIG   r  J.— Weathered  surface  after  treatment  in  boiling  water  for  1  hour.     Mag.  X  250. 


I 


Fig.  10<z— Original  weathered  surface  (parallel  Nicols).     Mag.  X  230. 
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Fig.  10b. — Original  weathered  surface  (crossed  Nicols).     Mag.  X  250. 
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Fig.  11a. — Glass  containing  moisture  heated  to  350  °C.     Mag.  X  250. 


GLASS  CONTAINERS 


849 


periods  in  warehouses  subject  to  very  wide  and  frequent  changes  in  atmos- 
pheric conditions.  The  characteristic  feature  is  the  heavy  white  deposit 
which  resembles  the  deposit  obtained  by  the  evaporation  of  a  salt  solu- 
tion. Coal  dust,  dirt,  and  other  foreign  matter  are  included  with  the  de- 
posit. Fig.  2  shows  a  very  advanced  stage  of  this  class  of  weathering. 
The  film  has  broken  up  into  small  flakes,  portions  of  which  have  separated 
from  the  glass.  Crystals  deposited  by  the  evaporation  of  the  alkali  solu- 
tion of  the  glass  are  evident  above  the  film.  Class  II  (Figs.  3  and  4) 
consists  of  needle-like  crystals  of  alkali  salts  which  resemble  a  web  in  their 
formation.     No  opaque  film  occurs  in  this  case.     Class  III  (Figs.  5  and  6) 


Fig.  1  It.— Weathered  glass  heated  to  350°C.     Mag.  X  250. 

is,  without  doubt,  the  earlier  stage  of  Class  I  and  is  the  most  common  form 
of  weathering  found  on  commercial  glassware.  Small  circular  deposits 
surrounding  crystals  or  dirt  particles  enable  this  type  to  be  easily  recog- 
nized. There  is  no  continuous  film  on  the  surface  and  the  weathering 
appears  to  be  confined  to  certain  areas. 


Effect  of  Chemicals 
A  microscopic  examination  of  the  effect  of  a  few  simple  reagents  such 
as  might  be  employed  commercially  for  treating  weathered  glassware  has 
been  carried  out  and  the  photomicrographs  taken  at  250  diameters  are 
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presented  to  illustrate  the  effects  of  the  different  reagents.  Fig.  7a  shows 
the  original  weathered  surface  of  a  light  green  beverage  bottle,  a  typical 
Class  I  deposit.  The  bottle  was  stored  in  the  open  but  protected  from  the 
rain.  The  outer  skin  is  broken  up  into  segments  one  of  which  has  separated. 
Fig.  76  illustrates  the  solvent  action  of  hydrofluoric  acid  which  has  attacked 
the  entire  film.  Hydrochloric  acid  dissolves  the  crystals,  but  does  not 
affect  the  film,  as  is  shown  in  Fig.  7c.  When  the  glass  is  dipped  in  boiling 
water  several  times  a  similar  result  is  obtained.  Fig.  Id  is  similar  to  Fig. 
7  c  except  that  the  boiling  water  has  removed  several  portions  of  the  film. 
Continued  boiling  removes  the  entire  deposit  giving  the  clean  surface  of 
Fig.  7e.  The  web-like  deposit  of  Class  II  is  easily  removed  by  a  few  min- 
utes treatment  with  boiling  water.  Fig.  8a  affords  a  more  detailed  view 
of  the  crystalline  formation  of  the  deposit.  Five  minutes'  boiling  proved 
amply  sufficient  to  remove  all  evidence  of  the  deposit  (Fig.  86).  A  drug- 
gist's bottle  which  had  the  characteristic  weathering  of  Class  III  was  se- 
lected as  a  third  sample.  The  deposit  developed  during  a  few  months 
storage  in  a  well-ventilated  modern  warehouse.  In  this  case  is  was  neces- 
sary to  extend  the  boiling  for  almost  an  hour  before  the  surface  became 
entirely  clear.  Figs.  9a  and  96  show  the  surface  before  and  after  treatment 
with  boiling  water. 

Products  of  Weathering 
The  products  of  weathering  are  crystals  of  a  soluble  salt  and  a  film  of 
opaque  material  on  the  surface  of  the  glass.  The  crystals  exist  in  different 
forms  and  frequently  occur  when  no  film  or  formation  of  any  other  mate- 
rial is  evident  as  in  Class  II.  Photomicrographs,  Figs.  10a  and  106,  were 
made  with  the  purpose  of  showing  the  crystal  formation.  This  photo- 
micrograph is  the  same  as  Fig.  7  except  that  polarized  light  was  used. 
The  first  photograph  was  made  with  the  Nicol  prisms  parallel  and  the  re- 
sult is  similar  to  Fig.  7a.  When  the  Nicol  prisms  were  crossed  the  crys- 
tals alone  are  visible  as  white  areas  in  the  photomicrograph.  Chemical 
analysis  has  proved  these  crystals  to  be  principally  sodium  carbonate. 
The  insoluble  film  shown  in  Fig.  2  was  removed  by  brushing  and  its  com- 
position determined  by  chemical  analysis.  Different  analyses  did  not 
check  exactly  owing  to  the  impossibility  of  separating  the  film  from  all 
the  small  particles  of  glass.  The  following  average  of  several  determina- 
tions will  give  an  idea  of  the  composition  of  this  material.  The  lime,  soda, 
and  silica  are  present  in  approximately  the  same  proportions  as  in  the 
glass. 

SiC>2  CaO  Na20  CO2         Moisture,  organic  matter  and  dirt 

66%         7.5%  14%  7.5%  4.0% 

Technical  literature  contains  the  results  of  numerous  studies  of  the 
solubility  of  glass  and  its  resistance  to  weathering  which  are  not  referred  to, 
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the  purpose  of  this  paper  being  to  present  the  information  relating  to  glass 
containers  in  such  a  manner  that  the  apparent  causes  of  weathering  will 
become  clear  to  those  interested  in  commercial  glass.  Some  of  the  earlier 
methods  used  in  obtaining  results  of  solubility  have  been  adapted  to 
bottles  and  similar  glass  containers  to  illustrate  the  mechanism  of  weather- 
ing. The  application  of  many  of  the  results  found  and  theories  formulated 
have  so  far  not  been  applied  to  glass  containers.  The  glass  manufacturer 
is  interested  in  the  action  of  atmospheric  agents  on  the  original  surface 
of  that  type  of  glass  common  to  American  practice.  The  significant  fea- 
ture of  this  consideration  of  the  problem  is  that  the  original  surface  is 
retained  and  any  permanent  change  produced  in  the  outer  layer  of  the 
glass  by  the  chilling  effect  of  the  mold  or  by  the  moisture  content  of 
the  air  employed  in  blowing  exerts  an  influence  on  the  final  results 
obtained. 

The  generally  accepted  theory  for  the  weathering  of  glass  assumes 
that  moisture  condensing  on  the  surface  of  the  glass  dissolves  any  soluble 
material.  Such  material  is  considered  to  be  principally  free  alkali.  The 
carbonic  acid  of  the  atmosphere  reacting  with  the  alkali  in  solution  forms 
carbonates  which  crystallize  out  on  evaporation.  The  action  extends 
beyond  this  when  moisture  is  absorbed  by  the  glass  and  some  soluble  ma- 
terial below  the  surface  is  dissolved.  When  the  glass  dries  this  material 
in  solution  is  deposited  on  the  surface  leaving  the  outer  skin  porous  and 
marked  with  solution  pits.  Whether  the  moisture  dissolves  sodium  sili- 
cate which  is  similarly  affected  by  the  carbonic  acid  is  not  certain.  The 
appearance  of  certain  deposits  suggests  that  sodium  silicate  has  been  broken 
up  into  sodium  carbonates  and  free  silica.  Boiling  experiments  carried  out 
at  the  Bureau  in  which  tumblers  were  used  prove  that  glass  dissolves  to 
give  a  solution  containing  silica,  lime  and  soda,  although  the  soda  is  in 
considerable  excess.  At  the  same  time  particles  of  insoluble  material 
resembling  silica  and  insoluble  silicates  collect  in  the  bottom  of  the  con- 
taining vessel. 

Solubility  and  Resistance  to  Weathering 

The  term  "solubility"  is  used  to  express  the  relative  rates  at  which  glass 
is  decomposed  by  water  at  definite  temperatures  and  pressures  to  corre- 
spond with  the  present  system  of  comparing  glasses.  Glass  has  no  definite 
solubility  in  a  strict  chemical  sense.  The  various  reactions  with  water 
have  a  time  limit  and  saturation  with  glass  is  never  attained. 

Weathering  is  largely  dependent  on  the  solubility  of  the  glass.     The 

most  pronouncedly  weathered  glass  examined  has  the  highest  solubility 

and  shows  more  effect  from  treatment  in  the  autoclave  at  2.1-pound  pressure 

for  six  hours.1     Likewise  the  glass  which  was  most  resistant  to  weathering 

1  Williams,  Jour.  Atner.  Ceram.  Soc,  5,  508  (1922). 
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proved  to  be  very  resistant  to  the  action  of  water  at  pressures  and  tem- 
peratures above  normal.  The  effect  of  atmospheric  conditions  on  these 
two  glasses  differs  considerably.  An  analysis  of  these  gives  the  following 
composition : 


Glass  A                       Si02 

R2O3 

CaO 

MgO 

Na20 

MnO 

(the  resistant)         76.2 

(AI2O1-1 .  12) 
(Fe203     .005) 

5.27 

3.15 

13.4 

0.82 

Glass  B 

("green  glass) 

(the  badly  weath- 

ered sample)            67 .4 

.80 

8.47 

.33 

22.0 

Another  glass  of  the  following  composition  is  typical  of  American  prac- 
tice. This  glass  gave  a  fairly  pronounced  deposit  after  several  months' 
storage. 


Si02 

R203 

CaO 

MgO 

Na20 

72.15 

0.52 

7.57 

1.01 

18.75 

The  solubility  of  this  glass  is  much  less  than  that  of  Glass  B  and  the 
durability  under  autoclave  treatment  is  only  slightly  less  than  that  of  Glass 
A.  Yet  it  has  a  greater  tendency  to  weather  than  the  first  glass.  It  is 
evident  that  the  weathering  properties  are  partly  dependent  on  the 
composition. 

If  glass,  which  has  been  boiled  or  subjected  to  water  at  high  pressures 
and  temperatures  for  a  period  sufficient  to  force  water  into  the  glass,  is 
then  heated  fairly  rapidly  to  about  350  °C  the  surface  will  undergo  a  break- 
ing up  action  giving  the  glass  a  "fuzzy"  appearance.  Fig.  11a  shows 
the  appearance  of  the  surface  after  the  above  treatment.  This  action  is 
accompanied  by  a  loss  in  weight  equal  to  .02-05%  of  the  weight  of  the 
glass.  This  appears  to  be  the  result  of  a  rapid  driving  out  of  the  moisture 
absorbed  in  the  surface  of  the  glass.  If  a  sample  of  naturally  weathered 
glass  is  heated  in  the  furnace  to  350  °C  in  a  similar  manner  the  result 
shown  in  Fig.  lib  is  obtained.  The  two  are  practically  identical  in  ap- 
pearance. The  surface  change  produced  by  heating  proves  that  weathered 
glass  absorbs  moisture  similar  to  glass  which  is  subjected  to  water  at  high 
pressures  and  temperatures. 

Chemical  Composition  of  Glasses  and  Resistance  to  Weathering 

A  series  of  glasses  which  have  been  studied  in  this  investigation  was 
arranged  in  order  of  their  lime  to  soda  molecular  ratios.  The  least  ratio 
was  1  to  1.26.  The  glass  giving  this  ratio  had  a  silica  content  nearly  equal 
to  the  silica  content  of  several  other  glasses.  The  solubility,  resistance  to 
solvent  action  of  water  at  temperatures  and  pressures  above  normal  and 
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the  general  appearance  were  slightly  superior  to  those  of  all  other  samples. 
The  solubility  and  tendency  to  weather  increased  directly  as  the  lime  to 
soda  ratio.  The  silica  content  differed  slightly,  but  marked  divergence 
in  the  two  properties  mentioned  appears  to  be  the  result  of  the  increase  in 
soda.  A  very  significant  fact  was  the  apparent  effect  of  alumina.  Glass 
with  high  lime  to  soda  ratio  and  one  per  cent  of  alumina  had  properties 
consistent  with  a  much  lower  lime  to  soda  ratio.  An  increase  in  the  amount 
of  alumina  exerts  an  influence  on  certain  properties  of  the  glass  similar  to 
an  increase  in  lime,  but  for  equal  amounts  alumina  appears  to  be  the  more 
effective.  There  exists  no  well-founded  theory  for  the  action  of  alumina 
as  both  the  acidic  and  basic  properties  are  considered  in  the  discussion. 
Frink1  mentions  the  tendency  of  alumina  to  segregate  in  the  outer  skin  of 
the  glass.  He  claims  this  accumulation  of  alumina  near  the  surface  pro- 
duces a  skin  effect  which  enables  the  glass  to  be  more  easily  worked  and 
also  increases  the  resistance  to  solvent  action  and  weathering.  This 
particular  phase  will  receive  further  investigation. 

Effect  of  Condition  of  Surface 

Another  factor2  which  has  considerable  bearing  on  the  question  of 
solubility  is  the  condition  of  the  surface.  Weathering  generally  appears 
on  the  inner  surface,  while  spalling  and  chipping  produced  by  treatment 
in  the  autoclave  is  confined  to  the  outer  surface.  By  roughening  the 
inner  surface  with  emery  it  is  possible  to  obtain  spalling  on  the  inside  of 
blown  ware.  By  heating  glassware  to  the  plastic  point  it  is  possible  to 
prevent  spalling  on  the  outer  surface.  These  changes  in  surface  condition 
resulting  in  changes  in  solubility  indicate  that  surface  conditions  play  a 
part  that  may  be  of  some  consequence.  The  almost  universal  occurrence 
of  weathering  on  the  inside  suggests  the  possibility  of  factors  introduced 
at  the  time  of  manufacture  or  conditions  produced  by  the  air  used  in  blow- 
ing, which  assist  the  reactions  of  weathering.  This  may  be  simply  a  sur- 
face effect. 

The  possibility  of  sodium  carbonate  existing  in  the  glass  after  manu- 
facture and  thereby  increasing  the  tendency  to  weather  has  occasionally 
been  suggested.  Determinations  made  by  Masao  Ikawa3  give  the  amount 
of  sodium  carbonate  as  .021  to  .055%  but  it  seems  probable  that  the 
presence  of  this  salt  may  have  been  due  to  the  action  of  the  atmosphere 
on  the  ground  sample.  However,  if  sodium  carbonate  could  be  definitely 
shown  to  exist  in  the  glass,  near  the  surface,  it  would  furnish  an  explanation 
of  the  tendency  to  weather,  in  short  periods,  in  storage. 

1  Trans.  Amer.  Ceram.  Soc,  15,  692  (1913). 

2  Williams,  loc.  cit. 

•  U.  Chem.  Soc.  (Japan),  42,  703-85  (1921). 
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Conclusion 


The  investigation  was  confined  entirely  to  soda-lime  glassware  of  Amer- 
ican manufacture.  The  attitude  has  been  analytical.  A  few  conclusions 
have  been  drawn  regarding  the  occurrence  of  weathering  on  glass  of  different 
composition.  The  general  conception  is  that  under  the  proper  conditions 
any  type  of  commercial  glass  will  weather  in  storage  to  a  certain  extent. 

The  author  wishes  to  express  his  gratitude  to  Mr.  A.  E.  Williams  of  this 
Bureau  for  his  many  helpful  suggestions,  and  to  thank  Mr.  R.  A.  Lofton 
of  the  Paper  Section  of  the  Bureau  for  his  generous  assistance  in  connection 
with  the  photomicrographs. 
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THE  RELATION  OF  FINENESS  OF  GRINDING  TO  OPACITY  IN 

WHITE  ENAMELS 

By  B.  T.  Sweely  and  E.  S.  Prince 
ABSTRACT 

The  problem  of  securing  a  uniform  opacity  by  making  observations  of  smelting, 
testing  of  raw  materials,  etc.,  led  to  the  conclusion  that  the  most  important  process  was 
the  mill  treatment  given  the  mixture.  A  table  showing  screen  analyses  of  white  enamels 
is  given. 

The  question  of  opacity  is  always  of  interest  to  manufacturers  of  white 
enameled  wares,  inasmuch  as  the  cost  of  the  enamel  is  usually  dependent 
upon  the  opacity  of  the  enamel  used.  It  is  almost  an  axiom  that  there  is 
no  such  thing  as  a  cheap  white  enamel,  since  the  materials  which  lend 
opacity,  *'.  e.,  tin  oxide,  kryolith,  etc.,  are  usually  the  more  costly  of  the  raw 
materials  used,  and  a  given  opacity  can  be  secured  onrly  by  the  use  of  suffi- 
cient of  these  opaeifiers  to  bring  about  the  desired  result. 

The  writers  were  led  to  investigate  the  relation  of  fineness  to  opacity, 
by  the  difficulty  encountered  in  trying  to  control  the  opacity  of  two-coat 
ware,  that  is,  ware  having  a  single  coat  of  white  enamel  applied  over  a 
ground.  Our  problem  here  was  to  secure  a  uniform  opacity  from  piece 
to  piece  and  from  day  to  day,  it  being  not  unusual  to  experience  varia- 
tions in  such  ware  that  would  render  40  or  50%  of  a  day's  run  too  dark 
to  be  salable,  and  necessitate  redipping,  burning,  etc.  After  careful 
observations  of  smelting,  testing  of  raw  materials  and  so  forth  we  were 
forced  to  the  conclusion  that  the  solution  of  our  trouble  lay  in  the  mill 
treatment  accorded  the  mixture  used,  and  we  therefore  proceeded  to  make 
a  systematic  study  of  our  milling  conditions. 

The  conditions  in  our  factory  do  not  lend  themselves  readily  to  the  stor- 
ing or  "aging"  of  the  finished  enamel.  It  is,  I  believe,  the  practice  in  some 
factories  to  age  the  enamel  for  some  little  time  after  milling  before  it  is 
placed  in  the  dipping  tubs,  thus  allowing  any  excess  water  that  may  be 
present  to  "settle  off."  Lack  of  space  at  our  shop  does  not  permit  this, 
and  we  are  forced  to  use  our  enamel  either  right  from  the  mills,  or  within 
twelve  to  twenty-four  hours.  Under  these  conditions  it  was  important 
that  we  keep  our  water  content  at  a  minimum  in  order  to  secure  the  proper 
dipping  consistency  and  therein  lay  our  trouble. 

We  found  in  our  study  that  a  variation  of  one-half  a  cubic  foot  of  water 
added  at  the  mill  in  a  glass  charge  of  one  thousand  pounds  made  a  decided 
difference  in  the  fineness  of  the  finished  enamel  when  milled  for  a  given 
time.  Such  a  variation  in  water  content  was  not  at  all  unusual  due  to  the 
varying  lengths  of  time  the  glass  used  had  stood  or  "drained"  after  smelting. 
The  result  was  a  variation  in  fineness  and  consequent  opacity  when  the 
enamel  was  applied  to  the  ware. 

The  reason  for  such  variation  is  rather  obvious.     Opacity  is  essentially 
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a  refraction  phenomena  and  if  the  maximum  effect  from  any  opaeifier  used 
as  a  mill  addition  is  to  be  attained,  it  is  necessary  that  the  opaeifier  be 
finely  divided  and  evenly  disseminated  throughout  the  coat  of  enamel  in 
which  it  is  used. 

Since  the  glass  itself  as  used  for  steel  ware  is  not  usually  opaque  enough 
to  produce  a  suitable  enamel  without  the  use  of  an  opaeifier  in  the  mill, 
it  follows  that  any  particle  of  glass  that  has  as  great  a  diameter  as  the 
thickness  of  the  coat  applied  will  have  only  the  opacity  of  the  glass  itself, 
since  in  this  case  no  refraction  of  light  by  the  particles  of  tin  or  other  opaei- 
fier can  take  place.     The  result  will  be  a  grey  or  spotted  coat  of  enamel. 

Obviously,  if  the  above  is  true  on  rather  coarse  particles  of  glass,  the  same 
will  be  true  at  any  degree  of  fineness  since  the  more  perfectly  the  particles 
of  glass  are  separated  and  surrounded  with  the  opacifying  particles,  the 
more  perfect  will  be  the  refraction  of  the  light  falling  upon  the  finished 
ware  and  the  greater  the  opacity.  For  this  reason  we  decided  the  solu- 
tion of  our  problem  lay  in  controlling  the  fineness  of  the  milled  enamel 
and  consequently  proceeded  to  run  a  number  of  screen  analyses  of  the  enamel 
as  it  came  from  the  mills.  Below  are  given  data  on  a  number  of  screen 
analyses  run  on  the  glass  during  these  tests: 

Table  I 
Screen  Analyses  of  White  Enamels 


No. 

60 

80 

100 

120 

150 

200 

H20% 

Sp.  gr. 

Mill  time 

0 

0 

3.47 

5.57 

22.35 

29.12 

50.87 

26.5 

1.867 

20  hrs 

1 

0 

0 

.64 

12.48 

19.12 

42.22 

28.6 

1.827 

20  hrs. 

2 

0 

1.18 

2.02 

16.15 

23.21 

45.76 

28.1 

1.833 

21  hrs. 

3 

0 

0 

0 

8.2 

14.10 

38.50 

28.01 

1.842 

23  hrs. 

4 

0 

0 

0 

3.81 

9.35 

31.9 

29.2 

1.816 

22  hrs. 

5 

0 

.34 

.65 

9.35 

15.81 

39.91 

28.29 

1.830 

22  hrs. 

6 

0 

0 

0 

7.94 

10.51 

32.92 

29.70 

1.808 

21  hrs. 

7 

0 

0 

0 

6.00 

11.27 

33.77 

29.4 

1.815 

22  hrs. 

The  data  given  is  the  per  cent  of  glass  retained  on  the  respective  screens. 
The  water  content  is  expressed  in  terms  of  the  wet  weight  of  the  slip. 
These  tests  were  all  made  on  samples  taken  from  different  runs  on  the  same 
mill  under  factory  conditions  before  any  attempt  was  made  to  standardize 
the  milling  beyond  weighing  the  glass  and  measuring  the  water. 

Of  these  enamels  Nos.  0,  1  and  2  were  too  coarse  to  give  good  opacity  on 
two-coat  ware.  Nos.  3,  5,  6  and  7  all  produced  enamels  of  good  opacity, 
and  dipping  properties,  while  No.  4  was  very  opaque  but  difficult  to  dip 
uniformly.  The  conclusion  drawn  from  these  data  was  that  for  this  type 
of  ware  and  under  our  factory  conditions,  the  best  results  were  to  be  ex- 
pected when  the  glass  was  milled  to  a  fineness  such  that  all  would  pass 
100-mesh  and  from  5  to  10%  be  retained  on  120-mesh. 

The  results  of  this  study  we  at  once  put  into  practice  with  very  good 
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results.  We  succeeded  in  eliminating  much  of  the  variation  in  opacity- 
noted  above,  and  have  secured  more  consistent  results  on  all  our  ware  by- 
following  the  practice  of  testing  for  fineness  before  putting  the  enamel 
into  use. 

It  is  our  opinion  that  control  of  the  grinding  operation  on  this  basis, 
will  largely  eliminate  the  necessity  for  aging  the  enamel  when  it  comes  from 
the  mill.  We  have  made  a  number  of  comparative  tests  with  aged  and 
freshly-milled  enamels  and  have  never  found  any  difference  in  the  opacity 
of  the  ware,  where  fineness,  specific  gravity  and  water  content  were  the  same 
at  the  dipping  tub.  While  this  may  be  due  in  part  to  the  clay  used,  as 
compared  with  that  used  by  others  where  aging  is  thought  to  be  beneficial, 
still  it  is  hard  to  understand  how  the  opacity  of  an  enamel  can  be  improved 
by  aging  in  water  a  number  of  insoluble  ingredients. 

In  general,  it  might  be  said  that  proper  milling  is  equal  in  importance 
to  any  phase  of  the  enameling  process  and  closer  control  at  this  stage  of 
the  preparation  of  the  enamel  will  go  far  toward  the  elimination  of  many 
of  the  defects  that  occur  during  the  application  of  the  enamel  to  the  ware. 

Ceramic  Laboratories 

Coonley  Manufacturing  Company 

Cicero,  Illinois 

Discussion 

Mr.  Weels: — I  take  it  that  the  finer  the  enamel  the  more  opacity  you 
get.     I  would  like  to  ask  Mr.  Prince  if  there  is  any  limit  to  the  fineness. 

Mr.  Prince  : — We  have  not  gotten  to  the  place  we  should  to  determine 
that  point,  but  we  make  our  determinations  on  the  ground  enamel  passing 
a  given  mesh.     We  like  to  get  it  passing  120-mesh. 

Mr.  Poste: — Is  that  sprayed  or  dipped? 

Mr.  Prince: — It  is  dipped.  This  all  applies  to  dipping.  I  have  not 
had  any  experience  in  other  lines,  and  all  I  said  applied  to  dipping.  The 
fineness  of  the  enamel  always  has  a  great  deal  to  do  with  its  dipping  proper- 
ties. Those  of  you  who  have  dipped  enamel  know  that  if  it  is  coarse  you 
can  handle  it  more  easily  than  you  can  the  finely  ground,  so  the  difficulties 
you  run  into  when  it  is  finely  ground  will  be  appreciated  by  some  of  you. 
That  is,  when  you  take  it  directly  from  the  mill  and  dip  it. 

Mr.  Manson  : — I  would  like  to  ask  if,  with  the  actual  weight  of  dried 
enamel,  from  a  piece  in  each  case,  it  would  not  be  possible  that  you  really 
get  more  enamel  on  the  piece  when  it  is  coarse. 

Mr.  Prince: — I  would  say  these  tests  are  not  laboratory  tests.  We 
would  run  one  hundred  samples  set  up  in  the  same  consistency  by  the 
same  individual.     The  results  were  conclusive  to  us. 
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By  Howard  C.  Arnold 
ABSTRACT 

The  manufacture  of  single  coat,  mottled  gray  enameled  ware  presents  a  diversity  of 
problems  as  will  be  evident  from  a  casual  consideration  of  the  following  specifications. 

1. — The  black  shape  has  to  be  completely  covered  in  one  coat  as  the  lack  of  a 
second,  or  cover  coat  makes  it  impossible  to  hide  a  blemish,  scratch  or  mark. 

2. — This  coat  must  have  all  the  gloss,  luster  and  appearance  of  a  finish  coat. 

3. — It  must  show  two  colors,  and  these  colors  must  be  produced  from  the  same 
enamel  and  in  a  single  dipping. 

4. — The  two  colors  must  be  present  in  correct  amounts  and,  at  the  same  time, 
must  be  distributed  in  such  a  way  as  to  give  a  pleasing  effect. 

Preparation  of  Black  Shape 

In  general,  the  black  shape  is  prepared  in  the  same  way  as  in  the  multi- 
coat  process.  There  appears  considerable  difference  of  opinion  (and  this 
is  shown  in  varying  practice)  in  the  relative  value  of  caustic  cleaning  and 
annealing,  or  scaling.  Most  of  the  larger  plants  making  both  single  and 
multi-coat  ware  anneal  their  black  shapes.  However,  in  some  of  the 
single  coat  plants,  caustic  cleaning  is  being  used  entirely. 

Sulphur  annealing  has  been  used  in  the  past  in  preparing  shapes,  accord- 
ing to  which  the  shapes  were  packed  in  metal  containers,  sprinkled  with 
sulphur,  sealed  and  then  annealed  for  6  or  S  hours  at  1(300°  to  1200  °F. 
Just  what  this  accomplished  is  hard  to  say.  Xo  doubt  the  sulphur  served 
to  deoxidize  the  atmosphere  and  prevent  the  formation  of  scale,  and  the 
annealing  may  have  assisted  in  the  mottling  by  removing  all  strains  in  the 
steel,  thereby  making  it  more  uniformly  susceptible  to  the  attack  of  the 
mottling  reagents.  This  process,  the  writer  believes,  is  still  in  operation 
in  some  plants,  but  in  most  places  has  been  abandoned.  It  will,  therefore, 
not  be  considered  further. 

The  writer's  experience  with  annealing  and  caustic  cleaning  has  been 
sufficient  for  him  to  make  a  definite  decision  between  the  two.  It  has  led 
him  to  the  conclusion  that  when  caustic  is  used,  it  is  not  always  possible 
to  get  every  article  properly  cleaned.  Pieces  made  from  rusted  steel, 
or  which  have  been  subjected  to  severe  spinning  or  drawing  action, 
usually  give  trouble,  while  fabricated  shapes,  and  shapes  which  have  been 
subjected  to  only  slight  drawing,  are  cleaned  quite  successfully.  In  gen- 
eral, caustic  cleaning  is  about  80%  as  reliable  as  acid  dipping  and  scaling, 
(or  annealing). 

In  cleaning  we  have  used  caustic  soda,  sodium  carbonate,  trisodium 
phosphate  and  silicate  of  soda  mixed  in  various  proportions.  In  all  cases, 
an  approximately  8%  solution  of  these  mixtures  is  used  for  the  cleaning. 
The  articles  are  boiled  from  two  to  three  hours.  They  are  tested  for  grease 
by  the  man  in  charge,  who  notes  whether  the  film  of  water  breaks  as  it  runs 
Contribution  from  the  Laboratory  of  Arthur  D.  Little,  Inc.,  Cambridge,  Mass. 
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off  the  piece  The  shapes  are  then  boiled  a  second  time  in  water  in  order  to 
remove  all  adhering  caustic  before  they  are  placed  in  the  pickling  tanks. 
Pickling  practice  in  single  coat  gray  is  practically  the  same  as  in  multi- 
coat  ware  Four  to  eight  per  cent  hot  sulphuric,  or  cold  hydrochloric, 
acid  is  used.  In  connection  with  hot  sulphuric  acid  pickling,  it  is  quite 
common  to  use  a  so-called  inhibiter,  the  function  of  the  inhibiter  being 
primarily  to  minimize  disagreeable  fumes.  The  ware  is  pickled  fifteen  to 
forty-five  minutes,  it  is  then  washed,  and  finally  neutralized  in  a  weak  soda 
ash  bath.  From  the  neutralizing  bath  it  goes  to  the  dryers,  with  the 
exception  of  some  plants  practicing  "wet-dipping"  where  it  is  retained 
moist  as  will  be  explained  later. 

Enamel  Formulas  and  Preparation 
Several  volumes  could  be  written  on  this  topic  alone.     The  pros  and  cons 
of  the  various  ingredients  which  make  the  batch  formula  have  furnished  a 
topic  of  discussion  for  years  past,  and,  as  far  as  we  can  see  today,  will 
continue  to  do  so  for  years  to  come.     The  difficulties  involved  m  control- 
ling all  variables  but  one,  in  determining  the  effect  of  various  ingredients  on 
the  finished  article,  are  well  nigh  insurmountable.     Of  course,  we  can  get 
directions,  but  to  get  quantitative  measurements  is  practically  impossible. 
It  is  beyond  the  scope  of  this  paper  to  enter  upon  such  a  discussion;  the 
commercially  accepted  formulas  alone  will  be  considered. 
"  With  one  exception,  the  clay,  the  ingredients  used  in  single  coat  gray  ware 
are  the  same  as  those  in  multi-coat.     As  the  clay  functions  as  the  opacifier, 
as  well  as  the  suspending  medium,  it  has  to  have  additional  properties^ 
In  the  writer's  experience,  the  ordinary  plastic  ball  clays,  such  as  are  used 
in  multi-coat  ware,  when  applied  to  single  coat  gray,  do  not  give  the  proper 
finish      Either  they  burn  too  dark  or  produce  a  rough  surface  with  no  gloss. 
Usually  the  fat  clay  merely  dissolves  in  the  enamel  frit,  leaving  the  coating 
black      The  clay  must  have  the  power  of  floating  the  enamel  frit,  or    set 
up  "  and,  at  the  same  time,  it  must  resist  the  fluxing  action  of  the  glass 
during  burning.     What  is  required  can  best  be  described  as  a  plastic  kaolin, 
or  china  clay.     Fortunately,  the  gray  color  makes  it  possible  to  use  other 
than  white  burning  clays;  even  those  stained  considerably  with  iron  are 
satisfactory.     To  realize  the  best  conditions,  a  blend  of  clays  can  be  used 
such  as  a  refractory  plastic  with  a  ball  clay. 

Another  method  for  producing  opacity  is  the  use  of  an  opacifier  with  a 
clay  which  will  dissolve  in  the  frit  when  the  piece  is  burnt.  Various  sub- 
stances have  been  tried,  such  as  tin  oxide,  antimony  oxide,  magnesium 
spinel,  aluminum  hydroxide,  titanium  oxide,  zirconium  oxide  fine  ground 
diaspore,  etc.  With  these  ingredients,  however,  we  strike  the  following 
difficulty  Clay,  when  subjected  to  the  action  of  mottling  salts,  is  dissolved 
or  fluxed  in  the  area  of  the  mottle  and  left  unattacked  outside.     The  opaci- 
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fiers  mentioned  above  seem  to  resist  the  mottling  salts,  and,  instead  of  get- 
ting the  dark  areas  necessary  to  produce  contrast  in  the  light  and  dark  of  the 
enamel,  we  get  only  a  faint  darkening  in  the  mottled  areas,  which  at  a 
distance  gives  the  impression  of  a  solid  color.  Besides  the  above  objection, 
in  the  case  of  tin  and  antimony  oxide,  there  is  a  further  one,  a  reducing 
action  of  the  sheet  steel  on  the  oxides  to  form  the  lower  oxides  with  an 
accompanying  discoloring  and  blistering.  Zirconium  oxide  is  not  affected 
by  the  steel,  and,  in  its  basic  silicate  form,  gives  better  results  than  any  of 
the  other  compounds.  The  same  bleaching  effect  on  the  mottle  is  produced 
from  cryolite,  or  any  combination  of  aluminum  and  fluorine  in  the  frit, 
although  not  to  the  same  extent  as  in  the  case  of  a  solid  opacifier. 

Various  single  coat  formulas  have  been  published,  and  the  writer  ven- 
tures to  say  that,  in  the  ratio  of  refractories  to  fluxes  (this  being  the  funda- 
mental proportion  which  must  be  correct)  90%  of  the  formulas  in  pro- 
duction today  do  not  vary  15%  from  those  published.  Of  course,  there 
are  a  great  many  ways  in  which  there  can  be  a  variation  in  adding  the 
refractories  and  fluxes,  but  the  fundamental  condition  is  fulfilled.  Dan- 
ielson1  has  published  formulas  which  may  be  taken  as  typical.  Our  best 
results  have  been  obtained  with  a  high  feldspar,  low  quartz  and  fluorspar 
mixture.     The  refractories  and  fluxes  are  balanced  accordingly. 

Here  again,  the  single  coat  enamel  is  subject  to  a  great  many  troubles 
not  found  on  multi-coat.  For  instance,  we  have  a  phenomenon  called 
depressed  mottling.  That  part  of  the  surface  where  the  mottling  salts 
are  concentrated  will  burn  to  a  thinner  coating  than  the  other  part,  and,  as  a 
consequence,  will  form  a  depression  on  the  surface.  If  we  decrease  the 
calcium  oxide,  we  encounter  this  trouble.  Cryolite,  in  small  amounts,  is 
beneficial  in  producing  opacity,  but,  as  explained  above,  its  use  is  limited. 
Furthermore,  opacity  obtained  with  cryolite  produces  a  less  substantial, 
more  soluble  enamel  than  when  it  is  produced  with  clay.  We  have  ob- 
tained good  results  with  the  following  formulas: 


Feldspar 

33.50 

48.0 

38.0 

Sodium  carbonate 

12.50 

3.0 

4.5 

Sodium  nitrate 

3.75 

3.0 

4.5 

Borax 

24.50 

29.0 

28.0 

Fluorspar 

6.75 

4.0 

5.0 

Quartz 

15.00 

12.0 

Oxide  antimony 

1.50 

2.0 

2.0 

Cryolite 

3.25 

3.5 

4.0 

Bone  ash 

3.75 

3.0 

The  influence  of  other  factors  in  production  is  far  greater  than  that  of 
formulas,  and,  unless  these  other  factors  are  properly  balanced,  the  best 
formula  ever  written  will  not  make  good  enamelware. 

1  R.  R.  Danielson,  "A  Classification  of   Enamels  for  Sheet  Steel,"   Jour.  Amer. 
Ceram.  Soc,  3,  961  (1920). 
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Making  the  Batch 

The  raw  batch  is  fritted  in  a  rotary  smelter  which  is  fired  with  oil. 
Batches  of  450  pounds  are  smelted  at  one  time,  taking  from  1.5  to  2  hours 
per  smelt.     The  frit  is  quenched  in  the  usual  way,  then  dried  and  stored. 

The  making  of  the  enamel  from  the  frit  will  depend  upon  the  method  of 
dipping.     There  are  two  methods  in  use: 

1.  Wet  dipping  method,  in  which  the  mottling  agent  (usually  a  weak 
solution  of  H2S04)  is  on  the  black  shape. 

2.  Dry  dipping  method  in  which  the  mottling  solution  is  added  in  the 
enamel. 

In  the  first  method,  the  wet  dipping,  the  black  shapes  are  either  brought 
directly  from  the  pickling  room  without  drying,  in  which  case  they  still  retain 
a  small  amount  of  acid  from  the  pickling  vats,  or  the  pieces  are  dried  in 
the  pickling  room  in  the  usual  way,  and  then  immersed  in  a  weak  acid  solu- 
tion just  before  dipping. 

In  the  second  case,  a  mottling  salt  is  added  to  the  enamel,  either  on  the 
mill,  if  the  enamel  is  to  be  used  immediately,  or  just  before  dipping.  The 
effect  of  these  salts  is  dissipated  upon  standing.  Various  salts  can  be  used. 
Among  those  most  common  are  cobalt  sulphate,  nickel  sulphate,  and 
ferrous  sulphate. 

The  frit,  with  5  to  7%  clay  and  50%  water,  is  ground  in  a  ball  mill  to 
pass  80-mesh  screen.  Fifteen  minutes  before  a  mill  is  finished,  l/2% 
magnesium  sulphate  is  added.  The  enamel  is  then  ready  to  use.  We  let 
it  age  for  three  or  four  days,  although  the  writer  cannot  say  definitely  that 
this  aging  has  any  beneficial  effect. 

Dipping 

In  the  wet  process,  care  must  be  taken  that  the  water  content  does  not 
become  too  high.  As  each  piece  dipped  carries  with  it  a  certain  amount 
of  water,  and  leaves  it  in  the  dipping  tub,  it  is  necessary  to  add,  from  time 
to  time,  a  certain  amount  of  thick  enamel.  This  may  be  done  at  the  dis- 
cretion of  the  dipper,  or  under  the  direction  of  the  forelady. 

In  dry  dipping,  there  is  little  variation  from  standard  practice.  The 
pieces  are  not  shaken  so  hard  as  they  are  in  ground  coat;  the  layer  of 
green  enamel  is  much  thicker.  Just  before  dipping  in  the  enamel  from 
V2  to  3/4%  of  mottling  salt  in  solution  is  added.  Because  of  the  thick 
coating  desired,  the  resultant  thickening  of  the  enamel  is  not  disadvan- 
tageous. 

Mottling  and  Drying 
The  mottling  or  corroding  reaction  from  a  chemical  point  of  view  is  very 
complicated.     It  is  controlled  by  the  following  conditions : 
1.  The  purity  of  the  iron. 
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2.  The  distribution  and  size  of  particles  of  the  impurities  in  the  iron 
(structure) . 

3.  The  degree  of  alkalinity  or  hydroxyl-ion  concentration  of  the  enamel. 

4.  The  degree  of  oxidation  of  the  iron  salts  formed  in  the  reaction. 
The  rusting  is  due  to  a  difference  in  electric  potential  between  electro 

positive  and  electro  negative  areas,  on  the  surface  of  the  iron.  The  elec- 
trically opposed  areas  are  formed  from  the  impurities  in  the  iron,  and  they, 
as  well  as  the  potential  difference  between  them,  will  vary  with  the  kind 
of  impurity  and  its  distribution  or  grain  size. 

With  a  given  steel  surface,  the  extent  of  the  running  of  the  mottle,  or 
the  control  of  its  character,  is  regulated  by  the  alkalinity  of  the  enamel 
and  the  extent  of  oxidation  of  the  iron  salts  formed.  The  three  mottling 
salts  mentioned  are  all  salts  whose  bases  are  insoluble.  When  they  have 
been  in  contact  with  the  alkaline  sodium  silicate  or  hydrate  (which  can 
be  present  in  very  small  amounts  only)  the  sodium  ion  will  unite  with  the 
sulphate  ion  and  the  cobalt  or  nickel  will  be  precipitated  as  the  insoluble 
hydroxide. 

It  is  the  acid  nature  of  these  cobalt,  nickel  or  iron  salts  which  momenta- 
rily furnishes  a  negative  ion  that  produces  the  mottling.  If  the  salt  has 
been  standing  in  the  enamel  too  long,  or  if  the  enamel  has  too  high  a  hy- 
droxyl  concentration,  the  above  reaction  will  have  been  completed  and  the 
salt  will  have  lost  its  mottling  effect.  Then,  in  place  of  connected  runny 
mottling,  we  will  have  a  series  of  dark  spots,  each  with  a  high  concentra- 
tion of  ferrous  salts.  In  fact,  the  concentration  becomes  so  great  at  times 
that  red  oxide  of  iron  is  formed  on  burning  and  leaves  red  spots. 

The  condition  of  oxidation  or  reduction  in  the  enamel,  as  has  been  stated 
above,  is  of  effect  in  determining  the  character  of  the  mottle.  The  reason 
for  this  is  as  follows:  When  the  iron  sulphate  formed  by  the  corrosive 
action  of  the  enamel  on  the  metal  succumbs  to  the  hydroxyl  ion  and  is 
precipitated,  it  will  precipitate  as  one  of  two  compounds,  ferrous  hydroxide 
or  ferric  hydroxide.  The  ability  of  ferrous  hydroxide  to  form  colloidal 
suspensions,  and  thus  to  diffuse  farther  after  its  formation  than  the  ferric 
hydroxide,  makes  it  give  better  mottling  effects.  This  can  be  easily  shown 
by  experimenting  with  a  highly  alkaline  enamel,  with  and  without  a  strongly 
reducing  agent.  The  spots  with  red  centers  will  develop  immediately  in 
the  first  experiment,  while  the  dark  mottled  area  will  run  in  streaks  all 
over  the  piece  in  the  second.  There  is,  of  course,  a  limit  in  the  selection 
of  reducing  agents.  Organic  reducing  agents  will  blister  and  blow  when 
the  piece  is  burned.  Sodium  thiosulphate  gives  good  results;  cobalt  and 
nickel  salts  also  function  as  reducing  agents. 

In  the  wet  dipping  method  the  chemical  control  of  the  enamel  is  not 
necessary.  The  mottling  agent  (weak  sulphuric  acid)  does  not  touch  the 
enamel  until  the  enamel  is  in  contact  with  the  steel.     In  this  way  it  has  the 
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maximum  length  of  time  to  react  before  the  ferrous  sulphate  is  precipitated 
as  hydroxide.  Furthermore,  there  is  no  insoluble  base  to  be  precipitated. 
Even  here,  in  the  writer's  opinion  a  small  amount  of  reducing  agent  would 
be  advantageous. 

The  wet  process  is  very  reliable,  not  so  susceptible  to  external  influences, 
and  can  be  depended  upon  to  run  constantly.  The  dry  dipping  process 
must  be  controlled  more  carefully.  As 
stated  before,  the  alkalinity  or  hydroxyl-ion 
concentration  is  very  important.  This  can 
be  determined  by  titration  of  the  water 
in  the  enamel,  and  corrected  by  addition 
of  acid.  However,  it  is  much  better  to  have 
the  enamel  at  its  correct  alkalinity. 

The  alkalinity  is  dependent  upon  many 
conditions,  the  more  important  being 
(1)  the  ability  of  the  frit  to  resist  the  action 
of  water  in  the  enamel,  (2)  the  age  of  the 
enamel.  It  is,  accordingly,  best  to  use  the 
enamel  before  the  alkalinity  has  developed 
beyond  the  maximum  point  allowable  as 
shown  by  experience.  On  the  other  hand, 
over-correction  with  acid,  or  an  enamel 
with  too  low  an  alkalinity,  gives  no  mottle 
at  all.  That  is,  a  dark  color  will  cover 
the  whole  piece  and  there  will  be  no  light 
areas  to  produce  contrast.  The  color  pro- 
duced is  not  so  dark  as  that  produced  with 
the  proper  alkalinity.  Here  the  correction 
is  made  by  blending  in  old  enamel  of  high 

alkalinity.  The  curves  in  Fig.  1  show  the  increase  in  alkalinity  of  an 
enamel  with  increase  in  age.  These  were  taken  from  actual  enamel 
batches  waiting  to  be  used. 

The  time  required  for  developing  the  mottle  is  from  two  to  two  and  one- 
half  hours.  In  order  that  the  proper  reaction  be  produced,  the  piece  must 
be  kept  moist,  just  as  it  comes  from  the  dipper,  for  this  length  of  time. 
There  are  two  methods  of  obtaining  this  result:  (1)  Regulate  your  tem- 
perature and  humidity  conditions  so  that  the  piece  is  almost  dry  when 
the  mottling  is  completed  and  it  is  a  matter  of  only  a  few  minutes  for  it  to 
become  completely  dry,  or  (2)  keep  the  temperature  of  the  mottling  normal 
and  pass  the  completely  mottled  piece  through  a  rapid  dryer,  where  it  can 
be  dried  quickly.  If  the  ware  is  dried  too  slowly,  or  remains  in  the  moist 
condition  too  long  after  mottling  is  completed,  we  may  get  too  high  a  con- 
centration of  iron  salts,  and  then,  on  burning,  these  salts  will  not  be  taken  up 
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by  the  frit,  but  will  give  off  gases  and  produce  small  black  spots  or  pinholes. 
The  process  of  drying,  with  the  exception  of  the  mottling  phase,  is  the 
same  as  for  multi-coat.  The  ware  is  placed  on  trucks  from  the  dippers, 
left  in  the  mottling  room  and  either  dried  completely  in  the  mottling  room, 
or  passed  from  there  to  a  rapid  dryer.  In  some  plants,  steam  racks  are 
used  instead  of  kilns.  The  amount  of  steam  and  the  temperature  of  the 
racks  will  be  regulated  according  to  external  conditions ;  in  hot  weather  it 
is  not  necessary  to  use  any  steam,  while  in  cold  weather,  when  the  air  has 
low  evaporating  power,  steam  is  required. 

Burning 

Burning  presents  no  problems  not  met  with  in  multi-coat  ware.  We  have 
the  same  problems  of  capacity  and  type  of  furnace,  kind  of  fuel,  style  of 
fork  and  number  of  operators  on  a  fork.  We  have  used  the  fire-clay  muffle 
furnace,  coal  fired,  and  the  carborundum  muffle,  oil  fired.  The  carborun- 
dum muffle  is  very  elastic;  it  can  be  heated  to  full  burning  temperature, 
1550-1600°  in  4  to  6  hours.  Temperature  changes  can  be  made  rapidly; 
in  case  of  a  Sunday  shutdown,  or  where  the  furnace  has  not  cooled  com- 
pletely, it  can  be  brought  to  heat  in  3  hours.  Electric  furnaces  and  direct 
fired  oil  furnaces,  both  without  muffles,  are  new  developments  in  this  field. 

We  have  our  share  of  trouble  from  overburning  and  underburning. 
Overburning  kills  the  gloss  and  burns  the  edges  dark.  When  the  ware  is 
greatly  overburned,  it  volatilizes  the  enamel,  turns  the  ware  black,  and 
exposes  the  steel  surface. 

Underburning  leaves  blisters  and  fine  pinholes  although  the  gloss  is  usu- 
ally good. 

Fishscale 

No  paper  on  enamelware  would  be  complete  without  some  mention  of 
this  problem.  We  have  periodically  a  certain  amount  of  fishscale.  It 
would  extend  this  paper  to  too  great  a  length  to  present  a  discussion  of  its 
causes  and  control.  In  single  coat  gray  ware,  fishscale  is  encountered  much 
more  than  in  multi-coat  ware.  The  mottling  process,  the  variation  in 
chemical  nature  between  light  and  dark  areas,  and  the  strains  that  are 
thereby  introduced,  make  this  enamel  more  susceptible  to  fishscale  than 
multi-coat.  The  necessity  of  burning  one  coat  to  a  gloss  is  also  a  contrib- 
uting factor.  Fishscale,  to  a  certain  extent,  is  independent  of  the  batch 
formula.  No  amount  of  variation  in  the  formula  is  entirely  sufficient  in 
itself  to  eliminate  scale. 

In  conclusion  the  writer  wishes  to  acknowledge  his  indebtedness  to 
Crunden  Martin  Manufacturing  Company,  St.  Louis,  Missouri,  where  his 
experience  in  this  field  has  been  acquired  as  a  representative  of  Arthur  D. 
Little,  Inc.,  30  Charles  River  Road,  Cambridge,  Massachusetts. 


CHROME  REFRACTORIES1 

By  J.  Spotts  McDowell  and  H.  S.  Robertson 
ABSTRACT 

A  compilation  from  the  available  literature  is  presented,  giving  the  more  important 
data  on  chromite  and  chrome  refractories.     A  bibliography  is  included. 

Introduction 

The  high  refractoriness  and  neutral  chemical  character  of  chrome  give 
it  an  important  role  as  a  refractory  in  various  types  of  metallurgical  fur- 
naces. However,  comparatively  little  study  has  been  given  to  its  refrac- 
tory qualities  and  the  literature  upon  the  subject  is  surprisingly  scant. 
What  little  there  is,  is  scattered  throughout  the  technical  press,  and  is  not 
readily  available.  The  authors  have  endeavored  to  bring  this  scattered 
information  together,  and  to  supplement  it  by  certain  additional  data  from 
the  laboratory  of  the  Harbison-Walker  Refractories  Co. 

If  the  properties  of  chrome  ore  were  thoroughly  understood,  its  use  as 
a  refractory  material  would  doubtless  be  greater.  Producers,  consumers 
and  investigators  should  realize  that  the  commercial  term  chrome  ore 
embraces  a  group  of  materials  of  different  chemical  and  physical  proper- 
ties. Realization  of  this  fact  may  prevent  misinterpretation  of  results, 
and  make  possible  the  more  intelligent  use  of  chrome  refractories.  The 
authors  hope  that  the  presentation  of  the  data  here  compiled  will  lead  to 
further  research  upon  this  valuable  refractory  material. 

Historical  Note 

The  first  recorded  experiments  with  chrome  ore  as  a  refractory  were 
made  in  the  open-hearth  furnaces  at  Terre-Noire,  France,  in  1879. 2  It 
was  used  on  a  larger  scale  in  the  following  year  at  the  Alexandrowsky 
Steel  Plant,  St.  Petersburg.  The  first  recorded  use  of  chrome  brick  was  in 
England,  in  the  year  1886. 

At  the  Alexandrowsky  plant,  the  hearths  of  the  basic  open-hearth  fur- 
naces were  made  of  calcined  dolomite  and  other  parts  of  silica  brick. 
A  six-inch  layer  of  crushed  chrome  ore  mixed  with  tar  separated  the  dolomite 
from  the  silica.  The  dolomite  for  the  hearths  was  calcined  in  a  shaft  kiln 
lined  with  lumps  of  chrome  ore.  These  lumps  were  bonded  together  with 
a  mixture  of  two  parts  by  volume  of  chrome  ore  fines  and  one  part  of  lime. 
By  1886  chrome  ore  had  been  adopted  at  several  European  open-hearth 
plants  as  a  lining  material  for  the  walls  and  hearths.  These  were  con- 
structed of  blocks  of  ore  laid  in  a  mortar  of  chrome  ore  fines,  to  which  lime 

1  Received  October  20,  1922. 

2  Ferd.  Gautier,  "On  a  Neutral  Lining  for  Metallurgical  Furnaces,"  Jour.  Iron 
Steel  Inst.,  28,  151  (1886);  Stahl  u.  Eisen,  6,  504  (1886). 

8  O.  T.  Tellander,  "The  Basic  Open  Hearth  Process  at  the  Alexandrowsky  Plant, 
St.  Petersburg,"  Stahl  u.  Eisen,  2,  599  (1882);  Jour.  Iron  Steel  lust.,  22,  465  (1883). 
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had  been  added  to  cause  setting.     The  hearths  were  8  to  10  inches  thick. 
A  mixture  of  the  ore  and  tar  was  used  to  fill  the  tapping  holes.1 

For  several  years  prior  to  1886  chrome  ore  had  been  used  in  the  basic 
converters  at  Eston,  England.  The  bottom  walls  were  lined  with  dressed 
blocks  of  the  ore,  and  dolomite  was  rammed  around  the  blocks.  These 
linings  were  said  to  have  given  good  service.2 

About  1886  Riley  made  chrome  brick  bonded  with  tar  and  a  small  amount 
of  fluxing  material.  From  his  description  it  appears  that  the  brick  were 
not  burned  before  use.3 

In  the  late  eighties  chrome  ore  as  a  hearth  material  for  open-hearth 
furnaces  was  supplanted  by  magnesite,  which  was  found  to  be  much 
more  satisfactory.  By  1890  chrome  was  no  longer  used  for  this 
purpose  in  Russia  or  Germany,3 
although  it  was  used  in  France 
in  minor  degree  as  late  as 
1895.4 

The  use  of  chrome  ore  as  a 
refractory  in  the  United  States 
began  about  1896.  It  was  em- 
ployed in  the  brick  form  mainly 
as  a  neutral  course  between 
silica  and  magnesia  brick,  and 
in  the  ground  condition  for 
patching  and  daubing  in  open- 
hearth  furnaces.  Only  a  few 
companies  in  the  United  States 
have  ever  manufactured  chrome 
brick. 

For  many  years  prior  to  the  war,  all  but  a  very  small  portion  of  the 
chrome  ore  used  in  this  country  was  imported,  mainly  from  New  Caledonia, 
Greece,  Turkey  and  South  Africa.  From  1905  to  1914  the  average  con- 
sumption of  chrome  ore  in  the  United  States  was  about  45,000  tons  for 
metallurgical,  chemical  and  refractory  purposes  combined.  About  35% 
was  used  for  the  manufacture  of  ferro-chrome,  35%  for  chemicals,  chiefly 
bichromates,  and  30%  for  refractories  and  other  purposes.5 

1  "Chrome  Ore  as  a  Furnace  Lining,"  Stahl  u.  Eisen,  7,  27  (1887). 

2  Ferd.  Gautier,  loc.  oil. 

3  "Chrome  Iron  Ore  Linings  in  Open-hearth  Furnaces,"  Jour.  Iron  Steel  Inst., 
34,  340  (1889);  "Chrome  Iron  Ore  Linings,"  ibid.,  36,  217  (1890);  Dr.  Leo,  "Chrome 
and  Magnesite  Brick,"  Stahl  u.  Eisen,  11,  643  (1891);  Jour.  Iron  Steel  Inst.,  40,  165 
(1891). 

4  P.  Speier,  "Chrome  Ore  Furnace  Lining,"  Echo  des  Mines,  21,  584  (1895);  Jour. 
Iron  Steel  Inst.,  48,  506  (1895). 

6  J.  S.  Diller,  "Chromite  in  1918,"  Mineral  Resources  of  the  U.  S.,  35  [1],  657  (1918), 


Fig.  1. — Annual  consumption   of  chrome  ore 
in  United  States. 
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During  the  war  period  there  was  an  unprecedented  demand  for  chrome 
ore,  and  prices  became  so  high  that  California  and  Oregon  ore  could  be 
shipped  to  the  Eastern  market  at  a  profit,  notwithstanding  the  expense  of 
transportation.  Imports  reached  a  high  figure.  Nearly  all  of  the  ore, 
however,  was  needed  in  the  metallurgical  and  chemical  industries,  and  the 
manufacturers  of  refractories  obtained  only  a  limited  amount.  At  the  end 
of  the  war,  prices  again  dropped,  and  little  or  no  chrome  ore  is  now  being 
mined  in  this  country. 


Crude  Chromite 


Australia 

Brazil 

Brit.  South  Africa 

Canada 

Cuba 

French  Oceania . .  . 

Greece 

Portuguese  Africa 
Asiatic  Turkey 


Table  I1 
Imported  to  the  United  States  and  Shipped  from  Mines  in 
the  United  States2 
Quantities  in  Long  Tons 

1913    1914    1915    1916    1917  1918 

2986   15976 

....  17854 

...  22800  23000   4750  521 

533  10087  12200  19012  20949 

17  8821 

10300  25761 


21850 
4600 

30001 
8650 


30860 

8155 

23200 

11880 


28031 
4305 
11230 


34 

30950 

7900 

38850 


37800   8000 


1919 

1920 

1921 

13161 

2778 

4800 

3451 

29 

39400 

23318 

8941 

8491 

7554 

14461 

710 

600 

7125 

56682 

35108 

5302 

8104 

4000 

11000 

3500 

12760 

5822 

4387 

9701 

1330 

All  others 

79 

58 

2     5 

184   2260 

4387   9701   1330 

Total 

Domestic  Sales . . . 

65180 
255 

74686 
591 

76455  115925 
3281  47035 

72063  100142 
43725  82430 

60404  150275  81836 
5079   2502  .... 

Apparent  Consump.  65435  75277  79736  162960  115788  182572  65483  152777 


Mineralogy 

The  most  common  mineral  containing  chromium,  and  the  only  one  of 
economic  importance,  is  the  oxide,  chromite  (FeO.Cr203).  Other  not 
uncommon  minerals  containing  chromium  are  picotite  (chrome  spinel), 
crocoisite  (lead  chromate),  chrome  diopside,  chrome  garnet  and  chrome 
mica. 

Chromite  is  a  member  of  the  spinel  group  of  minerals,  which  crystallize 
in  the  isometric  system,  and  which  have  the  general  chemical  formula 
RO.R203.     Some  of  the  members  of  this  group  are: 


FeO.Cr203 

MgO.Al203 

(Mg,Fe)0.(Al,Fe,Cr)203. 

FeO.Fe203 

MgO.Fe203 


Chromite 
Spinel 
Picotite 
Magnetite 
Magnesio  ferrite 

1  See  Figure  1 

2  From  publications  of  the  United  States  Geological  Survey 


Contains  up  to  10%  Cr203 
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Theoretically  chromite  should  contain  67.9%  Cr203  and  32.1%  FeO. 
However,  even  the  purest  specimens  free  from  gangue  rarely  contain  over 
60%  Cr203  and  ores  containing  35%  or  less  are  common.1  The  diversity 
of  composition  may  be  explained  by  the  fact  that  chrome  ore  is  really  an 
isomorphous  mixture  of  various  minerals  of  the  spinel  group  in  varying 
proportions,  in  which  FeO  may  be  replaced  in  part  by  MgO,  and  Cr20$ 
by  A1203  and  Fe203.  Such  isomorphous  mixtures  cannot  be  brought  to  a 
higher  grade  by  any  mechanical  process  of  concentration.  Certain  ores  con- 
tain as  much  as  11%  to  17%  MgO,  and20%to26%Al2O3,andhenceincludein 
their  composition  a  considerable  proportion  of  the  normal  spinel  molecule. 

An  interesting  study  of  the  molecular  composition  of  Maryland  chrome 
sands  has  been  made  by  J.  T.  Singewald,  Jr.2  Two  samples  of  the  chrome 
sand  gave  the  following  results  after  separation  into  magnetic  and  non- 
magnetic portions : 

Per  cent  of  Molecular  percentages 

Total     MgO.AhOa     FeOAhOs     FeO.Cr203     FeO.Fe2O30?«O4) 

Sample  A     Magnetic  56.5  16  4  31  49 

Non-magnetic  43.5  19  20  52  9 

Sample  B     Magnetic  5.9  0  8  3  89 

Non-magnetic  94.1  19  45  10  26 

The  gangue  minerals  which  most  frequently  occur  in  chrome  ore  are 
olivine,  talc,  chlorite,  and  serpentine.  Fissures  of  magnesite,  or  silica 
in  the  forms  of  quartz,  chalcedony  or  opal  are  not  uncommon.  A  consider- 
able proportion  of  the  gangue  minerals  can  often  be  removed  from  chro- 
mite by  suitable  processes  of  concentration. 

Physical  Properties 

Chromite  is  opaque,  brownish  black  to  iron-black,  with  a  dark  brown  to 
grayish  brown  streak,  and  a  metallic  or  submetallic  luster.  It  has  a  hard- 
ness of  5.5  and  a  specific  gravity  of  4.3%  to  4.5%,  being  lighter  than  mag- 
netite, which  has  a  specific  gravity  of  5.17  to  5.18.  It  has  no  cleavage,  is 
brittle,  has  uneven  fracture,  and  sometimes  is  feebly  magnetic. 

Chromite  crystallizes  in  the  isometric  system,  usually  in  octahedrons. 
The  crystals,  however,  are  generally  of  microscopic  size,  and  the  ores  have 
a  massive  appearance,  being  either  granular  or  compact.  The  melting 
point  of  a  chromite  ore,  the  analysis  of  which  is  not  stated,  is  given  by 
Kanoltas2180°C.3 

1  Knopf  and  Lewis,  "Chrome  Ores  in  Maryland,  Pennsylvania  and  North  Carolina," 
U.  S.  Geol.  Surv.,  Bull.  725B,  117  (1921). 

2  Joseph  T.  Singewald,  Jr.,  "Maryland  Chrome  Sand  Ore,"  Econ.  Geol.,  14,  189 
(1919);  Chem.  Abs.,  13,  1692  (1919). 

3  C.  W.  Kanolt,  "Melting  Points  of  Firebrick,"  U.  S.  Bur.  Standards,  Tech.  Paper 
10,  15(1912);  Jour.  Gas  Lighting,  119,  503  (1913);  Jour.  Franklin  Inst.,  174,  225  (1912); 
Trans.  Amer.  Electrochem.  Soc,  22,  95  (1912). 
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Chrome  ores  are  variable  in  appearance,  and  the  quality  cannot  safely 
be  judged  by  visual  examination.  California  ores  containing  50%  to  55% 
Cr203  are  usually  fine-grained  and  brittle,  resembling  anthracite;  40%  to 
44%  ores  have  the  appearance  of  dull  graphite ;  35%  ores  often  have  a  rusty 
color.1  However,  certain  heavy  black  ores  which  appear  to  the  eye  to  be 
of  excellent  quality,  are  low  in  Cr203  and  contain  considerable  magnetite. 
On  the  other  hand  good  ore  may  sometimes  be  thought  high  in  silica,  if,  as 
sometimes  happens,  it  is  coated  with  a  film  of  MgC03  which  gives  it  a  white 
appearance. 

Singewald2  has  pointed  out  that  field  determinations  based  upon  the 
magnetic  properties  of  chromites  may  lead  to  error.  A  non-magnetic  min- 
eral resembling  chrome  ore  in  the  field,  may  be  a  black  spinel,  with  a  com- 
paratively low  percentage  of  Cr203 ;  while  a  strongly  magnetic  mineral  may 
be  chrome  ore  of  fair  grade,  but  with  an  appreciable  amount  of  Fe304. 

Chemical  Properties 

Of  all  the  common  refractories,  chromite  is  the  most  nearly  neutral 
in  its  chemical  behavior.  It  is  acted  upon,  however,  by  either  strong  acids 
or  by  strong  bases,  being  less  resistant  to  the  latter  than  to  strong  acids. 

Chromite  is  decomposed  by  fusion  with  potassium  and  sodium  bisul- 
phate.  In  an  oxidizing  atmosphere  it  is  attacked  at  high  temperatures 
by  potash,  soda  or  lime,  with  the  formation  of  chromates  and  dichromates. 
By  being  mixed  with  soda  and  silica  it  can  be  fused  even  without  an  oxidiz- 
ing agent.  At  high  temperatures  carbon  has  a  reducing  effect  upon  chro- 
mite forming  an  alloy  of  Fe,  Cr  and  C  known  as  ferro-chrome. 

The  fusibility  curve  has  been  determined  for  mixtures  of  Zettlitz  kaolin 
and  chrome  ore.3  The  ore  used  contained  52.9%  Cr203,  22.6  FeO,  4.8 
A1203,  9.6  Si02  and  10.0%  MgO,  and  had  a  melting  point  of  about  2000 °C. 
The  melting  point  of  the  mixtures  decreased  rapidly  until  a  eutectic  was 
reached  at  about  1435  °C  for  35%  kaolin.  Above  this  the  curve  rose 
again  to  the  melting  point  of  kaolin,  with  another  irregularity  at  70% 
kaolin.     (See  Fig.  2.) 

Occurrence 

Chromite  deposits  are  found  chiefly  in  basic  igneous  rocks,  peridotite 
and  the  serpentine  derived  from  it.  To  a  minor  extent  chromite  occurs 
in  residual  clays,  and  in  beach  and  stream  sands,  which  have  resulted  from 
the  concentration  of  particles  derived  from  the  weathering  of  serpentine. 

1  Harold  French,  "Manufacture  of  Chromates  from  Chromite,"  Min.  Set.  Press, 
113,  845  (1916);  Chem.  Abs.,  11,  385  (1917). 

2  Joseph  T.  Singewald,  Jr.,  ibid. 

3  M.  Simonis,  "The  Use  of  Chromite  as  a  Refractory  Material,"  Stahl  u.  Eisen, 
28,  334  (1908);  Eng.  Min.  Jour.,  59,  154  (1919);  Chem.  Abs.,  2,  1G85  (1908). 
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In  the  primary  deposits  it  does  not  occur  in  well-defined  veins,  but  is  found 
in  lenticular  bodies,  usually  much  longer  than  broad;  in  irregular  masses 
or  pockets  which  seem  to  have  no  relation  to  each  other,  or  in  stringers 
and  disseminated  grains.  The  ore  bodies  vary  in  size  from  small  nodules 
to  masses  containing  many  thousand  tons.  *    The  largest  body  mined  within 
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Fig.  2. — The  fusion  points  of  mixtures  of  chromite  and  kaolin.2 
recent  years  in  the  United  States  was  the  Castle  Crag  Mine  in  Shasta 
Co.,  California;  it  was  150  feet  long,  40  feet  wide,  54  feet  deep  and  produced 
12,000  tons  of  commercial  ore.     It  is  estimated  that  the  average  chromite 

1  Diller,  Westgate  and  Pardee,  "Deposits  of  Chromite  in  California,  Oregon,  Wash- 
ington and  Montana,"  U.  S.  Geol.  Surv.,  Bull.  725A,  10  (1921). 

2  Trans.  Amer.  Inst.  Mining  Eng.,  59,  154  (1918). 
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content  of  the  ore-bodies  mined  in  California  and  Oregon  during  the  war 
was  about  50  tons.  These  bodies  are  very  small  compared  with  the  de- 
posits of  New  Caledonia  and  Rhodesia. 

Chromite  is  regarded  as  one  of  the  primary  constituents  of  igneous 
magmas  rich  in  iron  and  magnesia;  the  ore-bodies  were  formed  through 
segregation  during  cooling  and  consolidation  of  the  molten  mass.  It  is 
believed  that  the  chromite  was  one  of  the  first  minerals  to  separate  out 
when  the  mass  began  to  cool.  The  longer  it  remained  in  solution  the  less 
opportunity  there  was  for  the  formation  of  distinct  bodies,  for  as  the  magma 
began  to  lose  its  fluidity  the  chromite  separated  out  into  smaller  bunches 
or  in  grains  scattered  throughout  the  enclosing  rock.1 

Chrome  ore  liberated  by  rock  weathering  and  decay  may  be  found  at  the 
surface,  hence  scattered  surface  boulders  are  not  necessarily  an  indica- 
tion of  the  existence  of  an  ore-body  below.2  On  account  of  the  pockety 
nature  of  the  deposits,  mining  is  subject  to  great  uncertainty  and  risk.  As 
a  rule,  no  estimate  can  be  made  of  the  amount  of  chrome  in  a  deposit  be- 
yond what  is  actually  proved. 

Waste  rock  may  be  removed  from  chrome  ore  by  hand-cobbing,  and  by 
mechanical  concentration.  In  the  latter  case,  the  ore  may  be  crushed, 
treated  in  classifiers  and  fed  to  concentrating  tables. 

Deposits  and  Production 

Chromite  deposits  occur  in  many  parts  of  the  world,  notably  Rhodesia, 
New  Caledonia,  Turkey,  India,  Greece,  Canada,  Cuba  and  Brazil.  In 
the  United  States  chrome  occurs  in  California,  Oregon,  Wyoming,  Alaska, 
North  Carolina,  Maryland  and  Pennsylvania. 

From  1827  until  the  beginning  of  the  Civil  War,  most  of  the  world's 
supply  of  chrome  came  from  the  Baltimore  area,  Maryland,  and  Lancaster 
Co.,  Pennsylvania.3  The  Wood  mine,  in  Lancaster  Co.,  was  an  operation 
in  a  deposit  of  remarkable  size.  It  was  opened  in  1828  and  operated  for 
nearly  50  years,  producing  about  95,000  tons  of  ore.  The  ore  body  had  a 
maximum  length  of  300  feet  and  a  depth  of  about  720  feet;  its  width  aver- 
aged 20  feet.  Chrome  mining  in  this  region  ceased  at  some  time  in  the 
late  seventies  or  early  eighties,  due  to  the  development  of  the  Turkish 
deposits. 

From  about  1880  to  1900  large  quantities  of  chrome  were  mined  from 
the  deposits  of  Brusa,  Asiatic  Turkey,  which  began  operations  in  1877. 

1  H.  Ries,  "Chromium,  Its  Occurrence  and  Mining,"  Eng.  Min.  Jour.,  104,  988 
(1917);  Waldemar  Lindgren,  "Mineral  Deposits,"  McGraw-Hill  Book  Co.,  Publ.  New 
York  (1913). 

2  Knopf  and  Lewis,  loc.  cit. 

3  Wm.  Glenn,  "Chrome  in  the  Southern  Appalachian  Region,"  Trans.  Am.  Inst. 
Mining  Eng.,  25,  481  (1895). 
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These  deposits  were  noted  for  their  size  and  cheapness  of  mining.  At  the 
present  time  the  important  producers  of  chrome  ore  are  Turkey,  New 
Caledonia,  Rhodesia,  Greece  and  Canada. 

Table  II 
Typical  Analyses  of  Chromite 

12  3  4  5  6  7 

Cr203 56.8  48.1  54.5  58.1           42.6  53.1  32.9 

FeO 12.1  14.8  19.5  27.6           13.8  15.3  13.0 

A1203 15.0  12.5  11.0  3.8            8.3  8.0  8.3 

MgO 14.0  16.5  8.0  3.2           21.1  16.1  24.6 

Si02 1.5  6.2  3.1  5.1             9.5  6.4  14.0 

CaO 0.7  ....  1.5            1.2 

8  9  10  11  12  13  14 

Cr203 40.7          33.2          39.5           52.7  34.5  42.5  48.4 

FeO 16.6           14.6           15.8           14.2  14.2  15.0  14.4 

A1203 24.3          28.8          26.2           12.5  19.0  16.8  12.1 

MgO 14.9            n.d.            15.8           15.5  20.5  16.5  14.2 

Si02 3.0            6.0            3.0            4.0  11.0  7.5  5.9 

CaO 0.5  0.8  0.9  ... 

1,  2,  Asiatic  Turkey;  3,  4,  New  Caledonia;  5,  6,  7,  Quebec;  8,  Greece;  9,  10,  Cuba;  11,  12, 

13,    California;    14,  Rhodesia,  South  Africa. 

The  deposits  of  India,  Cuba  and  Brazil  have  not  been  developed  to  any- 
great  extent  but  are  potential  sources  of  supply. 

Deposits  in  the  United  States. — Chrome  ore  was  first  mined  in  Cali- 
fornia in  1880,  and  2000  to  3000  tons  annually  were  produced  until 
1895  to  1896.  The  output  from  that  time  until  1913-1914  was  negligible. 
With  the  stimulus  of  higher  prices  during  the  war,  California  ores  were 
again  exploited,  and  the  output  rose  to  63,000  tons'  in  1918.  There  are 
two  main  belts,  one  in  the  Klamath  Mountains  and  the  Coast  Range  from 
Siskiyou  Co.  to  San  Luis  Obispo  Co.,  the  other  in  the  Sierra  Nevada  Moun- 
tains from  Plumas  to  Tulare  Co.  At  places  the  black  sands  on  the  Pacific 
Coast  contain  considerable  chromite. 

Some  of  the  Calif ornian  deposits  contain  up  to  55%  Cr203;  others  run 
as  low  as  20%  in  Cr203,  and  as  high  as  20%  in  Si02.  Some  of  this  is  of 
such  a  nature  that  concentration  is  possible,  and  during  1918  and  1919 
concentrators  were  operated  at  a  few  places,  where  the  Cr203  content 
was  brought  to  40%  or  higher.  Of  the  ore  produced  in  the  United  States 
in  1918,  24%  contained  45%  or  more  Cr203;  55%  contained  between  35  % 
and  45%;  and  21%  carried  less  than  35%  Cr203. 

Chrome  is  found  in  Southwestern  Oregon,  in  the  vicinity  of  Grant's 
Pass,  and  in  the  Northeastern  part  of  the  state,  not  far  from  Baker  City. 
Chrome  ore  has  been  found  at  two  points  on  the  Kenai  Peninsula,  Alaska ; 
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the  ore  reserves  are  reported  to  be  about  30,000  tons  in  the  one  and  190,000 
in  the  other.  About  1000  tons  were  produced  each  year  in  1917  and  1918, 
There  are  a  few  small  deposits  near  Burnsville,  Democrat  and  Webster, 
North  Carolina.  Near  Glenrock,  Wyoming,  a  deposit  of  chromite  has 
been  found  and  worked  on  a  small  scale. 

Uses  of  Chromite  in  the  Metallurgical  and  Chemical  Industries 

The  most  important  use  of  chrome  ore  is  in  the  manufacture  of  ferro- 
chrome,  the  alloy  of  chrome  and  iron.  It  is  usually  prepared  by  direct 
reduction  of  the  ore  in  the  electric  furnace.1  For  this  purpose  high  grade 
ores  are  desired.  Ferro-chrome  usually  contains  over  60%  Cr  and  .6%  to 
9.5%  C;  the  physical  characteristics  of  the  alloy  are  governed  by  the 
amount  of  C  present. 

Ferro-chrome  is  used  in  making  chrome  steels.  The  amount  of  chro- 
mium in  the  steel  may  vary  from  1%  to  4%  and  the  carbon  from  .5%  to  2%. 
Chromium  raises  the  elastic  limit  of  the  steel,  increases  the  hardness,  and 
intensifies  the  effect  of  other  alloying  elements.  Chrome-nickel  and 
chrome-manganese  steels  are  not  uncommon.  Chrome  steels  are  used  for 
high-speed  tools,  armor  plate,  armor-piercing  projectiles,  crushing  ma- 
chinery, safes  and  automobile  parts. 

The  principal  chemical  uses  of  chromite  are  in  the  manufacture  of  bi- 
chromate of  soda,  bichromate  of  potash,  chromic  acid  (Cr203)  and  chrome 
alum,  which  are  employed  in  the  manufacture  of  dyes  and  pigments  and 
for  tanning  leather.2  For  chemical  purposes  high  grade  ores  containing  over 
50%  Cr203  are  desired.  Chrome  yellow,  orange  and  green  are  used  as  dyes ; 
chrome  yellow,  orange,  red  and  green  and  Guignet's  green,  as  pigments. 

Cr203  is  prepared  by  the  action  of  a  reducing  agent  upon  sodium  di- 
chromate  at  fairly  low  temperatures.  Its  melting  point  is  1990°C.3 
Metallic  chromium  may  be  prepared  by  the  reduction  of  Cr203  by  C  in 
the  electric  furnace  or  by  the  thermit  process.  It  is  a  very  hard,  non- 
magnetic, light  green  glistening  crystalline  powder.  The  specific  gravity 
is  6.84  and  the  melting  point  1520 °C.6  It  is  stated6  that  metallic  chro- 
mium has  been  used  in  the  manufacture  of  high  speed  tool  steel  in  place  of 
ferro-chrome. 

1  R.  J.  Anderson,  "Metallurgy  of  Eerrochromium,"  Eng.  Min.  Jour.,  104,  245 
(1917);  Lyon,  Keeney  and  Cullen,  "The  Electric  Furnace  in  Metallurgical  Work," 
U.  S.  Bur.  Mines,  Bull.  77,  127  (1916). 

2  J.  S.  Diller,  "Chromite  in  1917,"  Mineral  Resources  of  the  U.  S.,  34  [1  ],  37  (1917). 

3  C.  W.  Kanolt,  "The  Melting  Points  of  Refractory  Materials,"  Trans.  Anter. 
Ceram.  Soc,  15,  167  (1913). 

*  H.  Ries,  ibid.,  104,  988  (1917). 

B  G.  K.  Burgess  and  R.  G.  Waltenberg,  "Melting  Points  of  the  Refractory  Elements, 
I.  Elements  of  Atomic  Weight  from  48  to  59,"  U.  S.  Bur.  Standards,  Bull.  10,  85  (1914). 
6  J.  C.  Williams,  "Chromite,"  Min.  Sci.  Press,  117,  281  (1918). 
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Manufacture  of  Chrome  Refractories 
Foreign  Practice.— A.  B.  Searle1  has  described  the  European  methods 
of  making  chrome  brick.  Ores  high  in  Cr203  are  not  generally  used.  A 
bonding  material  such  as  fire  clay  or  lime  is  usually  added  to  the  pulverized 
ore;  fire  clay  and  kaolin  are  generally  considered  satisfactory,  but  are 
said  to  produce  brick  of  lower  melting  point  than  those  bonded  with  about 
5%  of  lime.  Other  bonds  which  have  been  used  or  suggested  are  plaster 
of  Paris;  gypsum;  2%  gypsum  plus  1%  aluminum  sulphate;  bauxite;  5% 
to  10%  magnesia;  10%  to  20%  magnesite;  12%  dolomite;  hot  tar;  chro- 
mium salts,  particularly  potassium  bichromate;  various  alkaline  salts;  clay 
with  a  little  resin,  coal  or  other  carbonaceous  matter.  The  purpose  of 
adding  the  carbonaceous  matter  was  to  effect  partial  reduction  of  the  ore  to 
ferro-chrome. 

The  pulverized  ore  and  bond  are  mixed  with  water  in  a  trough  mixer. 
In  molding,  a  power  press  may  be  employed?  or  the  material  may  be  tamped 
by  hand  into  iron  molds.  Drying  is  done  slowly  on  a  hot-floor.  The  brick 
are  commonly,  but  not  always,  set  in  the  same  kiln  with  silica  brick,  and 
burned  to  cone  16  (1450°C)  or  higher. 

The  brick  usually  contain  about  33%  Cr203,  although  some  grades  con- 
tain over  60%^  In  the  following  analyses  given  by  Searle, 2  brick  C  is  stated 
to  have  about  the  average  composition  for  British  brick. 


A 

B 

C 

Cr203 

51.43 

62.16 

35.87 

FeO 

35.54 

28.02 

15.26 

A1203 

2.05 

2.51 

31.28 

MgO 

3.84 

0.82 

11.43 

Si02 

1.74 

2.42 

5.23 

CaO 

5.27 

3.95 

0.91 

American  Practice.— Ores  of  the  following  approximate  analyses  are 
used  in  the  United  States  as  refractory  materials. 


A 

B 

Cr203 

40.8% 

44-48% 

FeO 

17.8 

14 

MgO 

14.9 

15 

"^A1203 

22.4 

12 

Si02 

3.7 

5  to  8 

In  the  manufacture  of  brick,  the  use  of  any  bonding  material  is  not  now 
customary  in  American  practice.  For  that  reason  it  is  essential  that  the 
ore  used  be  one  which  will  bond  strongly  together  at  kiln  temperatures, 
but  without  deforming  or  squeezing  out  of  shape. 

1  Alfred  B.  Searle,   "Refractory  Materials,"  Charles  Griffin  &  Co.   Ltd.,  Pub., 
London  (1917). 

2  Alfred  B.  Searle,  ibid. 
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The  ore,  after  being  finely  ground  in  a  ball  mill,  is  mixed  with  a  small 
amount  of  water  to  the  consistency  of  damp  sand  in  a  wet  pan.  The  brick 
are  molded  either  in  a  power  press  at  high  pressure  or  by  hand.  In  the 
latter  case  the  molds  are  filled  by  pounding  with  heavy  plank  mauls  covered 
with  metal.  The  brick  are  dried  in  tunnel  driers.  Both  in  the  green  and 
dried  condition  chrome  brick  are  fragile  and  must  be  handled  with  great 
care.  When  set  in  the  kilns  for  burning,  they  are  boxed  in  with  silica  brick 
in  such  a  way  that  there  is  hardly  any  load  upon  them  and  only  4  or  5  bricks 
are  placed  in  a  "box."  They  are  burned  in  rectangular  downdraft  kilns, 
usually  with  magnesia  brick'.  A  burning  temperature  of  cone  18  to  20 
or  slightly  higher  is  customary;  the  permanent  volume  change  in  burning 
is  negligible.  Cooling  of  the  kilns  must  be  done  slowly  in  order  to  avoid 
any  cracking  of  the  brick. 

Properties  of  Chrome  Brick 

Properties  in  General. — The  chief  value  of  chrome  brick  lies  in  their 
chemically  neutral  character  and  their  high  refractoriness;  their  greatest 
disadvantages  are  their  sensitiveness  to  rapid  thermal  change,  and  their 
inability  to  support  heavy  loads  at  high  temperatures. 

Chrome  brick  are  shiny  black  in  color.  They  are  much  heavier  than 
fire  clay  or  silica,  and  slightly  heavier  than  magnesia  brick ;  the  weight  of  a 
chrome  standard  9-inch  brick,  9"  x  4^"  x  2)4!' >  is  between  10  and  11 
pounds,  and  the  bulk  specific  gravity  is,  therefore,  3.0  to  3.2. 

The  melting  point  of  chrome  brick,  as  determined  by  Kanolt  is  2050  °Cl 
The  same  observer  found  that  magnesia  brick  melt  at  2165°C  and  high- 
grade  clay  and  silica  brick  at  1710  °C.  The  analysis  of  American  chrome 
brick  is  the  same  as  that  of  the  ore  from  which  it  is  made.  This  has  been 
given  in  the  preceding  pages. 

Crushing  Strength. — Chrome  brick  are  very  strong  in  the  cold  con- 
dition, having  a  crushing  strength  on  flat  of  3000  to  5000  pounds  per  square 
inch.  However,  they  will  not  sustain  a  heavy  load  at  high  temperatures. 
G.  H.  Brown2  found  that  a  chrome  brick  of  American  manufacture,  when 
set  on  end  and  heated,  failed  suddenly  at  1450  °C  under  a  load  of  50  pounds 
per  square  inch.  The  brick  sheared  diagonally  into  two  parts,  with  no 
previous  evidence  of  contraction.  In  the  experiments  of  Mellor  and 
Emory3  a  chrome  brick  under  a  load  of  50  pounds  per  square  inch  failed , 
suddenly  at  1400 °C.  Magnesia  brick,  under  the  same  load,  in  each  case 
failed  at  a  temperature  of  about  100°C  higher  than  chrome  brick. 

1  C.  W.  Kanolt,  "Melting  Points  of  Fire  Brick,"  U.  S.  Bur.  Standards,  Tech.  Papt 
10,  15  (1912);  Jour.  Gas  Lighting,  119,  503  (1913);  Jour.  Franklin  Inst.,  174,  225  (1912) 
Trans.  Am.  Electrochem.  Soc,  22,  95  (1912). 

2  G.  H.  Brown,  "Notes  on  I,oad  Test  made  on  Magnesia,  Chrome  and  Silica  Brick," 
Trans.  Amer.  Ceram.  Soc,  14,  391   (1912). 

•"Effect  of  Load  on  the  Refractoriness  of  Fire  Brick,"  Gas.  J..  142.  I7S  (1918). 
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The  experiments  of  Bodin1  indicate  that  the  crushing  strength  of  chrome 
brick  is  practically  constant  from  room  temperature  up  to  950  °C,  falling 
off  rapidly  above  that  point. 

Modulus  of  Rupture. — The  cross  breaking  strength  of  chrome  brick 
is  high  for  cold  brick,  but  low  at  high  temperatures.  The  average  results  of 
Hartmann  and  Koehler,2  who  investigated  this  property  at  20°  and  1350  °C, 
are  given  in  part  below,  for  the  materials  which  they  used. 

Modulus  of  rupture, 
Material  pounds  per  square  inch 

20°C  1350°C 

Chrome  Brick 1390  22 

Magnesia  Brick 1390  136 

Silica  Brick 550  161 

Fire  Brick — Grade  A 665  113 

Resistance  to  Abrasion.— Hartmann  and  Kobler3  have  made  compara- 
tive abrasion  tests  on  different  kinds  of  refractory  materials  at  ordinary 
temperatures  and  at  1350  °C.  The  amount  of  abrasion  was  measured  by 
determining  the  depth  abraded  in  5  minutes  by  a  carborundum  cutting 
wheel  at  a  constant  pressure. 

It  seems  probable  that  the  magnesia  and  chrome  brick  used  in  this  test 
were  not  of  the  usilal  commercial  grade,  but  were  of  the  same  quality  as 
those  used  by  Hartmann  and  co-workers  in  their  study  of  electrical  resis- 
tivity.4 In  that  event  the  figures  quoted  will  not  apply  to  the  usual  mag- 
nesia and  chrome  brick  on  the  market.  Moreover,  a  more  accurate  method 
for  determining  abrasion  at  1350  °C  should  have  been  chosen.  The  brick 
were  heated  on  one  end,  being  inserted  while  cold  in  the  wall  of  a  furnace 
which  had  been  previously  brought  to  1350  °C,  and  kept  there  for  two 
hours.  After  heating,  the  brick  were  removed  quickly  and  while  still  hot 
were  held  for  three  to  five  minutes  against  a  cutting  wheel.  The  temper- 
ature changes  involved  in  the  heating  up  and  testing  were  too  rapid  for  such 
materials  as  chrome,  magnesia  and  silica  brick,  and  undoubtedly  caused 
some  cracking  and  lowered  the  resistance  to  abrasion. 

The  results,  in  part,  are  as  follows: 

Cold  1350  °c 

Depth  of  cut,  inches       Depth  of  cut,  inches 
Material  5  Minutes  5  Minutes 

Chrome  Brick 0.07                              0.27 

Magnesia  Brick .05  12.5 

Silica  Brick .17  Spalled 

Fire  Brick— Grade  A .26                                  .11 

1  V.  Bodin,  "Tests  on  Refractory  Products  under  Load  at  Different  Temperatures," 
Trans.  Ceram.  Soc.  (British),  21  [1],  43(1921-22). 

2  Hartmann  and  Koehler,  "Physical  Characteristics  of  Specialized  Refractories,  Pt. 
IV:  Cross  Breaking  Strength  20°  and  1350°C,"  Trans.  Am.  Electrochem.  Soc,  39,  129 
(1921). 

3  Hartmann  and  Kobler,  "Physical  Characteristics  of  Specialized  Refractories, 
Pt.  II:  Comparative  Cold  and  Hot  Abrasion  Tests,"  ibid.,  37,  717  (1920). 

4  See  remarks  under  this  heading  on  p.  877. 
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Thermal  Conductivity. — No  accurate  studies  have  been  published 
concerning  the  thermal  conductivity  of  chrome  brick.  However,  it  is 
known  to  be  considerably  higher  than  that  of  clay  and  silica,  and  slightly 
lower  than  that  of  magnesia  brick. 

No  figures  are  available  concerning  the  specific  heat. 

Electrical  Resistivity. — Stansfield,  MacLeod  and  McMahon1  and 
Hartmann,  Sullivan  and  Allen2  have  compared  the  resistivity  of  various 
refractories  at  high  temperatures. 


Table  III 
Electrical  Resistivity  in  Ohms  per  Cm.3 


Temperature 

,  °C     Chrome  brick             Magnesia  brick 

Silica  brick 

Eire 

brick 

A 

B               A 

B 

A                   B 

A 

B 

Cold 

48.1X106  .... 

137  X  106 

...      125  X  106 

....  137X106 

600° 

21000 

700° 

17000 

800° 

2800 

803 

5.00  X  106 

.  .  .    2.38  X  106 

13000 

57600 

900° 

760 

525 

1.24  X  106 

. . .       765000 

9000 

20600 

1000° 

420 

171         

708000 

. . .       300000 

6600 

10800 

1100° 

430 

78 

560000 

126000 

4400 

6590 

1200° 

450 

63 

193000 

62000 

2300 

4160 

1300° 

410 

77        6200 

67400        < 

}700  . .  30900 

1300 

2460 

1400° 

320 

85          420 

22400        2400         16500 

690 

1420 

1500° 

41             55 

2500 

710          8420 

280 

890 

1550° 

30 

22 

60 

1565° 

25 

18 

A — Stansfield,  MacLeod  and  MeMahon. 

B — Hartmann,  Sullivan  and  Allen;  figures  ar< 

;  for  ascending  temperatures. 

The  chemical  an 

ilyses  of  the  brick  studied  by 

Hartmann  and  co 

-workers 

are  given 

as  follows: 

Chrome  brick 

Magnesia  brick 

Silica  brick 

Fire  brick 

Si02 

15.8 

6.0 

94.8 

50.4 

Fe203 

0.3 

0.2 

0.8 

FeO 

13.2 

A1203 

7.3 

6.3 

1.8 

45.5 

CaO 

3.1 

2.4 

0.5 

MgO 

18.5 

84.1 

0.3 

0.8 

Ti02 

1.9 

Cr203 

40.9 

It  will  be  observed  that  the  results  obtained  by  the  two  groups  of  workers 
are  far  from  agreement.  Stansfield,  MacLeod  and  McMahon  have  indi- 
cated that  the  probable  error  of  their  determinations  is  less  than  5%  or  10% 

1  A.  Stansfield,  D.  L.  McLeod  and  J.  W.  McMahon,  "Electrical  Resistance  of 
Fire  Bricks  at  High  Temperatures,"  Trans.  Amer.  Electrochem.  Soc,  22,  89  (1912); 
Met.  Chem.  Eng.,  10,  746  (1912). 

2  Hartmann,  Sullivan  and  Allen,  "Physical  Characteristics  of  Specialized  Refracto- 
ries, Pt.  Ill:  Electric  Resistivity  at  High  Temperatures,"  Trans.  Amer.  Electrochem.  Soc, 
38,279(1920). 
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for  reading  under  6,000  ohms,  rising  to  a  maximum  probable  error  of  25% 
at  21,000  ohms;  also  that  the  results  for  chrome  brick  are  subject  to  cor- 
rection Hartmann,  Sullivan  and  Allen  state  that  their  results  cannot  be 
regarded  as  average  values,  on  account  of  differences  in  different  specimens 
of  brick,  but  that  they  serve  to  indicate  the  relative  order  of  magnitude  of 
the  electrical  resistivities  up  to  1500  °C.  They  have  shown  that  for  some 
refractories  there  is  a  considerable  change  in  resistivity  with  time  of 
heating.    . 

The  analyses  indicate  that  the  tests  of  Hartmann  and  co-workers  were 
not  made  upon  chrome  and  magnesia  brick  of  the  grade  generally  used 
commercially.  The  chrome  brick,  for  example,  contained  15.8%  Si02  and 
7.3%  AI2O3,  which  are  not  typical  and  the  magnesia  brick  contained  only 
.3%  Fe203  instead  of  the  customary  6.5%. 

Effect  of  Temperature  Changes. — At  furnace  temperatures,  the 
thermal  expansion  of  chrome  brick  is  approximately  .20"  per  foot.  When 
subjected  to  rapid  temperature  changes  chrome  brick  have  a  tendency  to 
crack  and  pieces  may  spall  off.  Furnaces  in  which  chrome  brick  are  used 
should  be  heated  slowly  and  carefully. 

Chemical  Behavior. — The  most  useful  property  of  chrome  brick  is 
their  nearly  neutral  chemical  character,  which  renders  them  highly  resis- 
tant to  the  action  of  the  usual  metallurgical  slags,  either  acid  or  basic.  One 
of  their  most  common  uses  is  the  separation  of  other  refractory  materials 
which  react  chemically  with  each  other  at  high  temperatures. 

Molten  silica  has  a  fluxing  action  upon  chrome  brick,  and  carbon  has  a 
reducing  effect  at  high  temperatures.  However,  unlike  carbon,  chrome 
may  be  exposed  to  either  an  oxidizing  or  a  reducing  furnace  atmosphere 
without   injury. 

Uses  of  Chrome  Refractories 

Steel  Industry. — In  the  basic  open  hearth  furnace,  the  use  of  chrome 
brick  to  separate  the  acid  and  basic  portions  of  the  refractory  structure's 
undoubtedly  good  practice.  A  course  of  chrome  brick  between  the  silica 
and  magnesia  brick  in  the  side  walls,  and  between  the  clay  and  magnesia 
brick  in  the  refractories  underlying  the  working  bottom,  will  prevent 
chemical  reaction  between  the  magnesite  and  the  other  refractories.  It 
has  been  shown  that  at  approximately  2775 °F  magnesia  and  fire  brick 
react  with  the  formation  of  a  thin  liquid  slag.  With  magnesia  and 
silica  brick,  the  reaction  is  less  violent  and  appears  to  begin  at  about 
2900 °F. 

The  open  hearth  port  walls  are  frequently  built  of  chrome  brick,  which 
cut  away  less  rapidly  than  silica  brick,  and  therefore,  keep  the  port  section 
more  nearly  uniform. 

Lump  chrome  ore  has  not  been  found  satisfactory  as  a  bottom  material 
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in  the  open  hearth,  but  is  sometimes  employed  in  building  up  the  slopes  or 
blocks  at  the  ends  of  the  furnace.  Spaces  between  the  larger  lumps  are 
filled  with  smaller  lumps  and  finely  ground  ore,  and  the  surface  is  daubed 
over  with  the  fine  material.  Ground  chrome  ore  is  used  also  for  ramming 
around  the  tap  hole;  for  patching  and  daubing  around  the  jambs  and  ports, 
and  in  the  paving  of  the  ports ;  and  for  daubing  on  the  side  walls  from  the 
slag  line  to  the  top  of  the  walls.  This  is  done  in  order  to  protect  the  walls 
from  corrosive  spray.  Practice  varies  considerably;  some  plants  use  no 
ground  chrome  ore,  others  as  much  as  2  to  3  pounds  per  ton  of  steel  pro- 
duced. There  is  a  great  difference  in  the  serviceability  of  different  grades 
of  chrome  ore  for  this  practice. 

In  soaking  pits,  heating  and  heat  treating  furnaces  and  certain  other 
furnaces,  iron  oxide  scale  is  formed  which  has  a  strongly  corrosive  action 
upon  fire  brick  or  silica  brick.  In  the  portion  of  the  furnace  where  this 
scale  collects,  chrome  brick  are  frequently  used. 

In  forge  and  welding  furnaces,  fire  clay  brick  have  a  short  life,  on  ac- 
count of  the  corrosive  action  of  the  iron  oxide  scale;  chrome  brick  in  the 
bottoms  last  many  months.  Chrome  brick  are  superior  to  magnesia 
in  these  furnaces,  being  less  sensitive  to  rapid  temperature  changes. 

Copper  Industry. — In  the  metallurgy  of  copper,  both  chrome  ore 
and  brick  have  been  successfully  applied  as  lining  materials  in  blast  fur- 
naces, settlers,  matte  reverberatories,  and  refining  furnaces. 

Blast  Furnace. — The  blast  furnace  crucible  is  generally  made  of 
fire  brick,  although  with  a  very  corrosive  matte,  low  in  copper,  chrome  brick 
are  considered  an  economy.1  In  1901  Wm.  Glenn  reported  the  successful 
use  of  chrome  ore  in  the  crucible  hearth.  A  12-inch  bottom  was  built  up 
of  chrome  ore  lumps  and  fines;  above  this  a  course  of  fire  brick  was  laid 
on  end,  giving  a  depth  of  8"  to  be  dissolved  before  the  matte  reached  the 
chrome.  At  the  end  of  two  years  the  bottom  was  reported  to  be  still  in 
good  condition.2  Chrome  brick  have  been  used  in  the  blast  furnace  hearths 
at  Douglas,  Arizona,3  and  in  the  plant  of  the  Mond  Nickel  Co.,  Conniston, 
Ontario.     At  Conniston  the  chrome  lining  is  25  inches  thick.4 

Settlers. — It  has  been  reported  that  chrome  brick  in  the  blast  furnace 
settlers,  or  fore-hearths,  last  two  years  at  the  Douglas  plant.  The  method 
of  lining  the  settler  used  at  Cananea  in  1908  has  given  exceptionally  good 
results.5     The  bottom  consists  of  10  inches  of  fire  brick  throughout,  except 

1  H.  O.  Hofman,  "Metallurgy  of  Copper,"  McGraw-Hill  (1914). 

2  Wm.  Glenn,  "Chromite  as  a  Hearth  Lining  for  a  Furnace  Smelting  Copper  Ore," 
Trans.  Amer.  Inst.  Min.  Eng.,  31,  374  (1901). 

■F.  R.  Pyne,  "Notes  on  the  Disadvantages  of  Chrome  Brick  in  Copper  Rever- 
beratory  Furnaces,"  ibid.,  59,  151  (1918);  Met.  Client.  Eng.,  18,  20  (1918);  Min.  Set. 
Press,  46,  60  (1918). 

4  "New  Smelting  Works  of  the  Mond  Nickel  Co.,"  Eng.  Min.  Jour.,  98,  1050  (1914). 

6  Charles  Shelby,  "The  Cananea  Blast  Furnace,"  Ibid.,  85,  841  (1908). 
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for  a  2  Winch  paving  of  chrome  brick  in  small  areas  beneath  the  spout  and 
around  the  tap  hole.  A  9-inch  thickness  of  chrome  brick  in  the  side  walls  is 
backed  up  by  a  mixture  of  crushed  quartz  and  clay,  called  "converter 
lining."  The  function  of  the  "converter  lining"  is  to  decrease  loss  of  heat 
by  conduction  and  to  diminish  strains  on  the  steel  shell  by  taking  up  the 
expansion  of  the  brick. 

In  lining  the  settlers  at  one  of  the  western  smelters,  a  9-inch  wall  of  in- 
expensive clay  brick  is  first  built  within  the  shell,  leaving  an  open  space 
between  the  brickwork  and  the  shell.  This  space  is  6  inches  wide  at  the 
top  and  14  inches  wide  at  the  bottom.  Upon  completion  of  the  brick  wall, 
the  open  space  is  tamped  full  of  chrome  ore,  ground  to  pass  a  4-mesh  screen. 
After  the  lining  has  been  placed  in  use,  the  slag  probably  eats  away  the 
brick  lining  gradually,  but  has  little  effect  on  the  chrome,  which  sinters 
solidly  together.  Settlers  lined  in  this  way  have  been  operated  many  years 
with  no  repairs. 

B.  Magnus1  reports  that  blocks  of  high-grade  chrome  ore,  with  a  hole 
drilled  through  the  center,  have  been  used  as  tapping  hole  blocks  in  settlers, 
with  good  results  both  for  high  and  low  grade  mattes. 

At  Silverspur,  Australia,  chrome  ore  dry  masonry  has  been  successfully 
used  for  the  sidewalls  and  bottom  of  a  reverberatory  furnace  producing  a 
highly  basic  slag.  The  chromite  lumps  gradually  wore  away  through  the 
breaking  off  of  small  particles.  These  were  too  heavy  to  float  on  the  slag 
and  too  light  to  sink  into  the  matte,  and  formed  a  layer  of  chrome  sand 
between  slag  and  matte.  This  layer  interfered  with  the  working  of  the 
furnace  as  it  could  not  be  skimmed  out  with  the  slag,  nor  tapped  out  with 
the  matte,  but  had  to  be  skimmed  out  separately  at  regular  intervals. 
Difficulties  were  encountered  in  the  attempt  to  recover  the  metal  absorbed 
in  the  bottoms  and  skimmed  sands.2 

In  matte  reverberatory  furnaces  the  use  of  magnesia  or  chrome  brick 
along  the  slag  line  was  at  one  time  common,  but  this  practice  was  gradually 
discontinued  as  side-charging  of  the  furnaces  became  general.  When 
this  method  of  charging  is  employed  the  refractory  walls  are  protected  from 
the  action  of  the  corrosive  slag  by  the  banks  of  pulverized  ore. 

Converters. — Chrome  brick  have  been  used  to  a  slight  extent  in 
converter  linings,  although  magnesite  is  the  standard  refractory  for  this 
purpose.  Lathe  reported  in  19103  that  at  the  Granby  smelter,  Anyox, 
B.  C,  the  converters  were  lined  with  chrome  brick  next  to  the  shell,  with 

1  B.   Magnus,   "Chrome   Ore  Tapping  Blocks  for  Blast  Furnace  Settler,"   Eng. 
Min.  Jour.,  101,  778  (1916). 

2  Edgar   Hall,  "Chromite  Iron  Ore  as  Lining  for  Reverberatory  Furnaces,"  Eng. 
Min.  Jour.,  101,  267  (1916). 

3  Frank  E.  Lathe,  "Recent  Developments  at  the  Granby  Smelter,"  Canadian  Min. 
Inst.,  13,  283  (1910). 
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magnesia  brick  only  around  the  tuyeres.  At  Huaron,  Peru,  several  con- 
verters with  magnesia  linings  have  chrome  brick  around  the  tuyeres. 

Refining  Furnaces. — For  many  years  chrome  brick  have  been  used 
in  refining  furnace  linings  in  the  Copper  Range,  Michigan.  They  are 
placed  around  the  tap  hole  and  along  the  slag  line  for  several  courses. 
After  about  a  year's  run,  the  walls  are  customarily  torn  down  for  repairs; 
the  chrome  brick  are  cleaned  and  the  good  ones  used  again. 

Francis  R.  Pyne1  has  reviewed  the  results  obtained  from  magnesia 
and  chrome  brick  at  an  eastern  refinery  treating  very  foul  blister  copper. 
It  was  expected  that  a  basic  or  neutral  lining  would  last  longer  than  silica 
and  decrease  the  amount  of  slag  formed.  Magnesia  brick  were  not  suffi- 
ciently resistant  to  the  rapid  changes  in  temperature  which  took  place  in 
certain  parts  of  the  furnace.  Although  they  withstood  the  corrosive  action 
of  the  slag,  they  cracked  and  spalled  badly.  Chrome  brick  were  substi- 
tuted, and  at  first  seemed  to  give  such  good  results  that  they  were  adopted 
in  all  refining  furnaces  at  the  plant,  both  those  treating  blister  copper  and 
those  melting  cathodes.  In  a  number  of  furnaces  even  the  silica  roofs 
were  replaced  by  chrome.  Eventually,  however,  it  was  found  that  the 
amount  of  metal  absorbed  by  the  chrome  brick  was  very  high.  Attempts 
to  recover  the  values  locked  up  in  the  scrap  ends  of  chrome  brick  were  not 
successful.  The  most  satisfactory  disposition  found  for  these  scrap  ends 
was  to  grind  them  up  and  make  them  into  brick,  and  thus  use  them  over. 
There  was  no  difficulty  in  recovering  the  values  from  magnesia  brick. 
Mr.  Pyne  reached  the  conclusion  that  chrome  brick  are  not  desirable  for 
refining  furnace  use,  and  that  magnesia  brick  should  be  employed  where 
possible.  The  difficulty  of  recovering  absorbed  metal  from  chrome  had 
been  previously  mentioned  by  Edgar  Hall.2  After  considerable  experi- 
mental work  at  Silverspur,  Australia,  it  was  found  that  the  chrome 
residues,  after  being  finely  ground,  could  be  readily  smelted  in  a  lead  blast 
furnace. 

At  one  of  the  smelters  in  the  Copper  Range  the  construction  of  the 
refining  furnace  roof  i's  unique.  Silica  brick  are  laid  so  as  to  give  a  roof 
13  V2  inches  thick.  The  joints  are  made  3/i6-  to  l /4-inch  thick  and  filled 
with  chrome  ore  ground  from  60-  to  80-mesh  fineness.  When  laid  in  this 
manner  the  brick  resist  the  corrosive  action  of  the  splashing  copper  much 
better  than  when  laid  in  the  ordinary  way  with  knife-edge  joints.  With 
the  ordinary  method  of  laying,  corrosive  action  begins  at  the  joints;  these 
wear  back  rapidly,  leaving  the  ends  of  the  brick  projecting,  and  giving  the 
arch  a  "saw-tooth"  appearance.  With  the  chrome  ore  joints  there  is  little 
if  any  such  action  at  the  joints,  and  the  entire  arch  wears  back  evenly  and 
smoothly. 

1  F.  R.  Pyne,  he.  at. 

2  Edgar  Hall,  loc.  at. 
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Miscellaneous. — Chrome  ore  and  brick  have  been  used  with  some 
degree  of  success  in  various  furnaces  in  the  smelting  and  refining  of  lead, 
antimony,  tin  and  nickel.  Chrome  is  said  to  offer  greater  resistance  than 
magnesia  to  the  corrosive  action  of  the  oxides  of  bismuth,  antimony, 
arsenic  and  tin.1 

Harbison-Walker  Refractories  Co. 
Pittsburgh,  Pa. 
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COMPARISON   OF  HOT  AND   COLD   MODULUS   OF  RUPTURE 

FOR   SILICA  BRICK 

By  E.  N.  McGee1 
ABSTRACT 

Purpose  of  the  Investigation. — (1)  To  obtain  relative  values  for  the  cross-breaking 
strength  of  silica  brick  at  temperatures  encountered  in  coke  oven  practice. 

(2)  To  correlate  the  hot  modulus  of  rupture  test,  if  possible,  with  the  cold  modulus 
of  rupture,  or  cold  crushing  test,  either  of  which  is  cheaper  and  more  easily  conducted. 

This  report  gives  the  method  of  making  the  test,  difficulties  encountered  and  re- 
sults obtained.  The  report  shows  a  comparison  of  cold  crushing,  cold  modulus  of  rup- 
ture and  hot  modulus  of  rupture  on  a  series  of  silica  brick  made  from  special  mixes, 
commercially  burned. 

Conclusions. — The  modulus  of  rupture  of  a  silica  brick  at  1350  °C  is  approximately 
one-third  the  strength  at  atmospheric  temperature.  For  this  series  it  averaged  from 
130  to  189  lbs.  per  square  inch. 

Too  rapid  or  eccentric  heating  up  to  red  heat  may  cause  such  weakening  of  the 
structure  or  bond  that  the  brick  will  break  under  very  low  pressure. 

Cross-breaking  strength  decreases  as  the  temperature  increases. 

Hot  modulus  of  rupture  test  appears  to  give  results,  in  most  respects,  comparable 
to  the  cold  test,  and  for  routine  testing  it  would  seem  advisable  to  use  the  cold  test  since 
it  can  be  made  in  much  shorter  time. 

Introduction 

Silica  brick  were  first  introduced  in  by-product  coke  oven  construction 
in  the  United  States  at  Johnstown,  Pa.,  in  1899.  The  success  of  this  re- 
fractory from  the  beginning  was  so  remarkable  that  within  a  few  years 
it  became  the  common  practice  to  use  silica  brick  in  nearly  all  parts  of  the 
coke  oven  block.  Clay  brick  are  used  only  where  the  temperature  re- 
quirements are  low,  where  there  are  repeated  rapid  temperature  fluctu- 
ations or  as  a  veneering  to  absorb  temperature  changes. 

The  principal  advantage  obtained  from  the  use  of  silica  brick  lies  in 
the  higher  temperatures  at  which  the  ovens  can  be  operated.  This  re- 
sults in  a  much  faster  coking  rate,  and,  consequently,  a  much  greater  coke 
tonnage  and  gas  yield.  The  reason  that  these  results  can  be  obtained  is 
not  because  silica  brick  are  more  refractory  than  clay  brick,  for  there 
are  many  of  the  latter  refractory  having  a  higher  fusion  point  by  50  °C 
or  more.  Nor  can  these  results  be  entirely  due  to  the  fact  that  silica 
brick  conduct  heat  more  rapidly  than  clay  brick.  The  principal  character- 
istic which  has  made  silica  brick  so  valuable  to  the  coke  oven  industry- 
lies  in  their  ability  to  carry  heavy  loads  at  very  high  temperatures  without 
deformation  or  crushing. 

The  best  clay  brick  show  deformation  at  1350  °C  if  subjected  to  a  load 
of  25  pounds  per  square  inch.  If  supported  on  other  brick,  at  both  ends, 
seven  inches  in  the  clear,  and  loaded  with  a  five-pound  fire  brick  in  the 
1  Refractories  Division,  St.  Louis  Meeting,  Feb.  28,  1922. 
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center,  and  subjected  to  a  temperature  of  1450  °C,  the  best  clay  brick 
show  a  bending  of  from  one-fourth  to  three-eighths  of  an  inch.  Silica 
brick,  on  the  other  hand,  show  no  deformation  at  1350  °C  under  a  load  of 
50  pounds  per  square  inch,  and  no  bending  on  any  test  which  has  yet  been 
made.  In  fact,  it  is  undoubtedly  true  that  they  would  show  no  deformation 
at  any  load,  up  to  the  crushing  point,  or  any  bending  up  to  the  breaking 
point.  These  are  the  deciding  factors  which  have  necessitated  the  use  of 
silica  brick  in  present  coke  oven  practice,  where  the  ovens  are  operated 
normally  with  a  flue  temperature  of  1350  °C,  and  may,  under  abnormal 
conditions,  reach  1500  °C. 

Purpose  of  This  Investigation 

The  cold  crushing  and  cold  modulus  of  rupture  tests  have  served  as  the 
standard  tests  for  judging  the  strength  of  silica  brick  and  determining  their 
suitability  for  service  in  vital  parts  of  coke  oven  construction.  The  load 
which  they  will  carry  at  the  temperature  at  which  ovens  are  operated  has 
not  been  considered  important  because  the  construction  engineer  has  re- 
lied upon  the  cold  tests  and  found  them  satisfactory  so  far  as  it  has  been 
possible  to  determine.  Whether  or  not  the  hot  and  cold  strengths  of 
silica  brick  are  comparative  is,  however,  of  considerable  importance,  and 
is  the  main  reason  for  this  investigation.  The  second  purpose  of  this  in- 
vestigation is  to  obtain  definite  information  on  the  cross-breaking  strength 
of  silica  brick  at  temperatures  encountered  in  coke  oven  practice. 

The  tests,  upon  which  this  investigation  is  based,  were  made  upon 
a  series  of  experimental  brick  obtained  from  a  well-known  manufacturer, 
and  since  these  were  special  brick,  they  were  consequently  as  uniform  in 
every  way  as  it  was  possible  to  make  them.  Cold  modulus  of  rupture 
and  cold  crushing  tests  were  made  at  the  Mellon  Institute  of  Industrial 
Research,  Pittsburgh,  Pa.,  under  the  direction  of  Mr.  R.  M.  Howe.  The 
average  of  ten  samples  was  taken  for  each  mix  of  the  series.  Mr.  Howe 
also  attempted  to  obtain  the  hot  crushing  strengths  at  1450  °C,  but 
furnace  conditions  prevented  this,  and  we  have  not  as  yet  obtained  satis- 
factory results  for  the  hot  crushing  strengths  of  this  series  of  experimental 
brick.  It  is  interesting  to  note  that  the  crushing  strength  at  1450  °C 
was  found  to  be  approximately  300  pounds  per  square  inch. 

Description  of  Apparatus  for  Hot  Modulus  of  Rupture  Test 

The  hot  modulus  of  rupture  tests  were  conducted  at  the  Refractory 
Testing  Laboratory  of  the  Semet-Solvay  Company,  Syracuse,  N.  Y., 
in  a  furnace  of  the  design  recommended  by  the  American  Society  for 
Testing  Materials  for  the  testing  of  refractory  materials  under  load. 
(Fig.  1.)     The  tests  were  conducted  at  a  temperature  of  1350 °C.      This 
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was  found  to  be  a  very  good  working  temperature  and  approximated 
existing  conditions  common  in  oven  flue  temperatures.  The  furnace  was 
fired  by  two  tangential  2-ineh  burners  using  unpurified  coke  oven  gas. 

Two  piers  (C-C  of  Fig.  1)  were  built  up  from  the  bottom  of  the  furnace 
out  of  carborundum  brick  so  that  they  were  directly  under  the  openings 
(A- A)  in  the  top  of  the  furnace.  These  piers  reached  within  9  inches 
of  the  furnace  top  and  were  so  arched  at  the  bottom  that  the  flame  from 


Section  -  B 


Fig.  1. — Apparatus  for  hot  modulus  of  rupture  test. 

the  gas  burners  could  pass  through  and  circulate  in  the  interior  of  the  fur- 
nace. The  two  test  brick  rested  on  these  piers  on  two  pieces  of  carbo- 
rundum (B-B)  approximating  as  nearly  as  possible  knife  edges  and  so 
placed  as  to  make  a  6-inch  span  and  have  the  center  of  the  brick  surface 
come  underneath  the  opening  in  the  furnace  cover.  A  carborundum 
tube  (S-S)  (silfrax  in  this  case)  5  inches  long  was  laid  across  the  middle 
of  the  brick  span  and  served  as  the  knife  edge  carrying  the  pressure.     A 
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large  can  (D)  18  inches  in  diameter  and  2  feet  high,  cone-shaped  at  the  bot- 
tom, was  hung  on  the  end  of  the  beam  and  gradually  filled  with  water 
until  the  brick  broke,  thus  giving,  with  fair  degree  of  accuracy,  the  breaking 
load.  The  load  was  conducted  to  the  brick  from  the  beam  through  a 
steel  knife  edge  (E),  a  highly  refractory  clay  cylinder  (F)  and  the  car- 
borundum tube  (S)  mentioned  before.  The  beam  was  countered-balanced 
but  the  other  materials  formed  a  part  of  the  breaking  load,  and  their 
weights  were  taken  into  consideration. 

Method  of  Conducting  Test 

In  developing  this  test  considerable  difficulty  was  encountered  in  heating 
the  test  brick  from  atmospheric  temperature  to  red  heat  without  causing 
spalling  or  otherwise  injuring  the  strength  of  the  brick.  Since  it  was 
necessary  to  complete  the  test  in  eight  hours,  the  heating  had  to  be  quite 
rapid.  With  the  arrangement  as  described  it  was  found  almost  impossible 
to  get  any  good  tests.  The  bricks  would  usually  break  at  very  low  pres- 
sures, and  sometimes  even  before  the  temperature  reached  1350  °C  with 
only  the  weight  of  the  empty  can  on  the  beam.  The  difficulty  of  control- 
ling the  temperature  up  to  500  °C  so  as  to  give  a  very  gradual  increase 
was  no  doubt  the  cause  of  the  weakening  of  the  brick.  There  was  no 
shattering  but  it  appeared  that  the  uneven  heating  merely  weakened  the 
structure. 

To  correct  this  condition  it  was  found  necessary  to  fill  in  between  and 
around  the  carborundum  piers  with  pieces  of  carborundum  brick  and 
cement,  thus  dividing  the  furnace  into  two  compartments  (indicated 
on  Section  C  of  Fig.  1) ;  a  testing  chamber  (T)  above,  and  a  heating  chamber 
(H)  below  the  brick  filling,  represented  by  dotted  lines  (L) .  This  prevented 
the  flame  from  playing  directly  upon  the  test  specimens  and  made  it 
a  much  more  simple  matter  to  obtain  a  uniform  and  consistent  increase 
of  temperature  in  the  testing  chamber  even  though  there  were  quite 
erratic  temperature  fluctuations  in  the  heating  chamber.  After  making 
this  change,  very  few  inconsistent  results  were  obtained,  and  those  were 
undoubtedly  due  to  the  structure  of  the  brick  rather  than  uneven  heating. 

Heating  Schedule 

The  following  heating  was  used  and  proved  very  satisfactory. 


Time 
Hr.         Min. 

Temperature  of 
testing  chamber 

Time 
Hr.         Min. 

Temperature  of 
testing  chamber 

0             0 

25  °C 

4 

0 

700  °C 

15 

100 

15 

800 

30 

150 

30 

900 

45 

200 

45 

1000 

1           0 

230 

5 

0 

1100 

15 

260 

15 

1 1 .-)() 
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Hr. 


Time 


Table   {Continued) 


Min. 

Temperature  of 
testing  chamber 

Tii 
Hr. 

ne 

Min. 

Temperature  of 
testing  chamber 

30 

300 

30 

1200 

45 

330 

45 

1250 

0     • 

360 

6 

0 

1300 

15 

400 

15 

1325 

30 

430 

30 

1350 

45 

460 

45 

1350 

0 

500 

7 

0 

1350 

15 

550 

15 

1350 

30 

600 

30 

1350 

45 

650 

Temperature  Control 

The  temperature  of  the  testing  chamber  was  controlled  by  means  of 
a  platinum  rhodium  thermocouple.  The  couple  and  porcelain  protection 
tube  were  placed  in  a  carborundum  (Silfrax)  tube  and  projected  about  6 
inches  into  the  furnace  chamber.  The  couple  connected  with  a  Wilson- 
Maeulen  Tapalog  and  was  equipped  with  cold  end  compensating  leads. 
The  temperature  of  the  test  specimens  was  also  checked  occasionally  by 
means  of  a  Leeds  and  Xorthrup  optical  pyrometer.  When  the  tempera- 
ture reached  1350  °C  it  was  maintained  about  one  hour  until  the  bricks 
were  uniformly  heated  and  then  the  load  was  gradually  increased  until  the 
brick  broke. 


The  standard  formula  R  = 


Data 
3WL 


was  used  for  computing  the  modulus 


2B{dY 

of  rupture.     The  following  are  the  results  which  were  obtained,  the  letters 
representing  the  various  brick  mixes  used  in  this  experimental  series: 


Table    I 

Averages  of  Results  Obtained 

Cold  crushing 

Cold  modulus  of 

Hot  modulus  of 

Mix 

strength,  9-in.  straights 

rupture,  9-in.  straights 

rupture,  9-in.  straights 

A 

1650  (1270-2200) 

418  (298-186) 

167  ( 162-170) 

B 

1580  (1320-1910) 

449  (349-502) 

175  (167-186) 

C 

1680  (1270-1950) 

464  (355-550) 

189  (155-229) 

D 

1360  (1080-1700) 

465  (294-626) 

180  (167-195) 

E 

1360  (1150-1760) 

435  (317-534) 

156  (145-167) 

F 

1320  (  950-1650) 

438  (358-586) 

156  (143-178) 

G 

1580  (1040-2090) 

486  (298-637) 

150  (145-157) 

H 

950  (  640-1240) J 

462  (336-605) 

137  (133-146) 

I 

990  (  640-1240) » 

404  (209-407) 

130  (115-135) 

Average 

of  5  tests  instead  of 

10. 
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Conclusion 

In  comparing  the  hot  with  the  cold  modulus  of  rupture  test  it  is  difficult 
to  obtain  any  definite  conclusion  from  the  results  which  have  been  obtained. 
Both  the  hot  and  cold  tests  showed  considerable  variations  in  strength 
with  the  same  mix,  in  fact,  in  most  cases,  the  difference  between  the  highest 
and  the  lowest  result  in  each  mix  was  as  great  or  greater  than  the  highest 
and  lowest  of  the  mix  averages.  Also  in  most  cases  the  averages  on  the 
hot  modulus  of  rupture  are  only  of  three  results,  and  such  averages  cannot 
be  considered  accurate.     It  will  be  seen  from  Table  II,  however,  that  with 


1 

^ABLE  II 

Cold  Crushing  Tests 

A 

B 

C 

d 

E 

F 

G 

H 

I 

1420 

1470 

1880 

1700 

1300 

1030 

1250 

1060 

900 

1560 

1630 

1630 

1180 

1750 

1210 

2450 

1050 

1240 

1820 

1640 

1800 

1470 

1270 

950 

1580 

790 

640 

1760 

1560 

1950 

1300 

1760 

1470 

2120 

800 

1180 

1730 

1360 

1670 

1080 

1280 

1220 

1360 

1030 

980 

2200 

1740 

1830 

1660 

1250 

1280 

1040 

1560 

1320 

1490 

1380 

1290 

1170 

1560 

1680 

1650 

1270 

1090 

1190 

1640 

1240 

1270 

1910 

1800 

1200 

1150 

1560 

1130 

1470 

1530 

1440 

1580 

1400 

1650 

2090 

Av.  1650 

1580 

1680 

1360 

1360 

1320 

1580 

950 

990 

the  exception  of  mix  C,  the  results  were  fairly  uniform.  Results  marked 
with  footnote  appeared  to  be  inconsistent  and  consequently  it  did  not 
seem  advisable  to  take  them  into  consideration.  Most  of  these  results 
were  obtained  before  the  change  in  the  furnace  design  and  were  probably 
due  either  to  eccentric  loading  or  too  rapid  heating,  causing  a  shattering 
or  weakening  of  the  bond. 

Although  the  results  as  obtained  do  not  permit  us  to  draw  any  definite 
conclusion  regarding  the  relation  of  the  hot  modulus  of  rupture  to  the  cold 
modulus  or  cold  crushing  tests,  still  this  investigation  does  present  some 
interesting  and  valuable  conclusions.  It  shows,  in  the  first  place,  that  the 
cross-breaking  strength  of  a  brick  at  1350  °C  is  approximately  one-third 
the  strength  at  atmospheric  temperature,  and  somewhat  lower  than  had 
ordinarily  been  supposed  from  results  obtained  on  previous  load  tests, 
although  still  considerably  higher  than  should  ever  be  encountered  in  coke 
oven  practice.  Some  recent  furnace  constructions  of  special  design,  in 
which  the  load  was  extraordinarily  high,  have  caused  crushing  of  the  silica 
brick,  showing  that  the  strength  of  a  brick  at  high  temperatures  is  an  im- 
portant factor  which  must  be  taken  into  consideration. 

The  investigation  also  shows  conclusively  that  silica  brick  require  very 
uniform  and  careful  heating  up  to  red  heat.     Erratic  heating  may  cause 
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such  weakening  of  the  structure  or  bond  that  the  brick  will  break  under 
very  low  pressures. 

From  four  tests  on  samples  from  this  series  conducted  at  temperatures 
below  1350 °C  the  following  results  were  obtained: 

Temperature  Sample  Modulus  of  rupture 

1300 °C  "B"  199  lbs.  per  sq.  in. 

1300  °C  "F"  185  lbs.  per  sq.  in. 

1200 °C  "C"  289  lbs.  per  sq.  in. 

1150°C  "G"  285  lbs.  per  sq.  in. 

Comparison  of  these  results  with  those  at  1350  °C  would  seem  to  indi- 
cate that  the  cross-breaking  strength  of  a  silica  brick  decreases  as  the  tem- 
perature increases.     Undoubtedly  if  tests  were  conducted  at  temperatures 
above  1350  °C,  correspondingly  lower  results  would  have  been  obtained. 
The  method  used  in  making  these  hot  modulus  of  rupture  tests  requires 

a  great  deal  of  time  and  attention. 
If  such  tests  were  required  for  de- 
termining suitability  of  brick  for 
certain  construction,  it  would  seem 
advisable  to  use  a  rectangular,  gas 
fired  furnace  of  sufficient  size  and 
so  equipped  as  to  test  at  least  five 
brick  at  one  time.  Ten  samples 
would  probably  be  required  to  give 
an  accurate  average.  The  furnace 
would  of  course  have  to  be  uniform 
in  temperature  throughout  and  a 
much  slower  heating  schedule  would 
give  better  results,  in  fact,  twenty 
hours  would  be  about  the  time  re- 
quired to  reach  1350  °C,  heating  at 
the  rate  of  50°  per  hour  from  200  to 
700  °C.  This  would  insure  that  the 
strength  of  the  brick  would  not  be 
affected  by  erratic  heating. 
The  hot  modulus  of  rupture  appears,  however,  as  mentioned  before,  to 
give  results  in  most  respects  comparable  to  the  cold  test  and  for  routine 
testing  the  cold  test,  which  can  be  made  in  a  much  shorter  time,  would  seem 
to  give  a  fair  indication  of  what  can  be  expected  in  actual  practice. 

Semet-Solvay  Co. 
Syracuse,  N.  Y. 

Discussion 

Mr.  Whitt^n:— I  would  like  to  ask  the  following  questions:    (1)  Has 
any  comparative  work  been  done  on  silica  brick  and  clay  brick,  taking  into 
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consideration  the  fact  that  the  silica  brick  must  still  be  a  sound  brick  at 
1400  or  1 500  °C  ?  (2)  Is  there  any  relationship  between  the  modulus  of  rup- 
ture and  the  resistance  to  wear  or  erosion?  (3)  How  do  clay  and  silica 
brick  check  in  these  respects? 

Dr.  Harvey: — So  far  as  I  know  these  are  the  first  tests  that  have 
been  made  on  hot  modulus  of  rupture  of  silica  brick.  For  several  years 
a  hot  transverse  test  has  been  made  by  loading  with  five  pounds  weight 
in  the  center.  If  the  brick  was  weak  it  would  break,  but  ordinarily  re- 
fractory bricks  would  simply  bend.  Mr.  McGee  and  I  have  discussed  the 
possibility  of  extending  this  same  series  of  tests  to  clay  brick,  and  the 
question  arose  as  to  whether  the  clay  brick  would  break  or  simply  bend  at 
these  operating  temperatures.  I  do  not  believe  that  a  hot  modulus  test 
has  been  made  on  clay  refractories. 

Dr.  Endell: — Mr.  Bodin1  has  reported  investigations  of  this  sort 
but  I  believe  his  20  mm.  cubes  were  too  small,  causing  the  applied  load  to 
be  too  light.  He  found  the  point  of  decline  in  resistance,  i.  e.,  point  where 
the  refractories  are  in  an  intermediate,  more  or  less  "pasty"  state,  is  at 
about  1200 °C.     His  exact  figures  for  the  different  refractories  are: 


Clay  A 

1300 °C 

Bauxite 

1100°C 

Clay  CL 

1200 °C 

Silica  bricks 

1400 °C 

Clay  P 

1100°C 

Fused  quartz 

1400 °C 

Corundum 

1400 °C 

Magnesia 

1000 °C 

I  believe  also  there  is  a  mistake  in  his  apparatus.  It  is  not  possible  to 
test  accurately  at  a  pressure  of  18  pounds  to  the  square  inch.  I  made 
this  same  sort  of  an  investigation,  only  I  put  50  pounds  to  the  square  inch, 
and  the  temperature  of  softening  was  much  lower. 

Mr.  Greaves-Walker  :— Here  are  the  Bodin  curves  and  the  line  draw- 
ing of  the  apparatus  used  by  Mr.  Bodin  (Figs.  4  and  5).  These  curves2  show 
that  practically  all  refractories  pass  their  weak  stage  at  various  tem- 
peratures from  cold  to  their  softening  point,  and  practically  every  kind  of 
refractory,  outside  of  chrome,  shows  a  very  erratic  curve.  For  instance, 
clay  brick  shows  little  change  up  to  800  °  and  then  rises  rapidly  to  a  strength 
far  above  its  cold  crushing  strength  and  then  collapses.  The  silica  curve 
shows  they  are  weaker  at  certain  points  and  take  on  greater  strength  at 
1 100  to  1200  ° ;  they  are  even  stronger  at  that  point  than  when  they  are  cold 
and  then  they  slowly  fall. 

Mr.  McGEE: — We  have  also  the  test  mentioned  by  Dr.  Harvey,  which 
we  call  the  bending  test ;  the  bend  takes  place  at  a  temperature  lower  than 
the  usually  observed  softening  point  because,  we  take  it,  the  bricks  are 
more  plastic  at  this  lower  temperature. 

1  Trans.  Ceram.  Soc.  (Eng.),  21  [1],  56  (1921). 

2  See  also  Schurect,  "Note  on  the  Effects  of  Firing  Temperature  on  Strength  of 
Fire  Clay  Bodies,  4,  306(1921). 
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Mr/Huix: — We  have  at  the  Bureau  a  very  definite  problem  in  connec- 
tion with  certain  processes  that  our  Chemistry  Division  is  trying  to  work 
out,  in  which  the  processes  could  be  very  greatly  improved  if  they  could 
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find  a  refractory  which  could  withstand  a  pressure  of  25  pounds  per 
square  inch  at  a  temperature  of  1600  °C.  If  they  could  get  one  which 
would  stand  1700  °C,  they  would  have  a  very  great  increase  in  efficiency, 
but  we  are  still  looking  for  one  which  will  stand     1600 °C.     It  may  be 
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that  here  the  same  rule  applies,  i.  €.,  some  of  the  bricks  that  we  have  diffi- 
culty getting  up  to  1600  °C  might  stand  more  at  higher  temperatures. 

Mr.  Greaves-Walker: — These  curves  would  seem  to  show  that  that  is 
the  case,  but  the  difficulty  they  have  had  in  hot  blast  stoves,  for  instance, 
has  been  eliminated  by  finding  a  brick  that  had  strength  enough  at  its 
weakest  point  to  carry  the  load  until  they  passed  on  up  to  the  temperature 
at  which  the  stove  was  operating. 

Mr.  Hull: — It  just  occurs  to  me  that  if  this  is  true  with  the  special 
refractories  we  have  been  testing  it  would  be  feasible  to  reverse  the  furnace 
and  heat  it  from  the  top  down  instead  of  from  the  bottom  up. 

Dr.  Harvey: — This  is  exceedingly  interesting,  if  true.  It  might 
give  the  explanation  for  something  we  so  often  find  in  clay  brick.  We 
find  kiln  marked  brick  that  have  not  had  a  load  on  them  to  cause  anything 
like  sufficient  compression  or  that  apparently  have  been  subjected  to  the 
maximum  temperature  of  the  kiln.  This  raises  the  question  of  carrying  the 
brick  past  the  critical  temperature  at  great  speed.  It  may  be  that  by  put- 
ting the  heat  to  it  just  as  fast  as  you  can  when  you  are  passing  the  critical 
point  for  the  clay  in  question,  it  will  eliminate  kiln  marking  of  the  brick. 
We  know,  for  instance,  in  clay  brick  that  the  time  factor  is  just  as  impor- 
tant as  temperature. 

Mr.  Ross: — Are  you  sure  your  brick  was  dry  and  your  kiln  was  dry  in 
the  kiln  marked  brick? 

Dr.  Harvey: — You  will  find  kiln  marked  brick  under  every  condition 
you  can  conceive. 


COMPARATIVE  TESTS  OF  ENGLISH  AND  DOMESTIC  WHITINGS1 

By  A.  E.  Williams  and  B.  J.  Woods 

ABSTRACT 

A  knowledge  of  the  properties  of  American  whiting  as  compared  with  those  im- 
ported from  England  is  of  importance  to  producers  of  the  American  material  as  well 
as  to  manufacturers  of  products  in  which  whiting  may  be  used. 

Twenty-two  samples  of  domestic  and  foreign  whiting  have  been  submitted  to 
examination  and  tested  as  follows :  (1)  visual  examination,  (2)  microscopic  examination, 
(3)  determination  of  fineness  of  grain  by  three  methods,  (4)   partial  chemical  analysis, 

(5)  effect  of  the  different  whitings  on  the  softening  point  of  ceramic  cone  mixtures,  and 

(6)  effect  on  rate  of  vitrification  of  porcelain  bodies. 

The  results  indicate  that  although  the  English  whitings  contain  considerably  more 
fine  material  of  a  colloidal  nature,  the  American  whitings  appear  to  be  sufficiently  fine 
grained  for  all  ceramic  purposes. 

This  extreme  fineness  may  play  a  part  in  assisting  in  the  flotation  of  the  frit  in 
glazes  containing  a  low  percentage  of  clay,  but  apparently  has  no  effect  in  the  fluxing 
point  of  ceramic  glaze  or  body  mixtures. 

Sufficient  data  has  been  obtained  to  permit  of  the  preparation  of  tentative  specifi- 
cations for  whiting  for  ceramic  purposes  and  the  main  requirements  of  such  a  material 
are  given. 

Introduction 

Interest  in  the  production  of  whiting  in  the  United  States  together  with 
the  fact  that  there  is  considerable  prejudice  among  the  potters  in  favor  of 
using  English  whiting,  makes  an  investigation  of  the  various  properties  of 
these  two  classes  of  whitings  desirable.  The  problem  of  preparing  speci- 
fications for  potters'  whiting  has  also  been  considered  by  the  "Interdepart- 
mental Conference  on  Chemical  Lime,"  which  conference  has  prepared 
specifications  for  lime  for  various  other  industrial  uses.  Specifications 
could  not  be  prepared  without  a  study  of  the  comparative  properties  of 
the  foreign  and  domestic  products,  as  much  is  claimed  for  the  physical 
condition  of  the  material  found  in  the  English  chalk  deposits. 

Information  regarding  the  requirements  of  the  potter  is  very  necessary 
to  the  producer  of  this  material  or  any  other.  There  has  been  more  or 
less  justified  complaint  of  domestic  pottery  materials  by  the  potters  of 
the  United  States.  The  producer  did  not  know  or  realize  the  care  which 
should  be  given  the  preparation  of  potters'  material  in  order  that  the  prod- 
uct might  be  consistent  in  quality  from  month  to  month  and  year  to  year. 
This  lack  of  knowledge  on  the  part  of  the  producer  has  caused  him  to  ship 
domestic  materials  to  the  potter  which  were  not  properly  and  uniformly 
prepared  and  therefore  have  caused  considerable  trouble  and  developed 
prejudice  that  is  very  hard  to  overcome. 

Quality    of    American    Limestones. — American   limestones   occur   in 

several  districts  as  a  very  pure  calcium  carbonate  rock,  so  that  so  far  as 

1  Published  by  permission  of  the  Director  of  the  Bureau  of  Standards,  Department 
of  Commerce. 
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purity  is  concerned  domestic  whitings  equal  to  those  available  anywhere 
can  be  produced.  It  is  only  necessary  to  put  this  rock  in  the  physical 
condition  considered  satisfactory  to  the  potter. 

Samples  of  Whiting  Examined.- — In  order  to  proceed  with  this  work 
samples  of  whiting  actually  being  used  were  gathered  from  potters  and 
dealers  with  a  request  for  as  much  information  as  possible  regarding  their 
origin.  Twenty-two  samples  have  thus  been  selected  for  test, 'represent- 
ing foreign  and  domestic  products.  These  are  listed  with  their  sources  in 
Table  I. 

Table  I 
Showing  Kind  and  Source  of  Whiting 
No. 

1  Lump  or  ordinary  whiting — Meeching  Chalk  Quarries,  Newhaven,  Sussex,  England. 

2  Finest  ground  Paris  white — Meeching  Chalk  Quarries,  Newhaven,  Sussex,  England. 

3  Whiting — prepared  in  U.  S.  from  crude  chalk  imported  from  England. 

4  Paris  white — prepared  in  U.  S.  from  Cliffstone  Rock  imported  from  England. 

5  Paris  white — obtained  from  dealer  in  U.  S. ;  imported  as  Cliffstone  Paris  white. 

6  Whiting- — obtained  from  potter  in  U.  S. ;  made  from  imported  English  chalk. 

7  Paris  white — obtained  from  potter  in  U.  S.  who  specifies  English  Cliffstone  Paris 

whiting. 

8  Paris  white- — obtained  from  potter  in  U.  S.;  bought  as  Paris  white. 

9  Paris  white — obtained  from  potter  in  U.  S.  who  specifies  imported  Paris  white. 

10  Paris  white— obtained  from  dealer  in  U.  S.;  made  from  English  Cliffstone  Rock. 

11  Domestic  whiting — obtained  from  dealer  in  U.  S. 

12  Domestic  whiting — obtained  from  dealer  in  U.  S. ;  ground  domestic  limestone. 

13  Domestic  whiting — obtained   from   tile  manufacturer. 

14  Domestic  whiting — obtained  from  potter. 

15  Domestic  whiting — obtained  from  dealer  of  ground  limestone. 

16  Domestic  whiting — obtained  from  sanitary  ware  manufacturer. 

17  Domestic  whiting — obtained  from  tile  manufacturer. 

18  Domestic  whiting- — obtained    from   pottery   manufacturer. 

19  Domestic  whiting — obtained  from  dealer  in  U.  S.;  coarse  grade  ground  limestone. 

20  Domestic  whiting — obtained  from  producer  in  U.  S.;  ground  calcite  rock. 

21  Domestic  Paris  white — obtained  from  dealer  in  U.  S.     Raw  material  not  known. 

22  Domestic  whiting — obtained  from  dealer  in  U.  S.;  chemically  precipitated  whiting. 

The  examinations  and  tests  made  on  these  whitings  were  as  follows: 
(1)  visual  examination;  (2)  microscopic  examination;  (3)  determination 
of  fineness  of  grain  by  the  following  methods :  (a)  rate  of  settling  in  water, 
(6)  air  separation  by  use  of  the  Pearson  air  separator,  (c)  screening ;  (4)  par- 
tial chemical  composition ;  (5)  effect  of  whitings  on  softening  point  of  ceramic 
cone  mixtures;  and  (6)  effect  on  rate  of  vitrification  of  porcelain  bodies. 

Visual  Examination. — Comparing  the  appearance  of  English  and 
American  whitings,  considerable  difference  in  color  is  observed  in  some 
instances,  the  domestic  product  being  very  much  whiter  than  the  English. 
The  English  whiting  has  a  dirty  gray-white  color  in  comparison  with  a 
good  white  powder  of  any  kind,  and  also  shows  a  tendency  to  segregate  into 
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little  pellets  rather  than  to  flow  as  a  fine  powder.  Some  domestic  whitings 
also  show  this  same  tendency,  and  exhibit  shades  of  white  that  are 
intermediate  between  the  English  product  and  the  whitest  domestic 
material.  The  color  of  these  powders  is  greatly  affected  by  fineness  of 
grain  and  this  factor  may  be  the  principal  cause  of  such  color  differences. 
In  the  gray  samples  showing  a  tendency  to  be  lumpy  no  black  specks  were 
visible ;  the  white  samples,  however,  all  showed  visible  black  specks.  These 
were  identified  in  one  case  as  particles  of  coke,  being  very  soft  and  friable. 
The  gray  color  may  serve  to  mask  the  visibility  of  these  specks. 

Microscopic  Examination. — Microscopic  examination  of  these  samples 
brings  out  several  distinguishing  features  between  imported  and  domestic 
whitings.  The  imported  whitings  are  known  to  come  from  a  soft  marine 
formation,  and  to  consist  of  rather  fragile  shell  material.  Under  the 
microscope  these  whitings  show  as  a  mass  of  small  fragmentary  particles 
with  occasional  circular  or  semi-circular  particles  distinguishable  as  shells. 
Domestic  whitings  appear  as  sharper-edged  particles  without  the  occasional 
shells. 

The  imported  whitings  show  a  considerable  amount  of  Brownian  move- 
ment in  the  ultra-microscope,  whereas  domestic  whitings  do  not  show  this 
phenomenon.  There  is,  therefore,  a  difference  in  fineness  shown  by  the 
smallest  particles  of  the  two  classes.  No  visible  difference  was  found 
between  the  washed  product  made  from  cliff  stone  rock  and  that  made  from 
chalk.  The  unwashed  rock  or  chalk  does  not  show  any  Brownian  move- 
ment when  simply  broken  up  in  a  mortar  and  examined.  Chemically 
precipitated  whitings  seem  to  be  rather  fine  grained  but  quite  uniform  in 
size  and  show  none  of  the  large  fragments  found  in  the  ground  rock 
whitings. 

Report  of  Microscopic  Examination 

Microscopic  examinations  were  made  by  W.  H.  Fay,  of  the  Bureau 
of  Soils  in  the  Department  of  Agriculture,  who  examined  them  especially 
for  colloidal  material ;  his  detailed  report  is  given  herewith : 

The  twelve  samples  of  whiting  submitted  for  microscopic  and  ultra-microscopic 
examination  gave  the  following  results:  Nos.  12,  16,  21,  20  and  11  all  show  distinctly 
crystalline  materials  with  little  tendency  to  aggregate.  The  size  of  the  particles  varies 
in  each  sample  over  an  extremely  wide  range.  All  the  other  samples,  Nos.  15,  2, 
22,  3  and  4,  show  very  small  grained  particles  all  of  a  fairly  uniform  size.  Nos.  12,  15, 
16,  21,  22,  20  and  11  show  practically  no  colloidal  material  under  the  ultra-microscope. 
Nos.  2,  3,  and  4  all  show  some  materials  of  colloidal  dimensions  though  in  no  case  does 
this  small  material  constitute  any  very  considerable  percentage  of  the  whole  sample. 

In  addition  to  the  foregoing  resume  we  are  sending  you  the  detailed  report  of  the 
examination  of  each  sample  as  follows: 

No.  12.  Under  petrographic  microscope — grain-size  very  varied,  but  practically 
all  of  the  visible  particles  are  discrete  crystals  showing  no  marked  tendency  to  aggregate. 
Distinctly  crystalline.  Very  small  amount  of  quartz,  etc.  Under  ultra-microscope, 
practically  no  colloidal   material   visible. 
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No.  15.  Under  petrographic  microscope — grains  distinctly  crystalline  between 
crossed  nicols.  Grain-size  very  small  and  uniform,  with  a  very  strong  tendency  to  ag- 
gregate.    Under  ultra-microscope,  practically  no  colloidal  material  visible. 

No.  16.  Under  petrographic  microscope — 'distinctly  crystalline.  Grain-size  very- 
varied  but  not  quite  so  extreme  as  under  No.  12.  No  marked  tendency  to  aggre- 
gate.    Under  ultra-microscope,  practically  no  colloidal  material  visible. 

No.  21.  Under  petrographic  microscope — distinctly  crystalline.  Grain-size 
varied  but  apparently  less  so  than  with  No.  16.  Some  tendency  towards  aggregates. 
Smaller  particles  seem  more  abundant  proportionally  than  in  No.  12  and  No.  16.  Under 
ultra-microscope,  practically  no  colloidal  material  visible. 

No.  2.  Under  petrographic  microscope — distinctly  crystalline.  Grain-size  very 
small  and  uniform  with  a  strong  tendency  to  aggregate,  though  this  tendency  is  ap- 
parently less  than  in  No.  15,  neither  are  the  grains  quite  so  small  as  a  rule. 

Under  ultra-microscope,  material  fine  in  size  showing  considerable  Brownian  move- 
ment, although  the  actual  percentage  amount  of  particles  of  colloidal  size  does  not  appear 
very  great. 

No.  22.  Under  petrographic  microscope — distinctly  crystalline.  Grain-size  very 
small  and  uniform,  with  a  very  strong  tendency  to  aggregate.  Under  ultra-microscope, 
material  of  very  fine  size,  showing  practically  no  Brownian  movement. 

No.  3.  Under  petrographic  microscope — distinctly  crystalline.  Grain-size  very 
small  and  uniform,  with  a  very  strong  tendency  to  aggregate.  Under  ultra-microscope, 
about  as  under  No.  2. 

No.  4.  Under  petrographic  microscope — distinctly  crystalline.  Grain-size  small, 
but  still  somewhat  larger  than  in  No.  3,  and  usually  uniform,  although  there  are  very 
marked  sporadic  exceptions.  There  is  a  tendency  to  aggregate  but  it  is  very  much  less 
than  in  No.  3.  Under  ultra-microscope,  some  Brownian  movement,  but  apparently 
less  than  in  Nos.  2  and  3. 

No.  20.  Ground  Calcite — under  petrographic  microscope — distinctly  crystalline. 
Grain-size  very  unequal,  with  the  mass  of  smaller  particles  distinctly  larger  than  in 
No.  3,  for  example.  Practically  no  tendency  to  aggregate.  Under  ultra-microscope, 
practically  no  colloidal  material  visible. 

No.  11.  Domestic  Paris  White — under  petrographic  microscope — in  all  respects, 
about  as  under  No.  20.  Under  ultra-microscope,  practically  no  colloidal  material 
visible. 

Crude  English  Chalk — material  lumpy,  therefore  necessitating  grinding  in  agate 
mortar  before  microscopic  examination.  Under  petrographic  microscope  about  as 
under  No.  3.  Under  ultra-microscope,  ground  material  shows  practically  no  Brownian 
movement. 

Crude  English  Cliffstone,  Paris  White — material  lumpy,  therefore  necessitating 
grinding  in  agate  mortar  before  microscopic  examination.  Under  petrographic  micro- 
scope, about  as  under  No.  4.  Under  ultra-microscope,  ground  material  shows  practi- 
cally no  Brownian  movement. 

Relative  Fineness  of  Grain 

The  physical  structure,  especially  the  fineness  of  the  material,  is  con- 
sidered by  many  to  be  the  chief  distinguishing  feature  in  favor  of  the  use 
of  English  whiting.  There  is  no  doubt  that  there  is  a  great  difference 
between  a  product  in  which  the  grains  are  made  up  of  fragile  material  and 
a  product  produced  by  grinding  hard  rock.     The  material  composing  the 
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chalk  cliffs  of  England  is  fragile  shells  or  fragments  of  shells,  very  easily 
crushed  to  a  powder  and  the  resulting  particles  have  feather-like  edges, 
rather  than  sharp,  angular  edges. 

The  No.  140  and  No.  200  screen  sizes,  U.  S.  Standard,  were  determined 
by  wet  screening,  using  a  10-gram  sample  on  a  3-inch  screen  and  a  small 
stream  of  water  practically  without  pressure.  Washing  was  continued 
for  ten  minutes. 

Various  methods  were  tried  to  determine  the  grading  in  size  of  the 
particles  finer  than  those  passing  200-mesh  screen,  such  as  determining  the 
rate  of  settling  by  use  of  the  Oden  balance,  or  by  determining  the  change  in 
turbidity  with  time.  However,  these  did  not  give  what  were  considered 
valuable  results  because  the  agglomeration  of  the  particles  caused  settling 
more  rapidly  than  the  true  fineness  would  indicate.  Attempts  to  defloccu- 
late  were  not  successful,  thus  a  true  separation  of  the  material  into  its  ulti- 
mate particles  was  not  possible.  A  method1  of  air  separation  that  is  being 
developed  by  the  Cement  Section  of  this  Bureau  gave  probably  the  most 
accurate  separation  of  particles  finer  than  0.05  mm.  Grades  designated 
as  Nos.  01,1,2  and  3,  approximating  what  might  be  called  2000-,  1000-,  500-, 
and  350-mesh  sizes  were  so  separated.  The  maximum  size  of  particles 
for  each  of  these  grades  is  given,  being  an  average  of  the  width  of  fifty  par- 
ticles collected  on  a  microscopic  slide  in  the  dust  collector. 

Comparing  the  fineness  of  whitings  (Table  II)  from  these  results,  there 
is  no  practical  difference  evident  for  sizes  equivalent  to  200-,  350-,  and  500- 
mesh  sizes.  Only  two  samples,  Nos.  16  and  19,  show  less  than  85%  of 
the  material  finer  than  the  equivalent  of  500-mesh  (No.  2  size  on  air 
analyzer)  and  one  of  these,  No.  19,  is  a  coarse-grained  product,  not 
marketed  as  a  whiting  but  simply  as  ground  limestone.  These  same 
samples  and  one  other  (No.  12)  are  the  only  samples  leaving  a  residue  of 
more  than  2%  on  a  No.  200  screen.  Important  differences  in  fineness 
are  only  evident  in  the  finest  separation  made  (size  0.01  on  the  air  analyzer 
passing  about  a  2000 -mesh  screen).  The  whitings  made  from  English 
chalk  or  cliffstone  show  68%  or  more  material  finer  than  this  size,  while 
no  domestic  product  has  more  than  65%,  and  the  average  of  11  samples, 
not  including  No.  19,  is  only  46.9%. 

Another  simple  method  of  separation  was  tried  which  consisted  in  shak- 
ing 2V2  grams  of  whiting  in  water  in  a  250-cc.  graduated  cylinder  filled  to 
the  250-cc.  mark,  and  noting  the  time  when  visible  motion  of  the  particles 
ceased  entirely,  and  when  the  turbidity  had  been  reduced  sufficiently  to 
make  a  red  line  at  the  150-cc.  mark  visible  through  the  liquid.  In  clear 
skylight  without  sun  satisfactory  check  readings  were  obtained.  The 
results  (Table  II)  show  a  definite  distinction  between  the  product  made 
1  J.  C.  Pearson  and  W.  H.  Sligli,  "An  Air  Analyzer  for  Determining  Fineness  of 
Cement,"  U.  S.  Bur.  Standards,  Tech.  Paper  48. 
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from  English  chalk  and  American  ground  materials,  such  that  at  present 
this  may  be  used  as  a  means  of  identification  of  the  English  product.  The 
time  when  visible  motion  ceases  is  24  minutes  or  longer  for  the  English 
whiting,  whereas  but  two  of  the  domestic  samples  required  so  much  time. 
The  time  required  for  settling  sufficiently  to  form  a  clear  liquid  at  the  top 
was  23  minutes  or  more  for  the  English  whitings,  whereas  but  one  domestic 
sample  required  more  than  10  minutes. 

Evidence  that  English  whitings  contain  a  considerable  percentage  of 
material  much  finer  than  domestic  ground  products  has  thus  been  shown 
microscopically,  by  mechanical  air  separation,  and  by  settling  in  water. 
The  percentages  of  coarser  particles  such  as  140-,  200-,  and  350-sereen  sizes 
are  practically  the  same  and  consequently  there  is  no  difference  in  the 
possibilities  of  trouble  resulting  from  occasional  coarse  particles.  Whether 
the  amount  of  extremely  fine  material  makes  any  practical  difference, 
except  where  flotation  of  a  slip  is  desired,  is  doubtful;  at  least  no  evidence 
of  such  differences  was  shown  in  any  of  the  tests  made  in  this  work. 

Chemical  Composition. — Comparison  of  domestic  and  English  whit- 
ings on  a  basis  of  chemical  composition  shows  but  little  difference  in 
their  qualities,  so  far  as  iron  content  and  insoluble  residue  are  concerned. 
Considering  the  results  shown  in  Table  III  the  iron  content  is  generally 

Table  III 
Results  of  Analysis  of  English  and  Domestic  Whiting 


No. 

Per  cent  Fe203 

Per  cent  insol. 

residue  after  boiling 

inHCL 

No. 

Per  cent  Fe203 

Per  cent  insol. 

residue  after  boiling 

inHCL 

1 

0.084 

1.61 

12 

0.243 

3.51 

2 

.111 

1.74 

13 

.243 

2.65 

3 

.110 

3.25 

14 

.150 

1.61 

4 

.130 

2.18 

15 

.248 

1.16 

5 

.062 

1.69 

16 

.315 

7.82 

6 

.101 

2.25 

17 

.152 

1.64 

7 

.089 

1.63 

18 

.158 

1.85 

8 

.098 

2.30 

19 

.231 

5.49 

9 

.124 

1.34 

20 

.167 

1.32 

10 

.124 

1.34 

21 

.172 

3.23 

11 

.077 

1.47 

22 

.201 

1.27 

higher  for  domestic  samples  but  in  most  cases  so  low  as  to  be  of  no  conse- 
quence. The  insoluble  residue  is  about  the  same  for  English  and  domestic 
whiting  except  for  two  samples,  Nos.  16  and  19,  the  latter  being  a  coarsely 
ground  limestone  rather  than  a  whiting. 

Qualitative  analysis  for  sulphur  rarely  gives  any  positive  results  unless 
the  solution  is  allowed  to  stand  over  12  hours,  and  then  the  quantity  is 
only  evident  as  a  slight  turbidity.  It  would  appear  that  sulphur  present 
in  any  form  in  so  small  an  amount  that  a  precipitate  will  not  appear  within 
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a  few  minutes  after  barium  chloride  is  added  to  the  hot  solution  may  be 
regarded  as  negligible. 

It  is  generally  recognized  that  whiting  is  a  practically  pure  calcium 
carbonate.  The  English  product  contains  no  magnesium,  but  domestic 
limestones  may  contain  one  to  two  per  cent.  Small  percentages  of  mag- 
nesium cannot  be  considered  as  harmful  to  a  whiting  for  pottery  purposes. 

Specific  Gravity  of  Whiting. — Density  determinations  were  made 
on  a  variety  of  samples  illustrating  the  general  types  of  raw  material  used. 
These  are  shown  in  the  following  table  (IV)  and  indicate  that  except  for 
the  precipitated  product  the  densities  are  nearly  identical. 

Table  IV 
Showing  Specific  Gravity  of  Whiting  Samples 

Sample, 

number  Source  of  material  Specific  gravity 

3  English  Chalk  2.721 

*      4  English  Cliff  stone  Rock  2.721 

12  Ground  Limestone  2.733 

13  Ground  Limestone  2.727 
20  Ground  Calcite  Rock  2.729 
22  Chemically  Precipitated  2 .  587 

Putty-making  Properties. — A  property  peculiar  to  English  whiting, 
which  property  products  ground  from  American  raw  materials  or  the 
chemically  precipitated  sample  do  not  show  to  such  an  extent,  is  the  ability 
to  mix  with  linseed  oil  to  make  a  satisfactory  putty.  English  whitings  when 
mixed  with  14%  to  15%  of  oil  produce  a  fairly  plastic  putty  having  a  fair 
amount  of  cohesion.  American  samples  require  from  14  to  34.5%  of  oil 
and  their  value  as  a  putty  decreases  with  the  amount  of  oil  required,  both 
because  they  do  not  have  proper  cohesion  and  because  they  require  too 
much  oil.  Whitings  requiring  more  than  18  per  cent  of  oil  to  produce 
proper  working  plasticity  do  not  make  good  putties.  Table  V  shows  a 
comparison  of  the  oil  absorption  and  putty-making  properties  of  whitings 

tested. 

Table  V 

Table  Showing  Percentage  of  Standard  Linseed  OrL  Required  to  Bring  Whiting 

to  Proper  Consistency  to  Work  as  Putty  and  the  Percentage  Required  to  Dilute 

It  beyond  a  Working  Consistency.     Also  the  Relative  Working  Qualities 


No. 

Per  cent  oil 
for  proper 
consistency 

Per  cent  oil 

making  putty 

too  fluid 

Quality  of 
putty 

1 

15.0 

15.5 

Good 

2 

15.1 

15.6 

Good 

3 

4 

5 

15.1 

15.9 

Good 

6 

15.2 

16.0 

Good 
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7 

1-4.3 

15.1 

Good 

8 

13.9 

14.3 

Good 

9 

15.5 

16.1 

Good 

10 

15.0 

15.7 

Good 

11 

14.7 

16.3 

Short 

12 

13.3 

13.9 

Good 

13 

18.0 

18.8 

Fair 

14 

15.0 

15.6 

Good 

15 

28.7 

30.4 

Short 

16 

14.9 

16.2 

Short 

17 

22.3 

23.4 

Short 

18 

30.0 

32.9 

Short 

19 

20 

21 

17.0 

17.6 

Good 

22 

33.0 

34.0 

Very  short 

If  this  property  were  one  due  to  extreme  fineness  of  grain  alone  it  might 
serve  us  as  a  distinguishing  feature  between  English  and  domestic  whitings. 
It  has  been  suggested  however  that  variety  of  sizes  of  grain  might  be  the 
controlling  factor  causing  adhesion  and  low  oil  absorption  rather  than  fine 
material  and  that  mixing  material  ground  in  two  or  more  different  ways 
might  produce  a  satisfactory  putty  whiting. 

Use  of  Whitings  in  Pottery  Bodies  and  Glazes. — Experience  has  shown 
that  whitings  containing  relatively  coarse  grains  produce  unsatisfactory 
results.  The  maximum  grain  size  which  may  be  included  without  detri- 
ment has  not  been  determined.  While  it  seems  obvious  that  extreme 
fineness  is  desirable  in  whitings  for  both  bodies  and  glazes,  it  also  seems 
probable  that  there  is  a  limit  in  fineness  beyond  which  further  reduction 
in  the  size  of  particles  would  have  no  appreciable  effect.  Since  it  was 
impossible  to  conclude,  from  the  information  available,  whether  the  whitings 
produced  from  English  stone  and  containing  a  considerable  proportion  of 
material  which  is  finer  than  the  finest  portion  of  the  domestic  whitings 
would  give  better  practical  results  than  the  domestic  material,  a  series  of 
trials  was  made  to  determine  the  relative  behavior  of  the  two  types. 

In  order  to  detect,  if  possible,  any  difference  in  the  behavior  of  these 
whitings  as  far  as  body  mixtures  are  concerned,  cones  approximating  cone 
4  in  composition  were  made  in  which  the  brand  of  whiting  was  the  only 
variable.  The  composition  of  the  cones  were:  Maine  feldspar,  42.1%; 
flint  27.2%;  whiting  17.6%  and  North  Carolina  kaolin  13.1%.  The  mix- 
ture was  ground  dry  in  a  ball  mill  except  for  the  whiting  content,  which  was 
later  mixed  with  the  proper  proportion  of  the  ground  body  and  mixed 
thoroughly  in  a  mortar. 

Two  burns  were  made,  the  cones  on  four  plaques  being  placed  in  the  cen- 
ter of  a  muffle  with  standard  cones  in  the  center  of  each  plaque.  In  one 
burn  the  temperature  was  increased  rapidly  as  the  melting  point  of  the 
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cones  was  approached,  the  rate  being  100°  per  hour  from  1100°  to  1200 °C. 
In  the  other  burn  the  temperature  was  increased  not  more  than  20  °  per  hour 
from  1000°  to  the  finish,  although  the  20°  increases  were  occasionally  not 
uniform,  the  rise  in  temperature  being  obtained  during  the  first  15  minutes 
of  the  hour.  The  uniformity  of  temperature  in  the  muffle  is  best  judged 
by  the  fact  that  standard  cones  of  the  same  number  in  different  locations 
in  the  furnace  went  down  practically  together  on  the  rapid  burn,  and  within 
an  interval  of  20  minutes,  during  which  there  was  a  temperature  increase 
of  15°  in  the  long  burn.  In  both  burns  sample  No.  19,  containing  a  very- 
coarse  ground  limestone  as  shown  by  the  screen  tests,  did  not  fuse  readily 
but  remained  standing  at  a  temperature  of  20°  higher  one  hour  after  all 
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others  had  fused.  In  the  rapid  burn  all  cones  softened  within  a  temper- 
ature interval  of  10°  beginning  at  1145°C  except  the  standard  cones  which 
started  to  deform  just  previous  to  the  test  cones.  In  the  slow  burn  the 
standard  cones  went  down  between  1100°  and  1115°C  over  a  period  of 
15  minutes.  The  test  cones  deformed  beginning  at  1120°  and  extending 
over  a  temperature  range  of  35°  and  a  period  of  1  hour  and  45  minutes. 
Pig.  1  is  a  time-temperature  curve  on  which  is  indicated  the  fusing  points 
of  the  various  cones.  It  will  be  noted  that  there  is  no  consistent  difference 
between  English  and  American  whitings,  there  being  as  great  a  variation 
in  the  English  product  as  in  the  American  whitings. 
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Comparison  of  Whitings  Used  in  Porcelain  Bodies. — In  addition  to 
determining  the  effect  of  various  whitings  on  the  softening  point  of  a  mix- 
ture, porcelain  bodies,  in  which  the  only  variable  was  the  whiting,  were 
also  made,  burned  and  tested  in  the  usual  manner. 

The  composition  of  the  body  used  was: 

Tenn.  ball  clay  No.  5 5 .7% 

Georgia  kaolin 9.5% 

Florida  kaolin ' 9.5% 

North  Carolina  kaolin 9.5% 

Delaware  kaolin 9  .5% 

Potash  feldspar 17 .7% 

Flint 36.6% 

Whiting 2.0% 

One  set  of  bodies  was  made  in  which  the  materials  were  ground  in  a  ball 
mill  for  three  hours  and  screened  over-  120-mesh  lawn.  Samples  of  these 
bodies  were  burned  to  cones  4,  6,  8,  10,  12,  and  14,  and  the  porosity  and 
volume  changes  determined.  These  results  are  shown  graphically  on  Fig. 
2  and  offer  no  evidence  of  any  consistent  difference  between  the  English 
and  domestic  product.  Grinding  of  these  bodies,  however,  might  easily 
have  served  to  eliminate  many  differences  which  the  whitings  might  have 
produced.  This  is  especially  true  of  the  very  coarsely  ground  limestone 
No.  19.  A  duplicate  set  of  bodies  was  therefore  made  with  the  exception 
of  introducing  the  whiting  without  any  grinding. 

Two  burns  were  made  of  samples  prepared  from  these  bodies  containing 
the  unground  whitings.  Although  the  porosities  and  volume  changes  do 
not  check  from  burn  to  burn  because  of  furnace  conditions,  examination  of 
Tables  VIII  and  IX  shows  no  consistent  difference  evident  between  the  two 
classes  of  whiting  except  that  the  very  coarse  grained  sample  (No.  19) 
did  not  give  a  large  change  in  volume  between  cones  12  and  14  as  it  did 
when  ground.  These  samples  were  also  full  of  glassy  spots  where  the 
coarse  particles  of  whiting  had  fused  with  the  body. 

The  results  of  the  various  physical  and  chemical  tests  seem  to  indicate 
that  there  are  no  pronounced  differences  in  the  action  of  English  and 
domestic  whitings  in  porcelain  bodies  or  in  affecting  softening  point.  There 
is  a  difference  in  fineness  of  grain  which  may  affect  the  usefulness  of  the 
whiting  in  the  case  of  raw  glaze  or  when  using  the  whiting  in  place  of  clay 
to  float  the  glaze. 

There  are,  however,  important  factors  which  can  give  trouble  and  which 
are  likely  to  occur  with  a  domestic  product  if  the  producer  does  not  exert 
the  proper  care  in  preparation.  These  are  (1)  lack  of  uniformity  of  the 
product  from  shipment  to  shipment ;  (2)  freedom  from  iron  minerals  which 
is  necessary  to  avoid  black  specks  in  the  ware.  Grinding  and  washing  of 
whiting  should  remove  the  possibility  of  trouble  from  this  source  as  the 


TESTS  OF  ENGLISH  AND  DOMESTIC  WHITINGS  913 

Table  VIII 


No.  Cone  12 


0.17  0.28 

56                                            10                   .50                   .33  9.25 

3  50                2.25  1142 

4  I'-                  To                 "\k                   .30                5.33  13.88 


So  /ah  '.25  .19  10.8 

22  8.4 

9  ft  »°  'Z  .17  8.60 

10 


0. 

3 

5. 

5 

3. 

5 

4. 

4 

4. 

6 

5 

7 

4 

3 

2 

5 

3 

4 

4 

7 

4 

2 

4 

3 

4 

.2 

3 

.5 

5 

.1 

3 

o 

5 

.1 

2 

.7 

4 

.4 

3 

.3 

Porosity  of 

Bodies  at  Coni 

1st  burn 

;s   YZ 

d  bodies 

Unground  bodies 

Cone  14 

Cone  12 
English  Whiting 

Jone  14 

2.7 

0.15 

0.40 

9.2 

.10 

.60 

.10 

.50 
.50 

1.2 

.15 

.30 

2.4 

2.50 

4.40 

5.6 

.15 

.10 

2.8 

1.40 

.25 

9.8 

.25 

.20 

11.7 

.04 

1.00 

Domestic  Whiting 

6.3 

0.70 

0.0 

7.0 

.30 

.1 

2.9 

1.6 

2.6 

4.5 

2.9 

5.5 

0.0 

2.8 

7.4 

2.0 

1.0 

6.3 

0.15 

2.0 

6.6 

.10 

2.9 

9.0 

5.40 

2.5 

9.5 

.26 

11.4 

.40 

0.10 

8.5 

.35 

6.0 

AND     14 

2nd  burn 

Unground  bodies 

Cone  12  Cone  14 


0.65 
.15 


0.18  6.2 

1.2  2.9  1.6  "  .45  4 

ia  4  3  4  5  2.9  ••••  -31  '-b 

«      »      °-°      "       -s     ?' 

,.  o  *  74  2.0  10  .42  I A 

?  '  63  0.15  2.0  .24  8.6 

8  2  6.6  .10  2.9  .16  6.4 

5.40  2.5  1.3 

on  9  7  9  5  .26  ••••  -11  Jy 

2  "  1^  •»  01°  IS  12f 

22  3.3  8.5  .35  6.0  .10  12.1 

Table  IX 

VOLUME  SHRINKAGES  AT  CONES  12  AND  14  COMPARING  GROUND  AND  UNGROUND  BODIES 

Unground  bodies 
ic+  K„m  2nd  burn 

Ground  bodies  rv,™  19  Cone  14  Cone  12  Cone  14 

r2°50e°C  ?«S«C  SSS-C  140°°C  1315°C  1340°C 

English  Whiting 

32  8  28.5  31.2  26.8 

32.7  28.7  29.2  23.2 


1  29.4  17.0 

2  28.8  17.6 


28.7 


25.4  31.4  25.3 


3  ••••  28'5  24.9                32.0              25.8 

t  27'0  IS'3  27.9  22.8                25.3              23.2 

f  29 1  218  27.2  25.2                31.2              20.0 

Si  20-8  29.9  28.0                30.5              21.0 

g  27.0  19.5  27.9  26.6 

9  28.5  14.8 

10  27.8  15.4 


11  28.9  20.2 

12  28.2  18.6 

13  27.6  16.2 

14  28.1  L7.5 


32  2  24.5  31.0  22.2 

32.8  28.5  27.7  21.8 

Domestic  Whiting 

27  5  28.4  31.2  25.7 

29*2  29.4  26.3  24. ] 

30  3  26.6  28.5  25.3 

23  5  25.4  29.2  23.5 
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Table  IX  (Continued) 


No. 

Ground  bodies 
Cone  12               Cone  14 
1250°C                 1400°C 

1st  burn 
Cone  12 
1240 °C 

Unground  bodies 

2nd  burn 
Cone  14                 Cone  12              Cone  14 
1400°C                  1315°C               1340°C 

English  Whiting 

15 

29.3 

20.6 

29.8 

24.0 

29.3              22.7 

16 

30.2 

30.9 

18.4 

30.1              21.5 

17 

27.7 

16.4 

29.2 

26.0 

24.7              25.7 

18 

28.8 

14.7 

28.9 

29.2 

30.5              22.8 

19 

26.9 

18.2 

28.0 

19.6 

29.3              28.8 

20 

28.8 

25.7 

30.1 

20.5 

29.5              24.2 

21 

29.9 

17.0 

31.4 

25.4 

24.5              26.2 

22 

29.5 

15.6 

32.0 

29.5 

22.8              25.7 

heavy  particles  can  be  settled  out  with  the  coarse  material.  (3)  The  last 
factor  is  freedom  from  particles  of  gypsum  (CaS042H20)  because  of  the 
sulphur  it  introduces.  Sulphur  is  given  as  the  chief  cause  of  scumming 
found  after  the  glost  burn,  and  occasional  cases  of  scumming  have  been 
attributed  to  the  whiting.  Thus  minerals  containing  sulphur  are  pro- 
hibitive, and  can  be  eliminated  by  selecting  the  stone  for  grinding.  Domes- 
tic whiting  suitable  for  ceramic  uses  can  be  produced  and  the  success  or 
failure  of  a  domestic  product  depends  almost  entirely  on  the  care  of  the 
producer. 

As  a  result  of  the  various  comparative  tests  made,  a  tentative  specifi- 
cation for  whiting  has  been  prepared  by  the  "Interdepartmental  Conference 
on  Chemical  Lime." 

The  important  qualifications  specified  are  repeated  with  the  following 
requirements : 

(1)  Quality. — Whiting  shall  be  uniform  in  quality  (from  shipment  to 
shipment),  both  as  to  fineness  of  grain  and  composition,  each  shipment 
meeting  the  requirements  given  below.  It  shall  be  manufactured  from 
the  purest  limestones  available,  and  shall  be  free  from  pyrites,  iron-bearing 
silicates,  metallic  iron,  and  gypsum. 

(2)  Composition. — Whiting  shall  have  the  following  limitations  in  com- 
position : 

Total 
Material  carbonates  CaC03  MgCOs  Fe203 

Maximum  ....  ....  2%  0.2% 

Minimum  97%  95%  ...  

A  qualitative  test  shall  indicate  the  absence  of  sulphur. 

(3)  Fineness. — Screening  samples  by  washing  for  ten  minutes  with  a 
stream  of  water  of  low  pressure  shall  not  leave  a  residue  of  more  than  1% 
on  a  No.  140  screen  (or  more  than  2%  on  a  No.  200  screen),  and  at  least 
98%  of  the  material  shall  pass  a  No.  200  screen.     Whiting  shall  also  be  so 
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fine  that  a  separation  made  by  a  Pearson1  air  separator  will  show  at  least 
85%  of  the  material  finer  than  0.02  mm.  and  at  least  48%  finer  than  0.01 
mm. 

As  an  alternative  to  the  Pearson  air  separator  method  the  following 
method  (not  so  desirable)  may  be  used:  2V2  grams  of  the  material  shall 
be  shaken  for  ten  minutes  in  a  250-cc.  cylindrical  graduate  with  250  cc. 
of  distilled  water.  On  allowing  to  settle  it  shall  require  not  less  than  20 
minutes  for  visible  settling  to  cease  when  the  cylinder  is  viewed  in  reflected 
light,  using  clear  north  skylight  for  illumination. 

U.  S.  Bureau  of  Standards 
Washington,  D.  C 

1  J.  C.  Pearson  and  W.  H.  Sligh,  loc.  tit. 
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By  Robert  F,.  Wilson  and  F.  P.  Hall 
ABSTRACT 

1.  The  paper  emphasizes  the  great  need  of  a  quantitative  measure  of  the  physical 
properties  commonly  included  in  the  term  "plasticity"  of  clays  and  clay  slips.  Various 
indirect  methods  previously  suggested  are  likely  to  lead  to  erroneous  conclusions,  while 
measurement  of  the  flow  or  apparent  viscosity  of  clay  slips  made  up  with  a  constant 
amount  of  water  is  shown  to  give  misleading  results. 

2.  The  work  described  in  this  paper  is  preliminary  in  nature  and  has  been  confined 
to  a  study  of  the  properties  of  clay-water  mixtures  in  the  casting  rather  than  in  the  mold- 
ing range.  In  the  light  of  these  results  it  is  recommended  that,  instead  of  the  vague 
term  plasticity,  the  properties  of  a  given  clay,  at  least  for  casting  purposes,  be  expressed 
in  terms  of  (a)  the  water  content  required  to  give  proper  working  consistency,  and  (b) 
the  resistance  of  the  resulting  slip  to  small  deforming  forces  (such  as  gravity).  Spe- 
cifically, use  is  made  of  a  modified  Bingham  plastometer,  and  the  figures  reported  are 
(a)  the  amount  of  water  required  to  give  a  slip  of  a  specified  mobility,  and  (b)  the  yield 
value  of  the  slip  thus  obtained. 

3.  The  method  is  shown  to  be  capable  of  giving  quantitative  figures  for  the  yield 
values  at  constant  mobility  which  correspond  well  with  the  customary  qualitative 
ideas  as  to  the  plasticity  of  clays.  The  amount  of  water  required  to  give  constant 
mobility  varies  to  a  surprising  extent,  and  does  not  appear  to  bear  any  definite  relation- 
ship to  the  usual  classifications  of  more  or  less  plastic  clays.  It  probably  does  parallel 
fairly  well  the  shrinkage  on  drying. 

4.  Small  amounts  of  acid  or  alkali  are  shown  to  have  a  negligible  effect  on  the 
mobility  of  a  clay  slip,  but  a  very  large  effect  on  the  yield  value,  the  variations  being 
greater  than  the  difference  between  a  non-plastic  kaolin  and  a  highly  plastic  ball  clay. 
This  brings  out  the  necessity,  and  indeed  the  potential  value,  of  carefully  controlling  the 
hydrogen-ion  content  of  the  water  used  in  making  the  slips. 

5.  Some  preliminary  data  are  given  on  the  effect  of  additions  of  flint  and  similar 
non-plastic  materials  to  clay  slips. 

6.  It  is  recommended  that  an  attempt  be  made  to  agree  upon  standard  dimensions 
for  the  capillary  and  the  desirable  mobility  for  various  purposes,  and  that  the  plastom- 
eter then  be  used  as  a  standard  method  of  test  in  the  ceramic  industry. 

Introduction     . 

From  a  practical  standpoint,  "plasticity"  is  one  of  the  most  important 
properties  or  rather  combination  of  properties  possessed  by  any  clay. 
Different  clays  are  known  to  vary  greatly  in  plasticity.  Furthermore,  in 
practical  clay  working,  substances  are  frequently  added  for  the  express 
purpose  of  increasing  or  decreasing  the  plasticity  of  the  final  mix. 

In  spite  of  these  facts,  however,  no  unit  of  plasticity  has  ever  been  de- 
fined, and  there  is  no  generally  accepted  method  of  measuring  or  comparing 

1  Published  as  Contribution,  No.  63  from  the  Research  Laboratory  of  Applied 
Chemistry,  Massachusetts  Institute  of  Technology.  Simultaneous  publication  by 
courtesy  of  Dr.  H.  E.  Howe,  Editor  of  The  Journal  of  Industrial  and  Engineering  Chem- 
istry. 

2  Presented  before  the  division  of  Physical  and  Inorganic  Chemistry  at  the  New 
York  meeting  of  the  American  Chemical  Society,  Sept.  1921. 
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the  plasticity  of  different  clays.  To  be  sure,  many  indirect  methods  have 
been  suggested  for  its  quantitative  measurement.  For  example,  the 
amount  of  adsorption  of  malachite  green,  the  adsorption  of  alkali  from  vari- 
ous salt  solutions,  the  strength  of  clay  bodies  after  drying,  the  amount  of 
water  required  to  bring  the  clay  to  proper  consistency,  etc.  These  factors 
are  undoubtedly  in  some  way  related  to  plasticity,  being  common  results 
of  similar  causes,  the  main  factors  probably  being  the  fineness  of  sub- 
division of  the  ultimate  particles  and  their  affinity  for  water.  It  is  never- 
theless true  that  in  many  cases  clays  may  possess  high  adsorptive  power 
for  dyes,  etc.  (e.  g.,  fuller's  earth)  and  yet  have  low  plasticity.  Such  in- 
direct methods  of  measuring  plasticity  have  therefore  not  met  with  any 
general  acceptance,  and  ultimate  reliance  is  still  placed  on  empirical  tests 
by  experienced  clay  workers,  although  even  such  individuals  do  not  con- 
sistently agree  with  one  another.1 

It  is  obvious  that  the  ultimate  solution  of  the  problem  must  involve 
the  measurement  of  the  physical  properties  of  a  clay  slip  with  a  water  con- 
tent approximately  correct  for  practical  use.  Some  efforts  have  been  made 
in  this  direction  by  determining  the  flow  of  a  clay  slip  through  an  orifice 
or  by  the  use  of  paddle  wheel  viscometers,  but  these  have  not  given  satis- 
faction, partly  because  of  the  difficulty  in  determining  just  how  much 
water  should  be  added  before  making  the  test,  and  partly  because  it  is  not 
possible  to  measure  the  true  viscosity  of  clay  slips,  as  is  evidenced  by  the 
subsequent  discussion. 

The  most  promising  possibility  for  making  the  desired  measurement 
appears  to  be  the  use  of  a  device  such  as  the  plastometer,  recently  developed 
by  Prof.  E.  C.  Bingham.2  Prof.  Bingham  has  shown  that  when  a  plastic 
substance  flows  through  a  capillary  of  constant  dimensions,  the  amount  of 
flow  is  not  directly  proportional  to  the  pressure  used,  as  in  the  case  of  vis- 
cous liquids,  but  departs  therefrom  by  giving  abnormally  low  rates  of 
flow  for  low  pressures  and  then  increasing  more  rapidly  at  higher  pressures. 
The  two  different  types  of  flow  curve  are  illustrated  very  clearly  in  Fig.  1, 
which  presents  results  for  a  very  viscous  oil  and  for  a  clay  slip,  in  the 
capillary  used  in  the  work  described  hereinafter. 

It  is  Prof.  Bingham's  belief  that  the  rounding  off  in  the  curve  in  the 
lower  portion  may  be  due  to  slippage  or  seepage,  and  that  the  laws  of  plas- 
tic flow  may  for  all  practical  purposes  be  represented  by  a  straight  line 
intersecting  the  abscissa  axis  at  some  point  to  the  right  of  the  origin. 
The  distance  to  the  point  of  intersection,  in  proper  units,  is  defined  as  the 
yield  point  and  the  slope  of  the  line  is  a  measure  of  the  mobility  of  the  sus- 
pension.    It  is  not  the  purpose  of  this  paper  to  discuss  the  rather  involved 

1  This  has  been  strikingly  confirmed  by  a  paper  by  Bole  which  appeared  after  this 
paper  had  been  written.     See  Jour.  Amer.  Ceram.  Soc,  5,  469  (1922). 

2  U.  S.  Bur.  Standards,  Set.  Paper  278. 
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points  with  regard  to  the  cause  and  equation  for  the  lower  curved  portion 
of  this  line,  nor  the  questions  which  have  arisen  as  to  the  degree  of  de- 
pendence of  the  results  on  the  size  of  the  capillary  used.  Both  these  fac- 
tors, while  of  considerable  theoretical  interest,  may  for  practical  purposes 
be  eliminated  by  agreement  upon  a  standard  capillary  and  by  working 

with  pressures  which  are  sufficiently  great,  just 
as  has  been  done  in  practical  viseometry  by 
using  the  Saybolt  instrument. 

The  reason  for  the  difficulties  and  apparent 
contradictions  encountered  n  measuring  the 
"viscosity"  of  clay  slips  becomes  apparent  from 
the  above.  The  calculation  of  viscosity  from  a 
single  flow-pressure  observation  tacitly  assumes 
that  flow  is  directly  proportional  to  pressure. 
Consider,  for  example,  the  two  curves  on  Fig.  1 : 
a  measurement  at  very  high  pressure  would 
indicate  that  the  clay  slip  had  a  lower  viscosity 
than  the  oil,  while  measurements  at  pressures 
of  100  or  200  gms./sq.  cm.  would  indicate  that 
the  clay  was  more  than  ten  times  as  viscous  as 
the  oil.  By  determining  the  complete  curves 
and  separating  the  apparent  viscosity  into  its 
two  components,  mobility  and  yield  point,  the 
whole  matter  becomes  clear.  An  attempt 
along  somewhat  similar  lines  has  been  made  by  Bleininger  and  Ross,1 
who  measured  the  flow  through  an  orifice  of  various  clay  mixes  under 
variable  pressure,  but  they  drew  no  conclusions  as  to  the  significance  of 
the  results,  or  possible  ways  of  measuring  or  expressing  the  two  separate 
factors  involved. 

Apparatus  and  Manipulation 

The  apparatus  used  was  a  modified  Bingham  plastometer,  shown  dia- 
grammatically  in  Fig.  2.  It  consists  chiefly  of  a  pressure  stabilizer  for 
maintaining  constant  pressure  of  several  different  magnitudes,  a  container 
for  holding  the  material  to  be  tested,  into  the  lower  end  of  which  is  fastened 
a  capillary,  and  a  manometer  for  measuring  the  pressure.  A  general 
description  of  the  apparatus  is  given  by  Bingham  in  Proceedings  of  the 
American  Society  for  Testing  Materials,  Vol.  XIX,  Part  II,  1919.  The 
flow  meter  as  described  by  Bingham  and  Green  was  not  used  in  these 
measurements,  but  the  weight  of  the  discharge  and  the  density  of  the  clay 
slip  was  used  to  determine  the  volume.  The  instrument  is  limited  to 
materials  which  have  a  very  slow  "settling  time."  For  very  stiff  pastes  the 
1  Bleininger  and  Ross,  Trans.  Amer.  Ceram.  Soc,  16,  392  (1914). 
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pressure  range  must  be  great  enough  to  permit  the  linear  portion  of  the 
curve  to  be  determined. 

A  number  of  preliminary  trials  were  made  to  determine  what  size  of 
capillary  seemed  most  suitable  for  use  on  slips  in  the  casting  range.  The 
smaller  capillaries,  such  as  used  by  Prof.  Bingham,  were  not  found  satis- 
factory in  working  with  clay  slips,  especially  when  coarser  particles  were 
admixed  When  the  most  suitable  capillary  was  finally  selected  its  di- 
mensions were  carefully  determined,  the  diameter  by  filling  it  level  with 
mercury  and  weighing.     It  was  found  to  have  the  following  dimensions. 

Length   =  5.020  cm. 
Diameter  =  1 .3624  mm. 

The  capillary  was  later  measured  with  a  high  power  micrometer  mi- 
croscope at  the  Bureau  of  Standards,  which  gave  a  figure  of  5.021  cm. 
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for  the  length  and  1 .3636  mm.  for  the  average  diameter.1     This  capillary 
was  used  in  all  the  tests  discussed  in  the  paper  except  where  otherwise 

noted. 

Source  and  Treatment  of  Clay  Samples 
The  clays  used  in  these  experiments  were  selected  to  be  representative 
of  the  clays  that  are  used  in  the  ceramic  industry  today.2  The  Georgia 
kaolin  is  a  white-burning  clay,  free  from  grit,  and  with  a  soapy  feel  due 
to  the  presence  of  many  muscovite  scales  of  microscopic  size.  The  North 
Carolina  clay  is  a  kaolin  of  residual  origin  that  is  used  extensively  for  the 
manufacture  of  whiteware.  The  Tennessee  ball  clay  is  a  very  plastic 
clay  of  sedimentary  character  and  possesses  very  good  bonding  power, 
i  Calculated  from  major  and  minor  axes  of  tube,  cf.  Zcitschr.  f.   physik.  </,«;».. 

80    (\H'i  (1912) 

'    i  These  were  obtained  from  B.  F.  Drakenfeld  Co.,  of  New  York  City  as  represent, 

tive  samples  of  commercial  clays. 
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The  English  ball  clay  is  quite  similar,  in  general,  to  the  Tennessee  ball 
clay.  The  English  china  clay  is  a  very  lean,  white-burning  kaolin.  Sev- 
eral fire  clays  were  tested,  but  their  history  was  not  known.  All  the  clays 
used,  except  the  ball  clays,  were  subjected  to  a  washing  process  before  they 
were  used.  This  is  the  same  treatment  that  they  receive  before  they  are 
put  on  the  market. 

The  clays  were  prepared  for  use  by  grinding  until  the  entire  mass  passed 
the  65-mesh  sieve.  No  attempt  was  made  to  separate  the  clay  into  dif- 
ferent fractions.  It  is  known  that  very  fine  grinding  affects  the  plasticity, 
so  it  was  thought  best  to  use  a  large  capillary  in  the  plastometer  and  avoid 
grinding  the  clay  so  fine  that  its  character  would  be  changed. 
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FIG.  3. 
Effect  of  Wafer  Content 
on 
Flow  of  Tennessee  Ball  Clay  Slip 

All  the  slips  were  made  by  adding  weighed  amounts  of  distilled  water 
to  a  sample  of  the  ground  clay  as  received,  but  the  ratio  of  water  to  clay 
was  calculated  to  a  bone  dry  basis  by  making  determinations  of  total 
water  content  up  to  900  °C  on  separate  small  samples  of  each  clay.  The 
losses  on  ignition  thus  determined  were  as  follows : 


Clay 
English  china  clay . . 

Georgia  kaolin 

Tennessee  ball  clay . . 
English  ball  clay. .  . . 
North  Carolina  clay. 


Per  cent 
loss  on  ignition 

14.20 

11.80 
10.25 
13.00 
12.00 
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Selection    of   Proper   Method   of    Comparing 
Plasticities 

Fig.  3  shows  the  results  obtained  with  a  Tennessee  ball  clay  slip  in  which 
the  proportion  of  water  was  varied.  It  is  evident  that  as  the  amount  of 
water  is  increased  there  is  a  continual  tendency  to  increase  the  mobility 
and  decrease  the  yield  point  of  the  suspension,  and  that  any  yield  point 
or  any  mobility  can  be  obtained  with  this  or  any  other  sample  of  clay. 
The  property  which  is  a  funda- 
mental characteristic  of  the  clay 
itself,  and  which  cannot  be 
affected  by  changing  the  water 
content,  is  the  functional  relation- 
ship between  these  two. 

While  the  term  plasticity  is 
often  loosely  used  to  include  a 
variety  of  properties,  such  as  lack 
of  excessive  shrinkage  or  crack- 
ing on  drying,  a  "soapy"  feeling 
in  the  slip,  as  well  as  a  peculiar 
combination  of  working  proper- 
ties, there  is  no  question  but  that 
the  most  important  physical 
property  desired  in  specifying 
the  use  of  a  "plastic"  clay  is  that 
it  shall  maintain  a  reasonably 
high  yield  point  after  enough 
water  has  been  added  to  bring  its 
mobility  to  a  value  suitable  for 
working.  A  clay  which  is  much 
less  plastic  can  be  made  to  have 
the  same  yield  point  by  using  a 
very  small  amount  of  water,  but 
it  would  then  be  too  stiff  to  work ; 
while  if  its  water  content  were 
increased  to  secure  the  necessary 

mobility,  the  yield  point  would  also  drop  off,  resulting  in  inability  to  hold 
its  shape  after  forming. 

This  brings  to  the  fore  the  question  of  the  proper  basis  for  measuring 
and  comparing  the  plasticity  of  two  different  clays.  One  suggestion 
which  has  been  made  is  the  addition  of  a  definite  amount  of  water  to  the 
clay  followed  by  a  determination  of  the  flow  curve.  Fig.  4  shows  the  re- 
sults obtained  on  three  different  clays  with  a  constant  ratio  of  water  to 
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clay  of  1.253.1  It  is  impossible,  however,  from  an  inspection  of  such  re- 
sults, to  decide  which  is  the  most  plastic  clay,  because  the  question  immedi- 
ately arises — if  less  water  had  been  added  to  the  Tennessee  ball  clay, 
thus  moving  the  line  to  the  right,  how  would  its  slope  compare  with  that 
of  the  other  two? 

It  is  therefore  apparent  that  constant  water  content  tests,  though 
quite  frequently  employed  in  comparing  clays,  do  not  afford  a  suitable 
basis  for  comparison.  Instead,  the  amount2  of  water  required  to  give 
suitable  working  properties  to  the  clay  is  in  itself  an  important  property 
of  the  clay,  which  should  certainly  be  determined,  but  which  is  distinct 
from  plasticity.  It  is  probably  related  to  the  amount  of  shrinkage  on 
drying. 

The  question  next  arises  as  to  how  to  determine  when  enough  water 
has  been  added  to  give  the  resulting  slip  suitable  working  properties  for 
a  given  purpose.  Several  clays  of  quite  different  plasticities  were  made  up 
to  possess  as  nearly  as  possible  similar  working  properties,  and  from 
this  test  (which  should  be  further  confirmed  by  investigators  more  closely 
familiar  with  ceramic  practice)  it  appeared  that  clays  of  constant  mobility 
possessed  substantially  identical  working  properties.  The  correct  mo- 
bility value  naturally  varies  with  the  purpose  for  which  the  clay  slip  is 

1  All  the  figures  in  the  paper  are  plotted  in  terms  of  the  actual  flow  (cc.  per  sec.) 
and  pressure  (grams  per  sq.  cm.)  used  with  the  specified  capillary.  It  would  be  desirable 
to  express  these  in  terms  independent  of  the  particular  capillary  employed,  but  in  view 
of  the  previously  mentioned  uncertainty  as  to  the  precise  validity  of  Bingham's  simple 
equations,  this  has  not  been  done.  However,  for  purposes  of  comparing  results  between 
capillaries  which  do  not  vary  widely  in  dimensions,  use  can  well  be  made  of  the  formula 
(see  Bingham,  "Fluidity  and  Plasticity,"  p.  323,  McGraw-Hill,  1922): 

1.273i> 
M  "   RKF-f) 
where   /*      =  the  mobility 

/  =  the  friction  or  yield  value 
v  =  volume  of  flow  in  cc./sec. 
F     =  shearing  force  applied  at  the  wall  of  the  capillary  in  dynes/sq.  cm. 

,   9806JgP,  where 
2L 
R    =  the  radius  of  the  capillary  in  cm. 
P     =  the  applied  pressure  in  grams/sq.  cm. 
L     =  the  length  of  the  capillary  in  cm. 
The  calculated  yield  values  for  the  capillary  used  in  the  foregoing  work  in  terms  of 
shearing  force  in  dynes  per  sq.  cm.  may  therefore  be  obtained  by  multiplying  the  graphi- 
cally determined  yield  values  given  in  this  paper  by 

980.6   X    .06815 

=  6.65 

2  X  5.021 

and  the  mobilities  by  substituting  in  the  above  equation. 

2  In  the  molding  range  this  quantity  is  sometimes  designated  by  the  ceramists 
as  the  water  of  plasticity. 
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used,  that  selected  for  these  tests  being  considered  approximately  correct 
for  casting  purposes  before  "freeing  out"  with  alkali. 

Clays  should  therefore  be  compared  on  the  basis  of  (a)  the  amount  of 
water  required  to  give  a  specified  mobility,  and  (b)  the  magnitude  of  the  yield 
value  when  this  amount  of  water  has  been  added,  this  value  presumably 
being  higher  the  more  "plastic"  the  clay.  Testing  clays  by  this  method 
unfortunately  necessitates  working  by  trial  and  error  and  determining  two 
points  on  the  flow  curve  for  each  change  in  the  amount  of  water  added, 
but  once  the  worker  is  fairly  familiar  he  can  approximate  the  proper  mo- 
bility quite  closely  by  estimation. 

It  is,  of  course,  conceivable  that  by  studying  a  large  number  of  clays 
to  which  different  amounts  of  water  had  been  added,  a  definite  functional 
relationship  between  mobility  and  yield  value  would  be  found  to  hold  for 
a  given  type  of  clay,  regardless  of  the  water  content,  in  which  case  only  one 
measurement  would  have  to  be  made.  For  example,  it  has  been  found  as 
a  rough  approximation  that  for  two  samples  of  clay  over  a  two-fold  range 
of  mobilities  the  yield  value  X  mobility1-7  =  a  constant,  but  tests  on  a 
third  kind  of  clay  did  not  appear  to  bear  this  out.  While  the  foregoing 
method  of  defining  and  measuring  the  more  important  physical  properties 
included  under  the  vague  term  "plasticity"  has  thus  far  been  applied  only 
to  the  casting  range,  there  appears  to  be  no  fundamental  reason  why  it 
should  not  be  extended  to  the  molding  range,  although  the  high  pressures 
required  and  the  maintenance  of  steady  flow,  may  present  rather  serious 
experimental  difficulties. 

It  should  be  noted  that  this  way  of  analyzing  "plasticity"  into  its  more 
important  components  crystallizes  the  whole  problem  and  avoids  such 
inconsistencies  as  the  statement  of  some  ceramists  that  clay  passes  through 
a  narrow  region  of  "maximum  plasticity"  in  the  molding  range  as  the  water 
content  is  increased.  It  is  certainly  highly  improbable  that  any  physical 
property  really  passes  through  a  maximum  with  increasing  water  content, 
and  the  popular  conception  is  again  believed  to  be  due  to  the  attempt  to 
combine  too  many  properties  in  a  single  term.  In  other  words,  the  region 
of  "maximum  plasticity"  is  in  reality  simply  the  region  of  the  most  de- 
sirable working  properties  (for  molding)  between  the  point  where  the  clay 
is  too  stiff  on  account  of  insufficient  water  and  too  sticky  or  fluid  from  too 
much  water.1 

On  account  of  the  loose  use  of  the  term  "plasticity"  which  can  probably 
never  be  eradicated,  the  writers  are  inclined  to  recommend  that  instead 
of  considering  the  yield  value  at  constant  mobility  as  a  direct  measure  of 
"plasticity,"  that  the  term  be  dropped  entirely  when  referring  to  the 
1  A  very  recent  paper  on  the  "Plasticity  of  Clays"  by  J.  W.  Mellor  (Communication 
from  the  Clay  and  Pottery  Laboratory,  Stoke-on-Trent,  No.  53)  has  thrown  interesting 
light  on  this  question  from  a  somewhat  different  point  of  view. 
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physical  properties  of  the  slips.  If  water  content  and  yield  value  at 
constant  mobility  should  not  be  found  to  comprise  all  the  important 
properties  now  included  under  "plasticity,"  an  additional  quantitative 
measurement  and  term  could  be  added,  but  the  separate  properties  of  the 
clay  should  be  accurately  measured  and  uniquely  defined  rather  than  using 
a  vague  general  term  which  means  essentially  "good  working  properties" 
for  certain  purposes.  The  situation  is  analogous  to  the  change  from  saying 
that  an  oil  possesses  "good  lubricating  characteristics"  to  specifying  pre- 
cisely its  flash  point,  cold  test,  viscosity  at  different  temperatures,  etc. 

Comparison  of  Yield  Values  and  Water  Contents  at  Constant  Mobility 
For  the  reasons  previously  discussed,  the  water  content  of  six  samples 
of  clay  was  adjusted  to  give  the  desired  constant  mobility  suitable  for 
casting  and  the  yield  values  and  water  contents  at  these  mobilities  com- 
pared.    The  results  are  shown  graphically  in  Fig.  5. 

Neglecting  for  the  moment 
the  sample  of  bentonite,  it  will 
be  noted  that  the  order  in  which 
the  clays  arrange  themselves 
with  increasing  yield  value  is  as 
follows:  English  china  clay, 
North  Carolina  kaolin,  Georgia 
kaolin,  Tennessee  ball  clay  and 
English  ball  clay.  This  appears 
to  correspond  very  well  with 
the  customary  belief  as  to  the 
relative  plasticity  of  these  clays 
and  thereby  confirms  the  essen- 
tial validity  of  the  test.  It  will 
be  noted  that  the  ratio  of  water 
to  clay  required  to  give  these 
mobilities  is  quite  variable,  be- 
ing as  low  as  1 .  02  for  the 
Tennessee  ball  clay  and  as  high 
as  1 .  67  for  the  North  Carolina 
kaolin.  Of  the  samples  tested, 
the  kaolins  on  the  average  re- 
The  futility  of  comparing  different 
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quired  more  water  than  the  ball  clays 
clays  at  constant  water  content  is  obvious. 

One  very  interesting  sample  is   the  bentonite,  a  very  peculiar  soapy 
clay  of  which  there  are  large  deposits  in  Wyoming.1     Although  the  ben- 

1  Tests  on  the  bentonite  were  made  later  by  Mr.  C.  E.  Ronneberg  of  this  Labora- 
tory with  a  capillary  which  differed  slightly  in  dimensions,  but  the  results  were  corrected 
to  make  them  comparable. 


of  the;  plasticity  op  clay  sups 


925 


tonite  is  customarily  spoken  of  as  being  extremely  plastic,  it  will  be  noted 
that  on  the  selected  basis  of  comparison  its  yield  point  is  rather  low,  but 
that  the  ratio  of  water  to  clay  required  to  give  the  desired  mobility  is 
many  times  as  high  as  for  any  of  the  standard  clays.  It  is  probable  that 
the  common  statements  with  regard  to  its  plasticity  are  again  based  on  a 
confusion  of  ideas  resulting  from  the  tendency  to  make  plasticity  cover 
too  wide  a  range  of  properties.  It  is,  of  course,  possible  that  when  added 
in  small  amounts  the  remarkable  properties  of  the  bentonite  might  make 
a  lean  slip  much  more  plastic,  by  coating  the  larger  particles,  or  filling  in 
the  voids  so  as  to  give  a  closer  packing  effect  such  as  that  sought  in  concrete. 
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Effect  of  Varying  Alkalinity  and  Acidity 
of  Tennessee  Ball  Clay 

?r   constant  at  1.082 


Effect  on  Yield  Value  and  Mobility  of  Variations  in  Acidity  and  Alkalinity 

Having  pointed  out  the  two  essential  physical  properties  involved  in 
plasticity,  it  is  interesting  to  study  the  various  methods  which  are  used 
to  modify  the  working  properties  of  clays  and  determine  just  how  they  in- 
fluence the  fundamental  variables  of  yield  value  and  mobility. 
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For  example,  it  has  long  been  recognized  that  the  acidity  or  the  alkalinity 
of  the  water  makes  a  marked  difference  in  the  working  properties  of  the 
clays.  Experiments  were  therefore  carried  out  with  Tennessee  ball  clay 
slips  of  constant  water  content  but  widely  varying  hydroxyl  or  hydrogen- 
ion  concentration,  obtained  by  adding  NaOH  or  HC1  to  the  water.     The 

hydrogen-ion  contents  are  calculated 
from  the  amounts  added  to  the  water, 
rather  than  being  measured  in  the 
clay  slips  themselves. 

The  results  shown  in  Fig.  6  bring 
out  the  surprising  fact  that  very 
wide  variations  in  the  hydrogen-ion 
concentration  have  only  a  negligible 
effect  on  the  mobility,  but  gradually 
varied  the  yield  value  from  50  in 
alkaline  solutions  up  to  370  in  acid 
solutions.  The  function  of  alkalies 
in  "freeing  out"  the  clay,  and  of 
acids  in  "setting  up"  the  clay,  thus 
becomes  quite  apparent.  It  is  also 
worthy  of  note  that  the  yield  value 
of  at  least  this  sample  of  clay  can 
be  varied  by  moderate  additions  of  acids  or  alkali  to  cover  a  wider  range 
than  the  whole  series  of  commercial  clays  when  mixed  with  distilled  water. 
The  necessity,  and  indeed  the  potential  value,  of  controlling  the  hydrogen- 
ion  concentration  of  clay  slips  therefore  becomes  obvious. 

Fig.  7  shows  graphically  how  the  observed  yield  value  and  mobility 
varies  with  the  H+  concentration — the  sharpest  change  in  the  yield  value 
is  obviously  between  a  calculated  pH  of  8  and  10. 
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Effects  of  Additions  of  Non-plastic  Materials 

Fig.  8  shows  the  effect  of  adding  varying  amounts  of  finely  ground  sand 
("Potters  flint")  to  the  clay  slip,  keeping  constant,  however,  the  ratio  of 
water  to  total  dry  solids.  The  flint  obviously  does  not  hold  nearly  as 
much  water  as  the  clay  and  the  effect  of  replacing  clay  with  flint  is  there- 
fore similar  to  that  of  adding  water  to  the  slip,  increasing  the  mobility  and 
decreasing  the  yield.  It  rather  appears,  however,  that  the  effect  on  yield 
is  less  than  that  on  the  mobility  in  comparing  the  results  with  the  addition 
of  water  alone.  Additional  tests  should  be  made  on  mixtures  of  constant 
mobility  and  of  constant  ratio  of  water  to  clay,  but  variable  amounts  of 
flint. 
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The  foregoing  study  is  obviously  preliminary  in  nature,  but  it  is  being 
continued  by  the  junior  author  at  the  Bureau  of  Standards,  a  thorough- 
going investigation  of  the  whole  problem  being  under  way. 
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of  the  paper. 
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THE  MECHANICAL  MOVEMENT  OF  WATER  THROUGH 
CERTAIN  CLAYS  AND  ITS  CONTROL1-2 

By  H.  G.  Schurecht 
ABSTRACT 

Introduction. — Ceramic  bodies  containing  Georgia  clay  cast  and  release  from  the 
molds  slower  and  have  a  greater  tendency  to  crack  in  drying  and  burning  than  similar 
bodies  containing  English  china  clay.  Experiments  were  conducted  to  improve  these 
properties  of  Georgia  clays  by  studying  the  movement  of  water  through  them  and  its 
control. 

Permeability. — It  was  found  that  the  permeability  of  the  clays  to  water  was 

independent  of  the  time  between  2  and  10  days;  that  is,  P  is  nearly  constant  in  the 

W 
formula  P  =  —  •  in  which  W  is  the  total  water  which  has  passed  through  and  T  is  the 

time  in  days.  This  factor  for  North  Carolina  kaolin  was  1.55  *  .05;  for  English  china 
clay  1.45  *  .06;  for  Georgia  clay  0.938  *  .07;  for  South  Carolina  clay  0.673 ±  .07;  and  for 
Tennessee  ball  clay  0.64  ^  .08. 

Capillarity. — The  investigation  showed  that  the  capillary  rise  of  water  through 
these  clays  may  be  expressed  by  the  formula  H  =  Ch  (log  T  —  1.041)  in  which  H  is 
the  height  attained  by  the  water  in  time  T,  and  Ch  is  approximately  constant  for  each 
clay  between  10  and  250  minutes,  that  is,  it  represents  the  movement  of  water  through 
clay  when  it  contains  a  certain  amount  of  water  below  that  required  for  saturation. 
This  factor  for  North  Carolina  kaolin  is  6.67  *  0.30;  for  English  china  clay  7.30  *  0.70; 
and  for  Georgia  clay  4.66  ,h  0.80.  The  great  capillary  conductivity  of  water  through 
primary  kaolins  explains  why  bodies  containing  these  get  drier  and  release  from  the 
molds  quicker  than  those  containing  secondary  clays. 

Methods  for  Improving  Georgia  Clay. — The  permeability  factor  of  Tennessee  ball 
clay  was  increased  from  0.64  to  1.20  by  adding  0.7%  NaOH,  and  that  of  kaolin  from 
Dry  Branch,  Georgia  increased  from  0.938  to  1.72  by  calcining  to  450  °C.  By  either, 
or  a  combination  of  the  above  treatments,  it  was  possible  to  improve  the  properties 
of  many  Georgia  clays,  making  them  more  like  the  English  china  clay  in  regard  to 
permeability  to  water. 

Introduction 

Although  the  Georgia  white  clays  have  been  successfully  substituted  for 
foreign  kaolins  in  dust  pressed  ceramic  bodies,  the  American  potters  still 
prefer  the  primary  kaolins  like  the  English  china  clay  to  the  Georgia  white 
clays  for  casting  and  jiggering.  Our  supply  of  high-grade  primary  kaolins 
is  limited  and  not  sufficient  to  supply  the  demand  and,  therefore,  a  very- 
large  part  of  such  clays  used  in  this  country  is  imported  from  England. 

The  secondary  white  clays  like  those  from  Georgia,  however,  are  very 
abundant,  and  if  these  can  be  substituted  satisfactorily  for  English  china 
clay,  this  country  would  be  independent  of  foreign  importations. 

In  utilizing  Georgia  clays  in  casting  slips,  it  has  been  found  that  the  slips 
cast  and  release  from  the  molds  much  slower  than  those  containing  English 
china  clay.     This  is  due  largely  to  the  fact  that  the  Georgia  clays  are  finer 

1  By  permission  of  the  Director,  U.  S.  Bureau  of  Mines. 

2  St.  Louis  Meeting,  February  27,  1922. 
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in  grain1  than  the  English  clays  and,  therefore,  more  resistant  to  the  con- 
ductivity of  water  through  them. 

Still  another  objection  to  Georgia  clay  is  that  it  cracks  on  drying  and 
burning  when  moulded  by  the  plastic  process. 

With  the  object  of  improving  the  working  properties  of  Georgia  clays, 
the  writer  made  a  study  of  the  permeability  and  capillary  movement  of 
water  through  clays  in  both  the  plastic  and  dry  states. 


Experimental  Methods 

The  permeability  of  clays  to  water  was  measured  by  means  of  the 
specially  designed  apparatus  shown  in  Fig.  1.  The  clay  or  body  to  be 
tested  in  the  plastic  condition  is  mixed  with  water  to  normal  consistency2 
and  pressed  into  a  cylindrical  hole  having  1  cm.  diameter  in  the  lower 
rubber  stopper.  Filter  paper  is  sealed  to  the  stopper  above  and  below  the 
clay  by  means  of  paraffin,  to  prevent  the  clay  from  mixing  with  the  water. 
The  cylinder  is  then  filled  to  the  12.75  cm.  mark 
with  distilled  water  and  the  upper  stopper  with 
glass  tube  placed  in  position  as  shown. 

The  cylinders  are  weighed  at  the  beginning  of 
the  test  and  at  intervals  up  to  30  days,  during 
which  time  they  are  kept  in  a  constant  temperature 
chamber.  By  determining  the  loss  in  weight  at 
intervals,  the  amount  of  water  passing  through 
the  clay  may  be  calculated.  Each  time  the  cylinder 
is  weighed  it  is  refilled  with  water  to  the  12.75  cm. 
mark,  thus  keeping  the  water  pressure  approxi- 
mately constant. 

The  capillary  movement  of  water  through  clays 

was  measured  with  the  apparatus  shown  in  Fig.  2. 

The  raw  unburned  clay  test  piece  is  placed  in  the 

glass  container  where  it  rests  on  a  piece  of  filter 

paper  over  a   copper  screen  fastened   across   the 

bottom    of   the    cylinder.     The   cylinder  is    then 

lowered  into  the  cup,  in  which  the  water  level  is      G- 

1  x-i   it.     i_   x.a.  e  it.     *     4.      •  measuring    the    perme- 

kept  constant,  until  the  bottom  of  the  test  piece      abmty  of  clays  to  water. 

touches  the  water.     The  glass  cylinder  containing 

the  clay  test  piece  is  weighed  before  the  test  and  at  frequent  intervals  as  a 

measure  of  the  rate  of  absorption  caused  by  the  capillary  rise  of  water. 

1  H.  G.  Schurecht,  "The  Microscopic  Examination  of  the  Mineral  Constituents  of 
Some  American  Kaolins,"  Jour.  Amer.  Ceram.  Soc,  5,  3  (1922). 

2  By  normal  consistency  is  meant  that  consistency  at  which  the  clay  contains  a 
maximum  amount  of  water  without  being  sticky. 
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The  height  of  the  water  is  also  measured  at  intervals.     This  is  continued 
until  the  cylinder  comes  to  constant  weight.    By  adding  a  small  amount  of 

aniline  dye  to  the  water  the  height  of  the 
absorbed  water  may  more  plainly  be  seen. 
To  study  the  effect  of  additions  of 
varying  amounts  of  NaOH  on  the 
permeability  of  clays,  0.1,  0.2,  0.3,  0.5, 
0.7,  0.9,  1 .2, 1 .5,  and  2.0%  of  NaOH  were 
added  to  plastic  clay  samples  and 
permeability  tests  were  made  according 
to  the  above  method. 

The  effect  of  low  calcination  tempera- 
tures on  the  permeability  of  Georgia 
clays  was  studied  by  calcining  the  clays 
to  200°,  300°,  375°,  400°,  425°,  450°, 
475°,  500  °,  550°,  and  600  °C  and 
holding  them  at  these  temperatures 
for  one  hour.  Permeability  tests  as 
outlined  above  were  then  made  on  these 
samples. 

Each  clay  sample  contained  a  definite 
amount  of  water  at  the  end  of  the  test, 
Fig.  2.— Apparatus  for  measuring  the  which  was  also  determined  and  expressed 
capillary  rise  of  water  through  clays.    ^  terms  Qf  ^  ^  wdght  of  day 


Experimental  Results 
Permeability  of  Clays  to  Water. — In  Fig.  3  are  shown  the  results  of 
tests  on  the  permeability  of  clays  to  water.     It  is  obvious  that  North  Caro- 
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Fig.  3. — The  permeability  of  clays  to  water. 

Una  kaolins  and  English  china  clays  are  much  more  permeable  to  water  than 
Georgia  clays,  South  Carolina  clays,  and  Tennessee  ball  clays.     This, 
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therefore,  explains  why  the  primary  clays  like  the  English  china  clay  and 
North  Carolina  kaolins  produce  faster  casting  bodies  than  the  secondary 
clays  like  Georgia  clay,  South  Carolina  clay  and  Tennessee  ball  clay. 

Between  2  and  10  days  the  permeability  of  clays  to  water  may  be  approxi- 
mately expressed  by  the  following  formula,  which  was  derived  from  the 
data  obtained  in  this  work: 

W 

P  =  grams  of  water  passing  through  1  cm.3  of  plastic  clay  in  1  day. 
W  =  total  grams  of  water  passing  through  1  cm.3  of  plastic  clay  in  time  T. 
T  =  time  in  days. 

P  is  found  to  be  approximately  constant  for  each  clay  and  was  used  to  compare 
the  permeability  of  different  clays  to  water. 

The  permeability  factors  for  the  different  clays  are  shown  in  Table  I. 

Table  I 
The  Mechanical  Movement  of  Water  through  Clays 

Permeability  of  clays  to  water 


Clay  per  day 

North  Carolina  kaolin  1 .55*  0.05 


P— Grs.  of  H2O 

passing  Per  cent 

through  1  cm.3      water  in 
of  plastic  clay     clay  at  end    Ch  capil 


Capillary  movement  of  water  through 
clays 


of  test       lary  factor 


Cw  adsorption 
factor 


Remarks 

Clay  softened 
54.2     6.67*0.60   2.28*0.30   and    deformed 

somewhat    dur- 
ing the  test. 


English  china  clay         1.45*     .06      49.1     7.30*     .70   2.81  = 


Georgia  clay 


0.938*     .07      41.9    4.66= 


.80    1.83= 


Clay  softened 

.35    only        slightly 

during  the  test. 

Clay  softened 
.40   and      deformed 
badly        during 
the  test. 


South  Carolina  clay     0.673*     .07       32.3 
Tenn.  No.  7 ball  clay    0.640*     .08       42.2 


The  per  cent  water  in  the  clays  at  the  end  of  the  test  is  also  shown  in  this 
table.  It  is  obvious  that  the  coarser  grained  clays  contain  a  higher  water 
content  than  the  finer  grained  clays.  This  may  be  due  largely  to  the  fact 
that  the  per  cent  void  space  in  the  coarser  grained  clays  is  greater  than  in 
the  finer  grained  clays. 

Capillary  Movement  of  Water  through  Clays. — In  Fig.  4  and  Table  I 
are  shown  the  results  of  the  capillary  movement  of  water  through  clays. 
This  movement  is  faster  through  English  china  clay  than  through  North 
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Carolina  kaolin  for  the  first  250  minutes.  This  may  be  due  to  the  fact 
that  North  Carolina  kaolin  contains  more  of  the  extremely  fine  particles1 
than  the  English  china  clay  which  would  fill  the  voids  and  retard  the  flow. 
The  rate  of  capillary  rise  of  water  through  the  English  china  clay  and 
North  Carolina  kaolin  is  greater  than  that  through  Georgia  clay  for  the 
first  250  minutes  and  after  this  the  rate  becomes  greater  for  the  Georgia 
clay  than  for  the  primary  clays. 

Buckingham2  in  discussing  the  theory  of  capillary  conductivity  of  water 
through  soils  states  that  the  conductivity  varies  with  decreasing  water 
contents  as  follows:  (1)  the  soils  have  the  largest  conductivity  with  a 
saturated  water  content  and  as  the  percentage  of  water  decreases,  the  num- 
ber of  capillary  paths  become  less  and  the  conductivity  decreases;  (2) 
when  most  of  the  capillary  paths  have  been  broken,  the  film  paths  become 
important  and  there  is  a  rather  rapid  decrease  in  capillary  conductivity; 
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Fig.  4. — Capillary  rise  and  weight  of  water  absorbed. 

(3)  as  the'water  content  decreases  the  film  paths  change  from  short  to  long 
paths  with  a  comparatively  small  decrease  in  conductivity ;  (4)  as  the  soil 
approaches  dryness,  the  films  begin  to  break  or  lose  the  property  of  liquid 
water  and  there  is  a  rapid  decrease  in  capillary  conductivity  to  zero. 

Similar  to  what  Buckingham  claims  for  decreasing  water  contents, 
the  writer  found  corresponding  changes  in  the  conductivity  with  increasing 
water  contents.  A  rapid  increase  in  conductivity  in  each  clay  was  noticed 
for  the  first  10  minutes  as  the  water  content  increased,  which  may  be  due  to 
the  rapid  formation  of  a  large  number  of  water  film  paths.  Then  between 
10  and  250  minutes  the  rate  of  rise  of  water  is  slower  which  would  cor- 
respond to  that  period  in  which  the  long  film  paths  change  to  short  paths. 
Between  250  and  2000  minutes  there  is  an  increase  in  conductivity  which 

1  H.  G.  Schurecht,  "Sedimentation  as  a  Means  of  Classifying  Extremely  Fine  Clay 
Particles,"  Jour.  Amer.  Ceram.  Soc.A,  812-821  (1921). 

2  Edgar  Buckingham,  "Studies  on  the  Movement  of  Soil  Moisture,"  Bureau  of 
Soils,  Bull.  38  (1907). 


THROUGH  CERTAIN  CLAYS  AND  ITS  CONTROL  933 

according  to  Buckingham  would  represent  that  period  in  which  the  film 
paths  change  to  capillary  paths  and  after  this  period  the  rise  is  only  slow 
until  the  clay  becomes  saturated.  Between  10  and  250  minutes  the  rise 
of  water  may  be  approximately  expressed  by  the  following  equations 
which  were  derived  from  the  data  obtained  in  this  investigation: 

Ch  =  — or  H  =  Ch  (log  T  -  1.041), 

log    T  -  1.041 

Ch  =  capillary  factor  which  is  nearly  constant  for  each  clay. 
H  =  height  of  water  in  cms.  at  different  intervals  of  time. 
T  =  time  in  minutes. 
W 

C"  =  1 £ 77^7  orW  =  Cw  (log   T  -  1.041). 

log    T  —  1.041 

W  =  grams  of  water  absorbed  per  cm.2  for  different  intervals  of  time. 

Gardner  and  Widstoe1  and  Washburn2  studied  the  capillary  movement 
of  water  through  soils  and  porous  bodies  and  Washburn  derived  an  ex- 
pression in  which  the  distance  penetrated  by  a  liquid  flowing  under  cap- 
illary pressure  in  a  horizontal  capillary  or  one  with  a  small  internal  surface 
is  equal  to  the  square  root  of  (7  rt  cos.  0/2w)  in  which  7  is  the  surface 
tension,  9  the  angle  of  contact,  t  the  time,  n  the  viscosity  and  r  the  radius 
of  pores.  Although  an  exact  comparison  between  this  expression  and  that 
derived  from  the  data  in  this  investigation  are  not  possible  because  of 
insufficient  data,  the  general  shape  of  the  curves  derived  are  similar. 

Although  the  movement  of  water  through  clays  containing  less  than  a 
saturated  content  is  not  essential  to  the  speed  of  casting  of  a  clay  slip  in  a 
plaster  mold,  it  becomes  important  after  the  slip  has  been  poured  from 
the  mold  and  the  water  content  in  the  casted  shell  decreases.  During  this 
stage  the  casted  ware  sticks  to  the  mold  until  its  water  content  becomes 
sufficiently  low  to  prevent  this  stickiness.  Those  bodies  containing  clay 
from  which  the  water  moves  rapidly  reaches  this  stage  before  those  con- 
taining clays  from  which  the  water  is  conducted  slowly.  Therefore,  bodies 
of  the  former  type  will  release  and  may  be  taken  from  the  molds  quicker 
than  those  of  the  latter  type. 

It  was  found  in  this  work  that  the  capillary  movement  of  water  through 
the  primary  clays  is  faster  than  that  through  secondary  clays  at  certain 
stages  when  this  content  is  decreased  below  saturation,  and  this  may 
explain  why  bodies  containing  primary  clays  release  and  may  be  taken  from 
the  molds  quicker  than  those  containing  secondary  clays. 

Between  approximately  250  and  2000  minutes  there  is  an  increase  in 
conductivity  with  an  increase  in  time  which  may  be  due  to  the  change  from 

1  W.  Gardner  and  J.  A.  Widstoe,  "The  Movement  of  Soil  Moisture."  Soil  Science, 
11,215-232(1911). 

2  E.  W.  Washburn,  "The  Dynamics  of  Capillary  Flow,"  Phys.  Review,  17,  273- 
2&3  (1921). 
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film  to  capillary  paths  as  is  explained  above  which  is  especially  notice- 
able with  Georgia  clay.  The  capillary  movement  of  water  through  Georgia 
clay  is  slower  than  that  through  English  china  clay  and  North  Carolina 
kaolin  for  the  first  six  hours,  but  after  that  it  is  faster  than  that  through 
the  primary  kaolins  and  the  final  amount  of  water  absorbed  is  also  larger. 
The  fact  that  water  rises  to  a  greater  height  in  Georgia  clay  than  it  does 
in  primary  kaolins  may  be  explained  by  examining  the  following  equation : 


H  = 


2  Y 
grd 


H  =  capillary  height  in  cms. 

g  =  981,  the  gravitational  acceleration  in  cms.  4-  sec.2 

r  =  radius  of  the  capillary  tube. 

d  =  density  of  the  liquid  at  the  temperature  of  observation. 

Y  =  surface  tension  in  dryness  per  cm. 
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Fig.  5. — The  effect  of  NaOH  additions  on  the  permeability  of  Tennessee 
ball  clay  to  water. 


In  examining  this  formula  it  is  obvious  that  the  total  height  H  is  greater 
when  the  radius  r  is  small.  Since  Georgia  clays  are  much  finer  grained 
than  the  primary  clays,  the  voids  are  smaller  and  hence  r  is  much  smaller, 
which  causes  the  total  height  of  absorbed  water  to  be  greater  with  Georgia 
clay  than  with  the  primary  clays.  A  value  varying  with  the  average  size 
of  the  pores  may  be  calculated  by  noting  the  total  height  of  water  in  the 
specimen.  The  resultant  force  causing  the  capillary  flow  of  water  through 
clays  is  evidently  greater  in  the  Georgia  clays  than  in  the  primary  clays 
because  the  value  r  is  smaller  in  this  case,  but  the  higher  resistance  of 
Georgia  clay  to  this  flow  causes  the  actual  movement  to  be  slower.  After 
six  hours  the  force  of  gravity  on  the  water  in  the  primary  clays  is  so  great 
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that  the  rise  of  water  in  the  secondary  clays  becomes  faster  than  that 
through  the  primary  clays. 

The  bars  prepared  from  Georgia  and  North  Carolina  clays  deformed  more 
than  those  of  English  china  clay,  due  to  softening.  This  is  evidently  caused 
by  the  larger  percentage  of  extremely  fine  clay  substance  in  the  Georgia 
clays  which  restricted  the  flow  of  water,  thereby  causing  the  lower  portion 
of  the  bar  to  become  saturated  with  an  excess  of  water  and  hence  causing 
it  to  soften  and  deform. 

The  Effect  of  Addition  of  NaOH  on  the  Permeability  of  Clays  to 
Water. — The  results  of  NaOH  additions  on  the  mechanical  movement 
of  water  through  clays  is  shown  in  Fig.  5.  These  results  show  that  the 
permeability  decreases  when  0.2%  of  electrolyte  is  employed.  Upon 
adding  more  NaOH  there  is  a  remarkable  increase  in  permeability,  this 
being  much  greater  than  the  initial  decrease.  This  increase  is  probably 
due  to  the  fact  that  the  clay  is  in  a  flocculated  or  partially  flocculated  con- 
dition, which  causes  the  aggregates  of  fine  particles  to  act  as  coarser  grains 
and  hence  cause  the  mass  to  have  larger  voids  between  the  aggregates. 

It  is  therefore  possible  by  adding  the  proper  amount  of  electrolytes  to 
secondary  clays  to  make  them  as  permeable  to  water  as  English  china  clay. 
Adding  a  percentage  below  that  required  for  maximum  flocculation,  i.  e., 
less  than  0.7%,  would  evidently  give  better  results  than  are  obtained  by  add- 
ing an  amount  causing  maximum  or  minimum  deflocculation,  since  bodies 
containing  sufficient  NaOH  to  cause  maximum  deflocculation  cast  in  very 
thin  layers  while  bodies  containing  sufficient  NaOH  to  cause  maximum 
flocculation  do  not  drain  clean  and  tend  to  stick  to  the  mold. 

The  Effect  of  Low  Calcination  Temperatures  on  the  Permeability  of 
Clays  to  Water. — The  results  of  low  calcination  temperatures  on  the 
permeability  of  clays  to  water 
are  shown  in  Fig.  6.  It  is 
obvious  that  there  is  but  little 
change  in  the  effects  produced 
by  calcining  at  low  tempera- 
tures until  the  clay  is  heated 
above  400  °C.  Here  there  is 
a  sudden  increase  in  per- 
meability reaching  a  maxi- 
mum at  450  °C,  and  then  it 
remains  practically  constant 
up  to  600  °C.  This  change 
occurs  when  the  clay  de- 
creases in  specific  gravity1  and  is  evidently  closely  related  to  the  increase 
in  volume  of  the  clay  which  occurs  at  this  temperature. 

1  J.  M.  Knote,  "Some  Chemical  and  Physical  Changes  Due  to  the  Influence  of 
Heat,"  Trans.  Amer.  Ceram.  Soc,  12,  227-204  (1910). 
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The  permeability  of  water  through  Georgia  kaolin  can  be  made  greater 
by  calcination  than  that  through  English  china  clay  or  North  Carolina  kao- 
lin. Although  the  clay  has  lost  some  of  its  plasticity  by  being  calcined 
at  this  temperature,  it  is  still  plastic,  comparing  favorably  with  the  plas- 
ticity of  English  china  clay.  The  tendency  of  Georgia  kaolin  to  crack 
during  drying  is  reduced.  This  was  anticipated,  since  Bleininger1  used 
the  preheating  method  for  improving  the  drying  properties  of  joint  clays 
which  cracked  badly  in  drying. 

In  comparing  the  permeability  of  Georgia  clay  calcined  at  450  °C  with 
that  of  English  china  clay  and  North  Carolina  kaolin  (see  Fig.  7)  it  is  found 
that  it  is  greater  than  that  for  these  clays.  The  permeability  of  the  cal- 
cined clay  does  not  revert  back  to  that  of  the  raw  clay  upon  standing  in 
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Fig.  7. — The  permeability  of  calcined  clay  to  water. 


contact  with  water  for  28  days  as  is  shown  by  the  permeability  curve. 
We  would  expect,  therefore,  but  a  slight  change  in  the  permeability  of 
calcined  Georgia  clay  upon  aging  for  a  period  of  28  days. 

It  may  therefore  be  possible  to  treat  Georgia  clay  by  calcining  at  450  °C, 
and  thereby  overcome  to  a  degree  at  least,  its  objectionable  casting  be- 
havior. In  conclusion  the  writer  wishes  to  state  that  the  above  results 
are  merely  laboratory  results  and  whether  the  above  methods  can  be 
used  successfully  in  practice  will  have  to  be  determined  by  subsequent 
tests. 

Ceramic  Experiment  Station 

U.  S.  Bureau  of  Mines 

Columbus,  Ohio 

1  A.  V.   Bleininger,   "The  Effect  of  Preliminary   Heat  Treatment  upon  Clay," 
Trans.  Amer.  Ceram.  Soc,  11,  392-406  (1909). 


USE  OF  OX  GALL  IN  PREVENTION  OF  CRAWLING  OF  GLAZES 

By  H.  Spurrier 
ABSTRACT 
The  crawling  of  glazes  may  be  entirely  prevented  by  the  use  of  ox  gall  in  solution. 
The  action  is  probably  due  to  the  lessened  surface  tension. 

Some  time  ago,  it  was  desired  to  glaze  over  an  underglaze  decoration 
in  which  the  medium  was  oily  so  that  a  single  fire  might  suffice  instead  of 
the  usual  two-fire  method. 

At  first  the  prospect  of  success  did  not  look  very  rosy  and  any  effort  in 
this  direction  seemed  foredoomed  to  failure.  It  occurs,  however,  that 
artists  sometimes  use  a  preparation  of  ox  gall  to  cause  water  colors  to 
"take"  on  paper  that  has  become  greasy.  Accordingly  an  ox  gall  prep- 
aration used  for  art  purposes  was  secured  and  it  was  determined  to  try  it 
out.  The  material  was  a  light  yellow  limpid  liquid,  quite  clear  and  without 
any  fluorescence.  A  small  quantity  of  this  liquid  was  added  to  the  glaze 
and  the  pieces  were  dipped,  the  glaze  so  treated  covered  well  and  gave 
promise  of  good  results.  The  pieces  were  fired  as  usual  and  came  out  very 
well. 

This  circumstance  led  to  an  effort  to  find  other  materials  that  would 
do  the  work  and  not  be  so  expensive  as  the  artists'  material. 

Many  and  diverse  materials  were  tried  out  and  only  one  other  was 
found  that  in  any  way  served  the  purpose,  and  this  none  too  well.  The 
material  was  sulphonated  castor  oil  also  known  as  Turkey  red  oil  or  soluble 
oil.  No  further  work  was  done  in  this  connection  for  some  three  years, 
until  recently.     A  bad  case  of  "stripping"  brought  the  former  work  to  mind. 

Owing  to  the  presence  of  oil  in  dust-pressed  ware,  a  certain  colored  glaze 
could  not  be  made  to  cover,  and  the  most  aggravated  stripping  occurred 
in  the  kiln,  rendering  the  pieces  entirely  unsuitable.  In  the  meantime,  a 
new  source  of  ox  gall  was  secured.  This  time  the  gall  was  in  the  paste  form 
but  very  much  cheaper,  and  is  known  as  inspissated  ox  gall  and  was  sup- 
plied by  a  large  drug  house  in  Detroit.  On  using  this  material  such 
startlingly  good  results  were  obtained  that  some  investigation  was  made 
in  order  to  ascertain  the  underlying  cause  for  the  results. 

It  was  noted  that  an  aqueous  solution  of  the  material  seemed  to  show  a 
much  lessened  surface  tension,  and  while  this  would  undoubtedly  help  the 
aqueous  glaze  to  cover  the  greasy  or  oily  surface  it  was  somewhat  difficult 
to  see  how  this  should  affect  the  firing  behavior  so  strikingly.  In  order 
to  test  out  the  influence  of  the  lessened  surface  tension,  a  cake  of  paraffin 
wax  was  dipped  into  a  glaze  containing  a  small  quantity  of  the  ox  gall. 
On  withdrawing  the  cake  a  thin  even  layer  of  glaze  had  become  attached 
to  the  wax  which  was  laid  down  flat  to  see  if  the  film  would  "break." 
This  however  did  not  take  place,  and  the  glaze  dried  up  completely  having 
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covered  the  wax  to  the  extreme  edges  and  somewhat  over  the  sides  and 
ends.  Moreover  the  dried  residue  was  quite  adherent,  and  when  the  thicker 
portions  (which  accumulate  on  withdrawing)  were  punctured  with  a  pointed 
blade  the  glaze  did  not  fly  off  as  would  be  the  case  on  ware. 

A  careful  comparison  of  pieces  of  ware  both  with  and  without  oil,  glazed 
with  the  usual  glaze,  and  with  that  containing  ox  gall,  shows  that  the 
gall  has  the  effect  of  producing  a  much  more  intimate  bond  between  the 
glaze  and  the  unfired  body. 

In  no  case,  no  matter  how  thick  was  the  glaze  on  the  body,  could  any 
hair  cracks  be  seen  with  a  X  10  Coddington  lens. 

In  order  to  secure  more  information  on  the  subject  a  letter  addressed  to 
Mr.  H.  C.  Hamilton,  research  chemist  with  Parke,  Davis  &  Co.,  who 
manufactured  the  ox  gall,  brought  the  information  that  they  proceeded  as 
directed  in  the  U.  S.  Dispensatory  where  the  following  information  is  given. 

"The  composition  is  rather  indefinite,  and  it  is  a  mixture  containing  fats 
and  coloring  matter,  along  with  the  glycocholates  and  taurocholates  of 
sodium  and  potassium."  Mr.  Hamilton  suggests  that  "it  may  be  that  some 
obscure  or  unknown  constituent  is  responsible  for  the  peculiar  action  noted." 

It  is  astonishing  how  small  a  quantity  of  ox  gall  will  suffice  to  entirely 
stop  the  most  aggravated  cases  of  "crawling"  as  the  following  case  in  point 
will  illustrate.  A  glaze  batch  of  over  two  hundred  pounds  of  solids  of  blue 
glaze  was  completely  cured  of  severe  crawling  by  the  addition  of  three 
ounces  of  ox  gall  dissolved  in  part  of  the  added  water,  in  all  the  ware  on 
which  this  glaze  was  used  not  a  trace  of  crawling  was  to  be  found,  whereas 
previously,  no  perfect  specimens  could  be  found.  So  far  the  only  difference 
that  can  be  detected,  is  the  already  noted  close  adherence  of  the  glaze  to 
the  body  and  a  rather  smoother  surface  of  the  raw  glaze  when  applied  to 
dust  pressed  ware.  As  the  addition  of  even  a  very  small  amount  of  ox  gall 
to  a  glaze  causes  it  to  froth  copiously  in  the  mill,  it  is  better  to  make  the 
addition,  after  milling  and  lawning,  by  dissolving  the  required  amount  in 
a  small  quantity  of  water  and  gently  stirring  this  solution  into  the  glaze 
till  thoroughly  mixed. 

It  is  not  at  all  unlikely  that  further  work  on  this  subject  will  make  it 
possible  to  develop  a  pure  principle  which  will  do  the  work  of  ox  gall  even 
more  potently. 

As  ox  gall  preparations  are  highly  complex,  containing  beside  fatty 
matters,  many  bile  acids,  trypsin,  cholesterol,  etc.,  it  might  be  possible  to 
isolate  those  compounds  which  produce  the  desired  effect.  This  seems  the 
more  likely  as  Ernst  Joel  in  Biochem.  Zeitung  notes  that  glucose  and  ace- 
tone tend  to  reduce  viscosity  slightly,  while  bile  serum  reduces  it  to  a 
much  greater  extent  in  secretory  liquids. 

Square  D  Co. 
Peru, Ind. 


THE  WITCHERY  OF  GLAZES1 

By  Paul  E.  Cox 
ABSTRACT 

A  paper  showing  the  extent  of  research  possible  in  glazes  and  the  fascination  of 
the  work  in  that  field.  It  is  implied  that  the  general  chemist  has  little  to  offer  to  shorten 
the  road  that  must  be  followed  and  that  the  work  is  reward  enough  for  the  labor  involved. 
It  is  shown  that  the  artistic  temperament  functions  in  this  work  along  with  the  scientific 
temperament. 

In  the  museum  of  the  Louvre,  in  the  section  devoted  to  Egyptian  ceram- 
ics, there  is  a  scarab  about  the  size  of  a  man's  hand.  There  are  many- 
hundreds  of  scarabs  of  many  sizes  all  about  this  specimen  but  this  one  is 
peculiar  in  that  it  has  been  subjected  to  a  reducing  fire  and  the  wings  have 
developed  the  bronze  color  characteristic  of  copper-bearing  glazes  which 
have  been  fired  in  a  strongly  reducing  atmosphere,  while  the  body  has 
touches  of  green,  blue  and  red.  The  whole  is  very  interesting  to  the  student 
of  color.  No  other  specimen  shows  any  such  treatment  and  it  would  be 
entertaining  to  know  exactly  what  happened  in  the  mind  of  that  craftsman 
when  he  took  from  his  furnace  this  result  which  probably  is  better  than 
the  turquoise  color  which  was  sought.  Doubtless  another  brain  than 
the  potter's  decided  that  this  one  was  of  value,  for  the  glaze  maker  is 
quite  often  too  close  to  the  job  in  hand  to  realize  that  accident  often  gives 
results  more  pleasing  than  those  sought  for,  and  a  taste  trained  in  another 
school  quite  often  helps  the  craftsman  to  the  step  forward.  Had  there 
been  several  specimens  of  copper  red  glazed  scarabs  the  conclusion  would 
be  that  the  Egyptians  understood  very  well  that  process  that  later  on  made 
the  lustred  wares  of  Italy.  But  the  single  specimen  makes  speculation 
pleasant  and  a  writer  of  the  character  of  H.  Rider  Haggard  might  very 
well  make  a  best  seller  story  telling  what  things  happened  to  the  man  who 
made  a  bronze  and  green  scarab  when  a  turquoise  blue  one  was  expected. 

The  chemist  is  concerned  with  the  process  by  which  the  turquoise  glaze 
can  be  produced  and  finds  that  copper  in  an  alkaline  glaze  gives  what  is 
desired  and  that  this  glaze  subjected  to  a  smoky  atmosphere  will  yield 
reds  and  coppery  lustres.  He  furthermore  finds  that  white  sand  bound  with 
some  of  the  glaze  was  the  medium  from  which  the  scarabs  were  fashioned. 
If  the  chemist  is  an  analyst  only  he  may  be  satisfied  to  have  established 
the  proportions  of  the  various  ingredients,  and  the  best  process  for  getting 
his  results.  He  may  indicate  his  opinion  as  to  how  the  reduction  might  be 
controlled  today,  but  if  he  is  also  a  ceramist  he  will  marvel  at  the  skill 
required  to  make  so  short  a  mixture  as  sand  and  glaze  would  have  to  be 
into  the  little  figures  that  are  so  abundant  among  the  things  left  from  that 
civilization.  And  the  ceramist  will  draw  the  lesson  that  if  these  objects 
could  be  glazed,  together  with  some  other  kinds  of  things  the  Egyptians 
did,  there  are  very  few  things  that  will  stand  fire  that  cannot  be  glazed  if  a 
'Read  at  the  meeting  of  the  Exposition  of  Chemical  Industries,  New  York. 
September,  1922. 
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glaze  is  wanted  for  them.  And  so  the  ceramist  falls  under  the  spell  of  the 
glaze  witch. 

The  story  of  Bernard  Palissy  is  too  well-known  to  need  more  than  men- 
tion to  bring  to  the  mind  of  every  student  of  literature  the  point  that  it 
was  the  baffling  character  of  the  work  that  kept  this  more  than  ordinarily 
talented  man  digging  away  to  an  end  that  after  all  was  not  the  thing  he 
wanted  to  do  but  which  gave  him  more  fame  than  success  in  porcelain 
making  possibly  would  have  done.  It  was  the  witchery  of  the  business 
that  made  him  carry  on,  and  the  man  is  not  so  much  known  for  his  product 
as  he  is  known  for  his  yielding  to  the  charm  of  glazes  and  ceramic  colors. 

Professor  Chas.  F.  Binns  used  to  tell  his  students  that  ceramics  is  more 
an  art  than  a  science  and  certainly  this  is  true  in  the  field  of  glaze  making. 
Chemistry  as  known  to  the  general  chemist  is  of  the  greatest  help  to  the 
ceramist,  but  nothing  as  yet  has  developed  that  makes  it  possible  to  do 
away  with  an  empiric  process  of  glaze  development  and  hence  there  is 
always  ahead  of  the  experimenter  the  possibility  of  a  combination  of  both 
scientific  and  artistic  interest.  It  is  the  unknown  that  makes  the  drudgery 
of  the  work  endurable,  and  few  investigations  fail  to  yield  color  variations, 
texture  variations  or  some  sort  of  differentiation  from  the  beaten  path  that 
intrigues.  The  phrase  maker  might  define  art  as  the  juggling  with  the 
infinite,  and  the  artist  as  the  one  who  does  this.  The  glaze  maker  certainly 
is  juggling  with  the  infinite  at  all  times.  He  must  have,  to  be  most  suc- 
cessful, that  sort  of  imagination  that  has  developed  within  the  modern 
school  of  painters  (not  the  ultra  modern).  Such  an  imagination  is  neces- 
sary that  will  recognize  effects  applicable  to  terra  cotta  and  other  massive 
ceramics,  as  well  as  effects  suitable  for  dainty  pottery  of  the  boudoir  or 
dining  room.  In  other  words  the  glaze-making  ceramist  is  successful  in 
proportion  to  his  culture,  exactly  as  this  is  true  in  the  field  of  art  and  for 
the  same  reasons.  His  imagination  must  be  active  and  imagination  is  that 
thing  which  is  stimulated  by  any  works  which  may  bewitch. 

Time  and  temperature  are  the  "Gold  Dust  Twins"  that  have  long  been 
recognized  as  factors  in  ceramic  work,  and  the  physicists  and  the  physical 
chemists  have  worked  to  develop  control  of  these  factors  in  ceramic  work. 
The  enameled  iron  glaze  maker  will  make  an  enamel  that  he  can  fire  in  half 
a  minute  but  if  he  leaves  it  in  the  furnace  a  long  time  it  is  ruined.  Glazes 
may  be  successful  in  a  quick  fire  on  light  wares  and  useless  on  heavy  wares 
in  a  long  fire.  It  would  be  very  simple  to  make  glazes  if  we  could  say 
for  example  that  the  lime  content  varies  directly  as  the  temperature  and 
inversely  as  the  time,  but  we  cannot  because  we  have  many  other  factors 
to  take  into  account.  If  the  glaze  is  used  on  a  clay,  the  clay  is  being  slowly 
dissolved  and  doubtless  a  glaze  is  a  series  of  layers  each  merging  into  the 
other,  the  whole  being  the  subject  of  spurts  of  flame  and  of  cooler  gases 
here  and  there  over  the  surface  so  that  control  is  difficult  to  imagine.     We 
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hear  of  kilns  that  are  to  have  slight  variations  top  and  bottom  or  side  to 
side  but  we  know  that  after  all  our  glazes  must  be  made  up  with  the  greatest 
flexibility  as  to  variations  in  treatment  if  we  are  to  produce  results  that  we 
can  market.  It  is  this  difficulty  combined  with  the  infinite  varieties  of 
glazes  possible  that  form  the  pot  of  gold  and  the  end  of  the  ceramist's  rain- 
bow and  keep  him  ever  interested. 

The  common  stoneware  business  has  become  senile  for  the  same  reason 
that  John  Barleycorn  is  legally  dead.  People  became  tired  of  the  bother 
that  whiskey  made  and  one  of  the  products  made  in  the  stoneware  shop  was 
jugs.  So  common  and  coarse  a  product  as  stoneware  had  the  greatest 
interest  in  the  glazes.  Salt  glaze  is  not  easily  handled,  yet  by  the  selection 
of  clays  and  the  manipulation  of  the  kiln  some  of  the  best  ceramic  products 
are  possible,  a  truth  known  long  before  anything  like  accurate  chemical 
processes  had  been  developed.  The  Martin  art  pottery  of  England  is 
not  surpassed  so  far  as  merit  is  concerned  by  any  type  of  pottery  made 
today  and  the  difficulty  of  securing  exactly  the  results  desired  must  make 
the  work  of  the  greatest  interest  to  the  potters  concerned.  Technically 
the  wares  are  common  stoneware.  No  one  has  carried  out  the  idea  of 
making  use  of  the  slip  clays  for  art  pottery  work  though  years  ago  Griffin 
suggested  such  a  scheme,  and  showed  how  the  slip  clays  might  be  modified 
to  suit  the  needs  of  the  artist  to  some  degree.  It  is  conceivable  that  by 
making  use  of  slip  clays  only  that  a  stoneware  might  be  produced  of  the 
same  warmth  almost  as  the  early  Rookwood  with  its  browns  and  yellows. 
A  slip  clay  has  recently  been  submitted  to  the  writer  that  is  said  to  yield  a 
colorless  or  slightly  yellow  clear  glaze  and  if  tests  show  that  to  be  true, 
this  clay  mixed  with  Albany  slip  clay  and  with  Michigan  or  Seneca  Falls 
slip  clays  and  with  one  or  two  others  known  to  the  more  mature  of  the 
stoneware  men  a  rather  interesting  color  palette  would  develop.  This, 
if  used  on  stoneware  clays  in  the  unfired  state,  would  yield  a  technically 
very  interesting  art  pottery.  The  fascination  of  such  a  work  would  be 
akin  to  any  other  research  work  in  any  field.  And  the  difficulties  would  be 
abundant  enough  to  stimulate  interest  quite  like  that  shown  by  Palissy, 
though  success  would  come  with  less  starvation  along  the  road  than  fell 
to  that  hero  of  ceramics. 

The  glazes  of  the  type  known  as  Bristol  glazes  have  gotten  into  dignified 
company  by  having  come  into  use  in  terra  cotta  work,  but  used  in  the 
manufacture  of  jugs  and  jars  they  were  interesting  to  dabble  with  be- 
cause slight  variations  in  the  proportions  of  the  ingredients  made  such 
differences  in  the  results.  One  manufacturer  bought  air  separated  whiting, 
thus  having  a  material  that  was  so  fine  it  was  almost  a  liquid.  Glazes 
made  up  from  this  material  did  all  sorts  of  things  that  made  trouble  and 
while  he  was  not  glad  to  lose  his  ware  he  enjoyed  the  knowledge  he  gained 
from  the  experience.     A  white  Bristol  glaze,  made  white  by  zinc  oxide  in 
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suspension  can  be  cleared  and  made  into  a  transparent  glaze  by  the  addition 
of  flint  or  by  the  addition  of  lime,  neither  process  making  any  appreciable 
difference  in  firing  temperature  needed  to  mature  the  glaze.  Zinc  oxide 
kills  greens,  lightens  blues,  makes  crystals,  and  does  many  interesting 
things  so  that  any  glaze  maker  has  on  the  one  hand  the  temptation  of 
cheapness  prompting  him  to  make  use  of  glazes  of  the  Bristol  type  and  on 
the  other  hand  the  color  problem  to  solve  weighing  against  such  use.  This 
has  developed  several  papers  showing  results  of  research  that  point  out 
how  interesting  such  research  can  be. 

Karl  Langenbeck  in  his  "Chemistry  of  Pottery"  points  out  that  it  is 
impossible  to  cover  the  possibilities  of  any  glaze  by  any  single  statement 
of  its  composition  because  of  the  influence  of  the  otherwise  colorless  in- 
gredients of  the  glaze  on  the  chromatics.  "That  is,  a  statement  of  the 
composition  of  a  colorless  glaze  can  be  given  but  trial  must  be  had  before 
a  statement  of  what  this  glaze  will  look  like  for  every  stain  added  to  it. 
Or  a  glaze  may  have  a  certain  color  but  for  some  reason  a  change 'may  be 
thought  desirable  in  the  ingredients  that  would  with  no  colorant  present 
produce  a  colorless  glaze  and  a  vital  change  in  the  color  of  the  glaze  would 
result.  It  is  necessary  therefore  always  to  test  out  such  work  and  to  ad- 
just for  each  change  made.  Such  procedure  demands  exact  work  that  is 
interesting  indeed.  Changes  of  temperature  from  top  to  bottom  of  the 
kiln  likewise  affect  the  tints  and  often  the  glaze  has  to  be  adjusted  to 
meet  these  conditions. 

Texture  is  likewise  profoundly  influenced  by  the  variations  of  the  in- 
gredients in  a  glaze  and  the  European  potter  has  been  careful  to  state  the 
source  of  his  raw  material  as  well  as  the  chemical  composition  of  it,  because 
he  knows  that  the  physical  conditions  have  influence  quite  as  much  perhaps 
as  the  chemical  conditions.  Because  of  these  facts  there  are  times  when  a 
recipe  is  worth  keeping  secret  and  it  can  be  kept  secret  by  failure  to  report 
the  source  of  raw  materials. 

Defects  have  been  made  into  virtues  in  the  potter's  craft  from  time  im- 
memorial, and  we  have  but  to  note  how  crazing  properly  taken  advantage 
of  has  made  more  than  one  type  of  pottery  glaze  of  the  greatest  interest. 

The  glaze  maker  has  a  wide  field  for  his  work.  There  is  true  porcelain 
fired  in  these  days  to  almost  any  temperature  possible  to  obtain  sagger 
mixtures  refractory  enough  to  permit  temperature.  The  color  palette  is 
limited  at  high  temperatures  but  there  is  ample  incentive  for  investi- 
gation at  high  temperatures  for  aesthetic  reasons  as  well  as  for  reasons 
of  science.  Any  person  working  with  a  really  capable  artist  will  find  that 
the  artist  finds  pleasure  backed  with  good  reasons  in  the  qualities  of  glaze 
and  color  due  to  high  temperatures  and  those  admirable  volumes  by  Burton 
on  porcelains  point  out  constantly  what  an  important  part  the  glaze  maker 
has  played  in  the  production  of  quality  porcelains  through  the  ages.     The 
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literature  of  ceramics  tells  of  the  beauty  of  body  and  glaze  of  the  soft  por- 
celains but  we  have  done  little  in  America  with  this  interesting  type  of 
porcelain  if  we  except  Beleek  made  in  Trenton.  America  has  not  yet 
made  bone  china  of  any  great  merit  or  amount  and  there  will  be  adapta- 
tions of  English  practice  to  American  materials  when  this  kind  of  ware  is 
developed  here.  Our  domestic  whitewares  will  lend  themselves  to  treat- 
ments in  colored  glazes  and  though  it  may  be  suggested  that  the  use  of 
colored  glazes  on  white  bodies  is  wasteful  the  ceramist  knows  that  certain 
kinds  of  bodies  yield  refinements  in  glazes  that  make  the  expenditure. worth 
while.  Any  worker  in  glazes  who  has  made  use  of  the  little  floor  tiles  that 
are  so  hard  and  are  feldspathic  knows  that  the  quality  of  glaze  is  superior 
to  the  glaze  obtained  on  coarser  bodies. 

Our  secondary  fire  clays  have  been  made  use  of  but  slightly  in  the  making 
of  fine  stonewares.  Chas.  F.  Binns  has  done  more  with  them  than  any  other 
worker  and  he  is  not  engaged  in  commercial  life  so  that  few  people  know  that 
work  of  the  type  he  has  done  brings  out  the  maximum  beauty  of  our  very 
abundant  stoneware  clays.  He  has  by  no  means  exhausted  the  oppor- 
tunities for  work  with  these  clays  and  a  lifetime  of  interesting  investi- 
gation could  be  devoted  to  stoneware  alone.  The  writer  would  say  that 
stoneware  might  be  better  suited  to  our  cold  country  than  the  porcelains, 
and  these  fine  stonewares  are  always  recognized  as  of  the  same  high  class 
as  hard  porcelains. 

The  term  faience  has  been  accepted  as  covering  a  wide  field  that  possibly 
might  be  narrowed  into  a  field  covered  in  Europe  by  the  tin  enameled 
wares  at  one  time.  We  have  so  many  types  of  wares  that  look  somewhat 
alike  but  that  are  made  at  widely  differing  temperatures,  all  made  from 
relatively  coarse  clays,  with  every  type  of  glaze  almost  that  can  be  thought 
of.  It  is  in  this  field  that  the  glaze  maker  can  go  his  limit  and  he  can 
produce  warm  or  cold  colors,  brilliant  or  mat  glazes,  crystalline  or  amor- 
phous glazes,  anything  he  can  find  pleasure  in  making.  It  is  in  this  type 
of  ware  the  amateur  finds  it  easy  to  secure  adequate  help  from  the  litera- 
ture and  from  the  dealers  in  supplies,  and  since  the  temperatures  are 
usually  low  the  portable  kiln  is  satisfactory.  Any  person  who  has  had 
elementary  chemistry  can  understand  readily  the  methods  used  by  the 
ceramist  to  develop  his  glazes  and  the  field  is  open  to  any  graduate  of 
the  high  schools  that  offer  chemistry,  and  to  most  college  students  who 
have  had  the  Freshman  year. 

The  precipitations  in  the  tube  of  the  chemist's  laboratory  show  glories 
of  colors  and  demand  thoughtful  consideration.  The  glazed  test  pieces, 
tiles  or  what  not,  are  the  test  tubes  of  the  ceramist  and  when  series  after 
series  are  run,  covering  every  variation  that  can  be  thought  of,  a  consider 
able  knowledge  of  the  properties  of  the  complex  mixtures  can  be  had  and 
while  the  reaction  cannot  be  written  out,  X  plus  Y  equals  .4  plus  />',  never 
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theless  a  very  definite  idea  of  what  will  happen  when  the  same  mixture  is 
again  made  can  be  obtained  and  a  very  definite  idea  of  what  will  make 
disaster  can  likewise  be  gained.  Men  like  Binns  and  Burt  and  Rhead 
know  as  definitely  as  any  chemist  what  to  expect  from  certain  mixings  of 
their  materials  and  the  writer  would  declare  that  a  qualitative  analysis 
could  be  developed,  if  worth  doing,  dealing  entirely  with  melted  glazes, 
determining  by  fire  and  reagents  dropped  on  the  glazed  surfaces  the  qualita- 
tive composition  of  glazes  by  the  changes  in  color  of  either  the  reagent 
or  the  glaze  itself. 

These  are  some  of  the  things  that  are  the  witcheries  of  glazes. 

Ceramics  Department 
Iowa  State  College 
Ames,  Iowa 


[Supplement  to  December,  1924.  Vol.  7,  No.  12] 


AUTHOR  INDEX  TO  JOURNAL 

The  reference  number  in  parentheses  refers  to  the  monthly  number  of  the  Journal; 
the  number  following  this  is  the  page  number.  The  letters  O,  D  or  E  preceding  refer- 
ence number  indicate  that  the  articles  are  Original  (O),  Discussion  (D)  or  Editorial  (E). 

A  list  of  the  abbreviations  used  in  the  Index  is  found  on  page  381,  Ceramic  Abstracts. 

Volume  5 


Albery,  D.  F.  Use  of  pulsichrome  from  mfgr.'s 
standpoint,  D  (11 1  828-29. 

Arnold,    H.    C.     Mamif.    of    single    coat    gray 

enameled   ware,  O   (12)    858, 
Ayars,  E.   E.      Molds  for  magnesite,  chrome  and 

silica  brick,  O  (2)  67. 

Ball,    A.     P.      Economic    handling    of    mats,    in 

porcelain  manuf.,  O  (5)   235. 
Bellamy,  H.  T.      A  small  glass  tank,  O  (3)  157. 
Binns,  C.  F.  and  Burdick,  T.,    Low-fire  porcelain, 

O   (1)   25. 
Bitting,  A.  W.     Glass  containers,  O  (2)  85. 
Bole,     G.     A.      Mechanism     of     plasticity     from 

colloid  standpoint,  O  (8)  469. 
Bole,  G.  A.     See  Shaw.  J.  B. 
Bole,  G.  A.  and  Shaw,  J.  B.       Caustic  calcination 

of  dolomite  and  its  use  in  sorrel  cements,  O 

(11)  S17. 
Brand,    J.    J.      Lamination,    discussion    of   cause 

and  cure,  O  (6)  355,  D  (6)  371,  374. 
Broga,    W.   C.   and   Hudson,   C.   J.       Convenient 

instrument    for    making    shrinkage    meas.,    O 

(I)  34. 

Buckingham,  A.  W.  Data  on  opern.  of  continu- 
ous tunnel  kiln  at  plant  of  A.  C.  Spark  Plug 
Co.,    D    (6)    274. 

Bunting,    E.    N.      Note   on   effect   on    manganese 
in   glass   melted   under  reduced   press.,   O    (9) 
594,  D  (9)  594-5;  Simplified   method   of  detg. 
dry  vol.  of  clay  briquettes,   D   (7)   396. 
See  Washburn,  E.  W. 

Burdick,  T.     See  Binns,  C.  F. 

Cable,   M.  K.     Development  of  ceram.  work  at 

Univ.  of  N.  D.,  O   (3)   140. 
Carlsson,  F.     See  Sieurin,   E. 
Carpenter,     J.     W.      Developments    in     1921     in 

elec.  vitreous  enameling  fur.,  O   (7)  409. 
Carruthers,   J.    L.      Notes   on    shivering   of   terra 

cotta,  O  (8)  518;  Use  of  forced  draft  for  terra 

cotta   kilns,   O   (7)    449. 
Clare,  R.  L.     Effect  of  fluxes  on  absorption  and 

transverse    strength    of   terra   cotta    body     D 

(II)  835. 

Clark,     E.     Use    of    pulsichrome    from    mfgr.'s 

standpoint,  O  (11)  826,  D   (11)  828. 
Clark,    H.    H.      New    type    of   gas-fired    vitreous 

enameling  fur.,  O   (8)  478. 
Clark,    J.      Good    and    bad    practice    in    pressing 

dept.,     D     (9)     641-2;  Pressing     terra    cotta 

()  (<))  623. 
Clark,    W.    M.    and    Forsyth,    J.    H.       Handling, 

storing  and  setting  of  glass  pots,  O   (3)    1  16 
Cox,  P.  E.     Witchery  of  glazes,  O  (12)  938. 
Cramer,  W.  E.     Harrop  tunnel  kiln,  O  (8)  492. 
Crawford,    J.     L.     Simplified    method    of    detg. 

dry  vol.  of  clay  briquettes,  O  (7)  394. 

Danielson,    R.    R.     Observations   of    fish-scaling 

of   ground-coat   enamels,    I)    {,'.))    621. 
Danielson,    R.    R.    and    Keinecker,     II.   I\        Wet 

process  enamels  for  east  iron,   O  (10)  648     1> 

(10)    669 
Davis,    II.    E-      Data    on    viscosity   of    Ind.    clay 

slip   with   electrolytes   in   regard   to   easting   of 

Una  cotta,   O   (10)   702,  D    (10)    71(1    1 1  ;  Use 

of  pulsichrome  from   mfgr.'s  standpoint,  etc., 

D    (11)    829. 
Davis,  N.  B.      Derry  feldspar  quarry,  O  (('.)   294 
Dixon,   II.   L.      Passing  of  King   Methane,    I>   (10) 

697-8,  700. 


Endell,  K.  H.  Comparison  of  hot  and  cold 
modulus  of  rupture,  D  (12)  897;  Testing  of 
silica   brick,    O    (4)    209. 

Farnham,  D.  T.     Cost  system  as  aid  to  efficient 

plant  control,  O   (1)   43;  Reduction  of  indus 

wastes,    O    (7)    440. 
Ferguson,  R.  F.     See  Howe,  R.  M. 
Ferrand,    G.      Ceram.    art    and    architecture,    O 

(11)    744,  D    (11)   749,  751,   754-56. 
Ford,    K.    L.     Weathering    of    glass    containers. 

O    (12)    837. 
Forsyth,  J.  H.     Note  on  effect  on  manganese  in 

glass  melted  under  reduced  press.,  D  (9)  595 
Forsyth,  J.  H.     See   Clark,    W.    M. 
Foster,  H.  D.     Effectiveness  of  different  methods 

of  making  detns.  as  applied  to  hollow  bldg. 

tile,  O  (11)  788. 
Frazier,  C.  E.     Opern.  of  leers,  O  (1)  37. 

Garve,  T.  W.  Stability  and  design  of  kiln  stack. 
O    (7)    455. 

Gates,  M.  E.  Ceram.  art  and  architecture,  D 
(11)   751,  754,  757. 

Gates,  W.  D.  Data  on  viscosity  of  Ind.  clay 
slip  with  electrolytes  in  regard  to  casting  of 
terra  cotta,  D  (10)  709-10;  Good  and  bad 
practice  in  pressing  dept.,  D  (9)  640-41; 
Use  of  pulsichrome  from  mfgr.'s  standpoint 
D   (11)  828. 

Geisinger,  E.  E.  Expt.  in  elec.  smelting  glass 
enamels,  O  (5)  248;  Microscopic  study  of 
ground-coat  and  cover-coat  enamel  reactions, 
O  (6)  322;  Observations  of  fishscaling  of 
ground-coat  enamels,   D    (9)    621. 

Gladding,  A.  L.  Use  of  pulsichrome  from  mfgr.'s 
standpoint,    D    (11)    829. 

Grainer,  J.  S.  Observations  on  factory  control 
of   fishscaling,   O    (2)    95. 

Greaves- Walker,  A.  F.  Comparison  of  hot  and 
cold  modulus  of  rupture,  D  (12)  897-900; 
Data  on  opern.  of  continuous  tunnel  kiln  at 
plant  of  A.  C.  Spark  Plug  Co.,  D  (6)  274. 
See   Kier,   S.   M. 

Hain,    V.    A.     Developments    in    1921    in    elec. 

vitreous  enameling  fur.,  D  (7)  415-16. 
Hall,  F.  P.     Plasticity  of  clays,  O  (6)  346. 

See  Wilson,   R.   E. 
Hansen,  J.  E.     Modification  of  empirical  formula 

in   glaze   and   enamel   calcn.,   O    (6)    338. 
Harlow,   J.    E.     Heat   transmission   with   ref.   to 

stoker-fired   boiler,   D   (7)   423. 
Harrop,    C.    B.     Data   on   opern.   of   continiiou. 

tunnel  kiln  at  plant  of  A.  C.  Spark  Plug  Co 

D    (6)    273: 
Harvey,    F.    A.     Comparison    of    hot    and    cold 

modulus   of   rupture,    D    (12)    897-900. 
Harvey,  F.  A.  and   McGee,   E.   N.       Testing  of 

silica  brick,  D  (4)  218. 
Hclser,  P.  D.     See  McDowell,  S.  J. 
Hess,  H.      Passing  of  King  Methane,  D  (10)  698. 
Hill,  C.  W.      Data  on  viscosity  of  Ind.  clay  Blip 

with  electrolytes  in  regard  to  casting  of  ten  a 

COtta,    D    (10)    710-12;    Effect    of    fluxes    on 

absorption   and    transverse   strength    of    terra 

cotta   body,   O    (11)    835;  Terra  cotta   probs. 

suggested    for    discussion    and    investigation, 

O   (10)   732. 
Hill,  E.  C       Ceram.  art   and  architecture,  D     II 

749,  757;  Effect  of  some  fluxes  on  absorption 
nd  transverse  strength  of  ten  a  cotta  body, 


946 


AUTHOR  INDEX 


O    (11)    832;  Some   expts.   on    firecracking   of 

terra  cotta,  O   (6)  299. 
Horning,  R.  A.      Lamination,  discussion  of  cause 

and  cure,   D    (6)   374. 
Hostetter,  J.   C.     Note  on  effect  on  manganese 

in    glass     melted     under    reduced     press.,     D 

(9)   594-5;  Passing  of  King  Methane,   D   (10) 

697-700. 
Hottinger,  A.  F.      Effect  of  fluxes  on  absorption 

and  transverse  strength  of  terra  cotta  body, 

D    (11)    835. 
Howe,    R.    M.     Ht.    transmission    with    ref.    to 

stoker-fired    boiler,    D    (7)    428. 
Howe,    R.    M.    and    Kerr,    W.    R.     Influence   of 

grind    and    burn    on   charac.    of   silica    brick., 

O   (4)   164. 
Howe,  R.  M.  and  Phelps,  S.  M.      Ht.  transmission 

with  ref.  to  stoker-fired  boiler,  O   (7)   420. 
Howe,  R.  M.,  Phelps,  S.  M.  and  Ferguson,  R.  F. 

Effect   of    weather   upon    strength    of   refrac. 

brick,  O   (2)   107. 
Hudson,    C.   J.     See    Broga,    W.    C. 
Hull,  W.  A.     Comparison  of  hot  and  cold  modulus 

of  rupture  for  silica  brick,   D    (12)   899. 

Ittner  W.  W.  Water-smoking  with  induced 
draft,  O  (10)  721,  D  (10)  730. 

Jaeger,  F.  G.  Developments  in  1921  in  elec. 
vitreous    enameling    fur.,    D    (7)    416. 

Kallstedt,  C.  H.  Developments  in  1921  in  elec. 
vitreous    enameling    fur.,    D    (7)    417. 

Kerr,  W.  R.     See  Howe,  R.   M. 

Kier,  S.  M.  and  Greaves-Walker,  A.  F.  Pre- 
liminary Rept.  of  Comm.  on  fuel  conserva- 
tion on  R.  R.  tunnel  kiln,  O  (9)  602. 

King  E.  O.  Mfg.  clay  products  14,000  ft.  above 
sea  level,  O  (10)   739. 

Klinefelter,  T.  A.  Good  and  bad  practice  in 
pressing  dept.,  O   (9)   632,  D    (9)   641. 

Kruson,  J.  H.     Refrac.  clays  of  Texas,  O  (9)  643. 

Laird,  J.  S.     See  Riddle.  F.  H. 

Landrum,    R.    D.     Seven    conventions    in    one, 

E   (2)   65. 
Libman    E.     E.     Some  properties  of. zinc  oxide 

bodies,   O    (8)   488. 
Lindemann,    W.    C.     Developments   in    1921    m 

elec.   vitreous   enameling   fur.,    D    (7)    415-6, 

418. 
Loomis,    G.    A.      Phys.    defects    in    tank    blocks, 

O    (2)    102. 
Lovejoy,    E.     Lamination,    discussion    of    cause 

and  cure,   D   (6)   372. 

MacMichael,    P.    S.     Use    of    pulsichrome    from 

mfgr's.   standpoint,   D    (11)    828. 
Mahoney,  F.  B.      Developments  in  1921  in  elec. 

vitreous   enameling   fur.,   D    (7)    419. 
Malinovszky,   A.     Wet   process   enamels  for  cast 

iron,    D     (10)    669. 
Manson,  M.  E.     Effect  of  sources  of  pig  iron  upon 

enameling  of  cast  iron,  O   (11)   806:  Rein,  of 

fineness     of     grinding     to     opacity    in     white 

enamels,    D    (12)    857. 
McCullough,   E.   W.     Reduction   of   varieties  in 

manufd.  products,  O   (5)  221. 
McDowell,  J.  S.  and  Robertson,  H.  S.       Chrome 

refrac,  O    (12)    865. 
McDowell,   S.   J.   and   Helser,   P.    D.       Data   on 

opern.  of  continuous  tunnel  kiln  at  plant  of 

A.  C.  Spark  Plug  Co.,  O  (6)  267. 
McGee,    E.    N.     Comparison    of    hot    and    cold 

modulus  of  rupture   for  silica   brick,   O    (12) 

888,  D    (12)   897. 
McGee,  E.  N.     See  Harvey,  F.  A. 
Minton,  R.  H.     Effect  of  fluxes  on  absorption  and 

transverse   strength   of   terra   cotta   body,    D 

(11)   835. 
Morey,   G.    W.     Notes  on   diagnosing  causes  of 

cords  in  glass,  D   (6)   293. 
Moulton,   D.   A.     Note  on  ladle  brick,    O     (11) 

823;  Oil-fired  fur.  for  plant  lab.,  O  (10)  713. 
Munshaw,    L.    M.     II.     Pulsichrometer    vs.    old 

method  of  applying  glazes,  O   (11)   827. 


Navias,    L.      See    Washburn,    E.    W. 
Nicholls,   P.      Ht.    transm.    with    special    ref.    to 
stoker-fired   boiler,    D    (7)    424. 

Ortman,  F.  B.  Data  on  viscosity  of  Ind.  clay 
slip  with  electrolytes  in  regard  to  casting  of 
terra  cotta,  D  (10)  711 ;  Good  and  bad  practice 
in  pressing  dept.,  D  (9)  640-41;  Use  of  pulsi- 
chrome from  mfgr.'s  standpoint,  D   (11)  829. 

Parmelee,  C.  W.  Refrac.  clays  of  111.,  O  (10) 
685;  Sol.  salts  and  clay  wares,   O   (8)   538. 

Parsons,   F.   C.     See   Klinefelter,   T.   A. 

Peters,   M.  F.     Carborundum  brick,  O   (4)    180. 

Phelps,   S.    M.      See   Howe,    R.    M. 

Pike,  R.  D.  Need  for  more  refrac.  ht.  insulators, 
O    (S)    554. 

Poste,  E.  P.  Developments  in  1921  in  elec. 
vitreous  enameling  fur.,  (7)  416,  418-9;  Rela- 
tive merit  of  ht.  resisting  alloys  for  enamel 
burning  racks,  O  (11)  811;  Rein,  of  fineness 
of  grinding  to  opacity  in  white  enamels,  D 
(12)    857. 

Prince,  E.  S.  Rein,  of  fineness  of  grinding  to 
opacity  in   white  enamels,   D    (12)   857. 

Prince,  E.  S.     See   Sweely,    B.    T. 

Purdy,  R.  C.  Mech.  of  plasticity  from  colloid 
standpoint,  D  (8)  475;  The  season's  greetings, 
E    (1)    1. 

Reinecker,   H.    P.     See   Danielson,   R.    R. 

Rhead,  F.  H.  Art  Div.  of  Amer.  Ceram.  Soc, 
E  (2)  57;  Ceram.  art  and  architecture,  D 
(11)  750,  757;  Organization  of  decorative 
ceram.  research  dept.,  O  (11)  758;  Painting 
in  underglaze  colors  on  biscuit,  O  (6)  376; 
Types  of  glazes  suitable  for  decorative  inlay 
processes,   O    (5)    259. 

Richardson,  W.  D.  Adaptability  of  gas-fired 
compartment  kiln  for  burning  of  clay  products, 
O  (5)  254;  Lamination,  discussion  of  cause  and 
cure,    D    (6)    369. 

Riddle,  F.  H.  and  Laird,  J.  S.  Control  of  glaze- 
fit  by  means  of  tensile  test  specimens,  O  (8) 
500:  Tensile  strength  of  porcelain,  O  (7)  385. 

Ries,  H.  Fire  clays  of  eastern  coalfield  of  Ky., 
O   (7)    397. 

Riess,  D.  F.  Developments  in  1921  in  elec. 
vitreous  enameling  fur.,  D   (7)  417-8. 

Robertson,  H.  S.     See  McDowell,  J.  S. 

Robson,  J.  T.  Influence  of  ht.  on  microscopic 
properties  of  silica  in  diff.  mineral  forms,  O 
(10)   670. 

Ross,  D.  W.  Passing  of  King  Methane,  D  (10) 
700;  Comparison  of  hot  and  cold  modulus  of 
rupture  for  silica  brick,   D    (12)   900. 

Scholes,  S.  R.  Passing  of  King  Methane,  O 
(10)    693. 

Schramm,  E.  Device  for  testing  resist,  of  china 
to  chipping,   O    (3)    136. 

Schurecht,  H.  G.  Mech.  movement  of  water 
through  certain  clays  and  its  control,  O  (12) 
928;  Microscopic  examn.  of  mineral  constitu- 
ents of  some  Amer.  clays,  O   (1)   3. 

Shaw,  J.  B.  and  Bole,  G.  A.  New  developments 
in  oxychloride  stucco  and  flooring,  O  (6)  311. 

Shaw   J.  B.     See  Bole,  G.  A. 

Sheerer,  M.  G.  Painting  in  underglaze  colors 
on  the  biscuit.    D   (6)   383. 

Sheffield,  A.  H.  Ceram.  art  and  architecture, 
D   (11)   749,  755-57. 

Shoemaker,  G.  W.  Lamination,  discussion  of 
cause  and  cure,  D   (6)   375. 

Sieurin,  E.  and  Carlsson,  F.  Resist,  tests  on 
fire  bricks  under  load  at  high  temp.,  O  (4)  170. 

Smith,  C.  D.  Passing  of  King  Methane,  O  (10) 
701. 

Sortwell,  H.  H.  A  simplified  method  of  detg. 
dry  vol.  of  clay  briquettes,  D  (7)  396;  Com- 
parative tests  of  Amer.  and  foreign  tableware, 
O    (6)    276. 

Sproat,  I.  E.  Control  of  biscuit  losses,  O  (9) 
588. 

Spurrier,  H.  An  improved  magnet  box,  O  (9) 
586;  Investigation   of   dust   press   practice   as 


AUTHOR  INDEX 


947 


influencing    finished    sizes    and    cracking,    O 

(11)  798;  Suggested  new  methods  in  prepn. 
of  dust-pressed  bodies,  O  (3)  151;  Use  of  ox 
gall    in    prevention    of   crawling   of   glazes,    O 

(12)  937. 

Staley,  H.  F.  Developments  in  1921  in  elec. 
vitreous  enameling  fur.,  D  (7)  418. 

.Stone,  G.  C.  Refrac.  for  zinc  smelting,  O  (9) 
597. 

Sweely,  B.  T.  Developments  in  1921  in  elec. 
vitreous  enameling  fur.,  D  (7)  416-419; 
Observations  of  fishscaling  of  ground-coat 
enamels,   O    (9)    61S,  D    (9)    620-21. 

Sweely,  B.  T.  and  Prince,  E.  S.  Rein,  of  fineness 
of  grinding  to  opacity  in  white  enamels,  O 
(12)  855;  Rein,  of  compn.  to  thermal  shock 
in  steel  enamels,  O  (5)  263;  Wet  process 
enamels  for  cast  iron,   D   (10)   669. 

Tefft,  C.  F.  Water-smoking  with  induced  draft, 
D    (10)    730-31. 

Thurliman,  L.  A.  Data  on  viscosity  of  Ind.  clay 
slip  with  electrolytes  in  regard  to  casting  of 
terra  cotta,   D   (10)   710-11. 

Tillotson,  E.  W.  Note  on  effect  on  manganese 
in  glass  melted  under  reduced  press.,  D  (9) 
595. 

Tucker,  G.  M.  Good  and  bad  practice  in  press- 
ing dept.,  D  (9)  641;  Use  of  pulsichrome  from 
mfgr's.   standpoint,   etc.,    D    (11)    828. 

Twells,  Robt.,  Jr.  Beryl  as  a  constituent  in  high 
tension  porcelain,  O  (5)  228;  Field  of  porcelain 
glazes  maturing  between  cones  17  and  20, 
O  (7)  430;  Talc  as  flux  for  high  tension  in- 
sulator porcelain,   O    (10)    675. 

Twyman,  F.  Notes  on  diagnosing  causes  of 
cords  in  glass,   O    (6)    289. 


Washburn,  E.  W.     Some  properties  of  zinc  oxide 

bodies,     D     (8)     490;  Simplified     method    of 

detg.  dry  vol.  of  clay  briquettes,   D   (7)   396. 
Washburn,  E.  W.  and  Bunting,   E.  N.      Porosity 

V:       Recommended      procedures     for     detg. 

porosity  by  methods  of  absorption,  O  (1)  48; 

Porosity:    VI.     Detn.  of  porosity  by  method 

of  gas   expansion,   O    (2)    112;  Porosity:     VII 

Detn.   of  porosity  of   highly   vitrified  bodies, 

O  (8)   527. 
Washburn,   E.  W.  and  Navias,  L.      Products  of 

calcination  of  flint  and  chalcedony,  O  (9)  565. 
Watkins,  R.  T.      Degree  to  which  different  glaze 

compns.  take  vapor  lusters,  O   (1)   28. 
Wells,   R.    D.     Rein,   of   fineness   of   grinding   to 

opacity   in    white   enamels,    D    (12)    857. 
Wenning,  W.  F.     Developments  in  1921  in  elec. 

vitreous  enameling  fur.,   D   (7)   419. 
Whitten.      Comparison  of  hot  and  cold  modulus 

of  rupture   for  silica   brick,   D    (12)    896. 
Wiester,  S.      Observations  of  fishscaling  of  ground 

coat  enamels,  D  (9)  620;  Wet  process  enamels 

for  cast  iron,  D   (10)   669. 
Williams,    A.    E.      Disintegration    of    soda    lime 

glasses  in  water,  O   (8)   504;  Passing  of  King 

Methane,  D  (10)  698,  701. 
Williams,  A.   E.  and  Woods,  B.  J.     Comparative 

tests  of  Eng.  and  domestic  whitings,    O    (12) 

901. 
Wilson,  R.  E.  and  Hall,  F.   P.     Measurement  of 

plasticity  of  clay  slips,  O  (12)  916. 
Woods,   B.  J.     See  Williams,   A.  E. 
Wright,  J.  W.     Note  on  effect  on  manganese  in 

glass   melted   under  reduced   pressure,   D    (9) 

594. 

Yung,  W.  A.     Passing  of  King  Methane,  D  (10) 
699. 


SUBJECT  INDEX  TO  JOURNAL 


Absorption,    detn.    of    porosity    by    methods    of, 

(1)  48. 
detns.      of     hollow     building     tile,      different 

methods   of   making,    (11)    788. 
Alloys,   heat  resisting  for  enamel  burning  racks, 

relative   merit  of,    (11)    811. 
Architecture,  ceram.  art  and,   (11)  743. 
Art,    ceram.,    and   architecture,    (11)    743. 

Balz  continuous  tunnel  kiln,    (9)   610. 

Beryl  as  a  constituent  in  high  tension  insulator 

porcelain,    (5)    228. 
Bingham  plastometer,  meas.  of  plasticity  of  clay 
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Conductometer,    proposed,    for    measg.     thermal 

condy.,    (8)    554. 
Containers,   glass,    (2)   85. 
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in,   (6)   338. 
glass,  elec.   smelting  of,   (5)   248. 
reactions,  ground  coat  and  cover  coat,  micro- 
scopic study  of,   (6)  322. 
Enameled  ware,  manuf.  of  single  coat  gray,  (12) 

858. 
Enameling  fur.,   gas-fired  vitreous,    (8)   478. 

observations  on   the   factory   control  of  fish- 
scaling,    (2)    95. 
of  cast  iron,  effect  of  sources  of  pig  iron  upon, 
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Heat  insulators,  refrac,  need  for  more,   (8)   554. 
resisting  alloys,  relative  merit  of,  for  enamel 

burning  racks,    (11)   811. 
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Iron,  cast,  effect  of  sources  of  pig  iron  upon  the 

enameling  of,   (11)   806. 
pig,   effect   of  sources   of   upon   enameling   of 

cast  iron,  (11)  806. 

Kentucky,  fire  clays  of  the  E.  coalfield,  (7)  397. 
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Didier- March,    (9)    614. 
Dressier,    (9)    609. 
Farber,    (9)    613. 
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Load  test  app.,  Steger,   (4)   209. 
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Magnesium  chloride-dolomite  cements  for  stucco 

and  flooring,   (6)   311. 
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under  reduced  press.,  (9)  594. 
Methane,  the  passing  of  king,  (10)  693. 
Microscopic  examn.  of  the  mineral  constituents 
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of,   (1)   3. 
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of  cast  iron,  (11)  806. 
Plant  control,  the  cost  system  as  an  aid  to,  (1)  43. 
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PRESIDENTIAL    ADDRESS 
By   Forrest   K.  Pence 

Progress  and  Policy 

We  are  living  in  an  era  of  change.  There  may  be  those  who 
explain  modern  tendencies  on  the  basis  of  discontent  or  a  spirit  of 
restlessness,  but  the  optomistic  will  interpret  the  spirit  of  the  times 
m  terms  of  progress. 

More  history  is  being  made  in  months  than  was  previously  made 
in  decades  and  the  underlying  motive  that  becomes  more  and  more 
manifest  is  the  shaping  of  events  to  the  end  that  man  may  be)  better 
served.  Epoch  making  events  are  being  recorded,  that  should  bring 
mankind  untold  benefits. 

The  American  Ceramic  Society  has  responded  in  a  marked  degree 
to  this  modem  desire  for  better  things.  We  have  been  rapidly  extend- 
ing our  power  for  service.  An  unusually  large  number  of  new 
measures  have  been  adopted  during  the  past  year.  The  movement 
leading  up  to  these  developments  has  been  increasingly  apparent  during 
recent  years. 

The  employment  of  a  lull  time  secretary,  establishing  of  a  con- 
tact with  industrial  associations,  the  creating  of  a  coordinating 
service  council,  the  forwarding  of  the  program  of  co-operative 
research,  the  authorization  of  a  bi-weekly  bulletin,  these  and  other 
matters  have  been  put  into  effect.  This  has  involved  much  labor  and 
perhaps,  at  times,  some  confusion,  but  considering  the  mass  of  detail 
that  has  been  acted  upon,  the  board  and  committee  members  have 
moved  with  remarkable  dispatch  and  efficiency.  However,  we  must 
be  careful  not  to  move  rashly  and  without  due   circumspection. 

Many  of  the  measures  recently  adopted  were  recommended  after 
careful  consideration  by  the  executive  conference  which  was  called  at 
New  York  City  last  September.  Some  of  the  recommendations  of 
the  conference  were  not  adopted  after  further  consideration  by  the 
board  of  trustees.  So  that  the  element  of  conesrvation  has  not  been 
left  out. 

Due  regard  has  also  been  given  to  financial  matters.  An  audit 
by  an  expert  accountant  was  obtained  so  that  our  assets  are  properly 
fliissified  and  accredited.  Accounts  and  payments  have  been  assigned 
to  the  year  to  which  they  properly  belong.  In  the  course  of  this 
convention   a   committee   will    make    recommendations    to    the    board 
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with  reference  to  a  budget  system,  which  has  become  a  necessary 
part  of  our  financial  procedings.  Our  financial  statement  for  the  year 
shows  a  slight  gain,  but  some  of  the  items  are  not  satisfactory  and 
close  study  of  these  will  need  to  be  given. 

Then  the  increasing  of  our  membership  list  has  been  constantly 
a  part  of  the  plan.  Although  the  attention  of  the  officers  and  com- 
mittees has  been  largely  directed  to  problems  within  the  organiza- 
tion, (looking  forward  to  the  time  when  our  program  would  be 
sufficiently  formulated  to  justify  the  launching  of  a  large  membership 
campaign),  the  society  has  maintained  its  normal  growth  throughout 
the  year.  Great  credit  for  this  is  due  Mr.  Riddle  and  the  membership 
committee.  They  have  already  laid  the  ground  work  for  the  coming 
year.  In  fact,  during  the  past  month,  literally  thousands  of  com- 
munications have  been  sent  out  conveying  to  prospective  members 
some  idea  of  the  hopes  and  ambitions  to  serve  that  the  American 
Ceramic  Society  is  fostering.  A  much  larger  increase  in  membership 
in  the  near  future  can  be  confidently  anticipated. 

That  the  Society  will  apply  itself  wisely  to  the  tasks  ahead 
would  be  considered  as  assured  by  one  in  intimate  contact  with 
those  who  have  been  most  active  in  the  affairs  of  this  expansion 
program.  Earnest  thought  and  unselfish  sincerity  is  constantly 
being  asserted. 

I  must  express  my  deep  appreciation  for  having  had  the  privilege 
of  a  share  in  this  work.  To  the  board,  the  retiring  secretary,  the  full 
time  secretary  and  the  many  other  officers  and  committee  members 
who  have  contributed  so  much  during  the  past  year,  I  am  sure  the 
membership  joins  me  in  tendering  most  hearty  thanks. 

In  this  connection  permit  me  to  say  that  no  one  need  fear  that 
the  Society  will  become  a  "one  man  society"  because  we  have  a  full 
time  secretary.  The  interest  of  the  other  officers  has  been  just  as 
keen,  I  think  in  some  cases  even  more  so,  since  we  have  created 
this  office.  By  the  activity  and  energy  of  Mr.  Purdy  working  through 
our  present  organization,  the  officers  and  membership  are  kept  in 
close  touch  with  issues  before  us.  It  would  be  superfluous,  there- 
fore, for  me  to  enter  into  detailed  discussion  of  the  Society's  affairs. 
You  are  already  advised. 

May  I  present  to  you  however  a  few  remarks  on  the  subject  of 
the  general  policy  of  the  Society  in  its  enlarged  field.  I  have  been 
in  a  favorable  position  in  recent  months  to  gather  some  impressions, 
both  within  the  Society  proper  and  with  allied  organizations,  which 
I  trust  may  be  of  value. 

Conditions  have  changed  somewhat  since  the  Society  was  founded. 
At  that  time   the  membership   represented   a   group  who   sought  an 
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opportunity  to  exchange  ideas,  and  to  publish  information  that  would 
be  helpful  in  spite  of  the  general  practice  of  secrecy  that  was 
attempted  in  the  industries.  We  have  now  reached  a  stage  in  which 
it  becomes  the  problem  of  the  Society  to  so  apply  its  original  purpose 
and  policy  as  to  satisfy  the  desire  of  industrial  groups  to  co-operate 
in  the  exchange  of  information  and  the  study  of  problems  common 
to  the  industry. 

The  industries  are  seeing  the  economic  value  of  joining  together 
in  research  studies.  Then  too  there  can  be  no  objection  to 
co-operation  of  this  sort  while,  on  the  other  hand  the  government 
is  frowning  rather  severely  upon  some  forms  of  economic  agree- 
ment. Co-operative  research  affords  the  industrial  association  a 
real  raison  d'aitre. 

Much  discussion  has  been  offered  pertaining  to  the  functions  of 
the  American  Ceramic  Society  in  this  co-operative  activity.  Some 
confusion  of  ideas  as  to  how  the  Society  can  best  serve,  and  doubt- 
less some  difference  of  opinion  as  to  the  modus  operanda  of  applying 
the  service  continues  to  exist. 

Let  us  recognize  that  the  American  Ceramic  Society  affords  first 
of  all  a  forum  where  contributions  for  Ceramic  knowledge  may  be 
presented  and  discussed.  Such  contributions  being  carefully  edited, 
are  then  made  available  to  all  interested  parties  through  the  medium 
©f  the  Society's  publications.  This  was  the  purpose  for  which  the 
Society  was  originally  organized  and  remains  today  the  fundamental 
feature  of  its  activity. 

The  organization  of  sections  and  divisions  with  their  various 
committees  was  only  to  facilitate  the  working  out  of  that  program, 
the  idea  being  that  investigative  work  would  be  thus  encouraged  and 
discussion  stimulated.  Our  publications  would  be  correspondingly 
enriched. 

This  has  been  the  result  until  now  there  are  a  number  of 
co-operative  investigations  being  made,  some  under  the  auspices 
of  committees  within  the  American  Ceramic  Society  divisions,  and 
some  under  the  auspices  of  industrial  group  committees  practically 
all  of  whom  are  American  Ceramic  Society  members. 

In  the  case  of  some  of  the.  divisions,  all  of  the  industries  of  the 
division  are  so  closely  allied  that  a  co-operative  program  under  an 
American  Ceramic  Society  Divisional  Committee  has  worked  out  in 
a  practical  way.  In  some  divisions  there  has  been  a  tendency  for 
more  specialized  groups  to  undertake  co-operative  investigation  on 
their  own  initiative. 

The  Society  obviously  could  not  form  a  division  for  every 
industrial  group  so  that  there  would  be  certain  group  or  association 
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activities  carried  on  as  such.  There  are  also  economic  reasons  for 
this  and  the  Society  is  at  all  times  to  be  congratulated  that  its 
influence  has  encouraged  such  activity  wherever  it  exists. 

Such  investigations  having  been  made,  the  Society  can  render 
the  further  valuable  service  of  contributing  to  the  discussion  of 
such  matter  as  would  be  of  general  interest  to  the  American  Ceramic 
Society  division  under  which  an  industrial  group  would  be  classified 
and  of  making  such  matter  available  through  our  publications.  The 
logic  of  such  a  proposition  would  certainly  appear  sound  from  the 
standpoint  of  good  business  judgment. 

Take  the  recent  movement  within  the  United  States  Potters 
Association  as  a  case  in  point.  This  Association  recently  appointed 
a  committee  of  research,  of  which  I  have  the  privilege  of  being  a 
member.  This  committee  has  already  entered  upon  a  program  ot 
co-operative  research.  It  will  be  a  case  where  so  called  competitors 
work  together  for  the  common  betterment.  That  is  a  splendid  step 
for  the  United  States  Potters  Association  to  take,  and  would  it  not 
be  of  very  great  value  to  the  potters  to  have  the  results  of  these 
co-operative  investigations  presented  in  our  White  Wares  Division 
where  discussion  could  be  offered  by  those  possssing  information 
along  similar  lines  in  similar  industries.  Then  with  this  subject 
matter  edited  and  published  by  our  Society,  reprints  would  be 
furnished  and  a  very  economic  method  of  distributing  the  information 
to  the  membership  of  the  Potters  Association  would  be  offorded. 
Since  such  information  is  to  be  made  the  common  property  of  those 
engaged  in  the  same  industry,  it  would  be  thus  possible  to  secure 
the  very  great  advantage  of  presenting  it  before  the  ceramic  industries 
in  general  and  those  of  the  white  wares  group  in  particular.  The 
additional  information  upon  the  problems  in  question,  as  a  result  of 
this  discussion  and  publication  through  the  medium  of  the  American 
Ceramic  Society,  would  result  in  great  benefit  to  the  association  in 
particular  and  the  ceramic  industries  in  general.  The  same  course 
of  reasoning  will  apply  to  any  or  all  of  the  industrial  groups  engaged 
in  ceramic  manufacture. 

It  is  the  industries  that  must  finance  these  group  investigations 
and  it  is  the  particular  function  of  the  American  Ceramic  Society 
to  encourage  and  promote  such  activities  and  finally  to  present  a 
medium  of  discussion  and  publication  that  will  be  so  valuable  that 
no  industrial  organization  of  ceramic  nature  can  afford  to  neglect 
to  avail  themselves  of  it. 

The  organization  of  the  Society  and  its  divisions  stands  ready 
to  serve,  and  to  a  large  degree,  is  already  serving,  the  ceramic 
industries  in  various  programs  of  research.  While  the  American 
Ceramic  Society  does  not  presume  to  dictate  a  program  of  research 
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to  any  industry,  we  invite  and  urge  the  ceramic  industries  of  our 
various  divisions  to  use  our  divisional  research  committees  in  for- 
warding any  proposed  co-operative  program. 

These  committees  may  serve  in  such  instances  in  an  advisory 
capacity  or  may  have  actual  direction  of  the  work.  The  practical 
operation  of  this  would  be  made  possible  by  the  committee  members 
being  chosen  from  those  corporations  that  desire  to  join  in  such 
co-operative  work  and  the  whole  movement  being  backed  in  a  sub- 
stantial way  by  the  corporations  directly  benefited. 

The  operation  of  the  Society  as  a  forum  of  discussion  and  medium 
for  publication  of  results  obtained  in  such  instances  would  make 
the  service  complete.  We  believe  that  as  the  possibilities  of  this 
program  are  more  generally  comprehended,  the  ceramic  industries  and 
the  American  Ceramic  Society  will  work  in  more  intimate  contact  in 
the  forwarding  of  the  Ceramic  Arts  and  Sciences. 

As  the  Amercan  Ceramic  Society  is  termed  a  technical  organiza- 
tion, so  are  our  Ceramic  industries,  in  a  large  sense,  technical  organiza- 
tions. The  factory  is  a  research  laboratory  in  which  better  results 
are  constantly  sought.  "We,  therefore,  interpret  our  relation  with  the 
ceramic  industry  in  terms  of  service.  Organized  industry  is  the 
foundation  stone  of  our  social  and  economic  structure.  Let  our 
ceramic  industries  and  the  American  Ceramic  Society  be  linked 
together  in  this  program  of  service  for  the  common  good. 
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IN  RECOGNITION 

Charles  Fergus  Binns,  the  retiring  Secretary  of  the  American 
Ceramic  Society,  was  born  in  Worcester,  England,  October  4,  1857. 
His  young  manhood  was  spent  in  the  Worcester  Royal  Porcelain 
Works,  of  which  his  father  was  manager.  Mr.  Binns  Jr.,  es- 
tablished and  equipped  at  this  works  the  first  laboratory  in  England 
to  attempt  scientific  plant  control.  For  a  few  years  he  was  in  charge 
of  the  London  sales  office  of  this  company  but  later  returned  to 
Worcester  to  manage  the  plant.  In  1897,  having  a  vision  of  oppor- 
tunity in  the  rising  prestige  of  ceramic  America,  he  undertook  a 
lecture  tour  in  this  country  and  in  1898  he  settled  in  Trenton,  becom- 
ing connected  with  the  Lenox  China  Company.  His  natural  love  of 
art  led  him  to  accept  the  directorship  of  the  Trenton  Art  School, 
where  he  taught  at  night  after  working  in  the  pottery  laboratory 
all  day. 

This  work  had  a  happy  sequel  in  that,  through  it,  he  was  sug- 
gested in  1900  for  the  position  of  director  of  the  newly  authorized 
New  York  State  School  of  Clay-Working  and  Ceramics,  to  be  situated 
at  Alfred  University,  Alfred,  New  York.  The  difficulties  pursuant  to 
the  establishment  of  an  efficient  department  of  ceramics  in  a  small 
college  were  courageously  undertaken  and  pushed  to  successful  ac- 
complishment. 

As  a  ceramic  artist  and  also  as  a  critic  of  artistic  ware,  Professor 
Binns  has  a  national  reputation.  Many  of  the  leaders  in  the  produc- 
tion of  fine  pottery  in  this  country  have  been,  at  one  time  or  another, 
students  of  this  inspiring  master.  He  has  contributed  much  to  the 
technical  literature  by  papers  and  discussions,  particularly  in  the 
publications  of  the  American  Ceramic  Society,  and  he  is  also  the 
author  of  several  books. 

When  the  American  Ceramic  Society  was  in  need  of  a  secretary, 
due  to  the  retirement  of  Professor  Orton,  it  naturally  turned  to  this 
man  of  wide  experience  and  broad  sympathy,  and  the  efficient  way 
the  affairs  of  the  Society  were  handled  under  his  guidance  is  common 
knowledge.  The  transitional  period  through  which  the  Society  was 
passing  at  this  time  needed  a  steady  and  sympathetic  hand  at  the 
wheel.  We  feel  that  Professor  Binns  was  sentv  "for  such  a  time  as 
this." 
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REPORT  OF  THE  BOARD  OF  TRUSTEES  FOR  THE  YEAR  ENDED 
DECEMBER  31,  1921 

The  year  1921  has  been  in  some  respects  the  most  notable  year 
of  the  Society's  existence.  The  ordinary  routine  work  has  been  carried 
on  much  as  usual  with  only  the  additional  effort  called  for  by  a  grow- 
ing membership,  but  there  have  been  some  important  developments. 
One  year  ago  a  committee  was  appointed  to  investigate  and  report 
fully  upon  the  "functions  of  the  Society,  the  possibilities  of  develop- 
ment in  co-operation  and  research  with  a  view  to  the  appointment  of 
a  full  time  secretary."  This  committee  reported  in  due  course  and 
in  accordance  with  their  recommendation  Mr.  R.  C.  Purdy  was,  on 
July  11th,  appointed  Organizing  Secretary  for  the  remainder  of  the 
year  with  the  understanding  that  he  should  take  over  the  full  duties 
of  Secretary  on  January  1st,  1922. 

Ohio  State  University,  through  Dean  E.  S.  Hitchcock,  having 
offered  to  the  Society  space  in  Lord  Hall  free  of  charge,  the  offer 
was  gratefully  accepted  by  the  Board  and  Mr.  Purdy  immediately 
opened  his  office  there.  A  report  of  his  particular  work  will  be  found 
elsewhere. 

A  conference  of  officials  and  leaders  of  divisions  and  sections  was 
called  at  the  Commodore  Hotel,  New  York,  on  September  12th,  being 
the  week  of  the  Chemical  Exposition.  The  conference  was  not  very 
largely  attended,  but  a  considerable  amount  of  constructive  work 
was  done. 

The  Constitution  has  been  amended,  the  amendments  being 
passed  by  the  Committee  on  Rules  and  adopted  by  vote  of  the  Society, 
to  provide  for: 

1.  A  new  membership  classification  to  be  known  as  Industrial 
Association  Members  who  "must  be  organized  groups  of  manufac- 
turers, who,  being  interested  in  the  advancement  of  ceramic  arts  and 
sciences  shall  make,  for  this  purpose  such  financial  contributions  as 
are  provided,"  these  dues  are  at  present  fixed  at  not  less  than  $480  a 
year. 

2.  The  creation  of  a  coordinating  service  council  to  consist  of 
the  respective  chairmen  of  the  standing  committees  on  Research, 
Standards,  Geological  Surveys  and  Data,  with  the  Secretary  as 
chairman. 

The  Society  secured  and  furnished  a  booth  at  the  Chemical 
Exposition  and  the  conveniences  thus  afforded  were  extensively  used 
by  the  members  and  their  friends.  The  Assistant  Secretary  was  on 
duty  the  whole  week.     On  Ceramic  Day  a  well  attended  meeting  was 
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held  in  the  library  of  the  Armory  and  a  program  of  papers  was  carried 
out.  Mr.  John  G.  Jones  of  the  Alexander  Hamilton  Institute  delivered 
an  inspiring  address. 

The  new  divisions  mentioned  in  the  last  report,  those  on  Heavy 
Clay  Products,  White  Wares,  and  Art,  have  been  duly  organized  and 
show  promise  of  effective  service. 

The  Committee  on  Publications  has  given  close  attention  to  the 
Journal,  the  quality  of  which  has  been  substantially  improved  under 
the  editorial  care  of  Dr.  E.  W.  Washburn  with  his  board  of  Associate 
Editors.  Due  largely  to  the  effective  work  of  Mr.  Leroy  W.  Allison, 
as  advertising  manager,  the  receipts  from  advertising  have  been  in- 
creased considerably.  On  May  first,  the  operative  printers  declared  a 
general  strike  and  the  publication  was  consequently  greatly  delayed. 
During  the  summer  the  situation  improved,  but  the  arrears  of  date 
have  not  been  entirely  overcome. 

The  Nominating  Committee  as  organized  according  to  the  revised 
rule  carried  through  its  work  without  difficulty.  Every  division  and 
every  section  but  one  was  represented  and  served,  with  the  two  past 
presidents,  and  the  Secretary  as  chairman  without  vote.  Two  ballots 
were  taken  on  all  the  officrs  and  three  on  one  of  them.  It  is  believed 
that  in  this  action  the  whole  Society  has  been  represented. 

The  membership  has  increased  from  1348  to  1489  and  the  details 
of  gains  and  losses  will  be  given  in  the  report  of  the  Membership 
Committee. 

The  Summer  Meeting  was  held  on  July  26-28  at  Canton,  Alliance, 
Sebring  and  East  Liverpool,  Ohio.  There  was  a  very  large  attendance 
and  the  general  opinion  was  that  the  meeting  was  the  best  ever  held 
in  the  summer.  An  efficient  local  committee  under  the  chairmanship 
of  Mr.  Ira  A.  Sproat  was  tendered  hearty  resolutions  of  thanks. 

The  Board  places  on  record  its  appreciation  of  the  generosity  of 
the  Gill  Clay  Pot  Company  who  on  their  own  initiative  and  at  their 
own  expense  of  about  $50  issued  a  circular  questionnaire  to  the 
members  of  the  Society  with  regard  to  the  proposed  meeting  in 
England  next  summer.  The  negotiations  are  now  being  further  pur- 
sued by  the  Secretary. 

The  Board  has  authorized  the  payment  of  fifteen  dollars  dues  to 
the  American  Society  for  Testing  Materials,  so  that  the  American 
Ceramic  Society  may  be  kept  in  close  touch  with  the  allied  committees 
in  that  society. 

Owing  to  the  increased  expense  of  the  engagement  of  a  full  time 
Secretary  and  the  removal  and  equipment  of  the  office,  the  Board  has 
found    it   necessary   to    realize    on    the    $7000   invested    in    Treasury 
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Certificates,  but  it  is  hoped  and  expected  that  the  enlarged  and  in- 
creased activities  will  speedily  permit  an  equivalent  accumulation  of 
reserve  funds. 

It  is  a  matter  of  disappointment  to  the  Board  that  the  Collective 
Index  has  not  been  more  generally  called  for.  The  edition  was  printed 
at  an  expenditure  of  nearly  sixteen  hundred  dollars  and  up  to  the 
present  time  less  than  three  hundred  copies  have  been  sold.  It  would 
seem  that  those  who  possess  a  set  of  the  Transactions  can  scarcely 
afford  to  dispense  with  the  Index. 

The  financial  report  is  appended. 
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AMERICAN  CERAMIC  SOCIETY,   Inc. 

Treasurer's   Cash    Account 
January   1,  1921,  to   December  31,  1921 

RECEIPTS 

Free  balance  in  bank,  January  1,  1921 $  1,762.50 

Dues,  earned    11,342.10 

Dues,  unearned   (1922)    1,171.80 

Transactions  A.C.S.  sold  1,145.73 

Journals  subscriptions,  earned    1,508.32 

Journals  subscriptions,  unearned    186.75 

Advertisements,  1920    1,277.50 

Advertisements,  1921    6,404.65 

Reprints     256.09 

Seger's  Writings  sold  150.00 

Branner's  Bibliographies  sold   5.82 

Directory  of  Dealers  sold 2.00 

Index  to  Transactions  sold   249.75 

Meetings    *. 28.50 

U.  S.  Treasury  Certificates  7,000.00 

Interest    627.24 

Miscellaneous     149.62 


$33,268.37 


DISBURSEMENTS 

Salaries    $  7,447.09 

Publishing  Journal  for  December,  1920 812.41 

Abstracts,  December,  1920   39.45 

Publishing  Journla,  January  to  November,  1921 9,520.52 

Abstracts,  January  to   October 259.63 

Reprints     607.25 

Meetings    1,695.77 

Index  to  Transactions  10.02 

Dues  (charged  for  lost  check  and  transferred  funds) 23.50 

Office    equipment 256.35 

Office  expense   2,322.95 

Seger's  Writings  77.47 

Transactions,  A.C.S 213.62 

Traveling  expense   1,023.00 

Advertising  Manager's  Commissions   969.61 

Committee  expense   331.55 

Division  expense 450.15 

U.  S.  Treasury  Certificates 5,000.00 

Miscellaneous    437.52 

$31,497.86 

Balance  in  Bank 1,770.51 


$33,268.37 
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AMERICAN   CERAMIC   SOCIETY,    Inc. 

Financial   Statement 

January    1,    1922 

ASSETS 

Cash  in  Bank  *  I'lll'm 

Liberty  Bonds,  fourth  issue  »,<uu.uu 

Accounts  Receivable- 

Advertising  *  I'*^-^ 

Dues,  1920     185.00 

Dues,  1921     • 1,S!M2 

Publications    aniz 

Reprints  b0-15 

3,480.91 

Furniture  and  Fixtures  783.85 

Inventories— Publications 

655  Bibliographies  $  ".00 

1  270  Indexes— 10c    127.00 

8  311  Journals,  1918— 10c 831.10 

8  092  "  1919— 10c 809.20 

s'471  "  1920— 10c   847.10 

10',543  ".         1921— 10c 1,054.30 

351  Transactions,  paper 877.50 

171  "  cloth    513.00 

5,059.20 

Total  Assets  $19,794.47 

LIABILITIES  AND  SURPLUS 

Divisions,  percentage  of  Dues  paid  in  advance $        |J.21 

Dues  paid  in  advance  Vtq'qq 

Journals  paid  in  advance VaooI 

Surplus 18.14d.28 

Total  Liabilities    $19,794.47 
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REPORT    OF    SPECIAL    COMMITTEE    TO    STUDY    QUESTION    OF 
EMPLOYING    FULL   TIME   SECRETARY 

January  26,  1922. 

To  the  President  and  Board  of  Trustees, 
American  Ceramic  Society. 

Gentlemen: 

Your  committee  appointed  for  the  purpose  of  investigating  the 
feasibility  of  creating  the  office  of  a  permanent  secretary  begs  leave 
to  submit  the  following  report: 

1.  Necessity  of  a  permanent  secretarial  office.  The  committee  has 
investigated  the  need  of  a  permanent  secretaryship  quite  thoroughly 
and  has  come  to  the  conclusion  that  such  a  necessity  does  exist.  This 
condition  has  been  brought  about  principally  through  the  creation  of 
the  Industrial  Divisions,  which  cannot  be  activated  and  brought  to 
their  highest  efficiency  without  constant  encouragement,  assistance, 
and  advice.  It  is  evident  that  it  would  be  utterly  impossble  for  a  part- 
time  officer  to  conduct  this  work  on  the  scale  required.  If  it  were  not 
for  this  type  of  activity  the  committee  is  frank  to  say  that  it  would  not 
favor  the  establshment  of  a  permanent  secretaryship.  As  long  as  we 
have  the  Industrial  Divisions  we  must  either  maintain  them  properly 
or  allow  them  to  continue  in  an  indifferent  fashion,  or  discontinue 
them.  It  would  seem  to  be  well  worth  while  to  make  a  strong  effort 
to  bring  the  Division  to  the  highest  level  of  efficiency  possible. 

2.  Auxiliary  activities.  If  the  Socety  establshes  the  office  of  a 
permanent  secretary  it  would  seem  desirable  also  to  have  him  assist 
in  the  development  of  industrial  research,  as,  for  example,  in  the  work 
proposed  by  the  heavy  clay  products  associations  and  the  white  ware 
division,  thus  linking  up  the  manufacturing  interests  more  strongly 
with  the  activities  of  the  Society.  While  this  aspect  of  our  work*  is 
still  in  the  experimental  stage  it  would  seem  desirable  not  to  neglect 
the  opportunity.  This  is  an  additional  reason  for  the  appointment 
of  a  permanent  secretarial  officer,  though  not  the  primary  one. 

3.  Consolidation  of  secretarial  work.  From  the  standpoint  of 
economy  it  would  seem  desirable  to  merge  the  recording  and  organ- 
izing activities  of  the  Society  in  one  position  as  soon  as  possible,  and 
there  appears  to  be  no  inherent  reason  why  this  should  not  be  done 
with  the  beginning  of  the  next  official  year. 

4.  Financial  conditions.  If  the  new  position  of  recretary  is 
created,  the  financial  burden  of  the  Society  will  be  increased  by  a  sub- 
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stantial  amount.  It  is  evident  that  the  question  of  finances  must 
receive  careful  attention.  It  would  be  a  dangerous  procedure  to 
jeopardize  the  principal  activity  of  the  Society,  that  of  publishing  the 
Journal,  by  using  the  revenues  which  might  be  expended  in  enlarging 
the  publication,  a  step  urgently  needed,  or  revenues  produced  by  the 
Journal.  Upon  consideration  of  the  income  of  the  Society,  it  would 
seem  feasible,  however,  to  use  a  sum  approximating  $6,000.00  per 
year  for  the  proposed  new  office,  even  though  no  allowance  is  made 
for  revenue  received  from  an  increased  membership,  both  individual 
and  corporate,  and  not  considering  any  increase  in  advertising  revenue 
which  should  be  considered  as  belonging  solely  to  the  Journal.  It  is 
but  reasonable  to  expect  that  a  secretary  giving  his  whole  time  to  the 
work  should  materially  increase  the  membership  of  the  Society,  espec- 
ially in  connection  with  the  heavy  clay  products  industries  and  with 
respect  to  corporation  members.  For  the  period  of  perhaps  a  year 
such  an  increased  expenditure  would  in  all  probability  necessitate 
more  rigid  economy  in  the  disbursements .  of  the  Society,  but  such  a 
condition  should  become  relieved  after  that  time.  It  is  obvious  that 
a  certain  risk  is  involved  in  the  step  under  consideration,  but  this  is 
true  of  practically  any  enterprise,  and  in  this  case  it  is  believed  that 
the  chances  of  success  are  exceedingly  good.  The  financial  prospects 
are  intimately  connected  with  the  success  of  the  Society  as  a  whole. 
If  we  succeed  in  producing  a  Journal  indispensable  to  each  and  every 
worker  in.  the  ceramic  industry  and  succeed  in  connecting  ourselves 
intimately  with  industrial  activities,  the  financial  question  is  a  minor 
consideraton.  In  fact,  we  beleve  that  the  income  of  the  Society,  under 
proper  management,  can  be  made  to  reach  a  very  high  figure,  as  com- 
pared with  its  present  resources. 

5.  Sentiment  of  Society.  The  sentiment  of  the  Society  has  been 
expressed  quite  clearly  in  numerous  letters  received  by  your  com- 
mittee. With  but  few  exceptions,  all  were  in  favor  of  a  permanent 
secretaryship.  The  committee  has  endeavored  not  to  be  influenced 
by  the  overwhelming  desire  for  such  an  innovation  and  submits  its 
own  opinion  based  on  the  merits  of  the  case,  but  the  feeling  of  the 
membership  cannot  be  disregarded  when  the  proposition  becomes  con- 
crete and  ready  for  definite  action. 

6.  Selection  of  a  permanent  secretary.  It  is  quite  obvious  that 
the  ability  and  personality  of  the  permanent  secretary  selected  must 
be  carefully  considered,  since  they  mean  success  or  failure  of  the 
enterprise.  Two  alternatives  present  themselves.  Either  a  man  of 
known  ability  and  forceful  personality  is  selected  for  the  place,  or  a 
younger,  less  established  man  gradually  trained  for  the  position.  This 
committee  feels  that  the  former  procedure  is  much  to  be  preferred, 
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as  it  avoids  the  loss  of  valuable  time  and  perhaps  the  loss  of  precious 
opportunities. 

7.  Duties  of  the  proposed  permanent  Secretary.  It  would  seem 
that  the  duties  of  the  proposed  new  position  might  be  defined  as  fol- 
lows: 

a.  The  title  of  the  new  position  up  to  the  end  of  the  present  fiscal 
year  should  be:  Organizing  Secretary.  With  the  beginning  of  the 
next  fiscal  year  the  incumbent  should  assume  the  title  of  General  Sec- 
retary, with  the  combined  functions  of  the  present  Secretary  and  those 
added  under  the  head  of  the  new  duties. 

b.  The  Organizing  Secretary  should  conduct  his  work  under  the 
direction  and  supervision  of  the  President  and  Board  of  Trustees  and 
should  be  responsible  to  them.  All  proposed  activities  not  previously 
defined  or  authorized  should  be  subject  to  the  approval  of  the  Board 
of  Trustees. 

c.  The  Organizing  Secretary  should  be  Recording  Secretary,  ex 
officio,  of  all  the  Divisions  of  the  Society  and  should  be  a  member  of 
the  Committees  on  Membership,  Papers  and  Programs,  Research  and 
Development,  and  Co-operation. 

d.  It  should  be  the  duty  of  the  Organizing  Secretary  to  assist  the 
officers  of  the  divisions  in  planning  the  work  and  executing  the  tasks 
undertaken.  He  should  report  to  the  Board  of  Trustees  upon  the 
status  of  the  divisions  at  the  expiration  of  every  quarter.  He  should 
be  charged  with  the  duty  of  supporting  and  supplementing  the  work 
of  the  Committee  on  Membership  and  may  be  authorized  by  the  Board 
of  Trustees  to  undertake  and  prosecute  such  additional  measures 
which  promise'  to  increase  the  membership  of  the  Society,  both  in- 
dividual and  corporate. 

e.  It  should  be  the  duty  of  the  Organizing  Secretary  to  assist  the 
Committee  on  Papers  and  Program  in  securing  contributions  of  merit 
and  in  every  way  possible  to  aid  in  improving  the  programs  of  the 
meetings  and  bringing  before  the  membership  topics  of  vital  and  timely 
interest. 

f.  It  should  be  the  duty  of  the  Organizing  Secretary  to  work 
towards  the  establishment  of  co-operative  researches,  conducted  under 
the  auspices  of  the  Divisions  of  the  Society,  and  supported  by  Asso- 
ciations or  groups  of  manufacturers,  or  single  corporations.  He  should 
be  charged  with  the  duty  of  preparing  research  agreements,  subject  to 
the  approval  of  the  Board  of  Trustees.  All  disbursements  made  from 
funds  made  available  to  the  Society  for  research  purposes  should  be 
made  by  the  Treasurer.  It  should  be  the  duty  of  the  Organizing  Sec- 
retary to  aid  the  Division  Officers  in  formulating  research  programs 
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and  to  consult  with  the  best  experts  available  to  the  research  prob- 
lems. It  should  be  his  duty  likewise  to  supervise  the  prosecution,  re- 
porting, and  publication  of  such  researches,  unless  other  supervision 
is  provided  for  by  the  Division  of  the  Society,  and  to  report  to  the 
Board  of  Trustees  upon  the  progress  of  such  work  monthly. 

g.  It  should  be  the  duty  of  the  Organizing  Secretary  to  maintain 
frendly  relations  with  the  Associations  of  manufacturers  and  similar 
organizations,  to  address  them  on  the  subject  of  the  work  of  the 
Society  and  related  topics  and  to  secure  their  co-operation  in  our 
several  fields  of  endeavor. 

h.  This  officer  should  be  charged  also  with  the  duty  of  assisting 
in  the  preparation  for  meetings  of  the  Society,  the  securing  of  suitable 
quarters  and  necessary  equipment. 

i.  It  should  be  the  duty  of  the  Organizing  Secretary  to  undertake 
such  duties  as  may  be  assigned  to  him  by  the  President  and  the  Board 
of  Trustees.  He  should  be  required  to  submit  to  the  Board  of  Trustees 
a  monthly  report  showing  all  the  various  activities  in  which  he  has 
been  engaged  and  the  results  obtained. 

8.  Remuneration.  The  salary  of  the  Organizing  Secretary  should 
be  at  the  rate  of  four  thousand  dollars  ($4,000.00)  per  annum  for  the 
remaining  part  of  this  fiscal  year  and  an  allowance  should  be  made 
of  not  more  than  two  thousand  dollars  ($2,000.00)  per  annum  for 
clerical  assistance  and  travel.  Beginning  with  the  next  fiscal  year, 
with  the  change  in  position,  the  salary  should  be  increased  to  five 
thousand  dollars  per  year  and  the  same  allowance  of  two  thousand 
dollars  per  year  for  additional  clerical  assistance  and  travel  should 
be  made.  All  expenses  for  assistance,  travel,  etc.,  should  be  properly 
accounted  for  by  vouchers  and  approved  for  payment  by  the  President 

9.  Term  of  office.  A  suitable  contract  should  be  prepared  between 
the  Board  of  Trustees  and  the  person  selected  for  the  position  of 
Organizing  Secretary  to  cover  the  term  of  office  of  two  years. 

10.  Location  of  office.  The  office  of  the  Organiznig  Secretary 
should  be  at  the  headquarters  of  the  present  Secretary,  at  Alfred, 
N.  Y.,  if  such  an  arrangement  is  feasible,  until  the  end  of  the  present 
fiscal  year,  when  the  location  of  a  permanent  office  might  be  deter- 
mined by  the  Board  of  Trustees. 

11.  Recommendations.  Your  committee  begs  to  submit  the  fol- 
lowing recommendations: 

First.  It  is  recommended  that  the  position  of  an  Organizing  Sec- 
retary be  created,  with  a  salary  of  four  thousand  dollars  ($4,000.00) 
per  annum  and  with  an  allowance  of  not  more  than  two  thousand 
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dollars  ($2,000.00)  per  year  for  clerical  assistance  and  travel.  This 
office  to  be  in  effect  from  the  time  fixed  by  the  Board  of  Trustees  to 
the  end  of  the  present  fiscal  year,  when  it  could  be  merged  with  that 
of  the  General  Secretary.  With  this  consolidation  it  is  recommended 
that  the  salary  be  increased  to  five  thousand  dollars  per  annum  and 
the  same  allowance  of  two  thousand  dollars  be  made  for  clerical 
assistance  and  travel. 

Second.  It  is  recommended  that  the  duties  of  the  office  be  defined 
as  outlined  under  section  7,  to  which  are  to  be  added  those  of  the 
General  Secretary  at  the  beginning  of  the  fiscal  year  of  1922.  It  is 
also  recommended  that  the  term  of  the  office  shall  be  fixed  at  two 
years,  to  be  renewed  at  the  option  of  the  Board  of  Trustees.  It  would 
seem  desirable  to  locate  the  office  of  the  Organizing  Secretary  at  the 
present  headquarters  of  the  Society  until  the  end  of  the  fiscal  year 
of  1921,  when  it  might  be  transferred  to  a  suitable  place  designated 
by  the  Board  of  Trustees. 

Third.  In  canvassing  the  men  available  for  the  position  in  ques- 
tion, we  have  come  to  the  conclusion  that  Mr.  R.  C.  Purdy  possesses 
the  necessary  qualifications  of  ability,  leadership,  zeal,  and  energy  to 
the  fullest  extent  and  we  beg  leave  to  submit  his  name  for  con- 
sideration. 

(Signed) 

A.   V.    BLEININGER, 
EMERSON    P.    POSTE, 

Committee. 
Newell,  W.  Va.,  May  23,  1921. 


AMERICAN   CERAMIC  SOCIETY  25 


REPORT   OF    EXECUTIVE   CONFERENCE 

Held   Hotel  Commodore,  New  York  City 

September   15  and    17,   1921 

CO-ORDINATING   SERVICE   COUNCIL 

Moved  by  Barringer,  seconded  by  Beecher,  that  the  definition  of 
the  objects  of  the  Society  are  satisfactorily  set  forth  in  the  present 
constitution.     Motion  carried. 

Moved  by  Barringer,  seconded  by  Riddle,  that  the  present  Com- 
mittee on  Co-operation,  and  Research  and  Development  be  merged 
into  a  single  Committee  on  Co-operation  and  Research.     Motion  lost. 

Moved  by  J.  B.  Shaw  and  seconded  by  Chester  Jones,  that  this 
conference  recommend  to  the  proper  authorities  the  adoption  of  this 
outline  as  amended  (outline  as  amended  is  attached  hereto).  Motion 
carried. 

Note— In  accordance  with  this  motion,  Secretary  Binns  prepared 
written  proposals  for  amendment  to  Constitution  and  By-laws;  read 
them  at  the  regularly  called  meeting  of  the  Society,  Friday  after- 
noon, September  16,  and  transmitted  them  to  Committee  on  Rules 
for  action. 

In  the  discussion  there  was  a  recognition  of  two  distinct  groups 
of  standing  committees  (1)  Internal  Organization,  (2)  Service.  The 
Committees  on  Rules,  Membership,  Program  and  Publication,  consti- 
tute the  first  group,  while  the  Research,  Standards  and  Co-operation 
constitute  the  second  group.  The  Board  of  Trustees  is  the  direct  co- 
ordinating agency  for  the  first  group,  but  because  of  the  peculiar  inter- 
ests involved,  both  within  Society  and  in  co-operation  with  other  organ- 
izations, it  is  well  that  the  constitution  provide  a  special  organization, 
the  personnel  of  which  (appointed  by  the  Board)  has  more  direct 
responsibilities  in  the  work  of  the  Service  Committees. 

Co-ordination  in  the  service  work  is  thus  more  easily  maintain- 
able, and  a  readily  recognized  agency  for  co-operation  with  other 
organization  is  established. 

It  should  be  noted  that  the  appointees  to  these  service  committees 
is  largely  by  the  Divisions,  thus  cementing  the  whole  organization 
into  a  unit  in  these  Service  projects,  the  scheme  as  a  whole  simplify- 
ing, unifying  and  vitalizing  the  service  agencies  already  provided  for 
by  the  Constitution  of  the  Scoiety  and  by  the  Rules  of  the  Divisions. 

MEMBERSHIP 
Honorary.     Without  a  motion  consensus  of  opinion  was  obtained 
that  the  Membership  Committee  should  formulate  a  proposal  of  pro- 
cedure in  securing  nomination  to  Honorary  Membership  in  the  Society 
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of  persons  who  had  contributed  largely  to  the  promotion  of  ceramic 
arts  and  sciences  by  invention  or  discoveries. 

Active.  Moved  by  Bowman,  seconded  by  Stone,  that  it  is  the 
sense  of  this  conference  that  the  Board  of  Trustees  should  scrutinize 
more  closely  the  status  of  those  to  be  elevated  to  active  membership. 
Motion  carried. 

Perpetual.  Moved  by  Riddle,  seconded  by  J.  B.  Shaw,  that  the 
Membership  Committee  consider  advisability  of  having  this  class  of 
members,  what  the  fee  shall  be,  how  earnings  from  the  invested  fee 
shall  be  used  during  life  of  member  and  after  his  decease,  it  being 
understood  that  the  fee  paid  shall  be  set  aside  as  a  permanent  fund, 
the  interest  earnings  alone  used.    Motion  carried. 

In  further  consideration  of  this  a  consensus  was  had  that  (1)  Per- 
sonal Perpetual  Membership  fee  should  be  $200.00,  (2)  the  interest 
earnings  be  used  to  meet  current  expenses  during  life  of  the  member 
and  that  on  death  of  the  member  the  principle  be  transferred  to  per- 
manent research  Endowment  Fund,  the  interest  from  which  should 
be  used  in  support  of  research,  (3)  Corporation  Perpetual  Member- 
ship fee  should  be  $500.00,  the  interest  earnings  on  which  should  be 
used  to  meet  current  expenses  of  the  Society. 

LOCAL  SECTIONS 

Moved  by  Riddle,  and  seconded  by  Stone,  that  the  whole  question 
of  re-districting,  local  meetings,  etc.,  be  referred  to  Committee  on 
Sections  and  Divisions  and  Committee  on  Membership  for  formulation 
of  recommendations.     Motion  carried. 

CERAMIC  TRADE  SCHOOLS 
Moved  by  J.  B.  Shaw,  seconded  by  Stone,  that  this  conference 
recommend  to  the  Board  of  Trustees  that  they  consider  seriously  the 
advisability  of  encouraging  the  establishing  of  Trade  Schools  In 
ceramics  and  the  introduction  of  ceramic  manual  training  courses  In 
High  Schools  and  laboratories.    Motion  carried. 

COMMITTEE  ON   CERAMIC   EDUCATION 

Moved  by  Stone,  seconded  by  Hottinger,  that  it  be  recommended 
to  the  Board  of  Trustees,  that  they  consider  establishing  a  committee 
on  Ceramic  Education. 

DIVISIONS 

The  Enameling,  Glass,  Terra-Cotta,  Refractories  and  Art  Division 
reported  in  detail  the  manner  in  which  they  are  working.  Plans  for 
the  future  were  described.  The  Heavy  Clay  Products  Division  re- 
ported the  initial  step  taken  toward  organization. 
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The  White  Wares  Division  reported  that  the  most  important  ques- 
tion before  it  was  whether  it  was  practical  to  have  the  General  Ware, 
Porcelain,  Wall  and  Floor  Tile,  Sanitary  and  Insulator  groups  in  one 
Division. 

Letters  were  read  from  pottery  manufacturers  advising  a  separate 
Division  for  potters. 

The  officers  and  committeemen  of  the  White  Wares  Division  as 
now  constituted,  are  studying  this  question,  and  will  formulate  recom- 
mendations to  the  Board  of  Trustees. 

Shall  Divisions  Hold  Mid-Year  Meetings.  The  discussion  brought 
out  objections  to  too  many  meetings  other  than  the  regular  meetings 
of  the  Society.  Each  Division  will  have  its  own  peculiar  needs  in  this 
respect.     Plant  inspection  tours  once  a  year  were  favored. 

Promotion  of  Research  Through  the  Divisions.  L.  I.  Shaw,  Chair- 
man of  Committee  on  Research  and  Development,  stated  that  this  com- 
mittee will  ask  the  Division  to  outline  their  research  problems  and 
will  work  with  them  in  finding  ways  and  means  for  carrying  out  their 
plans.  Research  facilities  will  be  known  and  co-ordination  and  co-op- 
eration obtained  wherever  possible. 

Issuance  of  Division  Bulletins.  After  considerable  discussion,  in 
which  the  whole  question  of  desirabilty  of  issuing  to  all  members  of 
the  Society  and  Press  "industrial  journal  copy"  in  some  form,  it  was 
moved  by  L.  I.  Shaw,  seconded  by  Stone,  that  this  conference  recom- 
mend to  the  Board  of  Trustees  that  the  matter  of  issuance  of  a  bi- 
weekly bulletin  from  the  Secretary's  office  for  the  whole  Society  be 
taken  under  consideration  to  determine  if  such  a  bulletin  can  be  issued 
without  great  financial  burden  on  the  Society,  and  that  this  conference 
go  on  record  as  believing  that  the  issuance  of  such  a  bulletin  is  very 
desirable.     Motion,  carried. 


CHEMICAL   EXPOSITION   BOOTH   AND   MEETING 

Comments  were  in  favor  of  continuing  both. 

Moved  by  R.  Montgomery,  and  seconded  by  Treischel,  that  it  is  the 
opinion  of  this  conference  that  an  exhibit  in  connection  with  the  booth 
be  seriously  considered.    Motion  carried. 

ENDOWMENT   FUNDS 

This  was  discussed  but  no  action  taken.  The  consensus  of  opinion 
was  that  all  monies  received  for  or  diverted  to  a  perpetual  Research 
Fund  should  be  invested  by  the  Board  of  Trustees,  and  the  earnings 
from  the  investments  be  used  in  manner  nominated  to  the  Board  by 
the  Co-ordinating  Service  Council. 


28  YEAR  BOOK  OF  THE 

EXCURSION  TO  EUROPE 

Moved  by  Minton,  seconded  by  Bowman,  that  the  Secretary  of 
the  Society  negotiate,  through  the  Committee  of  the  Glass  Division, 
necessary  arrangements  for  an  excursion  to  Europe  that  will  include 
all  ceramic  industrial  groups.     Motion  carried. 

ANNUAL   MEETING 

Consensus  of  opinion  was  for  three-day  convention,  as  now;  pub- 
lication of  Committee  and  Board  reports  prior  to  convention  to  save 
time  in  first  business  session;  provide  ample  room  for  Division  meet- 
ings; use  bulletin  board  in  each  Division  meeting  room  announcing 
papers  being  read  before  other  Divisions;  have  all  papers  of  general 
interest  on  general  program;  have  authors  indicate  whether  paper 
is  of  general  interest  and,  if  so,  abstract  be  submitted  to  Program 
Committee  for  decision  whether  or  not  it  be  read  before  general  ses- 
sion; that  abstracts  or  preprints  be  published  prior  to  meeting;  that 
the  banquet  and  smokerette  be  continued  as  at  present. 

Employment  of  Stenographer.  Moved  by  J.  B.  Shaw,  seconded  by 
Bowman,  that  this  conference  recommend  to  the  Board  the  employ- 
ment of  a  stenographer  to  take  the  discussion  in  the  Division  meet- 
ings.    Motion  carried. 

Exhibits  at  Annual  Convention.  Moved. by  Staley,  seconded  by 
Stone,  that  this  conference  recommend  that  the  Society  arrange  for 
Exhibits  of  Ceramic  Products,  machinery,  etc.,  in  connection  with  the 
annual  convention,  for  which  a  charge  will  be  made  for  space.  Mo- 
tion carried. 

Special  Session  on  Factory  Problems  and  Equipment.  It  was  the 
consensus  of  opinion  that  these  should  be  continued,  but  that  patentees 
and  selling  organizations  should  not  be  allowed  to  appear  unless  they 
have  data  showing  actual  performance  of  the  article  described;  that 
the  papers  presented  shall  consist  of  engineering  data  rather  than 
being  an  exposition  of  the  apparatus  or  equipment. 

Testing  Laboratory  Under  Auspices  of  American  Ceramic  Society. 
Moved  by  Staley,  seconded  by  J.  B.  Shaw,  that  this  conference  go  on 
record  as  opposed  to  the  Society  maintaining  a  testing  laboratory. 
Motion  carried. 

PUBLICITY 

Moved  by  Staley,  seconded  by  Stone,  that  this  conference  recom- 
mends to  the  Board  that  the  General  Secretary  shall  engage  in  pub- 
licity activities  (1)  by  use  of  reprints  and  enclosures,  (2)  addresses 
at  conventions,  before  clubs,  schools,  etc.,  (3)  and  by  press  and  maga- 
zine articles.    Motion  carried. 
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CENTRALIZATION    OF    BUSINESS    ACTIVITIES    OF    SOCIETY 

After  considerable  discussion  in  which  several  speakers  made  it 
plain  that  there  was  no  criticisms  of  the  present  editor,  but  rather 
praise  for  the  excellent  form  and  new  features  he  has  introduced,  that 
there  was  no  intention  of  recommending  a  change  of  the  Journal 
Record  of  Ceramic  Researches,  but  of  adding  Industrial  Journal  fea- 
tures and  personal  items  in  a  detachable  section  or  as  separate  bulle- 
tin as  was  proposed  in  a  previous  motion,  agreement  was  informally 
had  that  when  the  finances  would  permit,  an  editor  should  be  em- 
ployed, but  that  for  the  present,  in  the  interest  of  economy  and  effect- 
iveness, it  was: 

Moved  by  Staley,  seconded  by  Harvey,  that  this  conference  recom- 
mend to  the  Board  of  Trustees  that  the  offices  of  Secretary  and  Editor 
be  in  same  place,  and  that  for  the  year  1922  it  be  combined  in  the  same 
man,  that  of  the  General  Secretary.     Motion  carried. 
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To  the  Board  of  Trustees, 
American   Ceramic   Society. 

REPORT  FOR  THE  YEAR  1922 
COMMITTEE  ON  STANDARDS 

Your  committee  has  not  accomplished  as  much  during  the  year 
as  had  been  hoped.  The  reason  is  to  be  found  in  the  unavoidable 
slowness  attendant  upon  carrying  on  work  of  this  character  by  mail. 
There  has  been  very  good  co-operation  among  the  members  of  the 
committee,  and  the  care  and  energy  they  have  shown  is  evidence 
enough  of  their  interest  in  and  enthusiasm  for  the  work. 

The  new  plan  of  organization  for  carrying  on  the  Standardization 
work,  whereby  each  Division  has  an  opportunity  to  be  represented, 
has  not  had  a  sufficient  trial  to  allow  of  a  conclusion  as  to  its  effective- 
ness. The  principle  underlying  that  plan  of  organization  is  funda- 
mentally correct,  but  it  is  apparent  that  a  better  definition  of  the 
functions  of  the  various  sub-committees  would  be  desirable.  Some 
suggestions  to  this  end  follow: 

1.  "Tentative"  ("Provisional"  or  "optional")  tests,  specifications 
or  definitions  need  not  be  referred  to  the  members  of  a  Division  for 
ballot  before  publication,  nor  for  criticsm  before  publication  except 
the  Divisional  Standardization  Committee  so  chooses.  To  do  this 
greatly  encumbers  the  work  by  slowing  it  up  and  scattering  the  dis- 
cussion. Moreover,  the  taking  of  a  ballot,  even  though  it  be  of  a 
preliminary  kind,  clothes  the  test  or  specification  with  the  same  status 
or  authority  as  a  "Standard"  by  very  reason  of  the  fact  that  such 
ballot  has  been  taken. ' 

2.  Whenever  (after  the  "Tentative"  test  has  been  in  print  for 
the  required  time),  the  Divisional  Standardization  Committe'es  decides 
to  recommend  any  "Tentative"  test  or  specification  for  adoption  as 
"Standard,"  it  should  make  that  recommendation  to  the  Committee  on 
Standards.  When  they  have  likewise  agreed,  then  the  "Tentative" 
test  or  specification  should  be  referred  by  the  Division  officers  to  a 
letter  ballot  by  the  members  of  the  Division  involved.  Each  Division 
should  have  within  itself  authority  to  make  standards.  The  function 
of  the  Committee  on  Standards,  as  far  as  concerns  the  Divisions 
themselves,  is  to  avoid  the  adoption  within  the  Society  of  conflicting 
standards,  and  to  be  the  medium  through  which  they  present  their 
adopted  standards  to  the  Society  for  recognition  as  the  Society's 
standards.  • 
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3.  The  bulk  of  the  work  of  preparation  of  methods  and  specifica- 
tions should  be  done  by  the  Divisional  Committees.  Experience  has 
shown  that  a  very  large  amount  of  work  is  necessary  to  carefully 
review  and  carry  on  the  discussions  necessary  for  bringing  the  mem- 
bers of  the  General  Committee  into  substantial  agreement.  This  Gen- 
eral Committee  should  obviously  be  as  small  as  is  consistent  with 
giving  adequate  representation  to  each  Division.  This  can  be  accom- 
plshed  in  the  plan  of  organization  recently  approved,  whereby  the 
Committee  on  Standards  is  made  up  of  four  sub-committees,  if  each 
of  these  sub-committees  is  made  an  entity  as  distinct  as  the  Commit- 
tee on  Standards  has  itself  been  in  the  past. 

It  is  very  important  that  a  well  attended  session  of  the  Committee 
on  Standards  be  held  at  each  annual  meeting,  preferably  on  the  day 
after  the  general  sessions  close,  so  that  adequate  time  will  be  avail- 
able for  deliberation.  A  plan  for  the  year's  work  carefully  prepared 
in  detail  should  be  the  result  of  these  deliberations.  Such  a  vast 
amount  of  work  yet  to  be  done  and  chance  to  do  relatively  so  little 
in  a  single  year,  makes  it  imperative  that  an  outline  of  work  be  made 
and  that  outline  rigidly  adhered  to.  The  many  different  issues  com- 
ing up  durng  the  year  make  it  easy  to  get  side-tracked,  with  the  result 
that  in  the  end  nothing  definite  and  finished  is  accomplished. 

During  the  year  the  Committee  has  carefully  reviewed  the  six 
Standard  Methods  approved  by  the  Society  April  1,  1920.  No  amend- 
ments or  corrections  are  recommended  in  them.  The  seven  Tentative 
Methods  have  been  amended  in  some  important  particulars  and  are 
again  presented  as  Tentative. 

The  Standardization  Committee  of  the  Refractories  Division  sub- 
mitted for  approval  by  the  Committee  on  Standards,  the  A.  S.  T.  M. 
"Standard  Method  of  Test  for  Refractory  Materials  under  Load  at 
High  Temperatures."  The  Committee  approves  this  method  as  Tenta- 
tive and  recommends  its  adoption  as  Standard. 

"Tentative  Methods  for  Testing  Electrical  Porcelains"  were  sub- 
mitted by  Committee  D-9  of  the  American  Society  for  Testing  Materials 
under  their  Serial  Designation  D  116-21T.  It  was  presented  before 
that  Society  at  its  June,  1921,  meeting. 

The  Committee  on  Standards  approve  these  methods  as  Tenta- 
tive but  offer  the  following  recommendations: 

1.  The  machine  for  determining  resistance  to  impact  is  not  clearly 
defined.  The  velocity  of  fall  of  the  hammer  can  vary  appreciably 
with  different  degrees  of  accuracy  in  the  machining  of  the  vertical 
guides  and  the  guide  holes,  also  with  varying  degrees  of  accuracy  in 
the  hammer  itself  with  respect  to  symmetry. 
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2.  In  the  method  of  tensile  strength,  the  rate  of  application  of 
load  should  be  denned.  This  is  generally  recognized  as  essential  in 
the  detrmination  of  tensile  strength  of  other  materials,  and  the  same 
should  apply  to  porcelain. 

3.  The  hot  and  cold  test  described  on  Page  30,  Article  22A,  would 
be  preferable  if  it  were  made  at  five  minute  rather  than  ten  minute 
immersions  in  hot  and  cold  water.  Where  100  immersions  are  required 
an  enormous  amount  of  time  is  necessary  if  the  ten  minute  interval 
is  used,  and  practically  the  same  degree  of  accuracy  can  be  obtained 
with  five  minute  immersions. 

The  Standardization  Committee  of  the  Refractories  Division  sub- 
mitted for  approval  by  the  Committee  on  Standards,  the  A.  S.  T.  M. 
"Standard  Definitions  for  Clay  Refractories"  (A.  S.  T.  M.  Standards 
1921,  p.  649). 

The  Committee  approves  these  as  tentative,  but  does  not  wish 
to  recommend  their  adoption  as  standard  until  the  A.  S.  T.  M.  "Stand- 
ard Test  for  Porosity  and  Permanent  Volume  Changes  in  Refractory 
Materials"  (A.  S.  T.  M.  Standards  1921,  p.  622),  has  had  more  detailed 
study.  At  present  this  standard  test  is  not  in  as  good  agreement 
with  our  adopted  methods  as  could  be  hoped. 

In  the  pages  which  follow  are  given  the  Standard  and  Tentative 
methods  and  definitions  as  approved  by  the  Society  or  Committee 
to  date. 

COMMITTEE   ON  STANDARDS, 

M.  F.  Beecher,  Chairman. 
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Committee  on  Standards 


1919 

M.  F.  Beecher,  Chair. 
M.   C.  Booze 
J.  B.  Shaw 
E.  P.  Paste 

E.  E.  F.  Creighton 
C.  W.  Berry 

F.  H.  Riddle 
R.  M.  Howe 
Hewitt  Wilson 
R.  K.  Hursh 

F.  A.  Kirkpatrick 
C.  B.   Harrop 
E.  C.  Hill 
I.  A.  Williams 


1920 

M.  F.  Beecher,  Chair. 

C.  W.  Berry 

M.  C.  Booze 

E.  E.  F.  Creighton 

R.  R.  Danielson 

C.   B.  Harrop 

E.  C.  Hill 
R.  M.  Howe 
R.  K.  Hursh 

F.  H.  Riddle 
J.  B.  Shaw 
Hewitt  Wilson 
E.  P.  Poste 

I.  A.  Williams 
O.  J.  Whitemore 


1921 

M.  F.  Beecher,  Chair. 
M.   C.  Booze 

E.  C.  Hill 

F.  H.  Riddle 
Hewitt  Wilson 
A.   Silverman 
F.  J.  Frost 

J.  S.  McDowell 
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TABLE   I 


Amounts  of  Clay   Required  for  the  Several   Tests 


No.  of 

test 

pieces 


Approx 
wgt.  of 

test 
pieces 


Min. 

wgt.  of 

clay  that 

should  be 

provided 


Drying   shrinkage     

Water  of  plasticity   

Shrinkage  and  pore  water. . 

Behavior  in  firing    

Softening  point     

True  specific  gravity  

Ultimate   chemical   analysis. 

Fineness    

Sag 

Slaking    

Transverse  strength   


.10 
.10 


,10 
.  2 
.10 


30x30x45mm. 
30x30x45mm. 

30x30x45mm. 
cones 


12x25x230mm. 

2. 5x2. 5x2. 5cm. 

17.5x2.5x2. 5cm 


130  gr 
195  gr. 

640  gr. 
7gr. 


1210  gr. 

14  gr 

940  gr. 


Total 


300  gr. 
400  gr. 

1200  gr. 

100  gr. 

50  gr. 

50  gr. 

600  gr. 

2500  gr. 

50  gr. 

2000  gr 

7250  gr. 
(16  lbs.) 
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TENTATIVE  METHOD  FOR  SAMPLING  CLAY  DEPOSITS 

(1)  Preliminary  Sampling 

A  face  of  the  body  of  clay  to  be  sampled  shall  be  carefully  stripped 
of  loose  or  foreign  materials,  and  a  series  of  parallel  trenches  cut,  each 
a  straight  line,  so  as  to  make  as  nearly  as  may  be  a  vertical  section 
entirely  across  the  outcrop.  In  the  case  of  stratified  or  bedded  deposits 
which  are  inclined,  the  direction  of  these  trenches  shall  be,  preferably, 
across  the  dip,  so  that  a  proportionate  amount  of  clay  will  be  obtained 
from  each  individual  layer.  Each  trench  shall  be  about  12"  wide,  and 
deep  enough  to  produce  at  least  100  pounds  of  material.  Where  nat- 
ural outcrops  are  not  available  for  a  sampling,  preliminary  trials  may 
be  made  with  a  hand  auger,  and  test  pits  dug  to  the  necessary  depth 
to  expose  a  section  (or  face)  of  the  clay. 

As  this  may  yield  more  material  than  is  necessary  for  even  a 
complete  series  of  tests,  the  clay  from  the  different  trenches  shall 
be  reduced  to  lumps  not  exceeding  2"  in  diameter,  mixed  together 
and  reduced  by  quartering  to  about  100  pounds  which  is  to  be  sent 
to  the  testing  laboratory.  The  quartering  shall  be  done  on  a  heavy 
sail  cloth  at  least  8'  square. 

If  the  deposit  shows  distinct  difference  as  regards  structure, 
color  or  texture,  each  bed  showing  these  individual  differences  shall 
be  sampled  separately,  provided  these  beds  are  sufficiently  thick  to 
be  mined  by  themselves  or  can  be  thrown  out  if  undesirable. 

Where  the  clay  is  stored  in  stock  piles  the  sample  may  be  taken 
from  these  PROVIDED  THEY  ARE  REPRESENTATIVE.  At  least 
one-half  of  the  sample  shall  be  taken  from  the  lower  third  of  the  pile. 

In  the  case  of  those  clays  which  are  being  purified  a  sample  of 
both  the  crude  material  and  the  clay  as  prepared  for  the  market  shall 
be  taken. 

The  samples  collected  as  outlined  above  shall  be  placed  in  clean, 
tight-weave  strong  sacks  and  carefully  labeled  by  means  of  two  tags 
each  bearing  the  proper  identification  marks.  One  folded  tag  shall 
be  placed  within  the  sack  and  the  other  securely  attached  to  the 
outside. 

(2)  Extended  Sampling 

After  a  clay  proves  satisfactory  in  the  preliminary  testing,  the 
surrounding  tract  must  be  surveyed  and  systematically  sampled.  A 
topographical  survey  of  the  tract  shall  be  made.  Holes  shall  be  drilled 
or  dug  through  the  deposit  not  more  than  100'  apart.  A  record  shall 
be  kept  of  the  thickness  of  each  stratum  encountered.     By  plotting 
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these  results  to  scale  the  shape,  size  and  dip  of  the  strata  can  be 
estimated. 

A  few  larger  holes  shall  be  dug  at  the  extremities  of  the  prop- 
erty or  at  any  points  of  doubtful  value  in  order  to  get  samples  large 
enough  for  a  complete  series  of  tests.  These  shall  be  taken  under 
the  direction  of  "Preliminary  Sampling." 


TENTATIVE    METHOD    FOR    SAMPLING   CERAMIC    MATERIALS 
AS   DELIVERED 

SHIPPED  AND  STORED  IN  AN  UNGROUND  CONDITION 

"Unground  condition"  shall  mean  material  as  mined  which  has 
not  been  crushed,  ground,  or  intentionally  mixed. 

(1)  Time  of  Sampling— The  material  shall  be  sampled  when  it  is 
being  placed  into  or  taken  from  railroad  cars,  ships,  barges,  wagons, 
casks,  bags,  etc.  Samples  can  usually  be  taken  advantageously  as 
the  material  passes  through  the  crusher.  Samples  collected  from  the 
surface  of  piles,  bins,  cars,  etc.,  are  generally  unreliable.  However 
if  it  is  necessary  to  sample  under  such  conditions,  one-half  of  the 
sample  shall  be  taken  from  the  lower  third  and  one-half  from  the 
upper  two-thirds. 

(2)  Collection  of  the  Gross  Sample— To  collect  samples,  a  shovel 
or  specially  designed  tool  or  mechanical  means  shall  be  used  for  tak- 
ing equal  portions  or  increments.  The  increments  shall  be  regularly 
and  systematically  collected  so  that  the  entire  quantity  of  material 
sampled  will  be  represented  proportionately  in  the  gross  sample,  and 
with  such  frequency  that  the  gross  sample  of  the  required  amount 
shall  be  collected. 

(3)  Size    of    the    Standard    Gross    Sample — The    standard    gross 
sample  shall  not  be  less  than  1%  of  the  total  shipment. 
SHIPPED  AND  STORED  IN   A  CRUSHED  OR   PULVERIZED 

CONDITION 

(4)  Time  of  Sampling — If  the  material  is  shipped  loose,  the 
sampling  shall  be  done  during  loading  or  unloading  as  described 
under  1. 

If  the  material  is  in  containers,  all  containers  of  each  shipment 
shall  be  so  marked,  tagged  or  labeled  that  they  can  be  distinguished 
from  all  other  shipments,  and  that  ready  reference  can  be  had  to  the 
shipper's  name  and  the  date  of  delivery. 

(5)  Method  of  Collection  of  the  Gross  Sample — If  the  material  is 
loose  the  gross  sample  shall  be  taken  as  described  under  2.  If  in 
containers,    an   opening   shall    be   made   in   the    sack  or  barrel  and  a 
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portion  of  the  contents  shall  be  withdrawn.  This  sample  should  not 
be  taken  from  the  top  alone  but  should  represent  all  portions  of  the 
contained  material.  This  can  be  done  with  the  aid  of  an  open  pipe, 
spoon  shaped  rod  or  other  suitable  apparatus.  If-  there  is  any  reason 
to  doubt  the  uniformity  of  the  shipment,  it  is  best  to  test  separately 
a  larger  sample  from  each  container. 

(6)  Size  of  the  Standard  Gross  Sample — The  standard  gross 
sample  shall  not  be  less  than  0.2%  of  the  total  lot  sampled. 

TREATMENT  OF  THE  GROSS  SAMPLE 

(7)  Crushing  of  Gross  Sample — After  the  gross  sample  has  been 
collected  in  the  case  of  unground  material,  it  shall  be  systematically 
crushed,  mixed  and  reduced  in  quantity  by  quartering  to  convenient 
size  for  testing.  The  largest  sizes  of  pieces  allowable  with  various 
weights  of  samples  are  shown  in  the  following  table. 

100    pounds   plus 2.0     inches 

100  —  50   pounds    1.0     inches 

50  —  25   pounds    ' 0.25  inches 

25  —  10  pounds    No.  4     sieve 

10  —    5   pounds    No.  10  sieve 

5  pounds    No.  20  sieve 

Quartering:  The  sample  crushed  to  the  required  size  shall  be 
thoroughly  mixed  by  coning  and  reconing  on  a  clean  surface.  The 
cone  shall  be  flattened  and  then  marked  into  quarters  by  two  lines 
which  intersect  at  right  angles  directly  under  a  point  corresponding 
to  the  apex  of  the  original  cone.  The  diagonally  opposite  quarters 
shall  then  be  removed  and  the  space  that  they  occupied  brushed  clean. 
The  material  remaining  shall  be  successively  crushed,  mixed,  coned 
and  quartered  until  two  opposite  corners  shall  equal  the  size  neces- 
sary for  testing. 

The  final  portion  shall  be  placed  in  a  container  suitable  for  stor- 
age or  shipment  and  carefully  marked. 

References: 

(1)  Bulletin  116,  U.  S.  Bureau  of  Mines. 

"Methods  of  Sampling  Delivered  Coal"  by  G.  S.  Pope 

(2)  "Report  of  Sub-Committee  on  Field  Sampling  of  Clays" 
Committee    on    Ceramic    Chemistry    of    National    Research 

Council 

(3)  Bulletin  No.  43  Iowa  Engineering  Experiment  Station 
"Practical  Handling  of  Iowa  Clays"  by  Staley  and  Beecher. 
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STANDARD    METHOD    FOR    DRYING    SHRINKAGE 
(Adopted  April  1,  1920) 

(1)  Size  and  Shape  of  Test  Pieces 

The  test  pieces  shall  be  made  approximately  30x30x45mm  (l%x 
l%xl%  inches).  It  is  apparent  that  the  dry  dimensions  will  vary  with 
different  clays. 

(2)  Preparation  of  the  Clay 

The  clay  shall  be  thoroughly  dried  at  a  temperature  above  64°C 
but  under  76°  C  and  crushed  to  pass  a  standard  No.  20  sieve.  (Tenta- 
tive Standard  Series  for  Testing  Sieves.)  It  shall  then  be  made  up 
with  water  to  a  soft  plastic  consistency  and  thoroughly  wedged  and 
kneaded  by  hand.i 

(3)  Making  Test  Pieces 

The  test  pieces  shall  be  made  in  a  suitable  metal  molds  measur- 
ing approximately  30x30mm  (l%xl%  inches)  by  any  desired  length. 
After  making,  the  pieces  shall  be  cut  into  45mm  (1%  inch)  lengths. 
The  mold  shall  be  thinly  and  evenly  oiled  with  kerosene  or  a  light 
machine  oil  only  as  frequently  as  is  necessary  to  keep  the  clay  from 
sticking.  The  test  piece  shall  be  formed  by  taking  in  the  hand  a 
lump  of  clay,  somewhat  larger  than  required  to  fill  the  mold,  and 
kneading  it  into  a  roll  approximately  the  length  of  the  mold.  It  shall 
then  be  placed  in  the  mold  and  forced  into  the  corners  by  blows  with 
the  cheek  of  the  fist.  The  excess  shall  then  be  struck  off  with  a  wire 
and  the  piece  slicked  with  a  spatula  and  appropriately  marked  or 
numbered  for  identification.  Care  should  be  taken  by  the  operator  to 
keep  his  hands  free  from  oil.  The  test  piece  shall  be  removed  from 
the  mold  immediately  and  transferred  to  a  smooth,  straight  pallet, 
care  being  taken  not  to  distort  it. 

If  preferred  the  test  piece  may  be  made  in  a  piston  plunger  press 
fitted  with  a  die  30mm  (1%  inches)  square.  In  either  event  the  cor- 
ners of  the  test  piece  shall  be  slightly  rounded. 

(4)  Plastic  Volume 

The  plastic  volume  shall  be  determined  immediately  in  a  volu- 
meter of  the  Seger  type.s  Kerosene  with  a  specific  gravity  of  about 
0.8  shall  be  used  as  the  measuring  fluid.  The  volume  shall  be  read 
to  the  nearest  0.1  cc. 


1  This  consistency  will   permit  of  the  careful   handling  of  the   piece   immediately 
after  forming. 

2  See  appendix  for  detail  of  suitable  molds. 

3  For  details  of  several  instruments,  see  appendix. 
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(5)  Drying 

After  the  plastic  volume  is  determined  the  surfaces  of  the  test 
pieces  shall  be  dried  lightly  with  a  soft  cloth  to  remove  the  film  of 
kerosene,  and  allowed  to  dry  at  room  temperature  until  air  dry.  They 
shall  then  be  dried  at  a  temperature  between  64CC  and  76CC  for  at 
least  five  hours  and  finally  at  110°C  to  approximately  constant  weight. 
They  shall  not  be  allowed  to  cool  to  room  temperature  between  these 
two  drying  operations  unless  they  be  placed  in  a  desiccator.  After 
the  final  drying  treatment  they  shall  be  placed  in  a  desiccator  to  cool 
and  remain  there  until  the  test  is  continued. 

(6)  Dry  Volume 

The  dry  test  pieces  shall  then  be  allowed  to  soak  in  kerosene  of 
the  same  specific  gravity  as  that  used  in  the  volumeter  for  at  least 
12  hours,  after  which  the  volume  shall  be  determined  in  the  same 
manner  as  specified  for  the  plastic  volume  in  article  4.  The  volume 
shrinkage  shall  be  calculated  by  the  following  formula: 

Vp  —  Vd 
b  = —  xlOO 


Vd 


in  which  b  =  percent  volume  shrinkage 
Vp  =  the  plastic  volume 
Vd  —  the  dry  volume 


(7)    Linear  Shrinkage 

This  value  shall  be  calculated  from  the  percent  volume  shrinkage 
by  the  formula 


b  I 
a  =  |  1  —   v'  1 |xl00 

I  100  1 


in  which  a  =  percent  linear  shrinkage. 

(8)    Report 

In  reporting  drying  shrinkage,  the  following  information  shall  be 
given  and  these  values  shall  be  the  means  of  results  obtained  on  two 
test  pieces: 

(a)  Volume  shrinkage  in  percentage  of  the  dry  volume. 

(b)  Linear  shrinkage  in  percentage  of  the  dry  length. 
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STANDARD    METHOD    FOR   WATER   OF   PLASTICITY 

Adopted  April  1,  1920 

(1)  Test   Pieces 

The  test  pieces  shall  be  of  the  same  size  and  shape  and  made  in 
the  same  manner  as  defined  in  the  Method  for  Drying  Shrinkage, 
articles  1,  2,  and  3. 

(2)  Plastic  Weight 

The  edges  and  corners  of  three  test  pieces  shall  be  rubbed  lightly 
with  the  finger  to  prevent  loss  in  handling.  They  shall  then  be 
weighed  on  a  balance  to  an  accuracy  of  0.1  gram. 

(3)  Drying 

After  the  plastic  weight  is  obtained  the  test  pieces  shall  be 
allowed  to  dry  at  room  temperature  until  air  dry.  They  shall  then 
be  dried  at  between  64°C  and  76°C  for  at  least  five  hours  and  finally 
at  110°C  until  approximately  constant  in  weight. 

(4)  Dry  Weight 

The  dried  test  pieces  shall  be  cooled  to  room  temperature  in  a 
desiccator  and  then  weighed  with  the  same  accuracy  as  before  (ar- 
ticle 2). 

(5)  Calculation 

The  water  of  plasticity  shall  be  calculated  as  a  percentage  of  the 
weight  of  the  dry  clay  bar,  by  the  following  formula: 

Wp  — Wd 

T  = xlOO 

Wd 

in  which  T  =  percent  water  of  plasticity 

Wp  =  weight  of  the  plastic  test  piece 
Wd  =  weight  of  the  dry  test  piece 

(6)  Report 

The  average  of  the  three  values  obtained  shall  be  reported  as  the 
percent  water  of  plasticity. 
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STANDARD    METHOD    FOR   SHRINKAGE    AND    PORE    WATER 

Adopted  April  1,  1920 

Preface 

"Shrinkage  Water"  is  denned  as  that  portion  of  the  water  of  plas- 
ticity which  is  driven  off  up  to  the  point  where  shrinkage  ceases. 
"Pore  Water"  is  defined  as  that  portion  of  the  water  of  plasticity 
which  is  driven  off  from  the  point  where  shrinkage  ceases  until  the 
clay  piece  has  reached  approximately  constant  weight  at  110°C.  Thus 
shrinkage  water  plus  pore  water  equals  the  water  of  plasticity. 


Method 

(1)  Data 

The  data  necessary  for  the  calculations  here  involved  are  the 
plastic  volume  and  the  dry  volume,  as  determined  in  the  Method  for 
Drying  Shrinkage,  and  the  dry  weight  and  water  of  plasticity  as  de- 
termined in  the  Method  for  Water  of  Plasticity. 

(2)  Shrinkage  Water 

The  following  formula  shall  be  used: 

Vp  —  Vd 

ti  = xlOO 

Wd 

in  which  tx  =  the  percent  shrinkage  water 

Vp  =  the  plastic  volume  in  cubic  centimeters 
Vd  =  the  dry  volume  in  cubic  centimeters 
Wd  =  the  dry  weight  in  grams 

(3)  Pore  Water 

The  following  formula  shall  be  used: 

t2  —  T  —  tx 

in  which  t2  =  the  percent  pore  water 

T  =z  the  percent  water  of  plasticity 
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STANDARD    METHOD   FOR    BEHAVIOR    IN    FIRING 

(Adopted  April  1,  1920) 

Preface 
Data  Required 

In  order  to  determine  the  behavior  of  a  clay  in  firing,  the  follow- 
ing data  must  be  obtained: 

a.  Progressive  change  in  porosity 

b.  Progressive  change  in  volume 

Additional  Useful   Data 

Knowledge  of  the  following  properties  will  always  be  useful 
checking,  in  a  measure,  the  accuracy  of  the  above  determinations: 
changes  in 

c.  color 

d.  hardness 

e.  absorption 

f.  mechanical  strength 

g.  apparent  specific  gravity 


Method 

(1)  Test  Pieces 

The  clay  shall  be  prepared  and  the  test  pieces  formed,  as  defined 
in  the  Method  for  Drying  Shrinkage,  articles  1,  2,  and  3.  They  shall 
then  be  dried  and  the  dry  volume  determined  as  defined  in  articles 
5  and  6  of  the  same  method. 

(2)  Firing 

The  test  pieces  shall  be  placed  in  a  refractory  muffle  or  sagger 
as  thin-walled  as  possible,  which  is  set  in  the  test  kiln.  The  test 
pieces  shall  not  be  stacked  together  too  compactly.  The  test  kiln 
shall  be  of  such  size  that  the  effective  space  available  is  not  less  than 
iy2  cubic  feet.  The  heating  may  be  accomplished  by  any  convenient 
means  but  the  temperature  distribution  should  be  thoroughly  explored 
during  the  first  few  firings.  A  set  of  pyrometric  cones  of  the  Seger 
formulae  as  made  by  Professor  Edward  Orton,  Jr.,  shall  be  placed  as 
closely  to  the  stacked  up  test  pieces  as  possible;  i  but  temperature 
control    by   means    of   a   platinum-platinum-rhodium   thermocouple    is 


1  A  suitable  arrangement  of  cones  and  test  pieces  is  illustrated  in  the  appendix. 
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required  also.  The  temperature  therefore  shall  be  reported  in  terms 
of  cones  and  the  pyrometric  readings,  in  which  correction  has  been 
made  for  the  cold  junction  temperature. 

The  range  of  cones  used  shall  cover  the  firing  range  of  the  clay, 
which  must  be  judged  by  the  operator.  Generally,  the  cones  to  be 
placed  in  the  kiln  are  014  to  3  for  impure,  common  brick  clays;  012% 
to  5  for  shales  and  the  better  types  of  ferruginous  clay;  and  02  to  15 
for  clays  of  the  fire  clay  type.  Oxidizing  conditions  must  be  main- 
tained during  firing. 

The  heating  shall  preferably  be  at  the  rate  of  45°C  per  hour  from 
the  start  of  the  firing  until  a  heat  treatment  is  reached,  corresponding 
to  the  softening  point  of  the  third  consecutive  cone  below  that  at 
which  the  first  trial  is  to  be  drawn;  and  20°C  per  hour  from  that 
point  until  the  end  of  the  firing.  In  no  case  shall  the  rate  of  heating 
be  greater  than  60°C  per  hour  nor  less  than  30°C  per  hour  for  the 
first  period,  or  greater  than  25°C  per  hour  nor  less  than  15°C  per 
hour  for  the  last  period. 


(3)    Drawing  the  Test  Pieces 

According  to  the  nature  of  the  clay,  test  pieces  are  first  drawn 
at  cone  010  for  impure,  common  brick  clays;  cone  08  for  shales  and 
the  better  grades  of  ferruginous  clay;  cone  2  for  clays  of  the  fire  clay 
type.  A  test  piece  is  then  drawn  from  the  kiln  at  each  interval  of 
two  cones,  and  immediately  before  drawing  the  temperature  indicated 
by  the  pyrometer  shall  be  recorded.  The  removal  of  the  test  piece 
from  the  kiln  shall  be  done  as  quickly  as  possible  to  avoid  cooling 
down  the  kiln  too  much.  It  will  be  necessary  as  a  rule  to  increase 
the  rate  of  application  of  heat  a  little  after  each  draw. 

Upon  removal  from  the  test  kiln  the  test  pieces  shall  be  (a)  im- 
mediately covered  with  hot  sand  or  (b)  placed  in  a  small  supplement- 
ary furnace  kept  at  a  dark  red  heat  and  large  enough  to  hold  all  of 
the  test  pieces  to  be  drawn.  Upon  completion  of  the  firing  the  auxil- 
iary furnace  shall  be  allowed  to  cool  at  the  natural  rate.  (While  it 
is  recognized  that  furnace  control  by  means  of  a  thermocouple  is 
more  definite  and  accurate  than  with  prometric  cones,  especially  for 
testing  purposes,  trials  have  demonstrated  that  the  use  of  cones  min- 
imizes the  variations  between  one  firing  and  another  due  to  slight 
differences  in  rate  and  uniformity  of  heating.) 
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<4)  Weighing 

When  cool  enough  to  handle,  the  test  pieces  shall  be  placed  in  a 
desicator  containing  concentrated  sulphuric  acid  until  they  have 
cooled  to  room  temperature.  They  shall  then  be  carefully  inspected 
and  any  adhering  particles  of  sand  or  other  material,  picked  up  dur- 
ing firing,  carefully  removed.  They  shall  then  be  weighed  on  a  bal- 
ance to  an  accuracy  of  0.1  gram. 

(5)  Saturation 

The  weighed  test  pieces  shall  be  placed  in  distilled  water  in  a 
suitable  vessel  and  boiled  for  two  hours,  then  allowed  to  cool  to 
room  temperature,  while  still  immersed  in  water.  During  boiling,  the 
test  pieces  shall  .not  be  in  contact  with  the  heated  bottom  of  the 
container. 

(6)  Saturated   Weight  « 
When  cooled  to  as    near  20°C  as  possible  in  the  room  atmosphere, 

each  test  piece  shall  be  dried  lightly  with  a  damp  towel  to  remove  the 
excess  water  and  weighed  in  air  to  an  accuracy  of  0.1  gram.  They 
shall  then  be  again  immersed  in  distilled  water  until  they  are  re- 
quired for  the  volume  determination. 

(7)  Fired   Volume 

The  fired  volume  shall  be  determined  in  a  volumeter  of  the  Seger 
type2  using  distilled  water  for  the  measuring  fluid.  The  test  pieces 
shall  be  introduced  into,  and  removed  from  the  volumeter  in  substan- 
tially the  same  manner  so  as  not  to  appreciably  change  the  volume  of 
water  in  the  instrument. 

(8)  Apparent  PorosityS 

The  apparent  porosity  shall  be  calculated  by  means  of  the  fol- 
lowing formula: 

Sf  — Wf 

P  = x  100 

Vf 

in  which  P  =  the  percent  apparent  porosity 

VV      Sf  =  weight  of  the  saturated  fired  test  piece  in  grams 
P     Wf  =  weight  of  the  fired  test  piece  in  grams 

Vf  =  volume  of  the  fired  test  piece  in  cubic  centimeters 


2  For  details  of  several   instruments,  see  appendix. 

5  For  refined  method  for  special   bodies,  see  appendix. 
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(9)  Volume   Change 

The  volume  change  shall  be  determined  by  the  relation. 
Yd  _  Vf 

bi=- xlOO 

Vd 
in  which  bt  =  percent  volume  change 

Vd  =  volume  of  the  dry  test  piece  in  cubic  centimeters 

(10)  Apparent  Specific  Gravity* 

The  apparent  specific  gravity  shall  be  determined  by  the  formula 

Wf 


G: 


Vf  —  (Sf  —  Wf ) 
in  which  G  =  the  apparent  specific  gravity 

(11)    Bulk  Specific  Gravity 
,    The  bulk  specific  gravity  shall  be  calculated  by  the  formula 

Wf 


Gbr= 


Vf 
in  which  Gb  =  the  bulk  specific  gravity 

(12)  Plotting    Results 

When  the  results  are  plotted  in  graphical  form  (and  this  is  ad- 
visable) heat  treatment  is  preferably  expressed  in  cone  numbers. 
Under  each  cone  number  at  which  a  trial  is  drawn,  the  reading  of 
the  temperature  measuring  instrument  in  degrees  Centigrade  shall 
be  given.  Equal  distances  on  the  abscissa  and  ordinate  shall  repre- 
sent 2  cones  and  5%  porosity  respectively.  The  same  value  of  co- 
ordinates shall  be  used  in  expressing  volume  changes. 

(13)  Color  Changes 

Color  changes  should  be  described  in  the  usual  conventional  man- 
ner. 

(14)  Hardness 

Changes  in  the  hardness  are  determined  by  cutting  the  trials 
with  a  knife  blade  or  noting  the  relative  hardness  of  the  trials  as 
compared  with  steel. 

(15)  Absorption 

Absorption  shall  be  reported  as  a  percentage  of  the  weight  of  the 
dry  sample,  and  shall  be  obtained  by  dividing  the  weight  of  water 
absorbed,  in  grams,  by  the  weight  of  the  dry  test  piece,  in  grams. 


For  distinction  between  true,   apparent,   and  bulk  specific  gravity,   see  appendix. 
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STANDARD    METHOD    FOR   SOFTENING    POINT 
(Adopted  April  1,  1920) 

The  method  is  applicable  as  well  to  fire  brick  and  refractory  ma- 
terials in  general,  as  to  clays. 

(1)   Preparation  of  the  Sample 

The  sample  shall  be  obtained  with  the  same  care  and  precision  as 
for  chemical  analysis.  If  the  material  is  hard  enough  to  require  it  it 
may  be  reduced  in  a  hardened  tool-steel  mortar  using  a  pestle  of  the 
same  sort,  to  a  fineness  allowing  of  finish  grinding  in  an  agate  mortar. 
After  grinding  in  the  steel  mortar,  in  the  case  of  fired  samples,  any 
iron  introduced  by  the  mortar  must  be  removed  with  a  magnet  before 
grinding  is  finished. 

The  sample  shall  be  finally  ground  to  pass  a  No.  60  sieve  (Tenta- 
tive Standard  Scale  for  Testing  Sieves),  care  being  taken  to  prevent 
excessive  reduction  of  the  fines,  by  frequent  removal  through  the 
sieve. 

(2)   Test  Pieces 

The  test  pieces  shall  be  the  size  and  shape  of  pyrometric  cones; 
tetrahedra  7mm  along  the  edge  of  the  base  and  30mm  high.  They 
shall  be  molded  in  steel  molds,  preferably  allowing  a  somewhat  greater 
height  so  that  they  may  be  cut  to  the  required  dimension  when  dry. 
If  the  sample  is  of  a  fired  material  or  one  deficient  in  plasticity,  an 
organic  binder  such  as  gum  or  glue  may  be  added  to  facilitate  mold- 
ing. If  desired,  the  test  pieces  may  be  biscuited  at  a  temperature 
safely  below  vitrification,  before  mounting. 

(3)    Mounting 

The  test  pieces  shall  be  mounted  on  a  plaque  of  refractory  ma- 
terial of  such  a  composition  as  will  not  affect  their  fusibility;  for 
example,  equal  parts  of  a  highly  refractory  clay  and  fused  alumina 
passing  a  No.  100  sieve.  The  base  of  the  test  pieces  and  pyrometric 
cones  shall  be  imbedded  not  more  than  2mm  in  the  plaque,  and  their 
troweled  faces  (the  numbered  face  of  the  pyrometric  cones)  shall 
make  an  angle  of  75°  with  the  plaque. 

The  test  pieces  shall  be  arranged  on  the  plaque,  alternating  with 
pyrometric  cones  of  successive  numbers. 

The  pyrometric  cones  here  specified  shall  be  of  the  Seger  for- 
mulae as  manufactured  by  Professor  Edward  Orton,  Jr. 

The  plaque  may  be  of  any  convenient  size  and  shape  and  may 
be  biscuited,  after  mounting  cones  and  test  pieces,  at  a  temperature 
safely  below  the  vitrification  of  the  test  pieces,  if  desired. 
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(4)  Furnace 

The  furnace  shall  preferably  be  one  which  will  give  a  neutral  or 
Oxidizing  atmosphere,  and  the  heating  chamber  shall  be  frequently 
explored  to  discover  any  unequal  heating.  In  a  gas  or  oil  furnace, 
care  shall  be  taken  that  the  flame  does  not  impinge  directly  upon  the 
test  pieces,  cones,  or  plaque.  Excessive  reducing  conditions  should 
be  avoided. 

(5)  Rate  of  Heating 

The  rate  of  heating  shall  not  exceed  50°C  per  five  minutes,  after 
800 °C  has  been  reached. 

(6)  Softening   Point 

The  softening  point  of  a  cone  or  test  piece  is  indicated  by  its 
tip  bending  over  and  touching  the  plaque.  The  softening  point  of  the 
test  piece  shall  be  reported  in  terms  of  the  serial  number  of  the  pyro- 
metric  cone  which  corresponds  in  time  of  softening  with  the  test 
piece.  If  the  test  piece  softens  later  than  one  cone  and  earlier  than 
the  next,  the  softening  point  shall  be  reported  thus;  for  example,  cone 
31-32. 

If  the  test  piece  starts  bending  at  an  early  cone  but  is  not  down 
until  two  or  more  successive  higher  cones  have  softened,  the  fact 
shall  be  reported;  also  any  bloating,  squatting,  or  unequal  fusion  of 
constituent  particles. 

Two  or  more  tests  at  the  proper  temperature  shall  be  made. 


STANDARD    METHOD    FOR    TRUE    SPECIFIC    GRAVITY 
(Adopted  April  1,  1920) 
(1)   Sample 

For  raw  ceramic  materials  the  sample  shall  be  taken  with  the 
same  care  and  precision  as  for  chemical  analysis.  For  fired  materials 
the  sample  shall  consist  of  at  least  two  portions  of  the  test  piece  or 
ware,  from  different  positions,  and  the  ratio  of  original  surface  to 
volume  shall  not  be  greater  than  in  the  whole  piece. 

The  sample  shall  be  crushed  between  hardened  steel  surfaces, 
when  crushing  is  necessary,  and  then  ground  in  an  agate  mortar,  to 
pass  a  No.  100  sieve  (Tentative  Standard  Scale  for  Testing  Sieves). 
In  fired  samples  or  those  not  likely  to  contain  magnetic  material  as 
an  original  constituent,  any  magnetic  material  present  after  crush- 
ing shall  be  removed  with  a  magnet.  About  10  grams  shall  be  pre- 
pared in  this  manner,  dried  to  constant  weight  at  110°C,  and  placed 
in  a  glass-stoppered  weighing  bottle. 
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(2)The    Picnometer 

The  picnometer  shall  be  of  good  quality  and  workmanship  with 
the  mouth  ground  flat  so  that  there  shall  be  no  rounded  recess  be- 
tween stopper  and  bottle  when  the  stopper  is  in  place.  The  stopper 
with  a  capillary  tube  shall  be  used. 

(3)  Weighing 

All  weighings  shall  be  made  on  an  accurate  chemical  balance  to 
the  fourth  decimal  place  in  grams,  with  material,  and  in  an  atmos- 
phere at  a  temperature  of  20°C+  or  — 1°C.  The  weight  of  the  bottle 
and  stopper  dried  at  110°C  shall  be  recorded  as  "p"  and  the  weight 
of  the  bottle  filled  with  distilled  water  with  the  stopper  in  place  as 
Wi. 

(4)  Introducing  the  Sample 

About  two  grams  of  the  sample  shall  be  placed  in  the  picnometer 
(which  has  been  dried  at  110°C)  and  weighed  with  the  stopper,  the 
weight  being  recorded  as  "w."  The  bottle  shall  then  be  filled  to  ap- 
proximately one-third  its  capacity  with  distilled  water,  the  stopper 
put  in  place  with  a  piece  of  paper  between  stopper  and  bottle  to  pre- 
vent sticking,  and  boiled  with  care  for  15  minutes.  The  bottle  shall 
then  be  filled  with  distilled  water  to  the  base  of  the  neck  and  allowed 
to  cool  to  20°C+  or  — 1°C.  When  cool  and  the  sample  settled,  the 
filling  shall  be  completed  and  the  bottle  wiped  dry  with  a  soft  cloth. 

(5)  Final  Weighing 

The  Picnometer  shall  then  be  weighed  and  the  weight  recorded 
as  "w2." 

(6)  Calculation 

The  true  specific  gravity  shall  be  obtained  by  the  formula: 

w  —  p 
Gt  = 

(W-p)  —  (W2-W!) 

in  which  Gt  =  the  true  specific  gravity 

w  =  weight  of  the  stoppered  picnometer  and  sample 
p  =  weight  of  the  stoppered  picnometer 
Wl  =  weight  of  the  stoppered  picnometer  filled  with  water 
w2  =  weight  of  the  stoppered  picnometer,  sample  and  water 

(7)  Checks 

Two  determinations  shall  be  made  and  reported  and  they  shall 
check  to  within  0.005. 
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TENTATIVE    METHODS    FOR    ULTIMATE    CHEMICAL    ANALYSIS 

(These  are  in  agreement  with  that  portion  of  the  "Standard 
Methods  of  -Ultimate  Chemical  Analysis  of  Refractory  Materials,  in- 
cluding Chrome  Ores  and  Chrome  Brick,"  A.  S.  T.  M.  serial  designa- 
tions C18-21,  referring  to  General  Refractories). 

Preface 

It  will  be  understood  that  the  making  of  a  complete  silicate  an- 
alysis is  a  difficult  procedure  requiring  a  wide  knowledge  of  the  chem- 
istry involved  in  the  operations,  and  a  thorough  training  in  carrying 
out  the  work.  A  skilled  analyst  of  good  training  is  therefore  required 
to  do  the  work.  The  descriptions  here  given  cover  the  vital  points  of 
procedure,  but  frequent  reference  in  regard  to  the  details  of  the 
various  manipulations  must  be  made  to  Bulletin  No.  700,  United  States 
Geological  Survey  on  "Analysis  of  Silicate  and  Carbonate  Rocks,"  by 
W.  F.  Hillebrand;  also,  to  "Treatise  on  the  Ceramic  Industries"  Vol. 
1  (1913)  by  J.  W.  Mellor;   and  to  similar  publications. 


I.      GENERAL    CONSIDERATIONS 

(1)  Grinding  of  Sample 

The  sample  shall  be  crushed  in  a  hardened  tool-steel  mortar,  using 
a  pestle  of  the  same  sort.  Fine  grinding  shall  be  done  in  an  agate 
mortar,  either  by  hand,  or  by  a  mechanical  sample  grinder  of  the 
McKenna,  Carling  or  similar  type,  so  constructed  as  to  prevent  the 
introduction  of  impurity. 

(2)  Statement  of  Analysis 

Moisture  shall  be  determined  in  the  sample  in  its  ordinary  air- 
dried  condition,  and  all  other  percentage  compositons  shall  be  calcu- 
lated to  a  moisture-free  basis.  Whenever  a  sample  is  weighed  out 
for  any  determination,  a  moisture  determination  shall  also  be  made. 
If  preferred,  the  sample  may  be  dried  in  a  weighing  bottle,  from 
which  the  required  samples  shall  be  weighed  out. 

(3)  Checking    Results 

In  all  cases,  check  determinations  shall  be  made,  and  the  results 
shall  be  redetermined  if  satisfactory  checks  are  not  obtained.  It  shall 
be  considered  satisfactory  if  the  differences  between  check  determina- 
tions do  not  exceed  the  following  limits: 


AMERICAN  CERAMIC  SOCIETY  51 

For  silica  or  other  constituent  amounting  to  £0 

per  cent  or  over 0-3  per  cent 

For  alumina  or  other  constituent  amounting  to 

10-30   per   cent 0.2  per  cent 

For  any  other  constituent  amounting  to  under 

10    per    cent 0.1  per  cent 

These  figures  are  stated  in  terms  of  the  whole  sample  as  100  per 
cent. 


II.     SOLUTIONS    REQUIRED 

(4)  Concentrated   Acids 

The  acids  referred  to  as  concentrated  shall  be  of  approximately 
the  following  specific  gravities: 

Hydrochloric  acid    (HC1) 1-20 

Sulphuric  acid   (H2S04) 1-84 

Nitric  acid  (HN03) 1-42 

(5)  Ammonium  Carbonate 

Dissolve  1.5g.  of  ammonium  carbonate  in  50cc.  of  cold  water. 

(6)  Ammonium  Chloride 

Dissolve   107g.   of  NH4C1  in   lOOOcc.   of  warm  water. 

(7)  Ammonium    Nitrate 

Neutralize  20cc.  of  concentrated  HN03  with  NH4OH  and  dilute  to 
lOOOcc.     Test  with  litmus;   the  solution  shall  not  be  acid. 

(8)  Ammonium   Oxalate 

Dissolve  Ig.  of  ammonium  oxalate  in  50cc.  of  water,  heating 
gently. 

(9)  Standard    Titania   Solution 

The  strength  of  the  final  standard  titania  solution  shall  be  lcc. 
=  0.0001  g.  TiOL>.  To  prepare  the  solution  weigh  out  in  a  platinum 
crucible  an  amount  of  potassium  titanium  fluoride  (K2TiF6)  sufficient 
to  make  from  V2  to  1  liter  of  "stock  solution"  in  which  lcc.=0.001g. 
Ti02.  Evaporate  several  times  with  H2S04  without  taking  to  dry- 
ness, thus  driving  out  all  fluorine.  Take  up  the  residue  with  water 
containing  enough  H2S04  to  make  at  least  5%  of  the  solution,  when 
finally  diluted  to  the  standard  solution  strength.  To  standardize  the 
stock  solution  take  out  two  50cc.  portions,  dilute,  boil  and  precipitate 
with  ammonia.  Filter,  wash  with  hot  water  until  free  from  alkali, 
ignite,   blast   and   weigh.     The  duplicate   should   check   very  closely. 
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From  the  weight  of  Jtitania  thus  determined  calculate  the  strength  of 
the   stock  solution.     The   standard   solution   to   be   used   is  obtained 
from  the  stock  solution,  by  diluting  until  lcc.  =  O.OOOlg.   (Ti02). 
(10)    Standard    Potassium  Permanganate  Solution 

Dissolve  about  0.4g.  (a  little  less)  of  KMn04  in  one  liter  of  water 
and  check  against  an  iron  solution  of  known  purity  and  strength. i 
Dilute  the  solution  until  lcc.  =  O.OOlg.   Fe203. 


111.     METHODS 

(11)  Moisture 

To  determine  moisture,  heat  approximately  lg.  of  the  sample  at 
a  temperature  not  under  105  nor  over  110°C.  to  constant  weight. 

(12)  Ignition   Loss 

To  determine  loss  on  ignition,  heat  about  lg.  of  the  sample  over 
a  blast  lamp  or  in  an  electric  furnace  at  900  to  1000°C,  to  constant 
weight.  Ignition  loss  may  be  determined  in  the  sample  from  which 
the  moisture  has  been  removed.  The  percentage  of  ignition  loss  la 
calculated  to  a  moisture-free  basis. 

(13)  Silica 

To  determine  silica,  weigh  out  approximately  0.5g.  of  the  sample 
and  mix  with  5g.  of  Na2C03.  Put  a  little  Na2C03  in  the  bottom  of 
the  crucible  before  introducing  the  mixture,  and  then  cover  the  mix- 
ture with  a  little  more  Na2C03.  Fuse  over  a  Meker  burner  or  blast 
lamp  until  complete  solution  is  obtained.  Cool  the  fusion  and  as  it 
solidifies,  rotate  the  crucible  to  spread  the  mass  up  the  side  walls. 
Dissolve  the  fusion  in  about  lOOcc.  of  water  in  a  platinum  or  porce- 
lain evaporating  dish.  Add  about  20cc.  of  concentrated  HC1,  intro- 
ducing it  slowly  by  means  of  a  pipette,  keeping  the  dish  covered 
with  a  watch  glass.  Evaporate  to  dryness  and  heat  until  the  fumes 
of  HC1  are  gone.  Add  about  5cc.  of  concentrated  HC1  and  30  to  40cc. 
of  water.  Warm  on  a  water  bath  for  10  to  15  minutes  and  break  up 
the  lumps.  Decant  the  clear  liquid  onto  a  filter  paper  and  collect  the 
filtrate  in  a  400cc.  beaker.  Add  more  HC1  and  water  to  the  evaporat- 
ing dish,  warm  again  and  decant,  repeat  this  a  third  time. 

Finally  transfer  the  contents  of  the  dish  to  the  filter  paper. 
Wash  with   cold  water  until  silver  nitrate  shows  no  chlorides  to  be 


1  The  ordinary  chemical  iron  wire  is  not  sufficiently  pure  for  this  use.  If  pre- 
ferred the  solution  may  be  standardized  against  sodium  oxalate,  a  pure  form  of 
which  is  prepared  especially  for  such  work ,  by  the  U.  S.  Bureau  of  Standards, 
Washington,  D.   C. 
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left  Transfer  the  filtrate  to  the  original  evaporating  dish,  evaporate 
again  to  dryness,  take  up  with  a  little  HC1  and  water,  transfer  to  a 
new  filter  paper  and  wash  as  before.  Transfer  both  silica  precipi- 
tates to  a  platinum  crucible.  Ignite  carefully  over  a  Bunsen  flame 
until  the  filter  paper  is  burned  off,  then  blast  for  about  30  minutes; 
cool  and  weigh.  Repeat  blasting  for  five  minutes,  weigh  again  and 
repeat  until  constant  weight  is  obtained. 

To  the  residue  in  the  crucible  add  about  5cc.  of  water  and  5 
drops  of  H2S04.  Add  HF  drop  by  drop  at  first,  and  then  slowly  until 
the  crucible  is  almost  one-half  filled.  Warm  on  a  hot  plate  until 
almost  dry,  add  2  or  3cc.  more  of  HF  and  evaporate  to  dryness.  Heat 
the  crucible  to  bright  redness  and  then  blast  for  5  minutes.  Cool  and 
weigh  and  repeat  blasting  to  constant  weight.  The  loss  in  weight 
from  the  original  silica  residue  represents  the  actual  silica  content 
(S02),  except  for  that  part  of  silica  which  is  later  recovered  from 
alumina,  etc.  The  residue  from  the  HF  evaporation  is  left  in  the 
crucible'  and  the  total  precipitate  of  alumina,  etc.,  is  added  to  this 
same  crucible  in  which  it  is  ignited  and  weighed. 

(14)  Alumina 

Regarding  the  determination  of  alumina,  reference  should  be 
made  to  Scientific  Paper  No.  286  of  the  U.  S.  Bureau  of  Standards 
by  Dr.  Blum  on  "Determination  of  Alumina  as  Oxide." 

To  determine  alumina,  to  the  filtrate  from  the  silica  determina- 
tion, add  about  lOcc.  of  NH4C1  solution  and  heat  to  boiling.  Then  add 
NH4OH  very  slowly  and  with  constant  stirring  until  there  is  a  slight 
excess.  The  NH4OH  must  be  free  from  C02.  Filter  hot  and  rapidly, 
and  wash  four  times  by  decantation  with  hot  solution  of  ammonium 
nitrate.  Carefully  wash  the  precipitate  from  the  filter  paper  into  a 
beaker,  using  hot  water.  Dissolve  the  precipitate  in  hot  dilute  HC1. 
Repeat  the  precipitation  with  NH4C1  and  NH4OH.  Decant  four  times 
as  before,  using  hot  ammonium  nitrate.  Transfer  to  the  filter  paper 
and  wash  with  hot  ammonium  nitrate  until  the  washings  are  free  from 
chlorides  when  tested  by  silver  nitrate.  Evaporate  the  filtrate  nearly 
to  dryness,  add  a  little  NH4OH  and  continue  the  evaporation.  Keep 
the  solution  alkaline  to  coagulate  any  iron  and  aluminum  hydroxides. 
Transfer  the  precipitate  to  a  filter  paper  and  wash  thoroughly.  Trans- 
fer the  moist  filter  paper  to  the  platinum  crucible  containing  the 
resdiue  from  the  silica.  Burn  off  the  filter  paper  and  blast  the  pre- 
cipitate.    Repeat  the  blasting  and  weighing  to  a  constant  weight. 

(15)  Iron  Oxide 

To  determine  iron  oxide,  fuse  the  ignited  alumina  precipitate  with 
about  six  times  its  weght  of  potassium  pyrosulfate  or  potassium  bisul- 
fate.     Avoid  sputtering.    Heat  carefully  to  redness  and  continue  heat- 
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ing  until  the  residue  is  all  dissolved.  Cool.  Dissolve  in  warm  water 
and  add  about  lOcc.  of  dilute  H2S04  (1:5).  Evaporate  to  a  small  vol- 
ume. Then  heat  to  a  higher  temperature  until  copious  fumes  of  H2S04 
are  evolved.  Sufficient  H2S04  should  be  present  to  form  a  pasty  mass 
when  cooled.  Take  up  with  water,  filter  off,  wash,  ignite  and  weigh 
the  silica  as  before  and  evaporate  with  HF  as  before.  The  loss  in 
weight  is  extra  silica  to  be  added  to  the  original  silica  determination 
and  subtracted  from  the  alumina.  Fuse  the  residue  with  a  little 
potassium  pyrosulfate  or  potassium  bisulfate,  and  add  the  solution  of 
this  cake  to  the  main  solution.  Transfer  the  total  filtrate  to  a  250cc. 
graduated  flask  and  dilute  to  250cc.  mixing  thoroughly.  Draw  off 
50cc.  of  this  solution  and  reserve  for  titania  determination.  Pass  the 
remaining  200cc.  through  a  Jones  reductor,  or  otherwise  reduce  the 
solution  with  pure  zinc  and  H2S04.  To  the  solution  add  3cc.  of  10- 
per-cent  CuS04  solution  and  titrate  with  standard  KMn04  solution 
(lcc.  equivalent  to  O.OOlg.  Fe203),  until  a  faint  pink  tinge  is  seen. 
If  Jones  reductor  or  similar  apparatus  is  used,  subtract  the  KMn04 
equivalent,  which  has  previously  been  determined  on  blank  samples 
run  through  the  apparatus.  From  the  result,  calculate  the  iron  as 
Fe203. 

(16)  Titania 

To  determine  titania,  place  in  a  small  Nessler  tube  the  50cc.  of 
filtrate  previously  set  aside  for  titania  determination,  and  fill  the 
tube  up  to  the  graduation  mark.  Add  lcc.  of  H202  (free  from  fluorine) 
and  shake  well.  The  color  of  this  solution  is  now  compared  in  any 
standard  color  comparator  with  the  color  of  a  known  standard  solu- 
tion, preferably  of  such  strength  that  lcc.  equals  O.OOOlg.  if  titanium 
dioxide  (Ti02).  To  make  the  comparison,  put  lOcc.  of  this  standard 
solution  into  a  second  small  Nessler  tube  and  dilute  with  water  from 
a  burette  until  the  color  is  matched.  Note  the  amount  of  water  added 
and  calculate  the  percentage  of  Ti02  in  the  sample. 

(17)  Lime 

To  determine  lime,  evaporate  the  filtrate  from  the  alumina  pre* 
cipitation  to  about  250cc.  While  still  boiling  add  about  5cc.  of  acetic 
acid.  Meanwhile,  dissolve  about  lg.  of  oxalic  acid  in  a  little  hot 
water  and  add  to  the  solution.  In  about  5  minutes  add  a  slight  excess 
of  NH4OH  and  boil  until  precipitation  is  complete.  Cool  thoroughly 
and  filter.  Wash  three  times  by  decantation  with  dilute  NH4OH  (1: 
10)  or  a  1%  solution  of  ammonium  oxalate.  Dissolve  the  precipitate 
by  adding  about  50cc.  of  dilute  HN03  (1:5).  Again  add  a  slight  ex- 
cess of  NH4OH  and  a  few  drops  of  oxalic  acid  solution.  Boil  well  and 
let  stand  a  couple  of  hours  to  cool.  Filter  and  wash  as  before.  Trans- 
fer the  precipitate  to  a  platinum  crucible,  carefully  bum  off  the  paper 
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and  ignite  over  a  blast  lamp  for  about  10  minutes.  Cool  and  weigh 
quickly.  Repeat  the  blasting  to  constant  weight.  The  increase  in 
weight  of  crucible  is  calcium  oxide. 

(18)  Magnesia 

To  determine  magnesia,  add  to  the  filtrate  from  lime  precipitation 
about  2g.  of  sodium-ammonium-phosphate  dissolved  in  15cc.  of  water. 
Stir  vigorously  and  while  stirring  add  drop  by  drop  about  one-third 
of  the  volume  of  the  solution  of  NH4OH.  Let  stand  12  to  24  hours. 
Filter  and  wash  the  precipitate  with  dilute  NH4OH  (1  :  10).  Discard 
the  filtrate.  Wash  the  precipitate  until  the  washings  show  no  dis- 
coloration when  tested  with  silver  nitrate.  Redissolve  the  precipitate 
in  warm  dilute  HN03  (1:5),  using  about  50cc.  and  collect  in  a  beaker. 
Precipitate  and  wash  as  before.  Collect  the  precipitate  on  a  Gooch 
asbestos  crucible.  Dry  slowly  and  then  heat  over  a  Meker  burner  for 
about  10  minutes ;  cool  and  weigh.     Re-ignite  to  a  constant  weight,  i 

(19)  Alkalies 

To  determine  alkalies,  the  J.  Lawrence  Smith  method  shall  be 
used.  Weigh  out  about  0.5  g.  of  the  sample  and  mix  well  with  0.5g. 
of  NH4C1  and  3g.  of  CaC03.  Transfer  to  a  platinum  crucible,  placing 
about  0.5g.  of  CaC03  in  the  bottom  of  the  crucible  and  a  similar 
amount  over  the  top  of  the  mixture.  Heat  gently  over  a  low  flame 
for  about  15  minutes  to  volatilize  NH4C1.  Then  raise  the  temperature 
until  the  lower  three-quarters  of  the  crucible  is  dull  red.  Hold  this 
temperature  for  about  one  hour.  Cool,  take  up  with  about  50cc.  of 
water  and  heat  over  a  water  bath,  adding  water  to  replace  that  lost  by 
evaporation.  Break  up  any  lumps  with  a  small  pestle.  Decant  the 
clear  liquid  through  a  filter  paper  and  wash  four  times  by  decantation. 
Then  transfer  the  residue  to  the  filter.  Wash  until  silver  nitrate  shows 
only  a  very  faint  turbidity.  To  the  filtrate  add  NH4OH  and  ammonium 
carbonate  and  heat  to  boiling.  Filter  and  again  digest  the  precipitate 
with  NH4OH  and  ammonium  carbonate.  Filter  and  allow  the  filtrate 
to  collect  with  the  previous  filtrate,  then  evaporate  to  dryness  in  a 
platinum  or  porcelain  dish.  Remove  ammonium  salts  by  gentle  igni- 
tion in  a  moving  flame.  Treat  with  water  and  remove  the  last  trace  of 
lime  by  adding  ammonium  oxalate  to  the  boiling  solution  and  let  stand 
over  night.  Filter,  evaporate  to  dryness,  ignite  gently  and  allow  to 
cool.    Then  moisten  the  residue  with  HC1,  evaporate  again  to  dryness, 


1  The  Mg,P,07  is  never  pure,  being  contaminated  by  small  amounts  of  calcium, 
barium,  aluminum,  iron,  manganese,  etc.,  but  in  the  analysis  of  refractories  this 
error  is  negligible,  and  correction  for  these  impurities  is  not  required  unless  pre- 
viously agreed  upon. 
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ignite  gently  and  weigh.     Dissolve  in  water.     Ignite  and  weigh  any 
insoluble  residue,  deducting  this  from  the  alkali  chlorides. 

Dilute  the  solution  of  the  mixed  chlorides  and  add  hydrochloro- 
platinic  acid  in  amount  equal  to  0.3cc.  more  than  would  be  necessary 
if  all  chlorides  were  present  as  NaCl.  Evaporate  to  a  syrupy  con- 
sistency. Cool  and  treat  with  a  few  cubic  centimeters  of  80-per  cent 
ethyl  alcohol.  Stir  and  decant  through  a  weighed  Gooch  crucible. 
Treat  again  with  80-per-cent  alcohol  and  decant.  Repeat  washing 
and  decantation  until  the  alcohol  leaving  the  Gooch  crucible  is  color- 
less and  the  precipitate  appears  golden  yellow,  not  orange.  Transfer 
the  precipitate  to  the  Gooch  crucible,  wash  with  80-per-cent  alcohol 
about  six  times  and  dry  at  130 °C.  to  constant  weight.  This  residue  is 
potassium  chloroplatinate. 

The  oxides  are  calculated  as  follows: 

Weight  of  potassium  chloroplatinate  x  0.3068  =  KC1 

Weight  of  potassium  chloroplatinate  x  0.1941  =  K20 

Total  chlorides  —  KC1  =  NaCl 

NaCl  x  0.5303  =  Na20 

(20)   Calculation    of    the    Rational    from    the    Ultimate    Analysis 

If  it  is  desired  to  express  the  ultimate  analysis  in  terms  of  rational 
analysis   the   following   methods   of   calculation    shall   be   followed: 
Na20  multiplied  by  5.60  =  Si02  in  Na-feldspar 
K20  multiplied  by  3.83  ==  Si02  in  K-feldspar 
Na20  multiplied  by  1.65  =  A1203  in  Na-feldspar 
KoO  multiplied  by  1.09  =  A1203  in  K-feldspar 
Total  A1203  in  feldspar  =  A1203  in  clay  substance 
A1203  in  clay   substance  multiplied   by   1.18  =  Si02  in   clay   sub- 
stance. 

Si02  in  quartz  =  total  Si02  minus  (Si02  in  clay  substance  plus 
Si02  in  Na-  and  K-feldspar). 

Feldspar  =  (Na20  multiplied  by  8.45,  plus  K20  multiplied  by 
5.92). 

Clay  substance  =  100%  minus  (quartz  plus  feldspar). 
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TENTATIVE   METHOD   FOR  SAG  TESTS 

Preface 

The  purpose  of  such  a  test  as  here  defined  is  to  determine  the 
temperature  and  rate  of  softening  under  fixed  conditions  of  load  and 
heat  treatment,  as  evidenced  by  transverse  bending.  For  grogged 
mixtures  that  must  support  transversely  applied  load  it  supplies  a 
direct  test. 

"Fine  grog  bodies"  are  understood  as  those  containing  grog  finer 
than  that  which  will  pass  a  No.  20  sieve,  and  "coarse  grog  mixtures," 
those  containing  a  grog  of  a  coarser  size,  in  any  percentage. 

Method  for  Clay  and    Fine   Grog    Bodies 

(1)  Shape  and  Size  of  Test  Pieces 

The  test  pieces  shall  be  bars  measuring  12mm.  (%  inch)  thick  by 
25mm.  (1  inch)  wide  by  230mm.  (9  inches)  long  when  thoroughly  dry. 

(2)  Making 

The  bars  shall  be  made  in  plaster  molds  by  casting  the  clay  slip 
to  such  thickness  that  when  dry  it  will  be  somewhat  thicker  than 
12mm.  (yz  inch).  This  shall  be  allowed  to  dry  slowly  at  room  tem- 
perature until  leather  hard  and  then  cut  into  strips  somewhat  wider 
than  25mm.  (1  inch)  and  longer  than  230mm.  (9  inches).  The  over- 
size necessary  will  depend  on  the  drying  shrinkage  of  the  clay.  When 
thoroughly  dry  the  bars  shall  be  sized  exactly  by  rubbing  or  scraping. 

(3)  Setting 

The  bars  shall  be  set  with  the  25mm.  (1  inch)  dimension  hori- 
zontal, in  covered  saggers.  They  shall  rest  on  two  fire  clay  knife 
edges  spaced  177mm.  (7  inches)  apart. 

(4)  Knife  Edges 

It  is  recommended  that  the  knife  edges  be  triangular  in  cross- 
section  and  45mm.  (1%  inches)  high. 

(5)  Heat  Treatment 

The  test  kiln  shall  be  of  such  size  that  the  effective  space  avail- 
able is  not  less  than  iy2  cubic  feet,  i  The  heating  may  be  accom- 
plished by  any  convenient  means,  but  the  temperature  distribution 
should  be  thoroughly  explored  during  the  first  few  firings.  A  set  of 
pyrometric  cones  of  the  Seger  formulae  as  made  by  Professor  Edward 
Orton,  Jr.,  shall  be  placed  as  closely  to  the  test  piece*  as  possible,  but 
temperature  control  by  means  of  a  platinum-platinum-rhodium  thermo- 


1  A  suitable  test  kiln   is   illustrated   in   the  appendix. 
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couple   is   required  also.      It  is   obvious  that  the  kiln   must  be  fired 
separately  for  each  heat  treatment. 

The  heating  shall  preferably  be  at  the  rate  of  45°C  per  hour  from 
the  start  of  the  firing  until  a  temperature  of  800°C  is  reached  and  20°C 
from  that  point  until  the  end  of  the  firing.  In  no  case  shall  the  rate 
of  heating  be  greater  than  60°C  per  hour  nor  less  than  30°C  per  hour 
for  the  first  period,  or  greater  than  25°C  per  hour  nor  less  than  15°C 
per  hour  for  the  last  period. 

(6)  Number  of  Bars 

Two  bars  of  the  same  clay  shall  be  set  for  each  heat  treatment. 
The  number  of  heat  treatments  is  optional,  but  for  data  upon  which 
to  base  conclusions  on  rate  of  softening,  at  least  five  heat  treatments 
at  two  cone  intervals  shall  be  made. 

(7)  Warpage  Ratio 

The  amount  of  warpage  shall  be  indicated  by  the  ratio,  to  the 
second  decimal  place,  of  the  amount  of  deflection  in  tenths  of  a  milli- 
meter to  the  span  of  177mm.  (7  inches),  and  shall  be  the  average  of 
two   bars. 

(8)  Variation 

If  one  bar  shows  a  deformation  more  than  20%  greater  than  the 
other,  the  test  shall  be  considered  faulty  and  the  results  discarded. 

Method  for  Coarse  Grog  Mixtures 

(9)  Shape  and  Size  of  Test  Piece 

The  test  piece  shall  be  65mm.  (2%  inches)  square  and  330mm. 
(13  niches)  long  when  fired.  A  variation  of  plus  or  minus  3mm.  C% 
inch)  is  allowable  in  the  cross-sectional  dimensions. 

(10)  Making 

The  bars  shall  be  made  in  a  suitable  mold  for  example  as  shown 
in  Figure  12.  The  mixture  shall  be  made  up  to  soft  plastic  consistency 
and  thrown  forcibly  into  the  mold,  so  as  to  completely  fill  out  the 
lower  corners.  The  first  lump  shall  be  thrown  in  the  center  and  then 
the  ends  filled  in  a  similar  manner.  The  excess  shall  then  be  struck 
off  with  a  wire  and  the  top  of  the  bar  slicked  off  with  a  spatula  and 
appropriately  marked.  The  bars  shall  then  be  thoroughly  dried  and 
fired  to  at  least  one  cone  higher  than  that  at  which  warpage  is  to  be 
determined.  Such  care  shall  be  taken  in  setting  that  no  warpage  or 
sagging  occurs  in  this  preliminary  firing. 
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(11)  Setting 

The  bars  shall  be  set  on  flat  fire  clay  supports  with  a  span  of 
255mm.  (10  inches)  and  loaded  in  the  center  with  a  fire  clay  stirrup 
having  a  knife  edge  support.  The  load  shall  be  4.5  kg.  (10  pounds) 
for  bars  of  exactly  65mm.  (2%  inches)  square  cross-section.  For  bars 
within  ±  3mm.  (%  inch)  of  these  dimensions,  the  load  shall  be  cal- 
culated ""as  follows: 

P  =  0.0185  bd2 
where  P  =  the  load  in  kilograms 

b  =  the  breadth  of  the  bar  in  centimeters 
d  =  the  depth  of  the  bar  in  centimeters 
or 

P  =  0.64  bd2 

where  P  =  the  load  in  pounds 

b  =  the  breadth  of  the  bar  in  inches 
d  =  the  depth  of  the  bar  in  inches 

(12)  Heat  Treatment 

The  heat  treatment  shall  be  the  same  as  specified  above  for  clay 
and  fine  grog  bodies. 

(13)  Number  of  Bars 

The  number  of  bars  shall  be  the  same  as  specified  above  for  clay 
and  fine  grog  bodies. 

(14)  Warpage  Ratio 

The  warpage  ratio  shall  be  calculated  as  already  specified  for 
clay  and  fine  grog  bodies. 

(15)  Variation 

Allowable  variation  shall  be  the  same  as  specified  above  for  clay 
and  fine  grog  godies. 


TENTATIVE    METHOD    FOR   TRANSVERSE   STRENGTH 

Preface 

While  a  considerable  amount  of  work  has  already  been  published 
in  Transactions  of  American  Ceramic  Society  on  this  subject,  it  is  still 
not  sufficient  to  allow  of  writing  such  definite  specifications  to  cover 
this  test  as  would  be  desired.  However,  the  method  which  is  pre- 
sented below  represents  the  best  present  practice,  and  will  give  quite 
consistent  and  reliable  results  as  has  elsewhere  been  shown,  i 


1  See  appendix  for  references  on  this  subject. 
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Method 

(1)  Preparation  of  Clay 

The  clay  shall  be  thoroughly  dried  at  64 °C  or  above,  but  under 
76CC,  crushed  and  screened  to  pass  a  No.  20  sieve.  It  shall  then  be 
thoroughly  mixed  dry  with  an  equal  amount  by  weight  of  standard 
silica  sand  that  passes  a  No.  20  sieve  (Tentative  Standard  Series  of 
Testing  Sieves),  and  is  retained  on  a  No.  30  sieve.  The  mixture  shall 
then  be  made  up  to  soft  plastic  consistency  with  water  and  thoroughly 
pugged  by  hand. 

(2)  Shape  of  Test  Piece 

The  test  piece  shall  be  made  in  a  suitable  metal  or  wooden  mold. 
It  shall  be  17.5  cm.  (7inches)  long  and  have  a  2.5  cm.  (1  inch)  square 
cross-section,  in   the  plastic   state. 

(3)  Forming 

The  mold  shall  be  evenly  and  thinly  oiled  with  kerosene  and 
placed  on  a  firm,  smooth  surface.  A  lump  of  the  clay  mixture,  some- 
what larger  than  is  required  to  fill  the  mold  shall  be  thrown  forcibly 
into  the  mold  so  as  to  completely  fill  out  the  lower  corners.  The 
excess  shall  then  be  cut  off  with  a  spatula,  and  the  top  slicked  off  and 
appropriately  marked.  The  marking  should  be  near  the  ends,  so  as 
not  to  deform  the  center  of  the  bar. 

(4)  Drying 

The  test  pieces  shall  be  allowed  to  dry  under  a  cloth  at  room 
temperature  for  two  days,  then  exposed  at  room  temperature  until 
air  dry  .  During  this  period  they  shall  be  turned  every  twelve  hours 
to  make  the  drying  more  uniform.  They  shall  then  be  placed  in  a 
drier  operating  between  64°C  and  76°C  for  for  at  least  five  hours,  and 
from  there  transferred  to  a  drying  oven,  operating  at  110°C,  where 
they  shall  remain  until  approximately  constant  in  weight. 

(5)  Breaking 

The  test  pieces  shall  be  cooled  in  a  desiccator  and  then  broken  in 
a  suitable  machine,  having  knife  edges  with  a  6mm.  (%  inch)  radius 
and  12.5  cm.  (5  inches)  apart.  The  machine  should  have  an  auto- 
matic shutoff  for  the  shot,  and  the  rate  of  loading  should  be  about 
45  kg.  (100  lbs.)  per  minute.  The  depth  and  breadth  of  the  bar  shall 
be  taken  at  the  break,  and  each  shall  be  the  average  of  three  measure- 
ments taken  to  the  nearest  0.25mm.   (0.01  inch). 
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(6)   Modulus  of  Rupture 

The  modulus  of  rupture  shall  be  calculated  by  the  formula 

3  PI 

M  = 

2  bd2 

where  M  -  the  modulus  of  rupture  in  kilograms  per  square  centimeter 
where  M      me  ™  ^  fc  kilograms  (read  t0  the  nearest  0.1kg.) 

1  =  the  distance  between  knife  edges  in  centimeters 
b  =  the  breadth  of  the  bar  in  centimeters 
rt  _  the  depth  of  the  bar  in  centimeters  . 

or  if  the  English  system  is  used,  the  units  will  be  pounds  and  inches, 
and  the  modulus  will  be  obtained  in  pounds  per  square  inch,  by  the 

same  formula.  - 

Ten  bars  shall  be  broken  and  the  average  modulus  of  ruptuie 
reported.  Two  faulty  test  pieces  are  permissable  in  the  case  of 
which,  the  average  of  the  eight  or  nine  remaining  shall  be  reported. 

(7)  Variation 

A  variation  of  plus  or  minus  15%  from  the  average  modulus  o 
rupture  is  permissible.    Test  pieces  showing  a  greater  variation  shall 
he  considered  faulty  and  discarded;  but  as  indicated  in  Article  6  pre- 
ceding if  more  than  two  are  thus  discarded,  the  test  shall  be  repeated. 


TENTATIVE  METHOD  FOR  SLAKING 

Preface 
The  method  here  defined  differs  but  little  from  the  practice  which 
is  generally  followed.  The  principal  amendments  are  in  the  closer 
specifications  on  the  size  of  screen  and  temperature  of  water.  The 
latter  particularly  has  a  marked  effect  upon  the  slaking  values  ob- 
tained. 

Method 
(1)  Test  Pieces 

The  test  pieces  shall  be  cubes  made  of  a  mixture  of  50%  by 
weight  of  ground  flint,  and  50%  of  the  clay  to  be  tested  which  has 
been  ground  to  pass  a  No.  30  sieve.  (Tentative  Standard  Series  of 
Testing  Sieves).  The  flint  shall  be  of  the  grade  and  fineness  ordinarily 
termed  "potter's  flint"  and  shall  all  pass  a  No.  100  sieve  (Tentative 
Standard  Series  of  Testing  Sieves).  The  cubes  shall  be  2.5  cm.  (1 
inch)  no  an  edge  in  the  wet  state. 


62  YEAR  BOOK  OF  THE 

(2)  Making  the  Test  Pieces 

The  test  pieces  shall  be  made  by  pugging  or  working,  the  mixture 
by  hand  to  its  best  plastic  consistency,  batting  out  into  a  slab  2.5  cm. 
(1  inch)  thick,  cutting  from  this  a  strip  2.5  cm.  (1  inch)  wide  and 
subdividing  this  strip  into  2.5  cm.  (1-inch  cubes). 

(3)  Drying 

The  drying  shall  be  accomplished  in  three  stages,  (a)  at  room 
temperature  until  air  dry,  (b)  at  a  temperature  between  64°C  and  76°C 
for  at  least  five  hours,  and  finally  (c)  without  allowing  to  cool  to  room 
temperature,  at  110CC  until  approximately  constant  in  wegiht.  The 
test  pieces  shall  then  be  cooled  to  room  temperature  in  a  desiccator. 

(4)  The  Screen 

The  slaking  shall  be  done  on  screens  corresponding  to  a  No.  2V2 
sieve    (Tentative   Standard  Series   of   Testing   Sieves). 

(5)  Water 

The  temperature  of  the  water  shall  be  held  at  25°C  ±  1°C,  or 
77°F  ±  2CF. 

(6)  Slaking 

After  the  samples  are  thoroughly  dried  and  cooled  (article  3) 
they  shall  be  placed  on  a  screen  and  carefully  immersed  in  water,  care 
being  taken  to  prevent  agitation  of  the  water  during  the  slaking  oper- 
ation. The  water  shall  be  at  least  2.5  cm.  (1  inch)  deep  under  the 
test  piece  and  the  top  of  the  piece  shall  be  immersed  in  the  water  to 
a  depth  of  not  less  than  1.2  cm.  (y2  inch)  and  not  more  than  2.5  cm. 
(1  inch). 

(7)  Report 

The  only  data  to  be  obtained  is  the  time  required  in  minutes  for 
the  whole  of  the  test  piece  to  slake  and  settle  through  the  screen. 
The  time  reported  shall  be  the  average  of  two  determinations. 
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TENTATIVE  STANDARD  SCALE   FOR  TESTING  SIEVE 
Preface 

The  screen  scale  here  defined  was  worked  out  by  the  Bureau  of 
Standards  in  collaboration  with  a  number  of  representative  American 
technical  societies,  trade  associations  and  manufacturers  and  users 
of  screens.  Its  general  adoption  will  mark  a  distinct  advance  m 
testing  methods. 

This  screen  scale  is  essentially  metric.  The  sieve  having  an 
opening  of  1mm.  is  the  basic  one,  and  the  sieves  above  and  below  this 
in  the  series  are  related  to  it  by  using  the  fourth  root  of  2,  or  1.1892 
as  the  ratio  of  the  width  of  one  opening  to  the  next  smaller  opening. 
In  making  selections  from  this  series  it  is  recommended  that  this  be 
done  on  some  systematic  plan,  as  for  example,  the  selection  of  every 
other  sieve  or  of  every  fourth  one  in  the  series.  In  the  former  case  the 
ratios  of  each  opening  to  the  next  smaller  one  would  be  as  V2:l,  in 
the  later  case  2:1. 

The   proper  designation  of  a  sieve   is   the   size   of  the   opening, 
supplemented  by  the  wire  diameter,  but  it  is  well  recognized  that  few 
users  of  sieves  will  be  able  to  carry  the  sizes  of  the  various  openings 
in  mind  without  reference  to  a  printed  table,  and  also  that  few  users 
of  sieves  will  be  concerned  with  the  exact  sizes  of  the  openings  in 
either  metric  or  English  units.    All  the  users  of  sieves  desire  to  know 
in  general  is  that  the  sieves  are  "standard,"  that  is,  that  they  con- 
form to  established  specifications,  and  therefore  the  only  designation 
required  is  a  simple  one  which  will  suggest  the  degree  of  fineness  or 
coarseness  of  the  materal  passing  or  retained  upon  any  given  sieve. 
Such  a  designation  is  an  abstract  number  which  is  approximately  the 
number  of  meshes  per  linear  inch.    The  advantage  of  such  a  designa- 
tion is  readily  apparent.     Thus,  the  basic  sieve  in  the  series,  which 
has  a  1mm.  opening,  is  given  the  number  18,  which  may  be  regarded 
simply   as   a   fixed    arbitrary   number   indicating   that   the   sieve   has 
approximately  18  meshes  per  inch.    The  fact  that  this  sieve  has  actu- 
ally 17  2  meshes  per  inch  or  7  meshes  per  centimeter  is  of  no  import- 
ance; the  number  18  merely  indicates  to  those  who  are  familiar  with 
the  old  sieves  what  order  of  separation  this  sieve  would  give  in  test- 
ing any  graded  material. 

(1)    Designation 

Screens  shall  be  referred  to  by  number  only,  as  indicated  in  the 
table  of  fundamental  data  which  follows: 
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(2)   Size  of  Opening  and  Wire 

The  size  of  opening  and  the  size  of  wire  shall  conform  to  the 
values  and  tolerances  given  below. 


TABLE   II 

FUNDAMENTAL    DATA    RELATING    TO   SIEVES    OF   THE 

STANDARD  SCREEN   SCALE 


Wire 

Tolerance       Tolerance  in 

Sieve 

Diam- 

Wire 

in  av- 

Toler- 

max- 

Opening 

Sieve 

eter 

Diam- 

erage 

ance  in  imum 

Mesh 

Mesh 

Sieve 

Milli-  Opening 

Milli- 

eter 

Open- 

Wire 

Open- 

per 

per 

No. 

meters 

inches 

meters 

inches 

ing  Diameter  ing 

cm. 

inch 

2% 

8.00 

.315 

1.85 

.073 

1% 

5% 

10% 

1 

2.6 

3 

6.72 

.265 

1.65 

.065  • 

1 

5 

10 

1.2 

3.0 

3% 

5.66 

.223 

1.45 

.057 

1 

5 

10 

1.4 

3.6 

4 

4.76 

.187 

1.27 

.050 

1 

5 

10 

1.7 

4.2 

5 

4.00 

.157 

1.12 

.044 

1 

5 

10 

2 

5.0 

6 

3.36 

.132 

1.02 

.404 

1 

5 

10 

2.3 

5.8 

7 

2.83 

.111 

.92 

.036 

1 

5 

10 

2.7 

6.8 

8 

2.38 

.094 

.84 

.033 

2% 

5% 

10% 

3 

7.9 

10 

2.00 

.079 

.76 

.030 

2 

5 

10 

3.5 

9.2 

12 

1.68 

.066 

.69 

.027 

2 

5 

10 

4 

10.8 

14 

1.41 

.0557 

.61 

.024 

2 

5 

10 

5 

12.5 

16 

1.19 

.0468 

.54 

.021 

2 

5 

10 

6 

14.7 

18 

1.00 

.0394 

.48 

.0187 

2 

5 

10 

7 

17.2 

20 

.84 

.0331 

.42 

.0165 

3% 

5% 

25% 

8 

20.2 

25 

.71 

.0278 

.37 

.0146 

3 

5 

25 

9 

23.6 

30 

.59 

.0234 

.33 

.0129 

3 

5 

25 

11 

27.5 

35 

.50 

.0197 

.29 

.0113 

3 

5 

25 

13 

32.3 

40 

.42 

.0166 

.25 

.0098 

3 

5 

25 

15 

37.9 

45 

.35 

.0139 

.22 

.0085 

3 

5 

25 

18 

44.7 

50 

.30 

.0117 

.188 

.0074 

4% 

10% 

40% 

20 

52.4 

60 

.25 

.0098 

.162 

.0064 

4 

10 

40 

24 

61.7 

70 

.21 

.0083 

.140 

.0055 

4 

10 

40 

29 

72T.5 

80 

.177 

.0070 

.119 

.0047 

4 

10 

40 

34 

85.5 

100 

.149 

.0059 

.102 

.0040 

4 

10 

40 

40 

101. 

120 

.125 

.0049 

.086 

.0034 

4 

10 

40 

47 

120. 

140 

.105 

.0041 

.074 

.0029 

5% 

15% 

60% 

56 

143. 

170 

.088 

.0035 

.063 

.0025 

5 

15 

60 

66 

167. 

2,00 

.074 

.0029 

.053 

.0021 

5 

15 

60 

79 

200. 

230 

.062 

.0025 

.046 

.0018 

5 

15 

60 

93 

233. 

270 

.053 

.0021 

.041 

.0016 

5 

15 

60 

106 

270. 

325 

.044 

.0017 

.036 

.0014 

5 

15 

60 

125 

323. 

Note:  In  order  to  utilize  cloth  now  on  the  market,  it  will  be  per- 
missible, until  notice  is  given  to  the  contrary,  to  use  wire  whose  diam- 
eters is  within  a  tolerance  of  10%  for  the  first  three  groups  and  20% 
for  the  last  two  groups. 
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(3     Shape  and  Size  of  Sieves 

The    screens    shall    conform  to  the  following  requirements  as  to 
size  and  design: 

(a)  They   shall   be  of  sufficient   depth    to   minimize   the   loss   of 

material  during  test. 

(b)  The  total  height  of  sieve  and  pan  shall  be  such  as  to  allow 

the  operator  to  hold   the   combination   firmly  in  one  hand 
without  undue  fatigue  during  test. 

(c)  The  sieve  and  pan  shall  be  of  copper  or  brass  and  seamless, 

and  sufficiently  strong  and  rigid  to  stand  ordinary  labora- 
tory treatment. 

(d)  All  crevices  in  sieve,  pans,  and  covers  where  material  might 

lodge  shall  be  smoothly  soldered. 

(e)  Standard  testing  sieves  shall  be  preferably  20  cm.  in  diam- 

eter, this  being  the  inside  dimension  of  top  of  sieve,  and 
outside  dimension  of  bottom  of  sieve. 

(f)  Covers,    sieves    and   nesting   pans    shall   fit   loosely,    and   not 

tightly,  and  shall  have  rims  of  sufficient  depth  to  prevent 
accidental  loss  of  material  during  test. 


TENTATIVE    DEFINITIONS    FOR   CLAY    REFRACTORIES 

(These  definitions  are  the  same  as  those  issued  1>y  the  American  Society  for 
Testing  Materials  under  the  serial  designation  C27-20,  except  for  slight  amendments 
to  paragraphs  2  and  3.) 

1.  The  following  definitions  relating  to  the  resistance  to  heat  and 
the  constancy  of  volume  of  clay  refractories  are  recommended  for  the 
purpose  of  classification. 

2.  The  softening  point  referred  to  in  the  following  definitions 
shall  be  determined  in  accordance  with  the  Standard  Method  for 
Softening  Point  of  the  American  Ceramic  Society,  or  the  Standard 
Test  for  Softening  Point  of  Fire-Clay  Brick  (Serial  Designation:  C24) 
of  the  Amercan  Society  for  Testing  Materials. 

3.  The  test  for  linear  contraction  or  expansion  referred  to  in  the 
following  definitions  shall  be  conducted  in  accordance  with  the  method 
for  volume  change  described  in  the  Standard  Method  for  Behavior  in 
Firing  of  the  American  Ceramic  Society;  the  linear  values  being  cal- 
culated from  the  volume  changes  as  described  in  the  Standard  Method 
for  Drying  Shrinkage  of  the  American  Ceramic  Society. 
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DEFINITIONS    FOR    CLAY    REFRACTORIES 

I.  High   Heat  Duty  Brick 

(a)   Clay  Fire  Brick 

(Silica  content  less  than  70  per  cent) 

4.  The  softening  point  of  clay  fire  brick  for  high  heat  duty  shall 
not  be  lower  than  that  of  standard  cone  No.  31  (about  1685°  C,  or 
3065°  F.). 

5.  When  duplicate  samples  of  clay  fire  brick  for  high  heat  duty 
are  heated  uniformly  in  a  suitable  furnace  to  a  tempex*ature  of  1400° 
C.  (2252°  F.),  maintained  at  this  temperature  for  5  hours,  and  cooled, 
they  shall  not  show  a  contraction  of  more  than  1.5  per  cent  of  the 
original  length  nor  an  expansion  of  more  than  1  per  cent. 

6.  When  a  brick  of  this  type  softens  at  a  temperature  not  below 
the  softening  point  of  standard  cone  No.  29  (about  1650°  C,  or  3002° 
F.),  it  may  be  tested  according  to  classification  (b)  for  silicious  clay 
fire  brick  without  losing  in  standng  if  it  passes  the  tests. 

(b)   Silicious  Clay   Fire  Brick 
(Silica  content  70  per  cent  or  over) 

7.  The  softening  point  of  silicious  clay  fire  brick  for  high  heat 
duty  shall  not  be  lower  than  that  of  standard  cone  No.  28  (about  1635° 
C,  or  2975°  F.). 

8.  All  silicious  clay  fire  brick  for  high  heat  duty  shall  be  subjected 
to  a  load  test  in  accordance  with  the  requirements  of  the  Standard 
Test  for  Refractory  Materials  under  Load  at  High  Temperatures 
(Serial  Designation:  C  16)  of  the  American  Society  for  Testing  Ma- 
terials, i  The  pressure  to  be  applied  upon  the  brick  (placed  on  end) 
shall  be  25  lb.  per  sq.  in.  and  the  maximum  furnace  temperature  1350° 
C.  (2462°  F.).  The  brick  shall  not  show  a  contraction  of  more  than 
4  per  cent  of  the  original  length,  nor  an  expansion  of  more  than  1 
per  cent. 

9.  When  duplicate  samples  of  silicious  clay  fire  brick  for  high  heat 
duty  are  heated  uniformly  in  a  suitable  furnace  to  a  temperature  of 
1400°  C.  (2552°  F.),  maintained  at  this  temperature  for  5  hours,  and 
cooled,  they  shall  not  show  a  contraction  of  more  than  1.5  per  cent 
of  the  original  length  nor  an  expansion  of  more  than  1  per  cent. 

II.    Intermediate    Heat    Duty    Brick 
10.  The   softening  point  of  brick  for  intermediate  heat  duty  shall 
Not  be  lower  than  that  of  standard  cone  No.  28   (about  1635°   C,  or 
2975°  F-). 


1  A.  S.  T.  M.  Standards  adopted  in  1920. 
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11.  When  duplicate  samples  of  brick  for  intermediate  heat  duty 
are  heated  uniformly  in  a  suitable  furnace  to  a  temperature  of  1350° 
C.  (2462°  F.),  maintained  at  this  temperature  for  5  hours,  and  cooled, 
they  shall  not  show  a  contraction  of  more  than  1.5  per  cent  of  the 
original  length  nor  an  expansion  of  more  than  1  per  cent. 

III.   Moderate   Heat  Duty   Brick 

12.  The  softening  point  of  brick  for  moderate  heat  duty  shall  not 
be  lower  than  that  of  standard  cone  No.  26  (about  1600°  C,  or 
2912°  F.). 

13.  When  duplicate  samples  of  brick  for  moderate  heat  duty  are 
heated  uniformly  in  a  suitable  furnace  to  a  temperature  of  1290°  C. 
(2354°  F.),  maintained  at  this  temperature  for  5  hours,  and  cooled, 
they  shall  not  show  a  contraction  of  more  than  1.5  per  cent  of  the 
original  length  nor  an  expansion  of  more  than  1  per  cent. 

IV.  Low  Heat  Duty  Brick 

14.  The  softening  point  of  brick  for  low  heat  duty  shall  not  be 
lower  than  that  of  standard  cone  No.  19  (about  1510°  C,  or  2750°  F.). 


TENTATIVE  METHODS  OF  TESTING  ELECTRICAL  PORCELAIN 

(These  methods  have  been  issued  by  the  American  Society  for 
Testing  Materials  under  the   serial   designation   D116-21T.) 

1.  These  tests  are  intended  to  apply  to  porcelain  which  is  to  be 
used  for  electrical  insulating  purposes. 

Tensile   Strength 

2.  Any  standard  testing  machine  may  be  employed,  but  it  shall 
be  of  suitable  capacity. 

3.  Test  specimens  may  be  prepared  by  pugging  or  extruding  rolls 
of  suitable  size,  throwing  rolls  by  hand  or  by  cutting  rolls  from  pugged 
blocks.  For  comparative  tests  one  method  of  preparing  specimens 
should  be  adhered  to,  as  test  specimens  prepared  by  different  processes 
show  diffrent  results.  They  shall  be  turned  in  the  green  condition  to 
such  dimensions  as  will  give  fired  pieces  of  standard  size,  shrinkage 
being  determined  and  allowed  for  as  in  regular  ceramic  practice. 
Variation  from  the  standard  dimension  shall  be  kept  within  ±  5  per 
cent,  as  it  has  been  found  that  the  strength  per  square  inch  calculated 
from  results  obtained  with  test  specimens  of  about  0.2  sq.  in.  increases 
about  0.5  per  cent  for  a  decrease  in  area  of  1  per  cent. 

Test  specimens  shall  be  fired  in  saggers  on  end,  either  on  placing 
sand  or  clay  bats.    They  shall  not  be  buried  in  sand  as  this  will  cause 
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the  pieces  to  break  in  firing.  Firing  shall  be  carried  out  in  the  regu- 
lar porcelain  kilns.  Specimens  which  have  warped  in  firing  shall  be 
rejected  because  they  will  give  unreliable  results  and  therefore  a  suffi- 
cient number  of  specimens  should  be  prepared  to  give  the  required 
number  of  satisfactory  ones. 

4.  (a)  Ohio  Brass  Co.  Method — The  test  specimens  shall  have  the 
shape  and  dimensions  shown  in  Fig.  1. 

(b)  Jeffry-Dewitt  Insulator  Co.  Method — The  test  specimens  shall 
have  the  shape  and  dimensions  shown  in  either  Fig.  2  or  Fig.  3.  The 
maximum  cross-section  area  in  the  reduced  section  of  the  specimen 
shall  be  not  greater  than  0.2  sq.  in. 

When  dry,  the  shoulder  of  the.  specimens  shall  be  glazed,  leaving 
the  reduced  section  free  from  glaze. 

Note — The  glaze  is  necessary  to  obtain  uniform  results  and  insure  that  failure 
occurs  in  testing  in  the  reduced  section.  The  glaze  is  omitted  from  the  reduced 
section  in  order  to  avoid  variation  in  strength  which  may  be  attributable  to  the  glaze. 
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Fig.  1 

5.  (a)  O.B.  Method — The  method  of  mounting  the  test  specimen 
in  the  specimen  holders  is  shown  in  Fig.  4.  The  method  of  using  the 
assembly  jig  shown  in  the  figure  is  as  follows:  The  test  specimen  is 
calipered  at  the  small  section.  The  tapered  jig,  G,  with  the  arbor,  E, 
is  then  placed  in  the  guides,  V.  The  point  on  the  tapered  piece,  G, 
which  has  the  same  diameter  as  the  minimum  section  on  the  specimen 
is  placed  directly  over  the  V-notched  block,  N.  This  piece  is  then 
raised  until  it  comes  in  contact  with  the  piece;  G,  and  the  wing  nut,  S, 
tightened.  E  and  G  are  then  removed  and  the  cap  pieces,  C,  screwed 
on  to  the  rods,  R,  which  are  laid  in  the  notches  V-V.  The  center  of 
the  specimen  is  placed  in  the  V-notched  block,  N,  and  the  clamping 
piece,  L,  tightened  down  to  hold  it  in  place. 

One  of  the  caps,  C,  with  the  attached  Rod,  R,  can  be  moved  over 
the  end  of  the  specimen  and  held  in  place  by  tightening  the  strap,  H; 
the  whole  assembly  apparatus  is  then  stood  on  one  end  and  the  cap 
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moved  so  as  to  allow  filling  with  cement.  The  cap  is  then  moved  up 
in  place,  rotating  it  at  the  same  time  so  as  to  properly  work  in  the 
cement.  The  strap,  H,  is  then  tightened  and  the  piece  left  undis- 
turbed until  the  cement  hardens. 

When  the  cap  has  been  attached  at  one  end,  the  assembly  appa- 
ratus can  be  stood  on  the  other  end  and  the  other  cap  cemented  in 
place. 

When  the  cap  has  been  attached  at  one  end,  the  assembly  appa- 
ratus can  be  stood  on  the  other  end  and  the  other  cap  cemented  in 
place. 

Note — This  arrangement  permits  of  setting  up  the  jig  properly  and  easily  for 
specimens  which  vary  slightly  in  diameter  and  insures  keeping  the  center  line_of  the 
specimen  in  the  center  line  of  the  caps.  A  slight  tip  of  the  specimen  will  be  unim- 
portant so  long  as  both  caps  can  be  assembled  to  the  specimen. 

After  the  cement  has  hardened  (which  will  not  require  more  than 
five  or  ten  minutes  if  litharge  cement  is  used),  the  specimen  can  be 
removed  and  eyes  screwed  into  caps  in  place  of  the  rods,  R. 

(b)  J-D  Method — The  method  of  mounting  the  test  specimen  in 
this  method  of  testing  is  as  follows: 

Test  Specimen,  Fig.  2  (Conical  Ends) — The  specimen  shall  be 
held  by  small  steel  clamps,  Fig.  5,  each  consisting  of  a  split  bushing, 


Fig.  2 

B,  ground  to  fit  the  test  specimen,  T,  and  held  by  a  collar,  C,  the  load 
being  applied  by  the  plate,  P1?  held  in  slots  of  the  jaws  of  the  testing 
machine  through  the  ball  and  socket  joint,  J.  The  soft  gasket,  G.  of 
blotting  paper  shall  be  inserted  between  the  porcelain  and  the  bushing 
to  distribute  the  load.    A  new  gasket  shall  be  used  with  each  specimen. 

Test  Specimen,  Fig.  3  (Dumb-bell  Ends) — The  specimen  is  held  by 
a  split  ring,  R,  Fig.  6,  with  the  same  radius  of  curvature  as  the  shoul- 
ders of  the  specimen.  This  ring  fits  into  a  recess  in  plate  P2  which, 
in  turn,  fits  into  the  slots  in  the  jaws  of  the  testing  machine. 
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Note No   gasket    is    required   with    this    piece   when    the    shoulders    are   glazed. 

Satisfactory  results  have  not  been  obtained  with  unglazed  pieces,  even  when  using 
a  gasket  This  form  of  specimen  has  the  advantage  of  requiring  no  gasket  and  bo 
is  more  rapid  in  manipulation  and  of  allowing  greater  variation  in  dimensions. 

6.  (a)  Not  less  than  10  specimens  (preferably  more)  shall  be 
tested  in  the  normal  condition. 

(b)  The  specimen  shall  be  pulled  apart  at  such  a  constant  speed 
that  the  beam  of  the  testing  machine  can  be  kept  well  balanced  at 
all  loads. 


Fig.  3 

(c)  When  failure  occurs  outside  of  the  reduced  section,  that  result 
shall  be  discarded. 

(d)  The  tests  shall  be  made  at  a  room  temperature  of  about  20°  C. 
(68°  F.). 

7.  The  report  shall  include  the  following: 

(a)  The  diameter  in  inches  or  centimeters  as  measured  by  a 
micrometer  at  the  point  of  fracture. 

(b)  The  breaking  load  of  each  specimen  in  pounds  or  in  kilo- 
grams. 

(c)  The  ultimate  strength  in  pounds  per  square  inch  or  in  kilo- 
grams per  square  centimeter  of  each  specimen  as  calculated  from  the 
actual  area  of  the  specimen  measured  at  the  point  of  fracture. 
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(d)  The  average  of  the  results  given  in  Paragraph  (c). 

(e)  The  character  of  the  material  tested  and  a  description  of  its 
behavior  under  stress. 

(f)  The  speed  in  inches  or  centimeters  per  minute  at  which  the 
jaws  traveled  during  the  test. 
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Fig.  4 


Compressive  Strength 

8.  Any  standard  testing  machine  may  be  used.  A  contact  pad  or 
cushion  of  &  in.  of  blotting  paper  shall  be  placed  between  the  upper 
and  lower  faces  of  the  specimens  and  the  heads  of  the  testing  machine 
to  equalize  irregularities  in  the  surfaces.  Fresh  cushions  shall  be 
used  for  each  specimen  tested. 

9.  The  test  specimen  shown  in  Fig.  7  shall  be  used  for  the  com- 
pressive strength  test. 
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10.  (a)  Not  less  than  10  specimens  (preferably  more)  shall  be 
tested  in  the  condition  in  which  they  are  received. 

(b)  The  load  shall  be  applied  at  that  constant  rate  of  speed  which 
will  permit  the  beam  to  be  kept  well  balanced  at  all  loads. 

(c)  The  test  shall  be  made  at  a  room  temperature  of  about  20°  C. 
(68°  F.). 

11.  The  report  shall  include  the  following: 

(a)  The  diminsions  of  each  specimen  in  inches  or  in  millimeters. 

(b)  The  load  in  pounds  or  kilograms  on  each  specimen  at  the  first 
sign  of  fracture. 

(c)  The  ultimate  compressive  strength  in  pounds  per  square  inch 
or  in  kilograms  per  square  centimeter  for  each  specimen  calculated 
from  the  measured  area  before  the  load  is  applied. 

(d)  The  average  of  the  results  given  in  Paragraph   (c). 

(e)  General  character  of  the  material  tested  and  a  description 
of  its  behavior  under  load. 

(f)  The  speed  in  inches  or  in  centimeters  at  which  the  jaws  trav- 
eled during  the  test. 

Resistance  to  Impact 

12.  The  test  shall  be  made  with  the  apparatus  shown  in  Fig.  8. 

13.  The  test  specimen  shown  in  Fig.  7  shall  be  used  for  impact 

tests. 


Fig.  5 


14.  (a)  The  specimen  shall  be  placed  on  the  base  of  the  device 
directly  under  the  hammer  with  a  disk  of  blotting  paper  on  the  top  of 
the  specimen.  The  collars  shall  be  set  for  a  6-in.  drop  of  the  hammer. 
The  hammer  shall  be  raised  to  the  stops  and  allowed  to  fall  unim- 
peded upon  the  specimen.  A  fresh  disk  of  blotting  paper  shall  be 
used  for  each  blow  of  the  hammer. 
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(b)  The  entire  hammer  shall  weigh  1.87  lb.  (850  g.). 

(c)  If  the  specimen  remains  unbroken  after  20  blows  of  the  ham- 
mer, using  the  6-in.  drop,  the  drop  shall  be  increased  to  7  in.  and  the 
test  repeated.  If  the  specimen  remains  unbroken  after  20  blows  using 
the  7-in.  drop,  the  distance  shall  be  increased  to  8  in.  and  the  test 
repeated.  If  necessary,  increasing  the  height  1  in.  per  20  blows  shall 
be  continued  until  the  specimen  breaks. 

(d)  Not  less  than  five  specimens  shall  be  tested  in  the  condition 
in  which  they  are  received. 

15.  The  report  shall  include  a  statement  of  the  number  of  blows 
required  to  break  each  specimen  with  a  6-in.  fall  of  the  hammer  or, 
if  failure  did  not  occur  with  the  6-in.  drop,  the  total  number  of  blows 
and  heights  of  drop  necessary  to  fracture  each  specimen. 


Dielectric  Strength 
16.  The  apparatus  shall  be  as  described  in  Section  14  of  the  Ten- 
tative   Tests    for   Molded    Insulating    Materials    (Serial    Designation: 
D  48-17T)  of  the  American  Society  for  Testing  Materials.! 
R    P-2 


Fig.  6 

17.  The  specimens  shall  be  as  shown  in  Fig.  1,  except  that  the 
threads  may  be  omitted. 

18.  (a)  Porcelain  for  all  purposes — A  pad  of  wet  clay  about  %  in. 
thick  shall  be  laid  in  the  groove  and  a  lining  of  wet  clay  about  M  in. 
thick  put  on  the  inside  of  the  specimen.  The  potential  shall  be  ap- 
plied to  these  two  pads  of  clay  by  any  suitable  means.  Mercury  may 
be  substituted  for  the  wet  clay  if  desired.  The  test  should  preferably 
be  made  in  air,  but  it  may  be  made  in  transformer  oil  if  necessary. 

Not  less  than  ten  specimens  shall  be  punctured  in  their  normal 
condition  at  a  normal  room  temperature  of  about  20°  C.   (68°  F.). 


1  Proceedings,   Am.   Soc.    Test.   Mats.,    Vol.   XX,    Part   I,   p.    776    (1920). 
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(b)  Porcelain  for  transmission  line  insulators — In  addition  to  the 
test  described  in  Paragraph  (a),  not  less  than  10  spceimens  shall  be 
tested  in  the  same  manner  at  a  temperature  of  75°  C.   (167°  F.). 

(c)  Porcelain  for  spark  plugs — In  addition  to  the  test  prescribed 
in  Paragraph  (a),  not  less  than  10  specimens  shall  be  tested  to  deter- 
mine the  effect  of  high  temperatures  on  the  dielctric  strength.  The 
specimens  shall  be  placed  in  an  electrically  heated  oven,  the  temper- 
ature of  which  shall  be  raised  at  a  constant  rate  to  600°  C.  (1112°  F.). 
A  given  voltage  shall  be  applied  and  maintained  constant  and  the  tem- 
perature raised  at  any  constant  rate  such  that  the  porcelain  is  always 
practically  at  the  temperature  of  the  air.  The  temperature  shall  be 
raised  until  puncture  occurs. 

(d)  Whenever  a  puncture  occurs  at  a  point  other  than  the  mini- 
mum section  of  the  specimen  in  any  of  the  tests  prescribed  above, 
that  result  shall  be  discarded. 

19.  The  report  shall  include  the  following: 

(a)  A  statement  of  the  purpose  for  which  the  porcelain  is  intended 
and  the  kind  of  tests  which  were  made. 

(b)  The  thickness  of  the  specimen  at  the  bottom  of  the  groove. 

(c)  The  voltage  at  puncture  for  each  of  the  test  specimens,  to- 
gether with  the  average,  maximum  and  minimum  volts  per  mil  or  per 
millimeter  of  thickness. 

• 

Resistance   to   Thermal    Change 
(A)    Porcelain   for  Transmission    Line    Insulators 

20.  The  apparatus  shall  consist  of  a  hot  water  bath  maintained  at 
a  temperature  of  100°  C.  (212°  F.)  and  an  ice  water  bath  maintained 
at  0°   C.   (32°  F.)- 


Ground  True   ■  K- 
and 'Parallel- -h-^ 


Fig.  7 

21.  The  test  specimens  shall  be  as  shown  in  Fig.  1. 

22.  (a)  The  test  specimen  shall  be  immersed  in  the  ice  water  bath 
for  ten  minutes  and  then  transferred  as  quickly  as  possible  to  the  hot 
water  bath,  and  allowed  to  remain  there  for  ten  minutes.  The  speci- 
men shall  be  transferred  back  to  the  cold  water  and  the  cycles  con- 
tinued until  the  specimen  breaks. 
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(b)  Not  less  than  five  specimens  shall  be  tested. 
23.  Report  the  number  of  cycles  necessary  to  cause  fracture  of 
each  test  specimen. 

(B)    Porcelain  for  Spark   Plugs  and  Heating  Devices 

24  A  furnace  in  which  a  temperature  of  900*  C.  (1652°  F.)  can 
be  obtained  and  any  suitable  testing  machine  for  determining  the 
transverse  strength  of  small  beams  may  be  used. 

25.  The  specimens  shall  be  as  shown  in  Fig.  3. 

—  ~x~ 
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26  (a)  One-half  of  not  less  than  12  specimens  shall  be  taken  and 
placed  in  the  furnace.  The  rate  of  heating  shall  be  so  adjusted  that 
the  temperature  reaches  900"  C.  (1652°  F.)  in  two  hours.  The  fur- 
nace shall  then  be  allowed  to  cool  at  such  a  rate  that  room  tempera- 
ture is  reached  in  four  hours. 

(b)  All  specimens  for  transverse  strength  shall  be  tested  by  plac- 
ing them  on  supports  6  in.  apart  and  loading  them  at  the  center. 

27.  The  report  shall  include  the  following: 
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(a)  The  load  in  pounds  or  kilograms  reqired  to  break  each  speci- 
men not  subjected  to  heat  treatment,  together  with  the  average. 

(b)  The  load  required  to  break  each  specimen  that  was  subjected 
to  heat  treatment,  together  with  the  average. 

(c)  The  percentage  loss  of  strength  due  to  heat  treatment  cal- 
culated from  the  two  averages. 

Porosity 
(A)    Moisture  Absorption 

28.  Any  good  chemical  balance,  a  beaker  of  distilled  water  at  nor- 
mal room  temperature  of  about  20°  C.  (68°  F.)  and  an  oven  of  any 
standard  make  capable  of  maintaining  a  uniform  temperature  at  the 
desired  point  within   —  5°  C.  shall  be  provided. 

29.  A  single  piece  of  porcelain  shall  be  used  weighing  from  30 
to  50  g.  and  with  at  least  50  per  cent  of  the  surface  newly  fractured. 

30.  The  specimen  shall  be  dried  for  24  hours  at  120°  C.  (248°  F.), 
cooled  in  a  desiccator  and  weighed.  The  specimen  shall  then  be 
totally  submerged  in  the  distilled  water  at  room  temperature  (about 
20°  C.)  and  allowd  to  remain  submerged  for  100  hours.  The  water 
shall  be  boiled  for  approximately  one  hour  during  the  first,  twenty- 
fifth,  forty-ninth  and  seventy-third  hours.  The  specimen  shall  be  re- 
moved at  the  end  of  the  100-hour  period,  the  surface  moisture  carefully 
dried  off  with  a  clean,  dry  cloth  and  the  specimen  weighed. 

31.  The  report  shall  include  the  following: 

(a)  The  original  weight  of  the  specimen. 

(b)  The  dry  weight  of  the  specimen. 

(c)  The  dry  weight  of  the  specimen  after  immersion  for  100  hours. 

(d)  The  percentage  of  moisture  content  in  each  specimen  as  re- 
ceived and  the  percentage  of  moisture  absorbd  during  100  hours,  tak- 
ing the  dry  weight  as  100  per  cent,  and  the  average  where  more  than 
one  specimen  is  tested. 

(B)    Penetration    of    Dye 

32.  A  closed  receptacle  containing  an  alcoholic  dye  solution  and 
a  pump  with  which  a  pressure  up  to  600  lb.  per  sq.  in.  can  be  main- 
tained in  the  receptacle  shall  be  provided. 

33.  A  single  specimen  of  porcelain  shall  be  used,  weighing  at  least 
30  g.  and  with  at  least  50  per  cent  of  the  surface  newly  fractured. 
This  specimen  may  be  taken  from  any  piece  of  finished  ware,  but  if 
the  piece  varies  materially  in  thickness  (as,  for  example,  in  a  trans- 
mission line  insulator),  a  specmen  shall  be  taken  from  both  the 
thinnest  and  the  thickest  portions. 
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34.  The  specimen  shall  be  immersed  for  two  hours  in  a  saturated 
methol  alcoholic  solution  of  eosin  or  fuchsine  at  a  pressure  of  not  less 
than  200  lb.  per  sq.  in  nor  more  than  600  lb.  per  sq.  in.  at  a  room  tem- 
perature of  about  20°  C.  (68°  F.). 

35.  The  report  shall  include  a  statement  of  the  maximum  depth  of 
penetration  of  the  dye  toward  the  interior  of  the  specimen  from  the 
fractured  surface  exposed  to  the  solution.  (Lines  of  penetration  along 
obvious  cracks  caused  by  possible  fracturing  are  to  be  disregarded.) 

TENTATIVE   METHOD  OF  TEST   FOR   REFRACTORY   MATERIALS 
UNDER    LOAD   AT    HIGH    TEMPERATURES 

(This  test  has  been  issued  by  the  American  Society  for  Testing 
Materials  under  the  serial  designation  C16-20.)1 

1.  The  object  of  this  test  is  to  determine  the  resistance  of  the 
specimen  to  deformation  at  a  specified  temperature  for  a  specified  time, 
when  subjected  to  a  compressive  load  of  25  lb.  per  sq.  in.  (1.765  kg. 
per  sq.  cm.). 

2.  The  apparatus  consists  essentially  of  a  furnace  and  loading 
device.     It  shall  be  constructed  in  accordance  with  Fig.  9  and  10. 

(a)  The  furnace  shall  be  cylindrical  in  form,  18  in.  (457  mm.)  in 
internal  diameter,  as  shown  in  Fig.  9. 

(b)  The  heating  shall  be  done  with  gaseous  or  oil  fuel  and  com- 
pressed air,  using  not  less  than  two  burners  located  tangentially  and 
so  arranged  that  no  flame  can  impinge  upon  the  test  specimen.  The 
burners  shall  be  such  as  will  insure  a  universal  temperature  in  all 
parts  of  the  furnace  and  be  under  complete  control. 

(c)  The  method  of  loading  shown  in  Fig.  9  shall  be  used,  and  the 
details  shall  be  such  as  will  insure  accuracy  in  the  applied  load  and 
freedom  from  eccentric  loading,  both  in  the  original  application  and 
during  the  testing.  It  is  advantageous  to  make  the  cross-beams  as 
light  as  possible,  so  that  the  greater  portion  of  the  load  may  be  con- 
centrated in  the  weights. 


1  A.S.T.M.    Standards.    1921    issue,    page    617. 
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TABLE   III 

TEMPERATURE    TO    BE   ATTAINED   AT   TIME   SPECIFIED 

All   Temperatures   in    Degrees   Centigrade. 


Heavy 

— Fire  Clay- 
Moderate 

Light 

Duty 

Duty 

Duty 

160 

160 

160 

280 

280 

280 

400 

400 

400 

500 

500 

500 

620 

595 

570 

720 

685 

640 

815 

770 

700 

900 

850 

755 

980 

920 

810 

1045 

990 

860 

1100 

1050 

905 

1150 

1100 

950 

1195 

1145 

985 

1235 

1185 

1020 

1270 

1220 

1050 

1300 

1250 

1075 

1330 

1275 

1090 

1350 

1300 

1100 

1350 

1300 

1100 

1350 

1300 

1100 

1350 

1300 

1100 

1350 

1300 

1100 

1350 

1300 

1100 

Time 

Hr.  Min.  Silica 

15     40 

30     80 

45     140 

1  0       200 

15     260 

30     290 

45     *. . .  300 

2  0       310 

15     320 

30 385 

45     490 

3  0       590 

15     695 

30     800 

45     900 

4  0       1000 

15     1100 

30     1200 

45     1250 

5  0       1300 

15     1350 

30     1380 

45     1410 

6  0       1440  1350  (End)     1300  (End)     1100  (End) 

15     1470 

30     1500 

45     1500 

7  0       1500 

15     1500 

30     1500 

45     1500 

8  0       1500  (End) 

(d)  The  temperature  may  be  measured  either  with  a  calibrated 
platinum-rhodium  thermo-couple,  encased  in  a  double  protecting  tube 
with  the  junction  not  more  than  1  in.  (25  mm.)  from  the  side  or  edge 

of  the  specimen  and  approximately  opposite  the  center;  or  with  some 
form  of  optical  pyrometer  that  has  been  calibrated  against  a  thermo- 
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couple  in  the  furnace.  If  the  thermo-couple  is  used,  the  cold-end  tem- 
perature should  be  kept  constant  in  melted  "ice.  A  recording  form  of 
indicator  is  recommended  where  possible. 


$ 
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Fig.  10— Special  Shapes  Required  for  Furnace. 
(By  courtesy  of  Metallurgical  and  Chemical   Engineering.) 

3.  The  test  specimen  shall  consist,  whenever  possible,  of  a  stand- 
ard 9-in  brick  placed  vertically  on  end.  In  the  case  of  blocks  or 
shapes,  sections  approximately  9  by  4%  by  2%  in.  (228  by  114  by 
64  mm.)  shall  be  cut,  utilizing  as  far  as  possible  existing  plane  sur- 
faces.    The  ends  of  the  specimen  shall  be  either  ground  so  that  they 
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are  parallel  and  perpendicular  to  the  vertical  axis,  or  if  this  is  im- 
possible, shall  be  bedded  in  a  neutral  cement,  so  that  the  specimen 
is  perpendicular  to  the  base  of  the  furnace. 
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Time  ,    hours. 
Fig.  11. — Time-Temperature  Curve  for  Load  Test. 

The  test  specimen  shall  be  measured  before  testing,  making  noi 
less  than  five  observations  in  each  direction  to  within  +  0.02  in.  (0.5 
mm.).  The  average  dimensions  shall  be  reported,  and  the  cross-sec- 
tion calculated. 

4.  The  test  specimen  shall  occupy  approximately  the  center  of  the 
furnace  and  should  rest  on  a  block  of  some  highly  refractory  ma- 
terial, having  a  minimum  expansion  or  contraction.  A  silicon-carbide 
brick  has  been  found  satisfactory.  At  the  top  of  the  test  specimen 
a  block  of  similar  highly  refractory  material  should  be  placed,  ex- 
tending through  the  furnace  top  to  receive  the  load. 


a.  s.  t.  m   standards  adopted  in  1920 
Standard  Test  for  Refractory  Materials. 


tNO    VIEW    OF    COLUMN 


SECTION   B-a 


'SECTION  A- A 


Fig.  9.     Apparatus  for  Testing  Refractory  Materials  under  Load  at  High  Temperatures. 

(By  courtesy  of  Metallurgical   and  Chemical   Engineering) 
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Note. — Gross  error  which  may  more  than  double  the  contraction  will  result  if 
the  specimen  is  not  set  perpendicular  to  the  base  of  the  support  or  if  the  load  is 
eccentrically  applied. 

5.  The  rate  of  heating  shall  be  in  accordance  with  the  require- 
ments of  Table  III  and  the  time-temperature  curves  of  Fig.  Ill,  which 
give  the  rate  and  time  of  heating  suggested  for  different  grades  of 
material. 

6.  (a)  The  load  is  calculated  from  the  average  cross-section  as 
determined  on  the  untested  specimen  and  the  requirement  of  the 
test.  It  is  recommended  that  for  general  purposes,  25  lb.  per  sq.  in. 
(1.765  kg.  per  sq.  cm.)  be  used. 

(b)  The  additional  masses  required  to  give  the  desired  loading 
should  be  equally  distributed  on  each  side  of  the  beam. 

7.  (a)  At  the  expiration  of  the  time  of  heating,  the  supply  of 
heat  shall  be  stopped  and  the  furnace  allowed  to  cool,  during  not 
less  than  5  hours  before  removing  the  load  and  examining  the  test 
specimen. 

Note.- — The  specimen  shall  be  examined  immediately  after  the  heating  is  stopped 
for  evidences  of  cracking  and  spalling,  as  such  defects  may  develop  later  due  to  the 
rapid  cooling  of  the  furnace. 

(b)  After  the  test  specimen  has  cooled  to  the  room  temperature, 
it  shall  be  remeasured  as  before  described,  and  the  change  in  length 
recorded  and  reported  as  percentage  of  the  original  length. 

Note.- — It  is  recommended  that  a  photograph  be  made  of  the  specimen  before 
and  after  testing,  as  yielding  valuable  information   at  a   minimum   time  and  expense. 
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APPENDIX 
I.  CLAY 

/.     Size  and  Shape  of  Test  Piece 

The  test  piece  is  made  30x30x45  mm.  (1%  x  1%  x  1%")  for  a 
definite  reason.  It  is  about  as  large  as  it  can  be  made  and  have  a 
plastic  volume  less  than  50cc.  If  the  volume  is  greater  than  50cc  it 
necessitates  the  use  of  larger  burettes  which  are  cumbersome  and 
more  easily  broken.  It  is  also  a  convenient  size  for  handling  in 
placing  in  a  volumeter  as  well  as  placing  in  the  kiln  for  draw  trial 
burning.  If  any  longer,  the  total  number  that  could  be  placed  in 
the  kiln  would  be  cut  down.  If  any  larger  in  cross  section  they 
would  be  inconvenient  in  handling  in  the  kiln,  particularly  if  tongs 
were  used. 

2.     Making  Test  Pieces 

Figure  12  shows  a  metal  mold  suitable  for  use  in  forming  the 
test  pieces.  The  length  may  be  altered  but  it  has  been  found  that 
it  is  preferable  to  make  the  bars  as  long  as  possible  and  then  to 
cut  them  into  pieces  of  the  proper  length  for  test.  This  method 
gives  a  more  uniform  structure  through  the  entire  cross  section. 


Section  A- A 


11^  long 
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Fig.  12. 

The  cutting  may  be  facilitated  by  having  a  small  miter  box  into 
which  the  plastic  clay  bar  is  placed,  always  keeping  it  on  the  small 
pallett  on  which  it  was  made,  and  cutting  it  into  the  proper  length 
with  a  fine  steel  wire  stretched  on  a  suitable  frame.  It  is  also  ad- 
vantageous to  pick  the  soft  test  pieces  up  without  injuring  them. 
This  can  be  done  very  well  by  using  thin  strips  of  wood  or  metal  the 
length  of  the  test  piece  and  as  wide  as  the  test  piece  is  high.  Use 
one  on  each  side  of  the  piece  and  press  them  gently  until  the  piece 
can  be  lifted  between  them. 

This  method  of  cutting  and  handling  should  also  be  used  in 
making  machine  made  bars.  Figure  13  illustrates  a  type  of  hydraulic 
plunger  piston  press  that  is  being  used  successfully  for  this  purpose. 
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» 
In  using  this  press   care  should   be  taken  in   wedging  the   clay  and 
making  it  up  into  a  reasonably  true  cylindrical  shape  so  that  it  can 
be  placed  down  into  the  clay  cylinder  without  trapping  air. 

A  small  Mueller  or  other  auger  machine  fitted  with  a  30  mm.  by 
30  mm.  die  also  works  very  satisfactorily  but  extreme  care  should 
be  taken  to  avoid  laminations. 

With  very  plastic  and  sticky  clays  a  light  machine  oil  does  not 
give  relief  from  sticking  to  the  mold.  In  such  cases  a  heavy  oil  or 
even  grease  may  be  found  necessary. 

It  is  recommended  that  the  draw  trials  be  marked  in  sequence  for 
convenience  in  handling  the  pieces  in  testing.  Each  test  piece  should 
have  its  laboratory  number  clearly  stamped  on  it  and  the  number  of 
the  piece  as  well.    Example,  Lab.  No.  246,  Specimen  Nos.  1,  2,  3,  etc. 

3.  Plastic  Volume 

It  is  advisable,  with  all  volumeters  to  run  check  determinations  at 
least  once  an  hour,  but  to  check  the  first  test  made  the  previous  hour. 
The  design  of  the  shape  of  the  test  piece  is  such  that  the  plastic  volume 
is  less  than  50cc.  This  overcomes  using  large  and  cumbersome 
burettes.  The  volumeters  should  preferably  be  designed  as  small  in 
cross  section  as  possible  and  still  permit  convenient  handling  of  the 
test  pieces. 

There  are  several  volumeters  of  the  displacement  type  which  may 
be  used.  Kerosene  is  specified  as  the  measuring  fluid  both  for  plastic 
and  dry  volumes  as  it  is  not  possible  to  use  water.  The  reason  for 
this  is  evident  as  the  unfired  clay  would  easily  disintegrate  in  the 
water.  On  account  of  its  changing  in  volume  with  changes  in  tempera- 
ture, care  should  be  used  to  maintain  constant  temperatures,  at  least 
during  a  complete  operation. 

"Water  is  used  in  determining  the  volumes  on  the  burned  pieces. 
Kerosene  could  be  used  but  it  would  necessitate  drying  out  the  water 
saturated  test  pieces  and  re-saturating  them  in  the  kerosene. 

For  the  above  reasons  it  is  advisable  to  have  two  volumeters,  one 
for  each  liquid  if  many  tests  are  to  be  run  as  it  is  considerable  trouble 
to  clean  the  meter  out. 

In  operating  all  volumeters,  care  should  be  taken  in  handling  the 
test  pieces  to  be  sure  that  they  are  properly  drained  both  before 
placing  in  the  meter  and  after  removing.  There  is  bound  to  be  some 
error  due  to  imperfect  removal  of  the  liquid  so  that  care  should  be 
used  in  handling  all  pieces  in  as  nearly  the  same  manner  as  possible 
so  that  the  error  will  be  constant. 

The  pieces  to  be  measured  are  immersed  in  the  liquid  until  ready 
to  test.    It  has  been  found  convenient  to  allow  each  test  piece  to  drain 
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on  a  small  screen  frame  over  a  cup  for  the  time  required  to  measure 
one  other  piece.  This  works  out  very  well  and  the  time  interval  is 
fairly  uniform.  Each  piece  after  draining  is  gently  pressed  against  a 
damp  towel  to  remove  any  extra  liquid  before  it  is  placed  in  the 
volumeter. 

In  removing  the  test  piece  the  reason  for  draining  is  only  to  pre- 
vent the  necessity  of  adding  more  fluid  to  the  volumeter.  Keeping 
track  of  this  loss  gives  a  good  guide  as  to  the  accuracy  of  the  instru- 
ment. 

Figure  14  illustrates  a  volumeter  of  the  Seger  type  as  designed  by 
Bleininger.  It  is  designed  to  read  up  to  50cc  while  the  regular  meter 
reads  to  lOOcc.  It  also  has  the  advantage  of  having  the  stopper  made 
with  as  small  a  diameter  as  possible  and  still  allow  clearance  for  the 
1%  inch  square  test  piece.  If  the  stopper  is  placed  slightly  out  of 
position  the  error  is  much  less  than  with  the  regular  type.  An 
operator  can  average  15  determinations  per  hour  for  a  day's  run. 

To  operate  the  volumeter  the  displacement  liquid  is  run  into  the 
container  "A"  until  it  runs  up  into  the  cap  "C"  to  the  zero  line.  There 
must  be  sufficient  liquid  to  run  up  into  the  burette  to  the  zero  line. 
If  it  runs  up  higher  it  can  be  drained  out  into  the  beaker. 

Raising  and  lowering  of  the  liquid  is  controlled  by  means  of  a 
suction  from  the  bulb  "B"  generated  by  a  filter  pump.  When  the 
instrument  is  filled  it  is  left  at  rest  one  minute  to  allow  the  sides  of 
the  burette  and  container  "B"  to  thoroughly  drain.  The  liquid  is  then 
drawn  up  into  the,  burette  and  bulb  "B"  far  enough  to  allow  room  in 
the  container  "A"  to  remove  the  cap  and  place  the  saturated  test 
piece  into  it.  The  cap  is  then  replaced  and  the  liquid  run  back  into 
the  container  until  it  runs  up  to  zero  on  the  cap.  The  liquid  is  then 
allowed  to  drain  down  the  sides  of  the  burette  for  half  a  minute  and 
the  reading  made.  The  volume  of  the  test  piece  will  be  the  difference 
in  readings  of  the  burette  before  and  after  placing  the  test  piece  in  the 
container. 

A  very  satisfactory  volumeter  of  the  pycnometer  type  is  de-, 
scribed  by  Schurecht.  l  The  author  states  that  the  volumes  on  30  to  60 
test  pieces  can  be  made  per  hour. 

Operation.  The  bottle  is  filled  with  liquid  and,  as  the  stopper  is 
inserted,  sufficient  liquid  is  forced  into  the  tube  in  the  stopper  so  as 
to  fill  it  completely.  The  excess  liquid  is  carefully  wiped  off  and  the 
bottle  is  weighed.  The  briquette  to  be  measured  is  then  inserted  into 
the  bottle  and  the  operation  is  repeated.  The  calculation  involved 
is  as  follows: 


JJour.  A.  C.  S.  Vol.  I,  No.  8,  Aup.  1918,  Page  556. 
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W  —  Wb  +  B 


V  =  volume 

W  =  weight  of  bottle  plus  liquid 
Wb  =  weight  of  bottle  plus  liquid  plus  briquette 
B  =  weight  of  saturated  briquette 
S  =  specific  gravity  of  the  briquette 

It  is  necessary  to  check  the  weight  of  the  bottle  plus  the  liquid  at 
intervals  as  minute  particles  of  clay,  dropping  from  the  briquettes, 
may  increase  the  weight.  Also  on  account  of  the  effect  of  temperature 
changes  upon  the  oil,  if  used.  This  method  requires  the  weighing  of 
the  entire  apparatus.  It  also  necessitates  the  determination  of  the 
saturated  weight.  This  is  difficult  to  determine  accurately  on  account 
of  enclosed  pore  spaces  and  hence  does  not  have  the  same  accuracy 
as  a  method  where  volume  is  all  that  is  considered. 

Another  volumeter  adapted  to  clay  testing  is  described  by  Shaw2 
and  is  similar  in  operation  to  the  Hubbard  and  Jackson  apparent 
specific  gravity  apparatus.  The  previously  saturated  and  weighed 
test  piece  is  placed  in  a  vessel  of  known  volume.  The  vessel  is  then 
filled  with  whatever  liquid  is  being  used.  This  liquid  is  supplied  from 
a  calibrated  burette  and  the  amount  required  is  read  directly  from  the 
burette.  The  volume  of  the  test  piece  then  is  the  difference  between 
the  volume  of  the  container  and  the  volume  of  the  liquid  used  to  fill 
the  container  after  the  test  piece  is  placed  in  it.  The  greatest  chance 
for  error  with  this  instrument  is  the  necessity  of  removing  the  liquid 
from  the  vessel  to  the  same  degree  each  time,  hence  it  should  be 
drained  a  definite  time  between  each  measurement. 

Fig.  15  illustrates  a  volumeter  similar  in  operation  to  the  Goldbeck 
apparent  specific  gravity  apparatus  but  arranged  by  Staley  with  a 
direct  reading  tube  and  scale,  placed  at  such  an  angle  that  a  small  rise 
in  level  is  magnified  to  the  proper  degree  for  accuracy. 


Fig.  15 
This  apparatus  is  operated  very  easily  and  rapidly,  it  being  only 
necessary  to  read  the  scale  before  and  after  immersing  the  test  piece. 
It  is  absolutely  necessary,  however,  that  the  angle  of  the  tube  be  kept 

2  Jour.    A.   C.   S.   Vol.   2,   Page   481. 
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the  same.     This  requires  considerable  care  and  should  be  checked  at 
intervals  with  a  standard  test  piece  of  known  volume. 

The  operation  of  the  Goldbeck  apparatus  from  which  the  above 
instrument  is  designed  is  simple.  The  container  is  filled  with  liquid 
until  level  full.  The;  test  piece  is  then  put  in,  the  overflowing  liquid 
being  caught  in  a  burette.  The  amount  overflowing  is,  of  course,  equal 
in  volume  to  the  test  piece.  This  instrument  is  more  difficult  to  keep 
level  than  the  Staley  and  not  read  as  rapidly.  However,  it  is  the 
simplest  volumeter  of  all  and  sufficiently  accurate  for  ordinary  work 
if  reasonable  care  is  used.  It  is  not  recommended  by  the  Society  for 
regular  laboratories  and  should  be  used  only  in  special  cases. 

A  mercury  volumeter,  simple  and  quick  in  operation,  is  described 
in  Vol.  4  Jour.  Am.  Cer.  Soc.  1921  page  288.   This  was  designed  by  the 
Bureau  of  Mines  and  is  recommended  as  a  reliable  instrument. 
4.  Tabulation  of  Data 

The  following  method  of  ruling  paper  is  a  convenient  form  to  use 
in  tabulating  results,  including  those  determined  after  burning. 
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5.  Method  for  Behavior  in  Firing 

Figures  16  and  17  illustrate  two  types  of  kilns  for  use  in  making 
draw  trial  burns.  Any  small  kilns  in  which  muffles  can  be  placed  are 
satisfactory  but  they  do  not  have  the  advantage  of  the  annealing 
muffle,  height  for  the  convenient  drawing  of  trials,  etc.  The  kilns 
shown  are  designed  for  gas  and  air.  To  burn  oil,  it  would  require 
additional  oil  box  space  as  shown  in  Figure  18  while  coal  would  re- 
quire considerable  alteration,  not  only  of  fire  boxes  but  also  flue 
openings. 

Figure  19  illustrates  a  suitable  arrangement  of  cones,  test  pieces 
and  pyrometer  in  the  muffle.  This,  of  course,  can  be  varied  somewhat 
so  long  as  the  cones  and  -test  pieces  to  be  drawn  at  the  softening  point 
of  the  cones  are  close  together.  The  figure  shows  a  cone  directly  in 
line  with  each  group  of  test  pieces.  The  test  pieces  in  each  group 
are  drawn  at  the  softening  of  the  cone  in  line  with  them.  The  hot 
junction  of  the  thermocouple  can  also  be  very  close  to  this  point  if 
the  couple  is  drawn  out  of  the  kiln  until  the  hot  end  is  opposite  the 
trials  to  be  drawn  and  pushed  into  the  klin  as  required.  The  illustra- 
tion shows  15  different  stacks  of  test  pieces  arranged  for  drawing.  In 
work  of  this  sort  care  should  be  taken  in  knowing  something  about 
the  range  of  each  body  or  clay  before  placing  the  kiln  as  it  is  possible 
to  have  one  test  piece  overturn  and  soften  or  even  melt  and  spoil 
several  others  in  the  same  group. 

If  the  test  pieces  are  properly  marked  in  sequence  for  each  labor- 
atory number  they  should  be  placed  in  the  muffle  with  No.  1  piece  for 
the  first  draw,  No.  2  for  second,  etc.  This  makes  it  easy  to  sort  the 
pieces  as  well  as  to  avoid  hopeless  mixing  in  placing  the  pieces  in  the 
annealing  muffle,  unless  undue  care  is  exercised  in  drawing  and  plac- 
ing in  the  annealing  muffle. 

6.  Apparent  Porosity 

More  refined  methods  than  the  standard  are  sometimes  desirable, 
as  in  the  case  of  vitrified  porcelains  for  electrical  purposes. 

A  liquid  that  penetrates  easily  should  be  used  for  determinations 
of  this  sort  and  it  should  be  colored  with  some  organic  color  so  that 
the  distance  of  penetration  of  the  liquid  into  the  body  can  be  noted. 
Ordinary  methods  of  boiling  or  immersing  are  not  sufficiently  severe 
and  pressure  has  to  be  used. 

The  most  satisfactory  method  is  to  have  a  strong  iron  container 
arranged  with  a  properly  bolted  cover  (Fig.  20).  Place  the  test  piece 
in  the  container,  fill  it  to  overflowing  with  the  colored  alcohol  so  no 
air  will  be  left  in,  and  then  continue  to  fill  the  tank  by  means  of  a 
small  piston  plunger  pump  properly  connected  to  the  container  with 
a  valve  between.     The  unit  of  measure  will  be  the  pressure  applied. 
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For  example,  it  may  be  found  that  for  certain  purposes  it  is  necessary 
that  there  should  be  no  penetration  of  the  alcohol  into  the  porcelain 
when  held  at  50  pounds  pressure  for  15  minutes.  It  would  simply  be 
necessary  then  to' place  the  test  piece  in  the  container,  apply  the  pres- 
sure hold  it  the  necessary  time,  release,  remove  the  test  piece  and 
break  it  to  see  if  there  has  been  a  penetration.  A  pressure  of  at  least 
80  pounds  should  be  available  for  this  work. 

In  the  standard  method  for  apparent  porosity,  the  test  pieces  after 
being  saturated  by  boiling  may  be  cooled  by  running  cold  tap  water 
into  the  pan  containing  them.  Care  should  be  taken,  however,  to  see 
that  the  test  pieces  are  continually  covered  with  water. 

The  results  should  be  tabulated  in  the  amount  of  penetration  rather 
than  weight  of  the  liquid  absorbed.  (See  also  Tentative  methods  tor 
Testing  Electrical  Porcelain,  article  28  p  10-46  and  following.) 


evi        >       «o        *       *i        5?        * 

TEMPERATURE  IN  CONES 
Fig.  21 

7.     Apparent  Specific  Gravity 

Apparent  specific  gravity  is  the  specific  gravity  of  the  water  im- 
permeable portion  of  the  specimen,  that  is,  solid  material  plus  sealed 
pores  or  cavities.  Apparent  specific  gravity  is  then  the  weight  per 
unit  of  volume  of  water  impermeable  portion  of  the  specimen. 
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8.  Bulk  Specific  Gravity. 

Bulk  specific  gravity  is  the  specific  gravity  of  the  composite  bulk, 
that  is,  solid  material  plus  sealed  pores  or  cavities,  and  water  per- 
meable pores.  Bulk  specific  gravity  is  therefore  the  weight  per  unit 
of  exterior  volume. 

9.  True  Specific  Gravity 

True  specific  gravity  is  the  weight  per  volume  of  the  solid 
material  in  which  all  sealed  pores  or  cavities  and  all  water  permeable 
pores  have  been  obliterated  by  fine  grinding. 

10.  Plotting  Results 

Figure  21  shows  a  suitable  method  of  plotting  results  of  a  draw 
trial  burn.  Note  that  the  temperature  in  degrees  C  is  given  under 
the  cone  number.  Both  the  Porosity  and  Volume  changes  are  plotted 
on  the  same  chart,  as  it  makes  a  convenient  means  of  comparing  the 
results. 

11.  Methods  for  Water  of  Plasticity 

The  same  test  pieces  that  are  used  for  burning  can  be  used  for 
determining  the  water  of  plasticity.  Only  three  of  the  pieces  require 
the  wet  weights  and  volumes. 

This  also  applies  to  Shrinkage  and  Pore  Water  test  pieces! 

12.  Method  for  Softening  Point 

If  desired,  a  hardened  steel  crusher  and  rolls  may  be  used  for 
reducing  the  specimen  to  be  tested,  to  the  required  fineness. 

13.  Record  of  Tests 

It  is  important  that  a  form  be  arranged  upon  which  the  results 
of  each  clay  test  can  be  conveniently  recorded.  Below  is  a  copy  of 
the  form  used  at  the  Bureau  of  Mines  Station,  Seattle,  Washington, 
which  will  be  of  assistance  to  others  in  arranging  forms  for  their  own 
laboratories. 
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Color  Wet 


PLASTIC  AND   DRY   PROPERTIES 

General  Plasticity 


%  Shrinkage   Water 


%  Pore  Water 


%  Water  Plasticity 


%  Dry  Volume  Shrinkage 
Per  cent  Dry  Volume 


Calculated  Linear  Sh. 
Per  cent  Dry  Length 


Measured  Linear  Sh. 

Per  cent  Plastic  Strength 


Dry  Transverse  Strength 


Pounds  per  sq.  in. 


Dry  Condition  and  Notes 


FIRED 

PROPERTIES 

Cone 

Color 

Hardness 

Linear  Shrinkage,  per  cent 
plastic    length 

Calculated  Linear  Shrinkage, 
per  cent  dry  length 

Volume  Shrinkage, 
per  cent  dry  volume 

Per  cent  Absorption 

Per  cent  Apparent  Porasity 

Transverse  Strength, 
pounds  per  sq.  in. 

Structure 
Condition 

Best  Firing  Range                                            Cone  Fusing 
Class  of  Ware 

14.  Tentative  Method  for  Transverse  Strength 

Among  the  many  articles  on  this  subject,  the  following  may  be 
cited  as  representative  and  giving  data  indicative  of  the  results  this 
method  of  test  can  be  expected  to  yield. 

Kerr  and  Montgomery,  Trans  A.C.S.  Vol.  15;   271 

Vol.  15;   345 

Bleininger  and  Howat,  Trans  A.C.S.  Vol.  16;   277 

Kerr,  Montgomery  and  Fulton,  Trans  A.C.S.  Vol.  17;  92,  95,  97 
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REPORT  OF  THE  COMMITTEE  ON  RESEARCH  AND 
DEVELOPMENT 

On  March  14,  1921,  the  undersigned  was  notified  of  his  appoint- 
ment as  Chairman  of  the  Research  and  Development  Committee  of 
the  American  Ceramic  Society.  The  first  activity  of  the  Chairman 
was  to  communicate  with  the  former  chairmen  of  this  committee,  in 
order  to  ascertain  what  had  been  accomplished  by  this  committee  in 
the  past.  It  was  found  that,  due  to  lack  of  knowledge  as  to  exactly 
how  to  proceed,  very  little  had  been  accomplished.  The  members  of 
the  committee  were,  therefore,  communicated  with  in  order  to  get  their 
views  as  to  how  the  committee  might  best  proceed  to  organize  and 
operate,  and  many  valuable  suggestions  were  received.  These  were 
communicated  to  all  members  of  the  committee,  as  then  constituted, 
for  further  suggestions.  Later,  it  was  found  that  the  committee,  as 
made  up,  was  not  in  accordance  with  the  rules  of  the  Society,  and 
a  new  committee  was  appointed,  consisting  in  the  main,  however,  of 
the  members  of  the  committee  as  first  appointed.  Other  requests  for 
suggestions  as  to  operation  were  sent  out,  and  further  recommenda- 
tions received. 

After  considering  these  suggestions,  it  was  decided  to  hold  a 
meeting  of  as  many  members  of  the  committee  as  could  conveniently 
come  to  Columbus  on  November  16  and  17.  At  these  meetings,  at 
which  were  present  a  part  of  the  membership  of  the  committee,  as 
well  as  the  President  of  the  Society,  the  Organizing  Secretary,  and 
several  interested  visitors,  a  set  of  13  recommendations  were  drawn 
up,  approved  by  those  present,  and  sent  to  all  of  the  members  of  the 
commmittee  for  their  vote,  as  to  approving  or  disapproving,  and  to 
the  members  of  the  Board  and  officers  of  the  divisions  for  their 
information. 

After  a  delay  of  two  months  votes  had  been  received  from  all 
members  of  the  committee,  except  two,  the  results  of  this  voting  being 
that  all  of  the  recommendations  were  approved  by  more  than  a 
majority  of  the  committee.  In  these  recommendations  was  given  a 
general  outline  of  the  method  of  operation  of  this  committee,  which 
is  as  follows: 

That  the  Chairman  request  from  each  divisional  member  of  the 
committee  a  list  of  research  problems  arising  in  the  work  of  that 
division,  with  their  relative  importance,  suggestions  as  to  where  the 
problem  might  be  undertaken,  estimated  money  required  in  the  solu- 
tion of  the  problem,  if  any,  recommendations  as  to  where  and  how 
this   money   might  be  raised,  and   reasons  why   each   problem   is   of 
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importance.  It  was  the  thought  of  the  meeting  that  the  method  of 
obtaining  such  a  list  of  problems  should  rest  with  the  divisional 
member  of  the  committee,  but  that  some  method  should  be  used 
which  would  insure  a  fairly  reasonable  completeness  of  such  a  list 
consistent  with  the  time  available  for  getting  up  such  a  list. 

That  the  list  of  problems  received  from  the  different  divisional 
members  then  be  reviewed  by  each  member  of  the  committee,  they 
giving  criticisms  and  suggestions  on  the  problems  listed,  making 
additions  thereto  if  possible,  giving  their  recommendations  as  to  the 
most  important  problems  out  of  all  the  lists  to  be  undertaken,  and 
recommendations  as  to  where  and  how  the  problems  might  be  taken 
up.  It  was  the  thought  of  the  meeting  that  it  would  be  attempted  to 
take  up  the  second  step  by  correspondence,  but  if  it  was  found  that 
results  could  not  be  obtained  by  this  procedure,  that  a  meeting  of  the 
committee  would  then  be  called  to  undertake  the  work  in  conference. 

That  the  list  of  problems,  together  with  the  recommendations  of 
the  committee,  be  then  printed  in  the  bi-weekly  bulletin  issued  from 
the  Secretary's  office,  together  with  the  request  that  anyone  who 
might  be  willing  to  undertake  one  of  these  problems  communicate 
with  the  chairman  of  the  committee,  stating  under  what  conditions 
he  could  undertake  it,  and  the  plan  of  attack;  and  further  asking 
anyone  who  hears  of  any  work  having  been  done  on  any  one  Qf  these 
problems  to  communicate  with  the  chairman,  giving  data  as  to  where 
it  was  done,  whether  complete  or  not,  and  whether  published  or  not. 
Reprints  of  the  list  of  problems,  with  recommendations  of  the  com- 
mittee, to  be  also  sent  to  all  Federal  bureaus,  university  departmental 
laboratories,  and  industrial  laboratories,  where  it  is  thought  work 
might  be  undertaken  on  any  one  of  the  problems,  with  the  request 
that  anyone  who  is  willing  to  undertake  one  of  the  problems  com- 
municate with  the  chairman,  stating  under  what  conditions  he  could 
undertake  it  and  the  plan  of  attack.  It  is  contemplated,  in  addition 
to  publishing  the  lists  in  the  bi-weekly  bulletin  from  the  Secretary's 
office,  to  at  least  get  notices  and  if  possible  the  full  list  published  in 
other  technical  journals  of  the  ceramic  and  allied  fields,  and  bring 
the  attention  of  scientific  societies  in  allied  fields  to  the  work  of  this 
committee  and  the  desirability  of  co-operaton  at  the  general  meeting. 

That  the  data  as  to  where  and  how  the  problems  might  be  under- 
taken, as  received  from  the  laboratories  and  in  answer  to  the  pub- 
lished announcement,  be  then  referred  to  each  member  of  the 
committee  for  recommendations  as  to  where  and  how  they  be  taken 
up,  and  the  problems  then  assigned;  the  divisional  member  of  this 
committee  in  whose  divisional  field  it  comes,  to  be  notified  to  keep 
in  touch  with  the  problem  as  closely  as  possible  through  the  Secre- 
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tary's  office,  at  least  demanding  semi-annual  reports  on  July  1  and 
January  1  from  the  laboratory  undertaking  the  problem,  such  reports 
to  be  submitted  after  criticism  by  the  divisional  member  to  the  total 
membership  of  the  committee  through  the  Chairman. 

That  in  case  no  reply  is  received  to  communications  to  members 
of  this  committee  two  weeks  after  sending  such  communications,  it 
be  considered  that  the  member  did  not  desire  to  make  such  a  reply, 
except  in  the  case  of  request  for  lists  of  problems,  which  lists  should 
be  expected  not  later  than  six  weeks  after  date  of  request. 

That  the  method  of  raising  funds  and  procuring  materials  should 
be,  as  agreed  upon  by  the  Divisional  Research  Committee  and  the 
general  committee,  but  that  the  responsibility  for  raising  of  such 
funds  or  procuring  of  materials  rests  on  the  Divisional  Research 
Committees. 

That  it  be  the  policy  of  this  committee  to  not  take  up,  as  a  com- 
mittee or  as  individual  members  of  the  committee,  with  any  group 
or  agency  carrying  on  research,  the  possibility  of  our  supplying  to 
such  agency  a  committee  to  work  with  them.  It  was,  however,  agreed 
that  it  would  be  allowable  for  any  individual,  as  such,  to  suggest  to 
any  agency  conducting  research  the  possibility  of  their  having  an 
advisory  committee  appointed.  It  was  also  agreed  that  general  notice 
should  he  given  by  means  of  announcements  from  this  committee,  in 
trade  papers,  etc.,  that  the  committee  stood  ready  and  willing  to 
assist  in  any  way  possible  anyone  undertaking  ceramic  research. 

The  other  recommendations  adopted  deal  with  matters  which 
cannot  be  decided  by  this  committee  without  reference  to  other 
committees,  etc.,  and,  therefore,  will  not  be  incorporated  in  the  report 
of  this  committee  until  after  such  reference. 

It  is  realized  this  method  of  procedure  is  not  ideal,  but  it  is  hoped 
that  as  time  goes  on  it  will  be  improved  so  as  to  maki  for  the  best 
working  conditions  for  this  committee.  Recommendations  as  to 
changes  will  be  gratefully  received  from  anyone. 

Respectfully  submitted, 

L.   I.  SHAW,   Chairman. 

Columbus,  Ohio,  January  27,  1922. 
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REPORT     OF     THE     JOINT     COMMITTEE     OF     THE    NATIONAL 

RESEARCH    COUNCIL    AND   THE   AMERICAN 

CERAMIC  SOCIETY 

The  committee  held  no  meetings  during  the  past  year  principally 
for  two  reasons,  the  depressed  industrial  conditions  and  the  reorgani- 
zation work  of  the  American  Ceramic  Society.  Some  confusion 
existed  in  regard  to  the  position  of  this  committee  to  the  general 
activities  of  the  Society  and  it  is  still  a  question  as  to  whether  its 
functions  should  not  be  taken  over  by  another  committee  entirely 
within  the  Society.  The  Research  Council  in  its  broad  endeavor  to 
promote  scientific  and  technical  investigation,  we  are  quite  certain, 
would  offer  no  objection  to  the  discontinuance  of  this  committee 
provided  its  place  were  taken  by  another  body  having  similar  aims. 

The  work  of  the  fellowship  on  the  viscosity  of  glass  supported  by 
the  Coming  Glass  Works  is  making  good  progress  and  the  result  i 
obtained  will  be  made  available  through   publication  in  the  Journal. 

The  co-operative  research  on  the  kilns  and  the  methods  of  firing 
in  the  heavy  clay  products  industries  which  was  started  under  the 
auspices  of  this  committee  has  been  turned  over  entirely  to  the 
Bureau  of  Mines,  the  Bureau  of  Standards  and  the  Heavy  Clay 
Products  Division  of  the  Society,  functioning  through  a  joint  tech- 
nical committee.  This  investigation  is  supported  by  four  associations, 
the  Common  Brick  Manufacturers'  Association,  the  Hollow  Building 
Tile  Association,  the  Face  Brick  Association  and  the  National  Paving 
Brick  Manufacturers'  Association,  and  by  larger  funds  appropriated 
by  the  Bureau  of  Mines  and  the  Bureau  of  Standards.  This  study 
consists  of  field  and  laboratory  work  carried  on  by  the  Federal  Bureaus 
and  the  Department  of  Ceramic  Engineering  of  the  University  of 
Illinois.  The  Fuel  Division  and  the  Columbus  Station  of  the  Bureau 
of  Mines  have  organized  the  field  work  in  a  very  thorough  manner 
and  have  now  in  operation  a  laboratory  car  which  is  dispatched  to 
the  different  plants.  Complete  heat  balances  of  a  number  of  kilns 
have  been  worked  out  and  have  already  lead  to  improved  firing 
methods.  The  laboratory  studies  on  the  problems  relating  to  the  rate 
of  water-smoking,  oxidation,  the  speed  of  vitrification  and  the  heat 
absorption  of  clay  are  fully  under  way  and  a  number  of  interesting 
results  have  been  obtained. 

It  is  to  be  hoped  that  the  Society  at  its  next  meeting  will  define 
the  functions  of  this  committee  or  transfer  its  duties  to  another  group. 

Respectfully  submitted, 

A.  V.BLEININGER,  Chairman. 
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REPORT  OF  COMMITTEE   ON    RULES,   1922 

Following  our  report  at  the  last  annual  convention,  the  Rules 
Committee  completed  the  revision  of  the  Constitution  and  By-Laws 
and  submitted  same  to  the  Board  of  Trustees. 

On  September  15,  the  Committee  reported  favorably  on  the  amend- 
ments to  Articles  II  and  III  of  the  Constitution,  covering  the  creation 
of  Industrial  Association  Membership. 

On  October  8,  the  Committee  reported  favorably  on  the  amend- 
ments to  Article  VI,  made  necessary  by  the  reorganization  of  the  Re- 
search and  Development  Committee,  and  the  creation  of  the  Co-ordin- 
ating Service  Council. 

On  Janary  17,  1922,  the  Committee  reported  favorably  on  the 
amendment  to  Article  VI,  paragraph  7,  interpreting  the  method  of 
counting  votes  on  standards. 

On  January  21,  1922,  the  Committee  reported  favorably  on  the 
recommendation  of  the  Executive  Conference  covering  the  establish- 
ment of  a  Committee  on  Ceramic  Education. 

On  recommendation  of  R.  R.  Hice  and  by  instruction  of  President 
F.  K.  Pence,  the  Chairman  of  the  Rules  Committee  secured  legal,  ad- 
vice as  to  whether  the  Society,  in  engaging  in  the  various  activities 
now*  contemplated,  is  exceeding  the  authority  conferred  upon  it  by 
the  Charter  granted  it  by  the  State  of  Ohio.  The  opinion  rendered  is 
appended  in  full".  Respectfully  submitted, 

ARTHUR  S.  WATTS,  Chairman, 

R.  L.  CLARE, 

R.  K.  HURSH, 

T.  A.  KLINEFELTER, 

J.   B.   SHAW. 

Rules  Committee. 
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LEGAL    OPINION    REGARDING    LEGALITY    OF 
PRESENT  ACTIVITIES 

Gentlemen: 

Question::— Do  the  Constitution  and  By-Laws  of  the  American 
Ceramic  Society  exceed  the  authority  conferred  upon  the  American 
Ceramic  Society  by  the  State  of  Ohio? 

The  powers  of  a  corporation  in  Ohio  are  those  expressly  con- 
ferred upon  it  by  the  State  in  the  Charter,  and  reasonably  proper  in 
carrying  the  express  powers  into  execution.  Gas  Co.  v.  Dairy  Co. 
60-o's.-96.  The  implied  power  to  do  what  is  necessary  to  effect  granted 
powers  must  be  construed  reasonably  rather  than  with  a  strictness 
that  would  embarrass  the  business  and  include  not  merely  what  is  in- 
dispensable, but  also  what  is  appropriate,  convenient  and  suitable, 
including  a  reasonable  choice  of  means  to  be  employed.  Gas  Co.  v. 
Dairy  Co.  60-O.S.-96,  Longsdorfs  Notes  778,  cited  in  70  American  State 
Reports  161,  179,  followed  in  State  vs.  P.  C.  C.  &  St.  L.  R.  R.  68-O.S.-40, 
holding  that  maintenance  of  a  relief  association  by  a  railway  com- 
pany for  the  benefit  of  the  employees  injured  is  not  ultra  vires. 

William  Lawrence  Clark,  the  best  known  recent  authority  on  cor- 
poration law,  states  that  a  charter  of  a  corporation  is  a  contract  be- 
tween the  State  and  corporation,  and  the  corporation  and  its  members 
That  the  constitution  and  by-laws  of  a  corporation  merely  effect  the 
management  of  its  business  and  control  its  officers  and  agents.  They 
constitute  no  part  of  its  charter  and,  therefore,  can  neither  add  nor 
detract  from  the  charter. 

The  foregoing  paragraphs  have  been  set  forth  as  principles  of 
law  involved  in  the  question  stated.  The  reason  for  the  following 
opinion,  it  is  hoped,  will  be  more  easily  understood  by  keeping  these 
principles  in  mind. 

The  charter  of  the  American  Ceramic  Society,  filed  with  the 
Secretary  of  State  on  the  25th  day  of  March,  1905,  contains  the  fol- 
lowing purpose  clause:  "The  purpose  for  which  said  corporation  is 
founded  is  to  promote  the  arts  and  sciences  connected  with  ceramics 
by  means  of  meetings  for  social  intercourse,  for  the  reading  and  dis- 
cussion of  professional  papers  and  for  the  publication  of  professional 
literature." 

It  is  quite  evident  that  the  purpose  clause  in  the  charter,  which 
is  the  power  conferred  by  the  State  on  the  Society,  is  not  as  broad 
in  scope  as  the  purpose  expressed  in  Article  1,  Section  2,  of  the  Con- 
stitution and  By-laws  of  the  Society.  It  is  also  evident  that  the  author 
of  the  purpose  clause  in  the  charter  could  have  greatly  enlarged  the 
express  powers  of  the  Society  and  thereby  its  incidental  powers,  by  a 
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clear  statement  of  the  purpose  with  the  usual  added  phrase,  "and 
doing  all  things  necessary  and  incident  thereto." 

To  amend  the  purpose  clause  now  would  entail  an  enormous 
amount  of  time  and  considerable  expense.  I  have,  therefore,  made 
a  thorough  search  of  the  law  to  determine  whether  or  not  the  State 
could  complain  of  the  exercise  of  the  work  of  the  Society  as  detailed 
in  the  constitution  and  by-laws  or  whether  the  members  of  the  Society 
could  complain. 

From  all  the  reported  cases  on  this  subject  in  Ohio  and  other 
States,  and  from  the  leading  texts  and  opinions  of  authors  of  texts, 
I  have  come  to  the  following  conclusion: 

1.  As  the  constitution  and  by-laws  stand  now,  neither  the  State 
nor  the  members  of  the  Society  could  be  heard  to  complain  in  law. 
Late  decisions  particularly  have  been  more  liberal  and  broad  in  the 
construction  of  vested  and  implied  powers.  There  are  no  cases  directly 
in  point,  but  all  analogus  cases  have  sustained  this  view. 

2.  The  constituton  and  by-laws  of  the  Society  may  be  safely 
amended  from  time  to  time  to  enlarge  the  scope  of  work  undertaken 
by  the  Society  in  its  endeavor  to  promote  the  arts  and  sciences  of 
ceramics,  conduct  its  own  laboratories,  supervise  control,  or  directly 
publish  its  own  literature,  and  do  all  things  necessary  and  incident 
thereto,  as  long  as  its  efforts  are  purely  not  for  profit  in  the  commer- 
cial sense.  It  may  own  real  or  personal  property,  sell  and  exchange 
such  property  from  time  to  time,  as  long  as  such  property  is  devoted 
exclusively  to  the  advancement  of  the  arts  and  sciences  of  ceramics. 
For  instance,  the  Society  could  purchase  a  business  building  for  lab- 
oratories, print  shop,  office  and  assembly  hall,  restaurant  and  recrea- 
tion quarters  for  workmen.  It  could  hire  all  laborers  and  professional 
men  necessary  to  conduct  its  business.  It  could  not  rent  space  and 
take  a  rental,  for  that  would  substantially  transgress  on  the  scope  of 
operations  of  realty  companies.  It  could  not  finance  or  financially  aid 
outsiders  in  putting  any  device  or  ceramic  product  on  the  market.  It 
could  not  operate  its  restaurant  or  creation  department  at  any  more 
than  actual  costs  to  the  Society.  As  organized,  it  is  a  single  unit, 
engaged  in  a  special  work.  The  State  will  allow  the  Society  to  realize 
its  aim  by  choosing  its  own  means  or  ways  on  a  small  scale  or  large 
scale  as  it  chooses,  as  long  as  the  operations  are  not  for  profit,  and 
directed  to  the  promotion  of  the  arts  and  sciences  of  ceramics  by 
means  of  meetings.  It  is  allowed  to  do  all  things  necessary  and  inci- 
dent to  the  production  of  material  for  the  publication  of  professional 
papers  and  literature.  If  actual  experiments  and  investigations  are  the 
necessary  agencies  necessary  to  produce  such  results  then,  and  in  such 
event,  the  law  permits  the  operation  under  the  implied  powers  of  the 
original  grant  or  charter. 
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I  am,  therefore,  of  the  opinion  that  the  constitution  and  by-laws 
as  they  now  stand  do  not  exceed  the  granted  and  implied  powers  of 
the  American  Ceramic  Society. 

Respectfully    submitted, 

JOHN  F.  SEIDEL. 

STATE    OF    OHIO 
These  Articles  of  Incorporation  of 
AMERICAN   CERAMIC  SOCIETY 

Witnesseth,  That  we,  the  undersigned,  a  majority  of  whom  are 
citizens  of  the  State  of  Ohio,  desiring  to  form  a  corporation,  not  for 
profit,  under  the  general  corporation  laws  of  said  State,  do  hereby 
certify: 

First,  The  name  of  said  corporation  shall  be 

The  American  Ceramic  Society 
Second,  Said  corporation  shall  be  located,  and  its  principal  busi- 
ness transacted  at  Columbus,  in  Franklin  County,  Ohio. 

Third,  The  purpose  for  which  said  corporation  is  formed  is  to 
promote  the  arts  and  sciences  connected  with  Ceramics  by  means  of 
meetings  for  social  intercourse,  for  the  reading  and  discussion  of 
professional  papers  and  for  the  publication  of  professional  literature. 
IN  WITNESS  WHEREOF,  We  have  hereunto  set  our  hands  this 
21st  day  of  March,  A.  D.  1905.  ! 

WM.   D.  GATES, 
ELLIS    LOVEJOY, 
EDWARD  ORTON,  JR., 
STANLEY  G.  BURT, 
ELMER  E.   GORTON, 
EDWARD  C.  STOVER, 
A.  V.   BLEININGER, 
WALTER  M.   FICKES, 
W.  D.  RICHARDSON. 
The  State  of  Ohio,  County  of  Franklin,  S.  S. 

On  this  21st  day  of  March,  A.  D.  1905,  personally  appeared  before 
me,  the  undersigned,  a  Notary  Public,  within  and  for  said  county,  the 
above  named  Walter  M.  Fickes,  Wm.  D.  Gates,  Edward  Orton,  Jr., 
Elmer  E.  Gorton,  A.  V.  Bleininger,  Ellis  Lovejoy,  Stanley  G.  Burt, 
Edward  C.  Stover,  W.  D.  Richardson,  who  each  severally  acknowl- 
edged the  signing  of  the  foregoing  articles  of  incorporation  to  be  his 
free  act  and  deed,  for  the  uses  and  purposes  therein  mentioned. 

Witness  my  hand  and  official  seal  on  the  day  and  year  last 
aforesaid. 

(Seal)  H.  E.  STAFFORD, 

Notary  Public. 
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The  State  of  Ohio,  County  of  Franklin,  S.  S. 

I,  John  W.  McCafferty,  Clerk  of  the  Court  of  Common  Pleas, 
within  and  for  the  county  aforesaid,  do  hereby  certify  that  H.  E. 
Stafford,  whose  name  is  subscribed  to  the  foregoing  acknowledgment 
as  a  Notary  Public,  was  at  the  date  thereof  a  Notary  Public  in  and 
for  said  county,  duly  commissioned  and  qualified,  and  authorized  as 
such  to  take  said  acknowledgment,  and  further,  that  I  am  well 
acquainted  with  his  handwriting  and  believe  that  the  signature  to 
said  acknowledgment  is  genuine. 

In  Witness  Whereof,  I  have  hereunto  set  my  hand  and  affixed 
the  seal  of  said  court,  at  Columbus,  Ohio,  this  22nd  day  of  March, 
A.  D.  1905. 

(Seal)  JOHN  W.  McCAFFERTY,   Clerk. 

United  States  of  America,  State  of  Ohio,  Office  of  the  Secretary  of 
State,  ss: 

I,  Lewis  C.  Laylin,  Secretary  of  State  of  the  State  of  Ohio,  do 
hereby  certify  that  the  foregoing  is  an  exemplified  copy,  carefully 
compared  by  me  with  the  original  record  now  in  my  official  custody 
as  Secretary  of  State,  and  found  to  be  true  and  correct,  of  the 
Articles  of  Incorporation  of  The  American  Ceramic  Society  filed  in 
this  office  on  the  25th  day  of  March,  A.  D.  1905,  and  recorded  in 
Volume  102,  page  526,  of  the  Records  of  Incorporation. 

In  Testimony  Whereof,  I  have  hereunto  subscribed  my  name  and 
affixed  my  official  seal  at  Columbus,  the  25th  day  of  March,  A.  D.  1905. 

LEWIS    C.   LAYLIN, 

Secretary   of   State. 
(The  Seal  of  the  State  of  Ohio.) 
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REPORT   OF   THE    COMMITTEE    ON    PUBLICATIONS 
♦  AMERICAN  CERAMIC  SOCIETY 

The  publication  of  the  Journal  during  the  past  year  has  been  more 
difficult  than  in  any  previous  year  on  account  of  the  printers'  strike 
last  April.  At  that  time  the  Journal  was  beginning  to  make  its  appear- 
ance on  time,  but  the  strike  threw  it  back  several  weeks.  This  diffi- 
culty has  now  been  overcome  and  it  is  expected  that  the  Journal  will 
appear  regularly  during  1922. 

The  publishing  of  the  technical  Journal  involves  considerable 
detailed  work  and  constant  decision  on  the  problems  that  arise.  The 
Committee  on  Publications  has  considered  and  passed  upon  many 
matters  tending  to  improve  the  Journal  and  make  it  of  more  service 
to  subscribers.    Some  decisions  that  are  of  general  Interest  are: 

1st.    Readoption  of  the  rule  allowing  reprints  to  authors. 

2nd.  Arranging  for  exchange  of  advertisements  with  the  English 
Journal  of  Glass  Technology. 

3rd.  That  as  a  matter  of  policy  editorials  should  not  take  the 
form  of  personal  letters. 

4th.  Changing  title  of  Journal  to  "Journal  of  American  Ceramic 
Society  Together  With  Ceramic  Abstracts."  Each  section  will  take 
separate  pagination. 

5th.  Insertion  of  advertising  page  at  front  of  Journal,  taking 
preferred  rates. 

6th.     Limiting  of  reading  matter  to  approximately  85  pages. 

7th.  Change  in  color  of  Journal  cover.  It  is  believed  this  im- 
provement will  meet  with  general  approval. 

The  advanced  advertising  rates  made  it  necessary  to  renew  all 
advertising  contracts.  This  was  done  with  the  loss  of  only  one  old 
advertiser.  In  1920  there  were  142%  pages  of  advertising  in  the 
Journal.  In  1921  the  advertisements  amounted  to  200  pages,  including 
the  December  issue.  In  addition  there  were  eight  pages  in  the  Year 
Book  which  had  never  before  carried  advertising. 

The  financial  statement  for  the  year  is  as  follows: 

Receipts                                             Disbursements 
Advertisements $  7,682.15    Salaries   $2,892.15 


Volume  of  Trans,  sold..  1,145.73 

Journal  Subscriptions  . .  1,695.07 

Index,  Seger,  etc 407.57 

Reprints    356.09 


Editor's   Office   Expense       322.26 
Printing  of  the  Journal.  10,632.01 

Reprints    607.25 

Advertising  Commissions       969.61 
Other  Expenses 380.86 


$11,286.61 


$15,804.14 
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Although  receipts  exceeded  1920  by  nearly  $4,000,  the  expenses 
increased  equally.  Therefore  the  Journal  cost  the  Society  actually 
$4,517.53  for  the  year. 

It  is  generally  conceded  that  the  Journal  is  our  most  important 
agency  in  increasing  the  service  of  the  Society  to  its  membership. 
This  committee  plans  to  make  the  Journal  of  1922  of  greater  value 
than  ever  before. 

The  Chairman  desires  to  take  this  opportunity  of  expressing  his 
appreciation  of  the  splendid  support  of  the  Editor,  the  efficient  work 
and  many  helpful  suggestions  of  the  Advertising  Manager  and  the 
prompt  and  friendly  co-operation  of  every  member  of  the  committee. 

Respectfully  submitted, 
(Signed)  R.   H.   MINTON, 

Chairman,  Committee  on  Publications. 
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REPORT   OF   THE    EDITOR    FOR   THE   YEAR   1921 
Delays  in  Publication 

Several  causes  during  the  current  year  have  been  responsible  for 
the  numerous  delays  and  difficulties  in  connection  with  the  regularity 
of  publication.  The  protracted  strike  in  the  printing  office  caused  the 
Journal  to  fall  three  months  behind  schedule.  Toward  the  latter  part 
of  the  year  when  attempting  to  recover  lost  ground  and  bring  the 
publication  of  the  Journal  up  to  date,  the  extra  work  proved  too  great 
for  the  editorial  staff  to  handle  promptly  since  the  Editor's  office 
force  is  not  of  sufficient  size  to  see  three  issues  through  the  press  In 
one  month.  It  was  necessary  therefore  to  procure  some  additional 
assistance  to  help  with  the  indexing. 

Changes  in   Editorial  Staff 

In  September  a  motion  was  made  in  the  Board  of  Trustees  that 
the  duty  of  editing  the  Journal  during  1922  be  placed  in  the  hands  of 
the  Secretary  of  the  Society.  After  a  protracted  discussion  the  motion 
was  lost,  but  it  resulted  in  the  resignation  of  the  Editor's  assistant 
toward  the  latter  part  of  November  owing  to  the  impossibility  of 
assuring  her  of  any,  employment  after  January  1.  For  a  period  of  two 
weeks  the  Editor  was  without  any  assistance  and  thereafter  a  further 
period  was  necessary  for  the  new  assistant  to  familiarize  herself  with 
the  records  of  the  office  and  the  many  and  complete  details  of  the 
work. 

All  of  these  factors  have  contributed  to  the  difficulties  of  main- 
taining the  standard  desired  in  the  Journal  and  it  is  hoped  that  in  the 
future  actions  looking  toward  changes  in  the  personnel  of  the 
Society's  editors  may  be  taken  sufficiently  in  advance  of  the  proposed 
date  of  execution  to  avoid  the  disruption  of  the  editorial  office 
machinery.  To  the  same  end  it  is  recommended  that  the  Editor  be 
authorized  to  contract  with  his  assistants  for  a  definite  time  with  the 
usual  provisions  on  both  sides  regarding  notce  of  resignation  and 
penalties  for  breach  of  contract. 

Publication  Policies 
The  inauguration  of  the  new  Bulletin  to  be  published  from  the 
Secretary's  office  brings  up  a  variety  of  new  problems  in  connection 
with  the  Society's  publication  activities  which  must  be  settled.  The 
relations  of  the  two  publications  to  each  other  and  to  the  Publication 
Committee  should  be  clearly  defined.  In  the  opinion  of  the  Editor  of 
the  Journal,  the  Publication  Committee  should  have  full  charge  (of 
course  under  the  auspices   of  the  Board  of  Trustees  to  which  it  is 
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directly  responsible)  of  all  the  Society's  publications.  The  editors  of 
the  two  publications  should  be  directly  responsible  to  the  Publication 
Committee  in  carrying  out  the  policies  which  it  adopts.  The  Editor  is 
also  inclined  to  recommend  that  the  Society's  editors  shall  not  be 
voting  members  of  the  Committee  on  Publications  since  their  duties 
are  primarily  executive. 


Manuscript  Statistics 

Manuscripts  received,  113. 

Manuscripts  published  in  1921,  73. 

Manuscripts  received  in  1921,  published  in  1922,  17. 

Manuscripts  listed  on  Columbus  program  and  never  received,  29. 

Manuscripts  returned  to  the  author  for  revision  and  never  sent 
back,  8. 

Manuscripts  rejected  under  Regulation  I  (published  elsewhere 
before  receipt  in  this  office),  2. 

Manuscripts  rejected  under  Regulation  1  (because  of  general  poor 
quality),  1. 

Manuscripts  rejected  under  Regulation  Ha  (because  they  contain 
nothing  essentially  new),  4. 

Manuscripts  rejected  under  Regulation  lid  (because  of  advertis- 
ing character),  2. 

Manuscripts  received  but  not  yet  published  because  of  precedence 
given  to  papers  of  greater  importance  (would  be  returned  to  author 
upon  request),  2. 

Manuscripts  recalled  by  author,  1. 

Manuscripts  still  in  hands  of  Associate  Editor,  1. 
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PUBLICATION  STATISTICS 
.Original    Papers  Classified   According  to   Subject  Matter. 
Subject                                                               No.  of  No.  Con- 
Papers  Pages  tributors 

Apparatus  and  Methods  of  Measurement.         5  49  5 
Chemistry    and    Physics    of   Ceramic    Ma- 
terials              5  68  3 

Refractories  and  Furnaces 18  172  18 

Whiteware,   Pottery  and   Stoneware 10  88  7 

Art    2  12  2 

Heavy     Clay     Products     including     Terra 

Cotta    .- • 10  71  8 

Glass     11  153  13 

Enamels     9  120  11 

Cement,  Lime  and  Plaster 3  23  5    . 

Totals     73  756  72 


Abstracts  Classified   According   to   Subject   Matter. 

Subject                                                      '                No.  of  Papers  Pages 

Abstracted 

General  and  Miscellaneous 73  20 

Apparatus  and  Instruments 30  13 

Refractories  and  Furnaces 124  35 

Chemistry,   Physics  and  Geology 121  32 

Abrasives    3  IVz 

Whiteware  and  Porcelain 40  14% 

Heavy  Clay  Products 30  6 

Glass     119  27y4 

Enamels     17  4 

Cement,  Lime  and  Plaster 81  25V4 

Totals    638  178 
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Abstract  Costs. 


Month 

January    

February   

March 

April     

May     

June    \ 

July  (No  abstracts  in  July) 

August    

September    

October    .  t -. 

November    

December    


Printing 

Stipends  to 

(Approx.) 

Abstractors 

$39.34 

$38.72 

38.21 

16.10 

53.79 

34.02 

37.18 

5.76 

56.20 

38.66 

76.54 

22.28 

50.58 

31.30 

51.76 

31.21 

62.72 

36.77 

22.61 

8.43 

46.37 

4.02 

$535.90 

$267.19 

Total  $803.09 

Total    Publication   Costs    Exclusive   of  Salaries. 

Month  Cuts  Postage  Composition  Total 

January    $55.39  $10.24  $658.16  $723.79 

February    70.51  17.71  691.48  779.70 

March 74.23  14.01  655.96  744.20 

April 24.33  13.08  558.78  596.19 

May     96.16  27.31  974.31  1097.78 

June    34.54  49.26  747.87  831.67 

July     107.36  19.90  725.61  852.87 

August    53.57  20.33  729.26  803.16 

September 57.37  17.33  762.38  837.08 

October    59.40  19.76  729.66  808.82 

November    37.73  17.46  617.93  673.12 

December    24.20  19.45  1004.16  1047.81 

Totals $694.79  $245.84  $8855.56  $9796.19 
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REPORT  OF  COMMITTEE  ON    DIVISIONS  AND  SECTIONS 

Dear  Sirs: 

This  committee  took  under  consideration  the  report  of  last  year's 
committee  which  was  not  adopted.  Nothing  was  found  objectionable 
in  the  report  and  the  committee  has  no  recommendation  for  amend- 
ment of  it. 

Local  Sections.  The  matter  of  redistriction  of  local  sections  was 
considered.  Action  of  this  committee  in  conjunction  with  the 
membership  committee  brought  out  a  great  many  suggestions  as  to 
changes  which  could  be  made  with  profit. 

The  consensus  of  opinion  is  that  local  sections  in  general,  as  they 
have  functioned  in  the  past  have  been  of  doubtful  value  as  an  asset 
to  the  Society.  It  is  further  believed  that  the  potential  possibilities 
of  local  sections  are  sufficiently  great  to  justify  their  continuance. 
In  order  that  these  possibilities  be  realized,  it  seems  advisable  that 
the  sections  be  redistricted.  It  is  also  advisable  to  keep  the  main 
office  of  the  Society  in  closer  touch  with  the  activities  of  the  sections 
and  these  activities  should  be  modified  in  some  such  way  as  to  arouse 
more  interest  and  get  a  larger  attendance.  Based  upon  these  opinions, 
the  committee  believes  that  the  usefulness  of  the  local  sections  would 
be  increased  by  taking  the  following  action: 

1.  Endeavor  to  promote  the  formation  of  the  following  local 
sections: 

a — New  England  (O.  K.  as  is). 
/         b— New  York  City 

c — New  Jersey  (O.  K.  except  N.  Y.  members  to  be  split  off), 
d — Pittsburgh   (O.  K.  except  Beaver  Falls  and  East  Liverpool 

split  off), 
e — Philadelphia, 
f — Beaver  Falls, 
g— East  Liverpool, 
h — Zanesville. 
i — Cleveland, 
j — Columbus, 
k — Detroit. 

1 — Chicago  (O.  K.  as  is), 
m — St.  Louis  (O.  K.  as  is), 
n — Pacific  Coast. 


110  YEAR  BOOK  OF  THE 

2.  The  Secretary  to  carry  out  the  program  by  selecting  some  live 
man  in  each  of  the  above  proposed  districts  and  urge  him  to  obtain 
signatures  of  ten  men  to  a  petition  requesting  the  Board  to  grant  a 
charter  to  the  section. 

3.  Recommend  to  the  Board  of  Trustees  that  petitions  for  forma- 
tion of  the  above  sections  be  granted. 

4.  Eliminate  all  fixed  boundaries  of  local  sections,  leaving  choice 
entirely  to  members. 

5.  Recommend  to  Board  the  local  sections  be  not  given  funds  of 
the  parent  Society. 

6.  Recommend  to  the  Board  that  a  uniform  questionnaire  be 
mailed  from  the  Secretary's  office  every  three  months  to  the  secretary 
of  each  local  section,  this  questionnaire  to  cover  activities  of  the  sec- 
tion during  the  preceding  three  months.  Responsibility  for  obtaining 
reports  should  be  on  the  Secretary  of  the  Society  and  he  should  repeat 
the  questionnaires  until  he  gets  the  report. 

While  it  seems  inadvisable  to  endeavor  to  organize  any  more 
sections  at  this  time,  opportunities  should,  of  course,  be  left  open  to 
members  to  organize  a  local  section  wherever  there  is  sufficient 
interest  to  make  it  seem  likely  that  a  section  would  function  properly. 

Divisions.  The  divisions  are  performng  excellent  service,  both  to 
their  own  members  and  to  the  Society.  They  seem  to  be  the  most 
logical  sub-division  into  which  the  Society  should  be  divided  and  the 
medium  through  which  it  may  well  hope  to  achieve  its  greatest  aim, 
viz:  promotion  of  ceramic  art  and  science. 

New  Divisions.  There  is  a  great  diversity  of  opinion  as  to  how 
far  the  sub-division  of  the  membership  of  the  Society  into  new  divi- 
sions should  go.  If  it  were  desired  to  form  a  separate  division  to 
accommodate  each  group  of  members  representing  a  given  form  of 
ceramic  activity,  it  can  readily  be  seen  that  so  many  divisions  would 
be  required  that  their  very  number  would  defeat  the  aim  of  having 
such  sub-divisions. 

On  the  other  hand,  in  order  for  the  division  to  function  with  their 
maximum  degree  of  efficiency,  it  is  necessary  that  each  one  be  so 
constituted  as  to  enable  its  members  to  work  in  harmony  and  to  co- 
operate freely  without  prejudicing  their  personal  or  business  interests. 

When  the  membership  of  a  disivion  is  so  constituted,  it  is  obvious 
that  the  membership  will  support  it  mentally,  physically  and  finan- 
cially. If  not  so  constituted,  the  division  is  likely  to  suffer  from  lack 
of  support  by  those  members  who  feel  that  their  energies  are  being 
wasted  for  the  promotion  of  some  business  foreign  to  their  own. 
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This  committee  does  not  wish  to  make  a  recommendation  for  the 
formation  of  any  specific  division.  It  does  wish  to  express  its  opinion 
that  the  initatve  for  the  formation  of  a  new  division  should  come  from 
those  who  wish  to  have  such  a  division  formed.  That  any  group  of 
members  wishing  to  form  a  new  division  should  secure  sufficient  signa- 
tures to  a  petition  and  present  this  with  all  the  arguments  they  have 
in  favor  of  such  a  division  to  the  Board  of  Trustees. 

The  committee  would  recommend  that  the  Board  of  Trustees 
weigh  carefully  all  evidence  available,  pro  and  con,  bearing  upon  the 
question  of  new  divisions.  It  is  the  opinion  of  the  committee  that  no 
petition  for  new  divisions  shauld  be  granted  unless  the  evidence  fully 
justifies  the  same  and  the  burden  of  proof  should  rest  with  the 
petitioners. 

J.  B.  SHAW,  Chairman. 
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REPORT  OF   MEMBERSHIP  COMMITTEE 

Your  Committee  on  Membership  respectfully  submits  to  the  Pres- 
ident and  Board  of  Trustees  the  following  report  for  the  year  1921: 

No  circular  letters  were  sent  out  the  first  part  of  the  year,  but 
there  has  been  a  great  deal  of  personal  solicitation  and  a  great  deal 
of  effort  expended  in  trying  to  interest  people  who  are  not  already  in 
the  Society. 

It  is  gratifying  to  be  able  to  report  that  the  various  Division  Mem- 
bership Committees  are  much  more  active  than  in  previous  years  and 
it  is  our  belief  that  these  Division  Committees,  if  not  already  so,  will 
be  one  of  the  Society's  strongest  agencies  for  interesting  and  securing 
new  members;  chiefly  on  account  of  the  efforts  of  each  of  these  Divi- 
sions being  along  definite  lines  and  of  special  interest  to  the  pros- 
pects on  their  several  lists.  Two  or  three  of  the  Divisions  have  shown 
particularly  pleasing  results  along  these  lines. 

The  Enamel  Division  has  increased  its  membership  over  27%. 
The  Terra-Cotta  Division  has  secured  practically  every  available  mem- 
ber in  every  terra-cotta  plant  as  a  member  of  the  Division.  Not  all  of 
these  members  are  members  of  the  Society,  but  every  effort  is  being 
made  to  secure   them. 

If  the  Divisions  nave  members  who  are  not  members  of  the  parent 
Society,  it  is  a  very  good  indication,  as  it  means  they  are  reaching 
people  who  would  not  be  interested  in  ceramics  in  general  and  will 
eventually  interest  them  enough  so  they  will  join. 

A  special  effort  has  been  made  this  year  to  secure  a  mailing  list 
of  all  those  who  might  in  any  way  be  interested  in  ceramics.  A  list 
of  this  sort  is  extremely  hard  to  get,  and  all  who  can  in  any  way  con- 
tribute to  this  list  are  urged  to  do  so.  It  is  necessary  to  have  not 
only  the  names  of  the  manufacturing  concerns,  but  also  the  names 
of  the  executives  and  technical  staffs. 

The  assistance  of  Mr.  Ross  C.  Purdy  has  already  been  felt  by  the 
Membership  Committee,  not  only  in  the  assistance  the  office  has  given 
in  mailing  out  literature  but  also  by  many  helpful  suggestions  and 
the  creation  of  a  great  deal  of  enthusiasm. 

Included  in  the  literature  sent  out  to  prospects  were  the  two 
advance  notices  of  the  meeting  to  be  held  at  St.  Louis — February  27 
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to  March  3,  1922— giving  a  partial  list  of  papers  to  be  read.     These 
notices  were  sent  to — 

Persons    205 

White    Wares    287 

Heavy  Clay  Products    614 

Glass  Refractories   9 

Refractories      339 

Enamel   Ware    175 

Art    76 

Glass  Manufacturers 384 

Associations     45 

Magazines     35 

Government  Officials  and  Edu- 
cators          19 

Total     2,188 

In  these  folders  were  also  included  the  folder,  "The  American 
Ceramic  Society,  What  It  Is  and  What  It  Does."  A  copy  of  this  was 
also  sent  to  each  member  of  the  Society.  A  follow-up  letter  is  to  go 
to  each  one  who  received  the  advance  notice.  It  is  also  the  plan  to 
have  a  letter  and  literature  sent  out  to  each  member  of  most  of  the 
Associations,  such  as  the  / 

Paving  Brick 

Common  Brick 

Wall  Tile 

Sanitary 

Abrasive 

Electrical  Porcelain 

General  Ware 

Terra  Cotta 

Sewer  Pipe 

The  following  is  a  list  of  members  as  shown  December  31,  1921: 

Honorary   3 

Active    389 

(Active  resident,  370) 
(       "         foreign,  19) 

Associate    958 

(Associate  resident,  831) 
(         "         foreign,  127) 

Corporation    139 

Total     1,489 

Your  Committee  on  Membership  wishes  to  recommend  that  the 
Society  proceed  along  the  following  lines  in  the  securing  of  additional 
members  and  an  increased  revenue: 

1.  Encourage  the  increase  in  activities  of  Division  Membership 
Committees  as  much  as  possible. 

2.  Redistrict  and  encourage  the  formation  of  as  many  local  sec- 
tions as  it  seems  wise  to. 
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3.  Complete  as  far  as  possible  the  mailing  list  now  partially  pre- 
pared. 

4.  Systematically  canvass  those  on  the  mailing  list  in  the  best 
manner  that  our  finances  will  permit. 

5.  Bring  the  activities  of  the  Society  to  the  attention  of  the  public 
in  as  many  ways  as  possible  and  consistent  with  good  judgment. 

6.  Try  to  develop  methods  of  interesting  the  consumers  as  well  as 
the  producers  with  a  view  of  their  closer  co-operation. 

7.  Create  a  group  of  members  to  be  known  as  Perpetual  Mem- 
bers, who  will  be  exempt  from  dues  after  making  an  initial  payment 
of  $200.00.  The  interest  from  this  will  be  used  for  current  expenses 
until  the  death  of  the  member,  after  which  time  the  interest  will 
accumulate  in  a  research  fund,  the  interest  from  which  is  to  be  spent 
according  to  the  wishes  of  the  Board  of  Trustees  unless  definite  action 
is  taken  by  the  Society  so  as  to  some  other  disposal. 

8.  Create  a  similar  group  to  be  known  as  Perpetual  Corporation 
members,  who  will  be  exempt  from  dues  after  making  an  initial  pay- 
ment of  $600.00.  The  interest  will  be  used  for  twenty-five  years  for 
current  expenses  after  which  time  the  interest  will  accumulate  as  in 
recommendation  7. 

9.  Make  the  officers  of  the  foreign  Ceramic  Societies  Honorary 
members  of  the  American  Ceramic  Society  during  the  time  which  they 
are  in  office. 

10.  Encourage  the  Local  Sections  to  hold  joint  meetings  with  other 
Societies  and  thus  interest  others  in  our  work. 

Your  Committee  wishes  to  express  its  appreciation  to  Mr.  Binns, 
Miss  Binns,  Mr.  Purdy  and  the  Division  Officers  for  the  assistance  they 
have  given  the  Membership  Committee.  The  chairman  also  wishes  to 
express  his  thanks  to  the  members  of  the  Committee  for  the  work 
they  have  done  and  the  suggestions  they  have  made. 
Respectfully  submitted, 

COMMITTEE  ON  MEMBERSHIP, 

F.  H.  RIDDLE,  Chairman. 

MEMBERSHIP   COMMITTEES 
Enamel   Division 

B.  T.  Sweely,  Ch.  B.  A.  Ride  F.  G.  Jaeger 

C.  E.  Smoot  E.  E.  Geisinger  R.  R.  Danielson 

Glass  Division 
H.  W.  Hess,  Ch.  S.  R.  Scholes 

Refractories  Division 
W.  E.  Dornbach,  Ch.     G.  W.  Greenwood  P.    A.    Boeck 

W.   F.  Rochow  D.   A.   Moulton  W.  K.  Brownlee 
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REPORT   OF  THE   COMMITTEE   ON   CO-OPERATION 
FOR  THE  YEAR  1921-22 

The  Committee  on  Co-operation  has  been  very  inactive  during 
the  past  year  and  there  is  very  little  of  moment  to  report.  There  are 
two  reasons  for  the  inactivity,  one  being,  the  present  Committee  was 
not  organized  until  in  July,  and  secondly,  in  September  the  Co-ordinat- 
ing Service  Council  was  recommended  at  a  special  executive  con- 
ference held  in  New  York,  which  absorbed  .the  duties  of  the  Commit- 
tee on  Co-operation.  Thus,  the  latter  Committee  became  a  "fifth 
wheel"  on  the  wagon,  and  its  scope  of  activity  has  really  never  been 
made   clear. 

However,  it  would  be  an  error  to  state  the  Committee  was 
of  no  service  to  the  Society  whatever.  Names  and  addresses  of  cer- 
tain cement  and  brick  manufacturers  were  secured  for  the  Member- 
ship Committee.  Names,  addresses  and  officials  of  various  trade  asso- 
ciations in  the  ceramic  industry,  with  whom  the  American  Ceramic 
Society  might  co-operate  in  research  or  other  activty,  were  supplied 
to  the  Secretary.  This  list  included  associations  in  the  heavy  clay 
products,  pottery,  wall  tile,  enamel  and  glass  industries,  as  well  as  clay 
mining  and  the  State  Geological  Surveys. 

The  Committee  sought  co-operation  with  the  Gas  Association  in 
connection  with  their  questionnaire,  but  before  the  Committee  could 
be  of  any  aid  the  Gas  Association  concluded  that  it  would  not  be 
profitable  to  follow  up  the  questionnaire. 

It  might  be  added  that  the  Chairman  of  the  Committee  sought  an 
an  interview  with  the  conservation  engineer  of  the  Portland  Cement 
Association,  for  the  purpose  of  finding  out  if  the  Society  could  in 
any  way  co-operate  with  the  Portland  Cement  Association.  It  was 
learned  that  the  Cement  Association  would  be  interested  in  co-operat- 
ing with  the  Refractories  Division  on  the  subject  of  refractories  for 
cement  kilns.  To  date  the  Portland  Cement  Association  nor  any 
individual  cement  companies  have  shown  any  interest  in  the  Amer- 
ican Ceramic  Society.  With  the  possibilty  of  research  on  cement 
refractories,  a  point  of  contact  has  been  established,  and  it  is  not  at 
all  unlikely  that  cement  companies  will  be  more  interested  in  the 
Society  if  this  point  of  contact  be  developed.  The  Committee  on  Co- 
operation earnestly  hopes  that  the  Refractories  Division  follows  this 
point  up  with  due  consideration. 

At  the  last  annual  meeting  of  the  American  Ceramic  Society,  Mr. 
B.    T.    Sweely,    of   th    Coonley    Manufacturing    Co.,    Cicero,    111.,    intro- 
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duced  a  motion  advocating  co-operation  with  manufacturers  of  lead 
products  in  obtaining  data  on  lead  poisoning,  blue  prints  of  dustproof- 
ing  machinery,  and  other  information  that  would  be  of  value  to  prevent 
radical  legislation  against  lead.  This  subject  was  brought  about  by  a 
talk  by  Mr.  Wilson,  a  representative  of  the  National  Lead  Co.  of 
Chicago,  before  the  Chicago  Section  of  the  A.  C.  S.  The  Chicago 
Section  then  appointed  Mr.  Sweely  to  make  recommendations  before 
the  American  Ceramic  Society  to  consider  a  way  to  prevent  legislation 
in  states  which  would  restrict  the  use  of  lead  compounds  and  which 
might  work  to  the  hardship  of  many  ceramic  manufactories. 

The  above  matter  was  left  to  the  charge  of  the  Committee  on 
Co-operation  to  act  on,  tout  the  present  Committee  which,  as  was 
stated,  was  not  organized  until  the  summer,  was  not  aware  of  this 
matter  and  hence  no  action  has  been  taken. 

With     the     coming     meeting     the     Committee     on     Co-operation, 
automatically   disbands,   and   it  is   recommended   that  the  matter  of 
lead  poisoning  be  brought  to  the  attention  of  the  proper  committee 
for  further  consideration. 

Respectfully  submitted, 

F.  I.  STEINHOFF,  Chairman. 
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REPORT  OF  COMMITTEE  ON   PAPER  AND  PROGRAM 

Having  the  secretaries  of  the  different  divisions  the  members  of 
this  committee  has  proven  of  great  value.  Each  and  every  one  has 
dqne  much  that  is  reflected  in  the  contents  of  our  Journal  and  in  the 
success  of  the  technical  programs  at  the  Chemical  Show  and  at  the 
general  meetings. 

The  cooperation  from  the  Organizing  Secretary  has  been  espe- 
cially valuable  to  this  committee. 

There  is  nothing  of  the  spectacular  in  our  results  and  any  joy 
which  we  may  have  had  in  these  is  in  the  same  measure  as  the  hard 
work  we  have  put  into  it.  Our  only  recommendation  at  this  date 
(January  7th)  for  next  year  is  that  each  division  in  considering  the 
election  of  its  Secretary  remember  that  they  are  also  selecting  a 
member  of  this  committee. 

R.  D.  LANDRUM,  Chairman. 

Cleveland,  O.,  January  7,  1922. 
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REPORTS  OF   INDUSTRIAL  DIVISIONS 

Report  of  the  Art  Division 
The  Art  Division,  as  its  name  implies  is  that  Branch  of  the  Ameri- 
can Ceramic  Society  which  devotes  its  activities   and  researches   in 
the  interest  of  the  development  of  the  artistic  and  decorative  fields 
of  ceramic  work. 

....What  these  Activities  Include — Broadly  speaking  these  activities 
include  discussions,  investigations  and  researches  in  connection  with 
shape  construction,  ceramic  draughtsmanship,  design,  decoration, 
modeling,  ceramic  sculpture,  individual  and  commercial  decorative 
processes,  and  the  standardization  of  these  in  connection  with  the 
various  types  .of  ceramic  wares.  For  instance,  the  technique  and 
practical  knowledge  essential  to  whiteware  practice  is  altogether 
different  from  that  required  in  the  manufacture  of  tile  and  architectural 
faience;  and  in  connection  with  the  various  decorative  processes,  the 
successful  execution  of  works  in  overglaze,  underglaze  on  the  clay  or 
biscuit,  stained  clays  and  glazes,  and  with  the  mechanical  processes, 
the  problems  surrounding  each  one  of  these  are  not  only  widely 
different  in  character,  but  they  require  a  different  technique  and  type 
of  decoration. 

What  the  Art  Division  Has  Done  During  the  First  Year  of  its  Existence 

1.  Submitted  outlines  on  organization  and  development  in  rela- 
tion to  activities.  The  paper  by  Mr.  L.  V.  Solon  dealing  with  glaze 
and  color  development  for  decorative  work  is  a  most  valuable  con- 
tribution vitally  concerning  the  technical  man  as  well  as  the  ceramic 
artist.  The  question  of  suitability  and  standardization  of  the  ceramic 
color  palette  is  a  problem  that  varies  according  to  the  conditions 
involved,  but  it  is  a  problem  which  must  be  solved  if  we  are  to  obtain 
satisfactory  results;  and  this  is  only  one  of  many  developments  which 
cannot  be  attacked  unless  the  technical  man  and  the  artist  work 
together. 

2.  The  officers  of  the  division  have  inaugurated  their  member- 
ship campaign,  and  have  compiled  a  list  of  over  two  thousand  names 
of  prospective  members.  This  list  is  not  nearly  complete  but  it 
embraces  the  names  of  individuals  in  the  industrial  and  educational 
ceramic  fields. 

3.  In  addition  to  the  usual  organization  communications,  over  one 
thousand  letters  and  reports  on  Art  Division  activities  have  been  sent 
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out  at  no  expense  to  the  parent  organization.  These  communications 
consist  of  letters  to  officials  of  other  organizations  in  the  interest  of 
industrial  schools,  questionnaires,  membership  campaigns,  letters  to 
officials  of  the  A.  C.  S.  on  reorganization  matters,  exhibitions,  etc. 

4.  The  Art  Division  has  advocated  and  succeeded  in  getting  the 
Society  to  adopt  the  policy  of  holding  exhibitions  of  ceramic  work  at 
the  annual  conventions  and  also  at  the  Chemical  Exposition  in  New 
York.  This  is  an  important  innovation,  and  one  that  will  do  much  to 
increase  the  influence  of  the  Society. 

5.  In  connection  with  the  Society  publication  The  Journal  the 
Art  Division  is  advocating  a  type  of  publication  which  will  include 
matter  of  interest  to  the  practical  potter,  decorator  and  student  in 
ceramics. 

The  Present  Program  of  the  Art  Division. 

1.  The  development  activity  which  most  concerns  not  only  the 
Art  Division,  but  all  those  interested  in  the  ceramic  industry  is  the 
establishment  of  government  industrial  schools.  The  American  Cer- 
amic Society  through  the  Art  and  Whiteware  Divisions  must  exert  every 
influence  to  establish  suitable  schools  in  localities  most  in  need  of 
these.  The  only  logical  way  to  assist  in  bringing  about  such  a  con- 
dition is  to  formulate  a  tentative  program  covering  such  matters  as 
organization,  essential  personnel,  curriculum,  locality,  equipment  and 
cost  involved,  and  to  present  such  data  to  the  officials  of  the  Society 
for  further  recommendations,  and  then  to  enlist  the  active  interest  of 
such  bodies  as  the  U.  S.  Potters'  Association,  the  Associated  Tile  Manu- 
facturers, the  terra-cotta  group,  the  various  manufacturers  outside 
these  organizations,  and  the  local  bodies — the  chambers  of  commerce 
and  educational  boards  and  every  other  means  to  attain  the  degree  of 
publicity  which  will  lead  to  direct  action.  The  establishment  of 
industrial  art  schools  in  districts  like  Zanesville,  East  Liverpool, 
Wheeling  and  other  pottery  centers  will  be  a  long  step  toward  the 
realization  of  a  National  Science  and  Art  Department  at  least  the 
<squvalent  of  those  functioning  in  the  countries  of  our  commercial 
rivals.  The  Art  Division  is  working  unceasingly  to  assist  in  bringing 
such  a  condition  about. 

2.  Research  work  in  ceramic  draughtsmanship,  ceramic  shape  con- 
struction, including  working  drawings  for  models,  blocks  and  cases, 
and  molds.  Practically  no  attention  is  given  to  these  activities,  yet  a 
reasonable  amount  of  applied  practical  knowledge  will  result  in  vastly 
increased  efficiency,  a  great  saving  in  plaster  and  clay  material,  and 
better  potting  with  decreased  loss. 

3.  Outlines  for  research  work  In  mechanical  and  manual  decorative 
processes.     The  condition  of  "secrecy"  which  for  so  long  surrounded 
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the  technical  and  practical  potter  still  exists  with  the  decorator. 
Many  decorative  specialists  engaged  in  this  country  retain  control  of 
tormulae  and  processes,  many  of  which  are  not  only  old  fashioned  and 
obsolete,  but  which  could  be  used  to  a  desired  degree  of  efficiency  if 
these  were  properly  chartered  and  subjected  to  competent  direction 
and  supervision. 

It  is  part  of  the  Art  Division  program  to  classify  those  decorative 
processes  in  present  commercial  use,  giving  formulae  and  methods, 
accompanied  with  illustrations  of  types  in  the  various  stages.  This 
will  eventually  result  in  the  standardization  of  the  most  generally  used 
processes  and  open  the  field  to  many  high  class  decorative  artists  who 
have  heretofore  been  barred  because  of  their  lack  of  knowledge  of  the 
practical  part  of  the  work. 

4.  .Outlines  for  research  work  in  the  field  of  ceramic  instruction. 
Considerable  work  has  already  been  done  in  connection  with  formulat- 
ing practical  courses  suitable  for  school  work.  The  result  of  this  will 
be  published  in  The  Journal  in  the  near  future.  Many  educational 
forces  are  interested  in  the  possibilities  involved  in  ceramic  art  instruc- 
tion, but  too  little  is  known  of  the  requirements.  It  is  part  of  the  pro- 
gram of  the  Art  Division  to  not  only  co-operate  with  those  schools 
needing  information  and  assistance,  but  to  standardize  those  processes 
which  are  suitable  for  school  work. 

5.  Exhibitions  and  publicity.  The  general  public  and  even  the 
artist  himself  is  not  so  concerned  about  the  technique  and  exposition 
and  discussion  of  methods  as  he  is  about  the  finished  result.  No  artist 
would  gain  a  reputation  by  simply  writing  and  talking  about  his  work. 
He  must  exhibit  it.  The  same  conditions  govern  any  industrial  activity 
and  particularly  that  of  the  ceramist.  As  a  national  organization, 
attempting  to  cover  the  entire  industrial  and  educational  fields  we 
would  be  seriously  limiting  our  possibilities  of  expansion  and  conse- 
quent influence  if  we  neglected  the  opportunity  to  exhibit  ceramic 
wares  either  as  concrete  examples  of  some  specific  development  or  in 
connection  with  some  standard  of  properties,  quality  or  production 
method.  We  would  become  an  introverted  organization  possessing  no 
interest  to  many  allied  activities.  The  exhibits  at  the  annual  conven- 
tions could  properly  be  chiefly  technical  in  character,  but  when  the 
A.  C.  S.  is  represented  in  national  expositions  and  exhibitions  the 
exhibit  should  surely  be  as  comprehensive  as  space  will  allow.  Our 
organization  has  an  opportunity  to  exhibit  American  ceramic  works 
afforded  by  no  other  group  of  interests.  Everyone  familiar  with 
national  and  international  expositions  knows  the  time  and  labor 
involved  in  visiting  the  various  ceramic  displays.     The  A.  C.  S.  is  in 
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a  position  to  arrange  an  exhibit  which  will  include  practically  every 
type  of  product  made  in  the  country.  The  value  of  such  an  exhibit  both 
to  the  ceramic  student  and  to  the  potter  is  obvious  and  needs  no 
further  comment  here.  The  Art  Division  is  co-operating  with  the  other 
divisions  in  the  interest  of  such  exhibitions.  The  A.  C.  S.  will  have 
exhibits  at  the  coming  convention  in  February  and  at  the  Chemical 
Exposition  in  New  York  in  September.  When  the  benefits  derived 
from  such  action  are  definitely  recognized  steps  will  be  taken  to 
establish  a  permanent  exhibit  or  museum  in  the  headquarters  of  the 
society.  This  will  afford  the  scientist,  the  practical  potter  and  student 
opportunity  to  examine  actual  examples  of  every,  type  of  ceramic  work. 
6.  A.  C.  S.  Interest  in  American,  Museums.  Everyone  interested 
in  historical  pottery  is  aware  of  the  fact  that  no  technical  or  practical 
information  is  offered  by  museum  authorities,  or  that  no  such  informa- 
tion accompanies  the  historical  data  usually  attached  to  each  exhibit; 
nor  is  it  published  by  the  museum  authorities  in  separate  form.  Yet 
such  information  contributed  by  authoritative  sources  would  be  of 
unquestioned  value  to  the  industrial  concerns  interested  in  such  types. 
While  it  would  no  doubt  be  a  difficult  matter  for  an  individual  to  be 
instrumental  in  creating  such  a  condition,  it  is  easily  possible  that  the 
A.  C.  S.  might  be  the  determining  factor  which  would  result  in  the 
compilation  of  a  technical  catalogue  for  one  of  the  larger  museums. 
If  such  a  course  were  followed  there  is  little  doubt  that  the  other 
museums  would  adopt  this  practice.  Incidentally,  the  museum 
authorities  would  be  quick  to  see  that  this  would  lead  to  a  greatly 
increased  interest  in  the  exhibits.  The  Art  Division  is  taking  steps 
to  approach  certain  of  the  museums  with  a  view  of  ascertaining  the 
probability  of  undertaking  such  a  work. 
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ANNUAL   REPORT  OF  THE   ENAMEL   DIVISION 

For  the  Year  1921-22 
The  Enamel  Division  during  the  past  year  has  shown  that  steady 
growth  in  membership  and  increased  interest  in  its  varied  activities 
which   can    be   expected   of   a    Division    which   is    making   continued 
progress. 

The  enrollment  in  the  Division  as  reported  at  the  last  meeting 
of  the  Society  was  as  follows: 

Corporation  Members   8 

Active  Members   16 

Associate  Members    106 

130 
On  January  1st  of  this  year  the  membership  had  increased  to  the 
following  numbers: 

Corporation  Members   18 

Active  Members   39 

Associate  Members   120 

177 

This  gives  an  increase  of  47  members  to  January  1st,  which  is 
approximately  equivalent  to  the  numerical  increase  for  the  past  year. 
The  percentage  increase  was  about  38  per  cent,  a  very  gratifying  in- 
crease in  the  membership  in  view  of  the  past  unsatisfactory  business 
condition. 

The  folowing  officers  and  committees  have  served  during  the 
past  year: 

Officers 
Chairman — E.   P.   Poste,   Elyria  Enameled   Products   Co.,   Elyria, 
Ohio. 

Secretary — R.   R.   Danielson,   Bureau   of  Standards,   Washington, 

D.  C. 

Councillors — H.  F.  Staley,  Metal  &  Thermit  Corp.,  New  York;  B.  T. 
Sweely,  Coonley  Mfg.  Company,  Cicero,  Illinois.  R.  D.  Landrum  and 
J.  W.  Sanders  are  the  two  councillors  elected  in  1920  for  the  term 
ending  February  1922. 

Committees 
Membership — Chairman,  B.  T.  Sweely;   F.  J.  Jaeger,  B.  A.  Rice, 

E.  E.  Geisinger,  C.  E.  Smoot  and  R.  R.  Danielson. 

Standards — Chairmna,  L.  J.  Frost;  B.  T.  Sweely,  C.  H.  Stone,  R.  R. 
Danielson  and  R.  D.  Cooke. 
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Co-operation — Chairman,  R.  D.  Landrum;  C.  A.  Blackburn,  J.  E. 
Hansen,  H.  P.  Reinecker  and  Ralph  Dimick. 

Rules — Chairman,  J.  B.  Shaw;  Dewitt  Riess  and  R.  D.  Wells. 

Research  and  Development — Chairman,  R.  R.  Danielson;  J.  A.  Aup- 
perle,  D.  M.  Buck,  R.  D.  Cooke,  H.  C.  Arnold,  J.  F.  Bardush,  H.  B. 
Tyler,  J.  S.  Grainer  and  E.  P.  Poste. 

The  Divisional  Committee  on  Research,  composed  of  representa- 
tives of  various  enameled  ware  and  steel  and  iron  manufacturers,  has 
co-operated  with  the  Bureau  of  Standards  in  some  field  work  on  fish 
scaling  The  committee  met  in  Cleveland,  Ohio,  June  16,  1921,  when 
plans  were  laid  for  co-operative  work  based  on  the  conclusions  from 
the  laboratory  tests  conducted  at  the  Bureau  of  Standards.  Due  to 
unforeseen  conditions  it  has  been  impossible  to  make  any  progress 
on  the  co-operative  work  dealing  with  ingot  iron,  although  plans  are 
now  under  way  for  furthering  this  phase  of  the  work. 

The  co-operative  work  on  the  sheet  steel  phase  of  this  investiga- 
tion has  made  excellent  progress  with  the  preparation  of  some  500 
sheets  of  steel  by  the  American  Sheet  and  Tin  Plate  Company,  which 
were  fabricated  and  enameled  in  the  plants  of  the  Columbian  Enamel- 
ing and  Stamping  Co.,  the  Crunden  Martin  Manufacturing  Co.,  and 
the  Lisk  Manufacturing  Co.  The  results  proved  sufficiently  interesting 
so  that  a  second  lot  of  1,000  sheets  of  steel  has  been  prepared  by  the 
American  Sheet  and  Tin  Plate  Company  for  drawing  and  enameling 
at  the  Lisk  plant.  The  results  of  the  work  of  this  Committee  have 
been  very  gratifying  and  have  shown  a  splendid  spirit  on  the  part  of 
both  the  metal  manufacturer  and  enameler  to  work  together  through 
the  Enamel  Division  for  the  elimination  of  the  troubles  of  the  industry. 

The  Committee  on  Rules  has  provided  for  certain  changes  in  the 
rules  of  the  Division  to  conform  with  changes  in  those  of  the  Society. 
These  will  be  submitted  to  vote  of  the  Division  as  soon  as  certain  other 
points  in  regard  to  methods  of  selecting  officers  of  the  division  are 
definitely  settled  by  the  Society's  Committee  on  Rules. 

The  Membership  Committee  has  increased  the  enrollment  of  the 
Division  38  per  cent,  during  the  year,  showing  a  continued  growth  in 
the  membership  of  the  Division  as  well  as  in  its  activities. 

The  divisional  secretary  has  prepared  two  general  bulletins  to 
all  enamelers  during  the  year  as  a  means  of  circulating  the  plans  for 
activities  of  the  division.  The  last  circular  in  regard  to  the  program 
for  the  coming  meeting  has  shown  that  material  is  ready  for  the  finest 
meeting  in  the  history  of  the  Division,  and  is  indicative  of  the  helpful 
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spirit  of  co-operation  being  developed  in  the  enameling  industry  by 
the  members  of  this  Division. 

Respectfully  submitted, 

R.  R.  DANIELSON, 
January  15,  1922  Secretary. 


BY-LAWS 

Of  the   Enamel   Division,  American  Ceramic  Society 

Adopted  by  Division,  December  15,  1919 

I.  Purpose:  The  purpose  is  to  stimulate  interest  in  the.  technical 
development  of  the  Enameling  Branch  of  the  Ceramic  Industry 
through: 

(1)  The  presentation  and  discussion  of  scientific  papers  relating 
to  the  raw  materials,  processes  of  manufacture  and  finished  products 
of  the  same. 

(2)  The  consideration  of  any  scientific  or  industrial  problems  per- 
taining to  metal  enameling,  excepting  those  relating  solely  to  trade, 
prices,  labor,  tariff,  sales  methods,  etc.,  providing  that  this  shall  not  be 
interpreted  to  exclude  the  discussion  of  cost  of  manufacture  or  the 
application  of  cost  of  manufacture  or  the  application  of  efficiency 
methods  to  manufacturing  problems. 

(3)  The  promotion  of  co-operative  scientific  and  industrial  re- 
search in  metal  enameling. 

II.  Membership:  The  membership  shall  consist  of  all  members  of 
the  American  Ceramic  Society  interested  in  enameling  who  shall  indi- 
cate their  desire  to  join  the  Division. 

III.  Officers:  The  officers  of  the  division  shall  consist  of  a  Chair- 
man and  a  Secretary-Treasurer,  who  shall  perform  the  duties  ordinarily 
pertaining  to  these  offices.  The  officers  and  a  Council  of  four  members 
as  provided  by  the  Rules  of  the  American  Ceramic  Society,  shall  con- 
stitute an  Executive  Committee,  which  shall  manage  the  affairs  of 
the  Division. 

IV.  Dues:  The  Division  may  levy  upon  its  members  such  dues  as 
a  majority  of  its  enrolled  members  approve,  providing  that  such  dues 
are  first  sanctioned  by  the  Board  of  Trustees  of  the  American  Ceramic 
Society. 

V.  Meetings:  The  Division  shall  meet  in  conjunction  with  the 
annual  meeting  of  the  parent  Society,  and  at  such  other  times  and 
places  as  the  Executive  Committee  shall  decide. 
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VI.  Standing  Committees:  (1)  The  following  standing  committee 
shall  be  appointed  by  the  Division  Chairman:  Membership  Committee, 
Rules  Committee,  Co-operation  Committee,  Standards  Committee. 

(2)  The  Chairman  shall  appoint  a  representative  of  the  Enamel 
Division  to  serve  on  each  of  the  following  committees  of  the  American 
Ceramic  Society:  Group  on  Standardization  of  Tests,  one  representa- 
tive; Group  on  Standardization  of  Products,  one  representative;  Com- 
mittee on  Research,  one  representative;  Committee  on  Data,  one  rep- 
resentative. 

VII.  Special  Committees:  The  Chairman  of  the  Division  shall 
appoint  such  Committees  as  he  may  deem  necessary,  all  committee 
appointments  to  be  subject  to  the  approval  of  the  Executive  Committee 
of  the  Division. 

VIII.  Rules  Governing  the  Presentation  of  Papers:  (a)  The  time  ' 
allowed  for  the  presentation  of  any  paper  or  discussion  before  any 
meeting  of  this  Divisoin  shall  be  limited  to  fifteen  minutes  unless 
otherwise  ordered  by  vote  of  the  members  present,  (b)  The  presenta- 
tion of  details  of  procedure  or  processes  of  established  practice  i^  to 
be  discouraged,  save  as  essential  for  the  purpose  of  criticism  or  devel- 
opment of  new  ideas,  (c)  Sets  of  numerical  data  or  values  should  be 
presented  in  the  form  of  lantern  slides  or  diagrams,  (d)  Papers  deal- 
ing with  materials  or  products  designated  only  by  trade  names  may 
not  be  presented  before  the  Division  unless  the  trade  name  is  one  in 
general  use  for  a  material  of  well-known  composition,  or  unless  suffi- 
cient data  is  given  to  completely  identify  the  material  in  a  scientific 
manner,  (e)  All  papers  and  written  discussons  presented  before  the 
Division  become  thereby  the  property  of  the  American  Ceramic  Society 
for  such  use  as  its  Publication  Committee  sees  fit. 

IX.  Amending  the  By-lwas:  Any  proposed  amendment  to  this  Con- 
stitution must  be  presented  in  writing  at  a  regular  meeting  of  Section 
and,  if  approved  by  the  Committee  on  Rules  or  by  any  five  members, 
must  be  printed  on  a  ballot  and  sent  out.  If  the  said  letter  ballot 
shows  an  affirmative  vote  of  not  less  than  two-thirds  of  the  total  vote 
cast  within  thirty  days  after  meeting,  then  the  same  shall  be  declared 
carried  and  shall  at  once  become  effective. 

X.  Quorum:  Ten  members  shall  constitute  a  quorum.  A  majority 
shall  rule  except  as  otherwise  specified  in  these  By-laws. 
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REPORT   OF   THE   GLASS    DIVISION    OF   THE   AMERICAN 
CERAMIC  SOCIETY   FOR   1921 

At  the  annual  meeting  of  the  Glass  Division,  held  in  Columbus, 
on  February  22nd,  1921,  the  following  officers  were  elected: 

Chairman — Wm.  M.  Clark. 

Vice  Chairman — J.  C.  Hostetter. 

Secretary — E.  W.  Tillotson. 

Councillors— H.  L.  Dixon  and  C.  O.  Grafton. 

Chaix-men  of  Committees  were  also  elected  as  follows: 

Rules — R.  J.  Montgomery. 

Co-operation — G.  W.  Morey. 

Membership — H.  W.  Hess. 

Standards — A.  Silverman. 

Sections  and  Divisions — J.  W.  Cruikshank. 

Research  and  Development — E.  C.  Sullivan. 

An  invitation  to  attend  a  joint  conference  wtih  the  Society  of 
Glass  Technology  in  England  in  1922  was  presented,  and  it  was  voted 
to  investigate  the  cost  of  the  trip  and  to  determine  how  many  members 
of  the  Society  might  be  interested.  Mr.  C.  O.  Grafton  kindly  under- 
took this  inquiry  and  reported  at  the  summer  meeting  that  27  had 
indicated  their  intention  of  accompanying  the  party,  while  about  100 
members  desired  further  particulars.  As  a  result  it  was  voted  by 
those  present  at  the  summer  meeting  "that  the  Glass  Division  recom- 
mend to  the  Board  of  Trustees  that  the  invitation  of  the  British  Society 
be  accepted."  At  that  time  an  invitation  was  also  extended  to  the 
Glass  Container  Association  to  join  the  party  and  to  participate  in 
this  conference. 

Later  the  Secretary  was  appointed  to  head  a  committee  to  arrange 
for  the  details  of  the  trip.  Acting  in  accordance  with  the  sentiment 
expressed  by  those  interested  and  with  the  suggestions  of  Dr.  Turner, 
it  was  decided  that  the  trip  should  be  made  after  the  holiday  season; 
that  is,  early  in  September.  The  Secretary  is  now  in  communication 
with  the  membership  for  the  purpose  of  determining  the  wishes  of  the 
party,  so  that  the  details  of  the  trip  may  be  adjusted  thereto. 

"With  respect  to  committee  activities,  particular  attention  is  called 
to  the  Research  and  Development  Committee,  the  Committee  on  Stand- 
ards and  the  Committee  on  Co-operation.  The  former  committee  has 
taken  action  to  encourage  the  study  of  glass  in  institutional  and  in 
individual  laboratories  by  arranging  to  furnish  investigators  with  glass 
of  known  history  and  of  desired  composition  and  of  desired  shapes. 
The  following  editorial  in  the  January  issue  of  our  Journal  is  to  be 
given  wide  publicity,  and  similar  notices  are  to  be  inserted  in  the  sev- 
eral scientific  publcations: 
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"The  Research  Committee  of  the  Glass  Division  of  the  Society  has 
perfected  a  plan  for  providing  glass  of  desired  composition  and  desired 
form  for  investigators  in  this  field.  The  material  will  be  supplied 
free  of  charge,  and  no  limitation  as  to  the  nature  of  the  research  will 
be  imposed.  The  recipients  of  the  material  will  be  under  no  obliga- 
tions except  that  of  publication  of  the  results  of  their  investigations. 
The  Committee,  however,  requests  that  wherever  possible  the  Journal 
of  the  American  Ceramic  Society  be  given  preference  in  reporting  the 
results.  Persons  who  are  interested  are  requested  to  address  their 
inquiries  to  one  of  the  following  members  of  the  Committee  of  Re- 
search: E.  C.  Sullivan,  Corning  Glass  Works,  Corning,  New  York; 
E.  W.  Washburn,  University  fo  Illinois,  Urbana,  Illinois;  R.  B.  Sos- 
man,  Geophysical  Laboratory,  Washington,  D.  C. 

"This  action  of  the  Glass  Division  sets  an  example  which,  with 
appropriate  modifications,  might  be  followed  by  every  division  of  the 
Society.  Knowledge  of  where  materials  for  research  may  be  secured 
is  not  as  widespread  as  it  should  be,  and  research  workers  in  all 
ceramic  lines  would  welcome  an  agency  to  whom  inquiries  can  be 
directed  and  whose  co-operation  can  be  relied  upon  in  securing  such 
materials." 

The  Committee  on  Standards  has  under  consideration  the  U.  S. 
Bureau  of  Standards'  "Specifications  for  Limestone,  Quick  Lime  and 
Hydrated  Lime  for  Use  in  Glassmaking,"  the  A.S.T.M.  Standards  for 
"Burned  Lime  and  Hydrated  Lime  for  Glassmaking,"  and  the  Glass 
Division's  "Standards  and  Specifications  for  Glasshouse  Refractories." 
This  committee  is  making  excellent  progress  and  will  probably  present 
recommendations  for  Tentative  Standards  at  the  St.  Louis  Convention. 

The  Committee  on  Co-operation  made  a  report  at  the  New  York 
meeting  on  September  15th-17th,  1921,  and  this  is  prsented  herewith: 

Rport  of  the  Committee  on  Co-operative  Research  of  the  Glass  Division 
of  the  American   Ceramic  Society 
The  Committee  on  Co-operative  Research  of  the  Glass  Division  of 
the  American  Ceramic  Society  was  appointed  to  assist  the  Division  of 
Research  Extension  of  the  National  Research  Council  in  promoting 
co-operative  research  in  the  glass  industry.    In  February  the  Commit- 
tee sent  out  a  circular  letter  to  the  members  of  the  Division,  request- 
ing a  statement  from  the  members  themselves  of  the  problems  which, 
in  their  judgment,  should  be  considered  by  the  Committee.     The  re- 
plies received  were  classified,  and  arrangd  in  tabular  form  as  follows: 
A.      Glass  technology  proper. 

1.     Physical  properties  of  glass: 

(a)  Viscosity  of  molten  glass,  especially  factory  methods 
for  determination. 
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(b)  Surface   tension   of   molten   glass,    especially   factory 

methods  for  determination. 

(c)  Density  of  molten  glass,  especially  factory  methods 

for  determination. 

2.  Chemical  studies  on  glass: 

(a)  Correlation  of  physical  properties  with  composition. 

(b)  Reactions   taking  place  in   glass   manufacture,   'with 

especial  reference  to  the  rate  of  evolution  of  gas. 

(c)  Gases  dissolved  in  glass. 

(1)  Effect  of  temperature  and  duration  of  fining. 

(2)  Effect  of  chemical   composition. 

(d)  Development  of  colored  glasses. 

3.  Manufacturing  problems: 

(a)  Correlation  of  fining  temperatures  with  physical  prop- 

erties. 

(b)  Correlation   of   finishing  temperatures   with   physical 

properties. 

(c)  Study  of  methods  of  furnace  control,  such  as  devices 

for  measurement  of  temperature,  of  velocity  of  gas 
and  air  and  rate  and  completeness  of  combustion. 
B.     Problems  of  furnace  construction. 

1.  Refractories: 

(a)  Improved  material  for  tank  walls. 

(b)  Effect   of-  special   cements   and   coatings   on   furnace 

and  tank  life  and  efficiency. 

2.  Furnace  and  tank  design. 

In  April  a  call  was  received  from  the  Division  of  Research  Exten- 
sion of  the  National  Research  Council  requesting  a  report  from  the 
Committee  for  its  meeting  in  Rochester,  April  28th.  In  that  report 
it  was  recommended  that  the  question  of  co-operative  research  be 
taken  up  with  the  manufacturers,  and  this  recommendation  was  ap- 
proved by  the  Division  of  Research  Extension.  In  view  of  the  present 
business  conditions,  not  only  in  the  glass  industry  but  in  all  other 
lines,  it  was  judged  advisable  to  defer  further  action  until  a  more 
opportune  time.  -  » 

Respectfully  submitted  in  the  name  of  the  Committee, 

GEORGE  W.  MOREY,  Chairman. 

The  membership  of  the  Glass  Division  is  now  220,  an  increase  of 
18  per  cent  since  the  last  meeting. 

Respectfully  submitted, 
E.  W.  TILLOTSON, 
January  4th,  1922.  Secretary. 
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Tentative    Specifications    for    Limestone,    Quick    lime    and     Hydrated 
lime  for  use  in  the   Manufacture  of  Glass 

The  Committee  recommends  the  adoption  of  specifications  as 
given  in  Circular  118  of  the  U.  S.  Bureau  of  Standards.  The  speci- 
fications proposed  by  Dr.  M.  E.  Holmes  have  been  given  careful  con- 
sideration, but  our  Committee  deems  it  inadvisable  to  change  the 
specifications  in  Circular  118  in  any  way  at  present. 

Glass  House  Refractories 
In  view  of  the  limited  data  available,  our  Committee  considers 
it  inadvisable  to  propose  a  large  number  of  tentative  specifications  for 
glass  house  refractories  until  the  question  has  been  given  a  more 
careful  practical  study.  We,  therefore,  propose  the  following  as  a 
nucleus  to  which  other  specifications  may  be  added  from  time  to 
time. 

1.  Glass   Melting   Pots. 

(a)  The  softening  point  determined  as  per  American  Ceramic 
Society's  specifications  from  cones  made  of  the  raw  pot  mix,  shall 
not  be  less  than  that  of  Seger  Orton  cone  29,  and  the  softening  point 
of  any  individual  plastic  clay  constituent  shall  not  be  less  than  cone 
27. 

2.  Flux  Blocks. 

(a)  The  softening  point  determined  as  per  American  Ceramic 
Society's  specifications  from  sample  of  the  burned  block  shall  not  be 
less  than  Seger  Orton  cone  27  y2. 

(b)  The  porosity  of  Tank  Blocks  shall  not  be  over  26  per  cent. 

3.  Clay   Refractory  Blocks  and   Bricks. 

(a)  Suggested  that  the  question  of  load  test,  reheating  test  and 
softening  point  for  refactory  blocks  be  taken  up  with  Committee 
C-8  of  the  A.  S.  T.  M.,  keeping  in  mind  that  the  refractories  require- 
ments of  the  glass  industries  is  somewhat  more  severe  than  many 
present-day  fire-brick  will  satisfactorily  stand. 

4.  Silica  Refractories. 

(a)  Silica  refractories  should  give  forth  a  good  ring  when  struck.* 

(b)  The  specific  gravity**  should  not  be  over  2.38  for  brick  made 
from  Medina  Quartzite,  nor  more  than  2.42  for  brick  made  from 
Baraboo  Quartzite. 

(c)  Silica  brick  should  not  contain  over  3  per  cent  of  CaO.  not- 
over  1.75  per  cent  of  AloO-.*** 
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These  recommendations  will  be  submitted  to  the  General  Com- 
mittee on  Standards  of  the  A.  C.  S.  for  their  consideration  and  for 
final  approval  by  the  Society  at  large. 

Respectfully  submitted. 
A.  SILVERMAN, 

Chairman,  Committee  on  Standards 
Glass   Division,   A.    C.    S. 

*  It  should  be  noted  that  the  ring  of  Baraboo  brick  is  not  quite  as 
clear  as  is  that  of  Medina  brick  and  that  brick  which  have  been  wet 
are  apt  to  give  forth  a  dead  sound  when  struck. 

**  The  specific  gravity  referred  to  is  an  approximation  of  the  true 
specific  gravity.  Satisfactory  determinations  for  this  purpose  can 
usually  be  obtained  by  saturating  a  two-inch  (2")  cube  of  the  material 
with  water  and  weighting. 

***  Concerning  other  ingredients,  it  is  considered  undesirable  for  a 
brick  to  contain  more  than  0.  5  per  cent  of  alkalies.  A  per  cent  or  two 
or  iron  does  not  appear  to  affect  the  brick  greatly,  providing  the  A1203 
is  within  the  limit.  It  is  also  necessary  that  the  MgO  below  (say  0.3 
per  cent  or  less).  However,  it  appears  hardly  necessary  to  specify 
concerning  these  constituents  because  in  commercial  raw  materials 
they  are  usually  present  in  amounts  less  than  above  stated. 
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REPORT    OF    HEAVY   CLAY    PRODUCTS    DIVISION 
Officers:— ROSS  C.  PURDY,  Chairman, 

C.  FORREST  TEFFT,  Secretary. 

History: 

The  sole  purpose  of  Mr.  Purdy  acting  as  chairman  for  the  year 
1921  was  to  effect  organization  of  the  Division.  Over  two  hundred 
members  of  the  Society  very  properly  could  be  classified  as  of  this 
Division,  hence  organization  of  the  Division  was  merely  one  of 
crystalization  of  that  which  was  already  available. 

Officers  and  Committeemen  for  1922: 

A  nominating  committee  was  appointed  to  select  men  to  serve  as 
officers  and  committeemen  for  1922.  They  canvassed  the  situation 
thoroughly  and  their  nominees  accepted  their  nominations,  and  the 
Division  by  ballot  at  the  1922  convention  elected  the  ticket  so  named. 
A  solid,  well  knitted  organization  was  thus  assured. 

Constitution: 

The  constitution  recommended  for  all  the  Divisions  by  the  Rules 
Committee,  Prof.  A.  S.  Watts,  Chairman,  was  adopted. 

Co-operative  Research: 

The  Society  through  this  Division  is  co-operating  with  the  Ameri- 
can Fire  Brick,  the  Common  Brick,  the  Paving  Brick  and  the  Hollow 
Tile  Trade  associations  in  the  researches  which  these  associations 
are  financing  in  co-operation  with  the  Bureau  of  Mines  and  Bureau 
of  Standards. 

Plans  are  being  formulated  for  extensive  co-operation  among  manu- 
facturers on  investigation  of  appliances  and  methods.  The  trade  asso- 
ciations will  be  asked  to  co-operate  in  these  investigations  and  in 
compilation  of  data.  Close  working  contact  has  been  established  with 
the  American  Society  for  Testing  of  Materials  and  the  Department  of 
Commerce  through  representation  on  committees. 
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REPORT    OF    THE    REFRACTORIES    DIVISION    OF    THE 
AMERICAN    CERAMIC    SOCIETY    FOR    1921-22 

The  Refractories  Division  wishes  to  make  the  following  report  on 
its  activities  for  the  year  1921-22: 

At  the  annual  meeting  in  Columbus  in  February,  1921,  Mr.  A.  F. 
Greaves-Walker  was  re-elected  Chairman  of  the  Division.  Mr.  Ray- 
mond M.  Howe  was  nominated  to  succeed  himself  as  Secretary,  but 
asked  permission  to  withdraw  his  name  because  of  his  other  duties 
in  the  Society.  In  his  place,  Mr.  Fred  A.  Harvey  was  nominated  and 
elected.  Shortly  after  the  annual  meeting,  Mr.  Greaves-Walker  ap- 
pointed the  following  committees: 

Committee  on  Co-operation:    S.  M.  Kier,  Chairman;   J.  D.  Ramsey, 
R.  H.  H.  Pierce. 

Committee  on  Membership:  W.  E.  Dornbach,  Chairman;  Percy 
A  .  Boeck,  D.  A.  Moulton,  G.  W.  Greenwood,  W.  F.  Rockow,  W.  K. 
Brownlee. 

Committee  on  Papers  and  Program:  Chas.  Berry,  Chairman;  I.  A. 
Krusen,  E.  E.  Ayars,  R.  M.  Howe,  E.  T.  Van  Schoick,  A.  H.  Chandler 

Committee  on  Research  and  Development:  R.  M.  Howe,  Chair- 
man; W.  H.  Grant,  Chas.  E.  Kraus,  J.  M.  McKinley. 

Committee  on  Standardization:  J.  S.  McDowell,  Chairman;  Fred 
A.   Harvey. 

Bibliography 

Probably  the  most  important  achievement  of  the  division  this  year 
has  been  the  compilation  of  a  bibliography  on  magnesite.  This  bibliog- 
raphy appeared  in  the  form  of  the  first  bulletin  of  the  Division,  and 
was  sent  to  all  members  of  the  Division  and  the  consumers  of  mag- 
nesite.  The  bibliography  was  compiled  by  Mr.  H.  G.  Schurecht, 
Ceramic  Chemist  of.  the  Bureau  of  Mines,  with  the  permission  of  the 
director,  from  bibliographies  by  J.  S.  McDowell,  L.  H.  Dushak,  Robt. 
D.  Pike,  National  Research  Council,  American  Gas  Association, 
American  Foundrymen's  Association  and  the  literature.  Secretary 
Ross  C.  Purdy  collaborated  with  us  in  the  assembling  and  issuing  of 
this  bulletin.  He  interested  those  who  had  information,  and  the 
bulletin  was  neostyled  in  his  office.  It  contains  titles,  references,  and 
abstracts  of  about  400  articles  on  this  subject. 

A  second  bulletin  containing  a  bibliography  on  Silica  Refractories 
is  in  the  course  of  preparation.  Mr.  James  T.  Robson,  Instructor  in 
Ceramic  Engineering  at  Ohio  State,  is  doing  the  work,  wtih  the  assist- 
ance of  Mr.  Schurecht  and  the  entire  Division.     Several  hundred  title- 
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and  abstracts  have  already  been  sent  to  the  Secretary  by  members  of 
the  Division  and  forwarded  to  Mr.  Robson.  It  is  hoped  that  this 
bulletin  will  be  ready  by  the  1922  annual  meeting. 

Further  bulletins  on  Chrome,  Sillimanite,  Alumina,  Spinel,  Silicon 
Carbide,  Zirconia,  Carbon,  Clay  and  specal  refractories,  including 
nitrides  and  oxides  are  simmering  but  have  not  yet  come  to  a  boil. 

The  fine  co-operation  and  work  of  the  Committees  may  be  best 
shown  by  a  study  of  their  reports. 


Report  of  the  Membership  Committee 

According  to  your  Committee's  reports,  the  first  membership  list 
of  our  Division  furnished  to  us.  by  the  Secretary,  was  under  date  of 
May  7,  1921.  This  list  contained  the  names  of  91  individual  members 
and  seven  corporation  members. 

Through  the  medium  of  personal  calls  and  some  205  personal  let- 
ters sent  out  by  your  Chairman,  not  counting  those  sent  by  the  other 
members  of  your  Committee,  the  membership  in  the  Division  has 
been  increased  to  183  individual  memberships  and  18  corporation  mem- 
berships.    This  list  is  correct  to  January  1,  1922. 

Since  January  1st  we  have  been  making  a  drive  for  new  members 
to  the  Society  as  well  as  for  new  members  for  our  Division.  This 
drive  we  are  unable  to  make  a  report  on,  as  the  cards  returned,  if  any, 
are  being  sent  in  self-addressed  envelopes  direct  to  the  Society's. 
General  Secretary  at  Columbus. 

The  percentage  increase  in  personal  members  for  our  Division 
is  101  per  cent.    For  corporation  members,  157  per  cent. 

Our  records  show  expenses  to  the  amount  fo  $15.25  as  accrued  in 
conducting  our  campaign.  This  money  was  expended  only  for  sta- 
tionary and  stamps,  as  stenographers'  services  were  donated. 

The  entire  Refractories  Industry  has  been  canvassed,  especially 
in  regards  to  corporation  memberships  and,  while  we  have  not  ob- 
tained as  many  members  as  we  would  like  to  have  gotten,  still  we  have 
any  number  of  promises  that  when  business  conditions  improve  that 
this  matter  will  be  re-considered.  We  find  that  every  one  evidences 
considerable  interest  in  the  work  of  the  Society  and  our  Division  in 
particular,  but  they  hesitated  at  this  time  to  spend  the  money  to 
obtain  the  services  we  have  to  offer. 

We  also  have  been  directing  considerable  attention  to  enrolling 
as  individual  or  corporation  members  tho^e  men  or  companies  who, 
while  not  interested  in  the  manufacture  of  refractories,  still  are  large 
users  of  them  and  should  know  more  about  them  through  our  Society. 
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There  are  a  number  of  excellent  prospects  among  this  class  whom  your 
new  Committee,  under  the  better  business  conditions  which  the  com- 
ing year  will  bring,  can  obtain  as  members. 

W.  E.  DORNBACH, 
Secretary. 

Report  of  the  Committee  on  Standardization,  December  15,  1921 
We  have  recommended  that  the  committee  approve  those  speci- 
fications which  have  been  adopted  by  Committee  C-8  of  the  American 
Society  for  Testing  Materials  as  standard,  but  which  have  not  yet 
been  approved  by  our  committee.  Further  than  this  we  have  taken 
no  action. 

We  do  not  believe  that  our  sub-division  should  initiate  studies  on 
specifications,  or  attempt  to  work  out  specifications  independently. 
We  can  render  a  greater  service  by  studying  closely  specifications 
proposed  by  other  societies,  as  the  Society  for  Testing  Materials,  the 
British  Society  for  Glass  Technology,  and  the  British  Ceramic  Society. 
The  preparation  of  short  papers  discussing  the  good  and  bad  features 
of  any  such  proposed  tests,  or  of  tests  already  adopted,  and  the  factors 
which  must  be  taken  into  consideration  in  properly  interpreting  them, 
would  be  helpful  to  those  who  wish  to  use  them. 

Yours  very  truly, 

j.  spotts  Mcdowell. 

Report  of  the  Committee  on  Papers,  December  28,  1921 
Some  time  after  this  Committee  was  announced,  the  chairman 
sent  a  letter  to  each  member  asking  them  to  get  to  work  and  endeavor 
to  secure  suitable  papers.  This  was  followed  by  a  second  letter.  On 
November  1st  a  form  letter  was  sent  to  all  of  the  members  of  the 
Refractories  Division,  as  well  as  to  others  who  are  more  or  less 
interested  in  refractories.  This  letter  told  of  the  question  box  we 
would  have  and  also  asked  for  papers. 

As  a  result  of  the  Committee's  work,  eighteen  papers  have  been 
definitely  promised  and  a  number  of  others  have  been  promised  tenta- 
tively or  for  which  the  subject  has  not  been  given.  Special  credit  is 
due  Mr.  Ayars  for  his  work  in  securing  a  large  number  of  these  papers. 
It  is  very  likely  that  many  more  papers  will  be  announced  previous 
to  the  annual  meeting. 

The  expenses  of  the  chairman  for  postage  for  the  year  has  been 
$3.30.  Up  to  the  present  time  reports  have  not  been  received  covering 
expense  of  the  other  members. 

Yours  truly, 

C.  W.  BERRY,  Chairman. 
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Report  of  Committee  on   Co-operation,   December  28,  1921 
Replying  to  your  letter  of  December  6th,  I  hardly  have  any  report 
to  submit  for  the  Committee  on  Co-operation,  for  I  really  do  not  know 
what  was  expected  of  this   Committee  by   those   responsible   for  its 
creation. 

It  is  the  desire  of  the  Refractories  Manufacturers  Association  to 
co-operate  with  the  users  of  refractories,  and  I  might  suggest  that  if 
the  American  Ceramic  Society  would  make  an  effort  to  secure  mem 
bers  among  the  users  of  fire  brick  that  it  might  further  co-operative 
work.  Yours  very  truly, 

S.  M.  KIER,  Chairman. 

The  research  work  of  the  Refractories  Manufacturers  Association 
during  the  year  1922  will  be  conducted  along  the  lines  indicated  below. 
Parts  of  this  work  have  been  started;  the  rest  is  being  held  in 
abeyance  until  the  opportunity  for  its  completion  arises. 

I.     The  reduction  of  breakage  in  silica  brick  manufacture. 
II.     The  development  and  improving  of  testing  methods. 

III.  The  influence  of  the  various  steps  in  the  process  of  manu- 
upon  the  characteristics  of  the  finished  product. 

IV.  The    action    of    furnace     gases    upon    the    structure     of 
refractory  brick. 

These  researches  will  be  conducted  at  the  Mellon  Institute  of 
Industrial  Research,  University  of  Pittsburgh,  Pittsburgh,  Pa.  Many  or 
all  of  the  results  will  be  of  such  a  nature  that  they  will  be  available 
for  publication. 

Report  of  Committee  on  Research  and  Development 
The  following  statement  was  sent  to  each  of  twenty  universities. 
These  were  selected  because  of  the  fact  that  they  conducted  research 
on  ceramic  problems  or  else  maintained  industrial  research  or  metal- 
lurgical laboratories.  The  suggestions  were  evidently  favorably 
received  for  several  detailed  replies  were  received. 

We  were  advised  by.  the  University  of  Illinois  that  Problem  No.  2 
was  being  started  and  that  they  were  able  to  secure  the  loan  of  five 
sets  of  oil  burners  for  use  during  the  investigation.  The  opinions  of 
the  individual  members  on  the  subject  of  fuel  oil  furnaces  -were 
expressed.  Representative  brick  were  secured  from  several  manufac- 
turers who  were  interested  in  this  problem. 

A  reply  was  received  from  Penn  State  College  stating  that  they 
were  interested  in  the  same  problem  and  would  undoubtedly  start  its 
investigation. 
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The  Department  of  Industrial  Chemistry  at  the  University  of  Iowa 
signified  interest  and  wished  to  receive  additional  suggestions. 

A  similar  reply  was  received  from  the  University  of  Wisconsin 
and  Professor  O.  A.  Hougen  indicated  the  possibility  of  starting 
research  on  thermal  conductivity. 

Professor  Rhodes  of  Cornell  University  stated  that  they  were 
equipping  a  laboratory  for  industrial  research  and  asked  for  informa- 
tion regarding  equipment  for  ceramic  problems.  This  was  furnished 
and  it  is  hoped  that  progress  in  this  field  will  develop. 

Thus,  while  the  work  of  the  committee  has  been  by  no  means 
sensational  it  has  at  least  attracted  the  attention  of  several  university 
laboratories  that  have  not  actively  co-operated  with  the  American 
Ceramic  Society.  It  is  also  believed  that  it  may  have  supplied  certain 
moral  support  to  those  who  were  planning  or  had  already  started 
research  along  the  indicated  lines. 

The  chairman  wishes  to  acknowledge  the  hearty  support  of  the 
officers  of  the  division,  and  of  the  members  of  this  committee,  in 
answering  questionnaires  and  in  the  preparation  of  the  previously 
mentioned  statement  now  appended.  It  is  earnestly  recommended 
that  a  similar  procedure  be  pursued  in  the  future,  affording  special 
service,  if  possible,  to  those  universities  that  signify  interest.  This 
service  might  include  the  additional  feature  of  summarizing  the  efforts 
of  the  preceding  year,  of  offering  bibliographical  data  on  different 
subjects,  or  securing  raw  material.  Possibly  a  more  detailed  account 
of  each  problem,  indicating  its  application,  might  stimulate  greater 
interest. 


LETTER   ADDRESSED   TO   THE    UNIVERSITIES 

Gentlemen: 

The  Research  Committee  of  the  Refractories  Division  of  the 
American  Ceramic  Society  has  collected  a  number  of  possible  subjects 
for  research.  It  wishes  to  place  those  subjects  before  you  at  this  time, 
hoping  that  perhaps  some  senior  or  graduate  student  may  be  interested 
in  one  or  more  of  them  for  a  thesis.  The  Committee  does  not  consider 
that  its  obligation  is  fulfilled  by  simply  presenting  these  nineteen 
subjects,  but  will  hold  itself  in  readiness  to  co-operate  with  those 
desiring  such   co-operation. 

You  will  note  that  certain  of  these  subjects  are  of  a  theoretical 
nature,  while  others  combine  theory  with  practice.  If  it  would  be 
desirable  to  secure  the  co-operation  of  some  manufacturing  plant,  this 
may  be  possible.  The  Committee  believes  that  each  of  these  subjects 
should  lead  to  results  that  can  be  applied  In  a  practical  way. 
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1.  Reduction  of  kiln  loss  on  silica  shapes. 

Points 

The  determination   of  a  burning  curve  for  Eastern  and 
Western  Ganisters. 

Determination     of     the     temperatures     at     which     most 
breakage  takes  place. 

2.  Production    of   a   high    grade    fire    brick    for   use    in    oil    and 

powdered  coal  fired  furnaces  which  will  have  necessary  density 
and  still  stand  thermal  shock. 

3.  Theoretical   advantage   of   a    trydemite-cristobalite    brick   and 
temperatures  at  which  inversion  proceeds  most  rapidly. 

4.  Effect  of  burning  time  on  Eastern  and  Western  Ganisters. 
Points 

Breakage. 

Specific  gravity. 

Modulus  of  rupture. 

Porosity. 

Amount  of  inversion. 

5.  Effect  of  temperature  in  dead  burning  magnesites. 
Points 

Range  from  caustic  burned  to  electrically  fused  tempera- 
tures, i 
Rapidity  of  setting. 
Slaking  when  wetted. 
Absorption  of  CO:  from  air. 
Effect  in  drying  brick  made  from  material. 
Effect  in  burning  brick  made  from  material. 

6.  Relative   efficiency   of   high   calcium   lime   as    compared   with 
dolomite  in  silica  brick  manufacture. 

Points 

Specific  gravity. 
Modulus  of  rupture. 
Expansion  in  burning. 

7.  Effect   of    various    percentages    of   lime,  magnesia,  silica  and 
alumina  on  the  manufacturing  qualities  of  chrome-iron  ore. 

8.  Effect  of  various  percentages  of  lime,  silica  and  alumina  on 
the  manufacturing  qualities  of  magnesites. 

9.  Effect  of  the  control  of  sizes  of  grain  in  the  manufacture  and 
use  of  silica  brick.  , 

10.     Method  of  determining  thermal  conductivity. 
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11.  Linings  for  rotary  cement  kilns. 

12.  Refractories  for  tunnel  kilns. 

13.  Refractories  for  electric  furnaces. 

14.  New  refractory  bases  such  as  "Krausgrain." 

15.  High  temperature  insulating  brick,  that  have  little  or  no 
shrinkage  at  2500°  F.,  fuse  above  2700°  F.,  low  co-efficient  of 
expansion,  and  high  mechanical  strength  at  2200°  F. 

16.  Rapid  determination  of  iron  oxide  and  other  fluxes. 

17.  Gathering  of  data  regarding  the  application  of  a  given  kind  of 
refractories. 

18.  The  effect  of  iron  oxide  upon  the  fusion  points  of  alumina, 
silica,  aluminous  clays,  silicious  clays,  and  kaolin. 

19.  Co-efficient  of  expansion  of  various  forms  of  refractory 
magnesite. 

Sincerely  yours, 

R.  M.  HOWE, 
Chairman  Committee  on  Research. 

The  expenses  of  the  Secretary's  office  have  been: 

Printing    $  9.00 

Postage  6.50 

Stenography  and  Clerical  Work 7.50 

$23.00 

In  conclusion  the  Chairman  and  Secretary  wish  to  express  their 
appreciation  of  the  splendid  support  which  has  been  extended  to  them 
by  the  committee  and  the  division  as  a  whole. 

Respectfully, 

FRED  A.  HARVEY, 
Secretary,  Refractories  Division. 
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REPORT    OF    THE    TERRA    COTTA    DIVISION 
For  the  Year  1921 
Officers  and  Committees 

Chairman,  A.  F.  Hottinger. 
Secretary-Treasurer,  R.  L.  Clare. 

Committee  on  Papers  and  Program. 
Committee  on   Papers  and   Program-W.  L.  Howatt,  D.  F.  Albery, 
"P    c*     T  3  T"lcin 

Committee  on  Technioal  Researoh-A.  F.  Hottinger,  R.  L.  Clare, 
C  W  Hill,  E.  C.  Hill,  Alternate. 

We  have  at  present  sixty-six  members,  representing  all  but  two 
of  the  terra  cotta  companies  in  the  United  States,  as  well  as  several 
of  the  allied  industries. 

The  Committee  on  Technical  Research  has  been  co-operating  with 
the  Technical  Committee  of  the  National  Terra  Cotta  Society  in  some 
vw  important  research  work  being  carried  on  at  present  at  the 
Bureau  of  Standards.  We  have  two  men  giving  all  of  their  time  at 
fhe  Bureau  under  the  direction  of  P.  EL  Bates  and  the  above  named 
Technical  Committee,  who  aro  securing  some  very  interestmg  and 
important  results.  • 

Our  program  for  the  coming  meeting  has  not  been  completed,  but 
at  the  present  time  we  have  eleven  papers  and  discussions  for  sub- 
mission and  expect  to  have  more  by  the  time  the  meeting ;  is  held. 

Respectfully,  submitted, 

R.  L.  CLARE, 

Secretary. 
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ANNUAL   REPORT 
WHITE  WARES   DIVISION 

Officers 
E.  T.  Montgomery,  Chairman 
C.  C.  Treischel,  Secretary. 

Executive  Committee 
C.  E.  Jackson,  Warwick  China  Co.,  General  Wares  Group. 
O.  O.  Bowman,  2nd,  Fireclay  &  Porcelain  Co.,  Sanitary  Pore.  Group. 
Harold  P.  Humphrey,  Washington  Porcelain  Co.,  Electrical  Group. 
John  Morton,  Mosaic  Tile  Co.,  Tile  Group. 
Thos.  H.  Sant,  John  Sant  &  Sons  Co.,  Materials  Group. 


Members 

Corporation 52 

Active  and  Associate 287 


Organization 

The  White  Wares  Division  is  composed  of  the  following  groups 
interested  in  the  manufacture  of  vitreous  and  semi-vitreous  products: 

1.  General  Wares  Group. 

2.  Sanitary  Porcelain  Group. 

3.  Electrical  Porcelain  Group. 

4.  Floor  and  Wall  Tile  Group. 

5.  Materials  Group. 

Due  to  the  fact  that  throughout  the  year  there  has  been  consid- 
erable discussion  relative  to  the  formation  of  a  separate  division  for 
the  General  Wares  Group,  the  organization  of  the  White  Wares  Divi- 
sion has  only  recently  become  stabilized.  Other  factors  contributing 
to  the  delay  in  organizing  were  the  resignation  of  Mr.  Bleininger  as 
Chairman,  and  the  difficulties  encountered  by  Mr.  Montgomery,  who  was 
appointed  by  President  Pence  to  fill  the  vacancy  caused  by  Mr.  Blein- 
inger's  resignation,  in  getting  representatives  from  the  various  groups 
to  serve  on  the  Executive  Committee. 
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However,  the  goal  set  by  the  officers  at  the  beginning  of  the  year 
has  been  reached  and  they  can  "present  a  smooth  working,  well  organ- 
ized division  to  the  Society." 


Activities 

Activities  along  lines  of  research  were  allowed  to  lag  until  the 
organization  of  the  division  became  complete — this  being  the  plan  of 
the  officers  for  the  year — it  being  realized  that  steps  along  these  lines 
would  lead  to  hopeless  entanglements  if  attempted  without  the  backing 
of  an  organization.  The  year  1922  will  see  the  launching  of  a  very 
active  campaign  of  research,  announcement  of  which  will  be  made  at 
the  annual  meeting. 

The  program  for  the  annual  meeting  is  very  well  balanced  and 
should  prove  interesting  to  all  the  associated  groups.  Much  is  expected 
from  the  features  of  program,  namely,  the  colloquiums  and  discussions, 
and  if  everyone  present  will  do  his  share  these  expectations  will  be 
realized. 

C.   C.  TREISCHEL, 

Secretary. 
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REPORTS  OF  LOCAL  SECTIONS 

Central    Ohio   Section 

The  Central  Ohio  Section  held  two  meetings  during  the  year. 
The  first  was  held  at  Zanesville  on  May  27,  1921.  The  meeting  was 
addressed  by  R.  C.  Purdy  on  the  subject  of  a  full  time  Secretary,  and 
a  motion  to  endorse  such  a  movement  was  unanimously  adopted.  A 
committee,  consisting  of  J.  D.  Whitmer,  Horace  Crew  and  Donald 
Hagar,  was  appointed  to  draft  a  resolution  favoring  a  full  time  Secre- 
tary and  spread  same  broadcast. 

Officers  for  ensuing  year  were  elected  as  follows: 
C.  D.  FRAUNFELTER,  Chairman. 
J.  J.  FRED  BRAND,  Vice  Chairman. 
DONALD  HAGAR,  Secy,  and  Treas. 
A.  S.  WATTS,  Councilor. 
The  second  meeting  was  held  at  Columbus,  on  November  16.     It 
was  a  joint  meeting  with  the  Student  Branch  of  Ohio  State  University. 
The   meeting  was   addressed   by   Col.    Edward   Orton.   Jr.,   Dr.   E.   W. 
Washburn  and  Pres.  F.  K.  Pence. 

The  section  has  a  balance  in  the  treasury  of  $49.97. 

ARTHUR  S.  WATTS, 

Councilor. 
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CHICAGO   SECTION 

During  the  year  1921  three  meetings  were  held  with  programs 
presented  as  follows: 

February  5. — City  Club.  Notes  on  the  Acid  Resistance  of  Enameled 
Cooking  Utensils;  B.  T.  Sweely;  Notes  on  the  Manufacture  of  Lead 
Products  used  in  the  Ceramic  Industry,  Lester  T.  Wilson.  Attendance 
22.  At  this  meeting  a  motion  was  passed  to  bring  to  the  attention  of 
the  parent}  Society  the  fact  of  lead  poison  being  detrimental  to  the 
health  of  the  workman  and  that  the  parent  Society  should  co-operate 
with  the  National  Institute  of  Lead  Manufacturers  in  taking  measures 
of  precaution  against  such  conditions. 

May  23— City  Club.  Reflector  Enamels.  Cullen  W.  Parmelee. 
Pyremetry,  which  covered  a  discussion  on  types  used  in  the  Ceramic 
industries.  .  G.  V.  Nightingale  and  F.  C.  Baker. 

In  accordance  with  the  request  of  the  parent  Society  Mr.  Chester 
Jones  was  appointed  by  the  chairman  to  act  as  representative  of  this 
section  on  the  nominating  committee. 

Messrs.  Albery,  Sweely  and  Wilkins  were  appointed  to  arrange  to 
meet  representatives  of  th  Illinois  Clay  Mfg.  Association  with  reference 
to  the  amalgamation  of  the  Chicago  Section  and  the  Association.  This 
matter  will  be  taken  up  with  the  Illinois  Clay  Manufacturers  at  their 
March  meeting  1922.    Attendance  25. 

November  26. — Morrison  Hotel.  New  method  of  measuring 
porosity,  Dr.  E.  W.  Washburn.  Informal  talk  on  Photography  on 
Enamels.     J.   A.  Dedouch. 

The  annual  election  of  officers  was  held  at  this  meeting  and  the 
following  were  elected  to  hold  office  for  1922:  F.  L.  Steinhoff,  Chair- 
man; B.  T.  Sweely,  Vice-Chairman;  Wm.  W.  Wilkins,  Secty-Treas.; 
C.  W.  Parmelee,  Councilor;  Ed.  Brockman,  Chairman  of  Membership 
Committee;  H.  E.  Davis,  Chairman  of  Program  Committee.  Attendance 
30. 

PROPOSED  SCHEDULED   MEETINGS  TO   BE   HELD   IN   1922 

March  meeting  to  be  held  in  conjunction  with  the  Illinois  Clay 
Manufacturers  Association. 

First  or  second  week  in  June.  Trip  to  Joliet  via  boat,  visiting 
Power  plant  and  American  Refractories  Company. 

Summer  meeting  to  be  held  in  Danville,  provided  the  Illinois  Clay 
Mfg.  Association  hold  their  meeting  in  Chicago. 

Thanksgiving — Annual  meeting. 

In  the  future  we  propose  to  write  to  all  of  this  section  before  each 
meeting,  in  addition  to  the  regular  letter,  asking  them  if  they  have  any 
problems  that  they  wish  discussed  at  thp  next  meeting,  advising  them 
of  the  fact  that  each  question  will  be  handled  at  the  meeting  or  will  be 
assigned  to  some  member.  In  doing  this  we  believe  we  will  draw  more 
members  to  the  meetings. 
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NEW  ENGLAND  SECTION 

There  were  two  meetings  held  during  the  year.  The  Secretaries' 
reports  of  these  are  attached. 

Interest  in  our  meetings  is  confined  to  twenty-five  or  thirty  men 
and  it  is  with  some  difficulty  that  good  meetings  are  arranged.  Our 
mailing  list  includes  75  individuals  of  whom  7  are  Active,  28  Associate 
and  40  non-members  of  the  parent  Society. 

In  view  of  the  fact  that  the  membership  is  small,  the  territory 
large,  and  the  industries  represented  are  very  diversified,  it  is  felt  that 
the  Section  has  done  very  well  in  keeping  up  as  it  has.  There 
apparently  is  nothing  to  be  gained  by  a  redisricting  of  the  Section  as 
our  meetings  are  now  held  within  easy  reach  of  a  great  majority  of 
the  members. 

Interest  in  the  Section  would  in  all  probability  be  greatly 
increased  if  new  speakers  were  accessible  for  our  meetings  as  the 
field  among  our  own  membership  has  been  pretty  well  covered. 

M.  C.  BOOZE,  Councilor. 

ANNUAL  MEETINGG 

January  22,  1921 — The  meeting  was  held  at  the  Engineers  Club  in 
Boston  and  was  called  to  order  by  the  Chairman,  C.  J.  Hudson,  about 
7:00  P.  M.  after  a  dinner  at  the  club.  Thirteen  members  were  present. 

The  report  of  the  Secretary  and  Treasurer  was  read  and  approved. 

The  Nominating  Committee  submitted  their  report  as  follows: 
Chairman,  A.  T.  Malm;  Councilor,  M.  C.  Booze;  Sec'y  and  Treasurer, 
S.  F.  Walton;  Executive  Committee,  Browne  Harding  and  Prof.  C.  L. 
Norton. 

These  nominees  were  elected  by  a  single  ballot  cast  by  th  Chair- 
man, acting  for  the  Secretary. 

The  following  talks  were  given:  "Some  Troubles  Encountered 
in  the  Manufacture  of  Watch  Dials,"  F.  P.  Flagg,  Chief  Chemist, 
Waltham  Watch  Co.;  "Notes  on  the  Efficiency  of  Clay  Crucibles," 
H.  W.  Richter  of  Garhart  Dental  Specialty  Co.;  "A  Novel  Testing 
Furnace,"  S.  F.  Walton,  Kalmus,  Comstock  &  Wescott,  Inc.;  "Applica- 
tion of  Pyrometers  to  the  Ceramic  Industries,"  H.  Goldsen,  General 
Sales  Manager,  Wilson  Maculen  Co. 

A  general  discussion  followed  the  program. 

May  26,  1921 
The  spring  meeting  was  held  at  the  Standish  Hotel,  Worcester, 
Mass.    After  dinner  the  meeting  was  called  to  order  by  the  Chairman, 
A.  T.  Malm.     There  were  twenty-five  members  and   friends   present. 
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Business 

The  Secretary's  report  of  the  annual  meeting  was  read  and  ap- 
proved. 

The  Chair  read  the  notice  of  the  request  of  the  parent  society 
to  sections  for  the  election  of  the  representative  from  the  section  on 
the  nominating  committee. 

On  a  voice  vote  G.  N.  Jeppson  was  elected  after  being  nominated 
by  C.  J.  Hudson;  M.  F.  Beech er  rising  for  a  motion  that  nominations 
cease,  seconded  by  Broga.  After  the  motion  was  carried  the  Secretary 
was  instructed  to  cast  a  unanimous  ballot  for  Mr.  Jeppson. 

A  resolution  signed  by  five  active  members  of  the  parent  society, 
was  read  by  M.  F.  Beecher  after  an  introduction  by  the  Chairman. 
On  a  motion  by  Beecher,  seconded  by  Hudson,  the  resolution  was  ap- 
proved and  the  Secretary  instructed  to  forward  a  copy  to  the  Boaid 
of  Trustees.    A  copy  it  attached. 

Since  there  was  no  further  business  the  members  proceeded  to 
the  program. 

C.  J.  Hudson's  talk  on  a  Dressier  Tunnel  kiln  proved  interesting 
and  instructive.  He  ably  explained  the  operation  of  the  filn.  A  care- 
fully prepared  curve,  together  with  a  cross  section  drawing  helped 
make  his  talk  clear.  Numerous  photographs  were  also  an  aid  to  his 
audience. 

There  followed  two  talks  by  Dr.  W.  D.  Bancroft  of  Cornell  Uni- 
versity. His  first  subject,  "Chemistry  and  Ceramics"  treating  on 
the  plasticity  of  clays — gave  his  audience  much  to  think  about,  which 
was  later  brought  out  in  discussion.  His  premise  of  the  cause  of 
plasticity  being  well  taken  and  the  idea  formulated  it  is  now  in  con- 
dition to  be  proved  by  the  chemist  and  ceramist.  He  took  exception 
to  the  ceramist  taking  emperical  data  as  a  basis  for  solving  his 
problems.  This  point  he  brought  out  more  clearly  in  his  second  sub- 
ject, "Clay  and  Colors,"  explaining  the  causes  for  different  colors. 

He  made  the  point  that  the  ceramist  and  chemist  accept  so-called 
facts  without  definite  proof  to  substantiate  them.  This  is  especially 
true  in  the  color  chemistry  of  glasses  and  glazes. 

On  account  of  out  of  town  members  having  to  leave,  the  meeting 
adjourned  without  discussion  of  the  subject  on  the  program. 

(Signed)     S.  F.  WALTON,  Secretary. 

Recognizing  the  need  for  greater  activity  on  the  part  of  Sections, 
Divisions  and  Committees  in  order  to  insure  continued  growth  of  the 
American  Ceramic  Society  as  well  as  to  allow  it  to  acquit  faithfully 
its  present  obligations  to  its  members; 


146  YEAR  BOOK  OF  THE 

The  New  England  Section  wishes  to  record  itself  as  in  favor  of 
such  increased  expenditures,  as,  in  the  opinion  of  the  Board  of 
Trustees,  shall  be  necessary,  and  consistent  with  the  income  of  the 
Society,  to  provide  for  energetic  official  stimulation  and  encourage- 
ment of  the  Sections,  Divisions,  and  Committees. 

Whether  this  be  by  increasing  the  appropriation  for  the  secretary's 
office  or  by  the  appointment  of  a  new  full-time  officer,  such  as  the 
Organizing  Secretary  proposed,  we  prefer  to  leave  with  the  Board  of 
Decision. 

We  are  disinclined  to  consider  the  stimulation  and  development 
of  research  activities  as  a  factor  in  this  proposition  until  a  definte 
plan  and  suitable  guarantees  for  continued  support  have  been  worked 
out  between  the  Board  and  those  associations  who  wish  to  undertake 
to  finance  such  work. 

In  the  event  of  the  appointment  of  a  full-time  officer,  we  who  have 
had  long  acquaintance  with  Mr.  R.  C.  Purdy  and  close  association 
with  him  in  ceramic  work,  wish  to  endorse  him  most  highly  as  being 
in  our  opinion,  a  man  eminently  fitted  by  training,  enthusiasm  and 
recognition  in  the  ceramic  field,  for  such  important  work. 

(Signed)    M.  C.  BOOZE, 
A.  A.  KLEIN, 
CHARLES  J.  HUDSON, 
O.  S.  BUCKNER, 
M.   F.   BEECHER. 


FINANCIAL  STATEMENT 

Receipts  — 

Balance  on  hand  January  1,  1921 $179.34 

Dues   Received    13 .  00 

$192.34 

Expenses  — 

Mailing  Notices — Room  Deficit  and  Printing 72.50 

Balance  January  1,  1922   $119 .  84 

The  small  amount  collected  for  dues  for  the  year  is  on  account 
of  the  majority  of  members  paying  before  the  first  of  the  year. 

Respectfully   submitted, 

WM.  W.  WILKINS. 


AMERICAN   CERAMIC  SOCIETY  147 


NORTHERN   SECTION 

Three  meetings  were  held  during  the  year,  with  an  average  at- 
tendance of  fourteen.  The  April  meeting  was  held  at  Toledo,  Ohio, 
and  the  June  and  December  meetings  at  Cleveland,  the  last  being  the 
fourteenth  regular  meeting  of  the  Section.  Thirty-two  members  paid 
dues  for  the  year,  and  there  are  at  present  about  110  names  on  the 
mailing  list. 

The  following  papers  and  discussions  were  offered: 

"Action  of  Metallic  Substances  on  Pots  and  Glass,"  by  Henry 
W.  Hess,  Toledo,  Ohio. 

"New  Method  of  Pot  Setting,"  by  Wm.  K.  Brownlee,  Toledo,  Ohio. 

"Tunnel  Kilns,"  by  Conrad  Dressier,  Cleveland,  Ohio.  (Illustrated 
with  lantern  slides.) 

"Manufacture  of  Armco  Ingot  Iron,"  by  T.  W.  Jenkins,  American 
Rolling  Mill  Co.,  Middletown,   Ohio.      (Motion  Picture  Films.) 

"Colloquium  on  Research  in  Ceramic  Plants,"  "Problems  Confront- 
ing the  Local  Sections,  and.  Their  Solution,"  by  Ross  C.  Purdy,  Co- 
lumbus, Ohio,  Organizing  Secretary,  A.   C.  S. 

The  following  officers  were  elected  for  1922:  Chairman,  Chas.  H. 
Stone,  Jr.,  Cleveland,  Ohio;  Secretary-Treasurer,  A.  F.  Gorton,  Cleve- 
land, Ohio;    Councilor,  R.  D.  Landrum,  Cleveland,  Ohio. 

The  Section  takes  pride  in  the  fact  that  it  was  the  first  to  pass 
resolutions  favoring  the  appointment  of  a  general  Secretary  for  the 
Society,  such  action  having  been  initiated  at  the  April  meeting. 

R.  D.  LANDRUM,  Councilor. 

The  fourteenth  meeting  of  the  Section  was  held  Tuesday,  Decem- 
ber 20,  1921,  in  the  rooms  of  the  Cleveland  Engineering  Society,  Hotel 
Winton,  Cleveland,  Ohio,  with  an  attendance  of  twelve. 

After  lunching  together  at  1  P.  M.,  a  business  session  was  called 
to  order  at  2  P.  M.  with  Mr.  Poste  presiding,  and  Dr.  Gorton  acting 
as  Secretary.  Minutes  of  the  last  (June)  meeting  were  read  and 
approved.  Annual  report  of  the  Treasurer  for  the  year  1921  was  read 
and  adopted.  Owing  to  heavy  expenditures  in  connection  with  the 
June  meeting,  and  to  the  decrease  in  receipts  which  followed  a  lower- 
ing of  dues,  the  Section  closed  the  year  with  the  treasury  empty  (no 
bills  outstanding). 

Proceeding  to  the  election  of  officers  for  1922,  the  slate  agreed 
upon  by  the  nominating  committee  was  carried  by  acclamation.  Ac- 
cordingly the  officers  for  the  ensuing  year  will  be:  Chairman,  Charles 
H.  Stone,  Jr.,  Cleveland;  Secretary,  A:  F.  Gorton,  Cleveland;  Councilor, 
R.  D.  Landrum,  Cleveland. 
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Mr.  Stone  was  prevented  from  attending  by  business  matters 
whicb  require  his  presence  in  Georgia  for  the  next  few  months. 

Progress  report  by  Finance  Committee  appointed  at  June  meeting 
was  to  the  effect  that  the  Society  would  probably  frown  upon  the  pro- 
posal to  remit  to  each  Local  Section  a  fraction  of  the  dues  of  each 
member  residing  in  its  territory.  This  matter  was  discussed,  but  no 
further  action  was  taken.  * 

In  a  discussion  with  Mr.  Riddle  it  developed  that  a  new  Local 
Section  might  in  the  near  future  be  chartered  with  headquarters  in 
Detroit.  Such  a  section  would  take  care  of  points  in  Michigan,  such 
as  Flint,  Saginaw  and  Grand  Rapids,  also  possibly  Toledo,  Ohio. 

Under  suspension  of  the  Rules,  it  was  voted  to  restore  the  due 
to  the  former  figure  of  $2.00.  (Thirty-one  members  paid  $1.00  each 
for  the  year  1921,  and  expenses  during  the  year  amounted  to  $71.00.) 

Voted,  that  a  committee  be  appointed  by  the  temporary  Chairman 
(Post)  to  take  up  alteration  of  the  Rules  of  the  Section. 

The  Section  listened  with  great  interest  to  a  brief  but  forceful 
address  by  Mr.  Ross  C.  Purdy  of  Columbus,  the  new  Organizing  Sec- 
retary of  the  American  Ceramic  Society.  Mr.  Purdy  touched  on  the 
problems  confronting  the  Local  Sections  and  emphasized  the  possi- 
bility of  doing  effective  work  despite  the  apparent  handicap  of  a 
small  active  membership.  He  made  the  very  pregnant  suggestion  that 
at  our  next  (April)  meeting  we  strive  to  bring  together  the  users  of 
refractories  and  other  ceramic  products  as  well  as  the  ceramic  manu- 
facturers. 

In  the  ensuing  discussion  Messrs.  Landrum  and  Stowe  favored 
the  idea  of  interesting  the  purchasing  agents  of  concerns  using  re- 
fractories; Mr.  Riddle  noted  the  fact  that  many  users  of  fire  brick  have 
only  a  vague  notion  of  what  constitutes  a  refractory,  and  Mr.  Forsyth 
advanced  the  argument  that  most  manufacturers  are  users  of  re- 
fractories' without  being  aware  of  the  fact  (e.  g.,  every  power  plant 
involves  boiler  settings,  etc.)  It  was  the  consensus  of  opinion  of  the 
members  that  a  very  definite,  clear-cut  effort  should  be  put  forth  to 
bring  the  users  of  ceramic  products  together  at  our  April  meeting. 

A  colloquim  on  the  general  subject  of  Research  in  ceramic  plants 
was  led  by  Dr.  Gorton,  and  various  members  touched  upon  such  mat- 
ters as  opportunities  for  plant  research,  effective  scope  and  practical 
value  of  such  work,  and  the  proper  co-ordination  of  research  labora- 
tory and  plant.  It  was  pointed  out  that  papers  on  plant  research  have 
always  formed  the  basis  of  the  programs  offered  at  our  Local  Section 
meetings,  and  it  seemed  to  be  the  feeling  of  the  members  that  this 
policy  should  be  continued  in  the  future. 

Meeting"  adjourned. 

A.  F.  GORTON,  Secretary. 
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PITTSBURGH.  DISTRICT   SECTION 
February   1921— February  1922 

The  first  meeting  for  the  year  of  1921  was  held  at  Mellon  Institute, 
University  of  Pittsburgh  on  June  2,  1921.  The  following  program  was 
given: 

"A  Thermal  Conductivity  Study  of  Silica  Brick,"  E.  B.  Guenther. 

"The  Shaw  Gas  Kiln,"  Thos.  H.  Sant. 

"Replacing  Fire  Clay  with  Silica  Brick,"  A.  F.  Greaves-Walker. 
'   "The  Examination  of  Pottery  Materials,"  A.  V.  Bleininger. 

"The  Glass  Industry  of  India,"  G.  P.  Ogale. 

The  second  meeting  of  the  year  was  held  at  Mellon  Institute, 
University  of  Pittsburgh  on  November  29,  1921.  The  treasurer  reported 
a  balance  of  $70.08  on  hand. 

The  following  officers  were  elected  for  the  coming  year:  Chairman, 
A.  F.  Greaves-Walker;  Vice-Chairman,  A.  V.  Bleininger;  Secretary, 
J  .W.  Wright;   Treasurer,  T.  H.  Sant;   Councilor,  Francis  W.  Walker. 

The  following  program  was  then  given: 

Heavy  Refractories — Their  properties  and  Uses,  Illustrated  with 
Colored  slides. 

Motion  Pictures  showing  Modern  Methods  of  Manufacturing  Window 
Glass  by  Machinery. 

Motion  Pictures  "Magic  Clay"  from  Carter  Cinema  showing  the 
modeling  of  clay,  shaping  of  vases,  and  of  other  beautiful  creations  of 
the  potters  art. 

Mr.  Sant  of  East  Liverpool  suggested  the  desirability  of  forming 
a  District  Section  of  the  American  Ceramic  Society  at  East  Liverpool, 
Ohio,  and  asked  for  an  expression  of  the  feeling  of  the  Pittsburgh 
District  Section.  Dr.  Silverman  made  a  motion  which  was  duly  sec- 
onded and  passed  that  the  Pittsburgh  District  Section  would  look  with 
favor  upon  a  formal  application  for  the  withdrawal  of  the  members 
in  the  East  Liverpool  District  since  such  action  would  be  a  benefit 
to  the  members  of  the  Ceramic  Society. 

Treasurer,  Thos.  H.  Sant  submitted  the  following  report  for  the 
year  of  1921: 
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Receipts 

Balance  brought  forward  $44.52 

Dues   collected  to   date 87.00 

Total $131.52 

Disbursements 

January  13— C.  C.  Vogt $     8.69 

November   22— Carter  Cinema 19.00 

November   29— J.   W.   Wright 29.55 

Balance  on  hand  November  29,  1921 78.28 

Total    $131.52 
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St.  Louis  Section 

February  11th. 

Dinner  at  the  Missouri  Athletic  Association  at  which  thirty-one 
members   were   present. 

Officers  for  1921  were  elected  as  follows:  F.  G,  Jaeger,  Chairman; 
C.  W.  Berry,  Council;  G.  R.  Truman,  Secretary-Treasurer. 

Program 
"Industrial  Conditions  in  Europe,"  informal  talk  by  D.  T.  Farnham. 
"Description   of   an   Electric  Furnace   for  Enameling,"    paper   by 
H.  W.  C.  Mehling  and  J.  W.  Carpenter.    Read  by  Mr.  Carpenter. 

April  29th: 

Dinner  at  the  Annex  Hotel.  Twenty-nine  present. 


Program 

"Purpose   of  the  American  Ceramic  Society  and  its  field  in   St. 
Louis,"  address  by  F.  K.  Pence. 

"Response  to  Mr.  Pence,"  by  H.  A.  Wheeler. 

Activities  of  the  St.  Louis  Section  During  1921 

November  3rd: 

Dinner  at  the  Annex  Hotel.  Thirty-one  present. 

Program 

General  Discussion  of  the  Purpose  and  Policices  of  the  Section. 
"A  New  Rotary  Electric  Kiln  for  Enameling,"  informal  talk  by 
J.  W.  Carpenter. 

December  1st: 

Dinner  at  the  Annex  Hotel,  Twenty-three  present. 

Discussion  of  the  Convention  in  February. 

Meeting  of  the  Convention  Sub-committees. 

CHARLES  W.  BERRY.  Councilor 
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REPORTS  OF  STUDENT   BRANCHES 
University  of  lillinois 

Membership  of  the  Society:  The  membership  now  includes 
twenty-five  paid  up  members. 

The  activities  of  the  Illinois  University  Student  Branch  of  the 
American  Ceramic  Society  for  the  present  year  are  as  follows: 

1.  A  smoker  held  at  the  beginning  of  the  school  year.  All  Ceramic 
students  invited.    No  charge  made. 

2.  A  committee  to  co-operate  with  the  University  authorities  on 
the  Ceramic  exhibit  in  the  general  Engineering.  Open  House.  This 
included  the  assigning  of  shifts  and  operating  periods  to  members  of 
the  society  for  operation  of:, (a)  Kilns,  (h)  Frit  Furnaces,  (c)  Brick 
Machine,  (d)  Repress,  (e)  Casting,  (f)  Pressing,  (g)  Throwing, 
(h)  Jiggering,  (i)  Turning,  (j)  Plaster  Work. 

3.  Program:  The  programs  for  the  meetings  of  the  year  are 
divided  between  purely  ceramic  subjects  and  others  that  are  of  interest 
along  related  subjects.  These  comprise  addresses  on  "Factory  Manage- 
ment" and  "Business  Law"  as  well  as  talks  based  on  the  experiences 
and  observations  of  members  of  the  Ceramic  Faculty.  Discussion  of 
thesis  work  is  on  the  coming  program. 

Dr.  K.  H.  Endell  has  just  delivered  an  interesting  illustrated 
lecture  before  the  Society  upon  Some  Phases  of  the  Ceramic  Industry 
in  Germany. 

4.  Letters:  Letters  are  now  being  sent  out  by  the  Society  to  all 
graduates  of  Ceramic  Engineering  at  Illinois,  asking  them,  in  the  form 
of  a  questionnaire,  about  their  activities,  opportunities,  etc.,  in  Ceramic 
work,  with  the  end  in  view  of  helping  the  undergraduate. 

5.  The  Student  Branch  of  the  American  Ceramic  Society  has  been 
represented  at  every  meeting  of  the  Engineering  Council,  the  student 
executive  body  of  the  Engineering  College. 

C.   W.    PARMELEE.    Councilor. 

Iowa  State  College 

Because  of  the  small  number  of  advanced  students  in  the  Depart- 
ment of  Ceramics  at  Iowa  State  College  the  year  has  lacked  in 
enthusiasm.  With  the  added  numbers  that  seem  probable  from  now  on 
this  Branch  should  greatly  improve.  However  those  that  profit  most 
by  the  meetings  gave  the  most  loyal  service  and  in  that  sense  the 
work  was  worth  while. 

The  year  was  used  in  meetings  sometimes  as  often  as  once  a 
week  and  part  of  the  time  longer  meetings  once  a  month.     Because  of 
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the  complex  student  life  at  Ames  it  has  been  decided  to  arrange  a 
regular  hour  in  the  college  calendar,  in  school  hours  for  the  meetings, 
so  that  nothing  can  conflict,  and  so  that  all  students  can  attend  the 
meetings  without  sacrifice. 

One  very  good  talk  was  given  by  Professor  Frank  D.  Paine  of  the 
E.  E.  Department  on  insulators  as  concerns  the  electrical  engineer. 
The  balance  of  the  work  was  done  by  the  young  men  themselves  and 
as  several  of  them  have  been  actively  engaged  in  clay  business  before 
entering  college  the  discussions  were  worth  while. 

It  is  planned  this  year  to  call  more  often  on  faculty  men  for  talks 
on  topics  in  other  fields,  to  show  how  interdependent  all  engineering 
lines  are.  The  Visual  Instruction  Department  will  furnish  film  service 
and  it  is  expected  to  better  the  showing  made  in  the  year  just  com- 
pleted. 

PAUL  E.  COX,  Councilor. 


OHIO   STATE   UNIVERSITY 

This  Student  Branch  held  the  following  meetings  during  the  past 
year. 

March  8,  1921 — Reports  of  American  Ceramic  Society  Convention. 

April  26,  1921 — Address  on  The  Manufacture  of  Pyrometric  Cones, 
by  H.  B.  Henderson. 

May  10,  1921 — Joint  Meeting  with  Architects'  Society.  Talks 
on  Merits  and  Faults   of  Terra  Cotta. 

May  26,  1921— Annual  Ceramic  Banquet.  Mr.  R.  T.  Stull,  Supt, 
Bureau  of  Mines  Station  was  toastmaster. 

October  4,  1921 — Election  of  Officers:  B.  E.  Whitsell,  Chairman; 
C.  A.  Smith,  Vice-Chairman;  E.  E.  Baldauf,  Secy.-Treas. 

October  25,  1921— Address  on  "Colloids  in  Clays"  by  Prof.  G.  A. 
Bole. 

November  16,  1921 — Joint  Meeting  with  Central  Ohio  Section. 
Addresses  by  Col.  Edward  Orton,  Jr.,  Dr.  E.  W.  Washburn  and 
President  F.  K.  Pence. 

December  13,  1921 — Address  on  Synthetic  Gems  by  Dr.  W.  J. 
McCaughey. 

January  18,  1922— Address  on  The  Development  of  Ceramic  Art  in 
Korea,  by  P.  Wm.  Lee. 

At  the  time  of  this  report  there  are  forty-two  members  in  good 
standing.  The  meetings  are  well  attended  and  the  interest  all  that 
could  be  asked. 

ARTHUR  S.  WATTS,  Councilor. 
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NEW  YORK  STATE  SCHOOL  OF  CERAMICS 

The  New  York  Student  Branch  has  been  active  throughout  the 
year.  Two  meetings  per  month  have  been  held  except  during  the 
Summer  vacation. 

The  principal  address  of  each  meeting  is  given  by  some  member 
of  the  Faculty,  or  the  senior  class.  Very  interesting  talks  are  given 
by  students  giving  reports  of  their  summer  work.  Credit  for  these 
is  given  on  their  reports  and  consequently  the  student  invariably 
makes   a   special   effort  to  have  something  worth   while. 

At  the  meeting  held  October  11,  1921,  the  following  officers  were 
elected  for  the  year:  President,  Robert  Boyd;  Vice-President,  John 
McMahon;  Secretary-Treasurer,  Max  Jordan. 

The  membership  has  increased  to  76.  Annual  dues  of  50  cents 
per  member  are  assessed. 

This  year,  the  recent  custom  of  defraying  a  part  or  all  of  the 
expense  of  a  delegate  to  the  Annual  Meeting  of  the  American 
Ceramic  Society  has  been  followed. 

Immediately  after  the  Annual  Meeting  of  the  parent  society,  the 
New  York  Student  Branch  entertains  the  Ceramic  Guild,  which  is  an 
organization  of  the  Art  Department  of  the  New  York  State  School  of 
Ceramics.  At  this  time,  all  members  in  attendance  at  the  Annual 
Meeting  give  an  account  of  the  same.  Preparations  are  already  under 
way  for  this  meeting  which  is  the  big  event  of  the  year  for  the  New 
York  Student  Branch. 

J.  B.  SHAW,  Councilor. 
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PUBLICATIONS  OF  THE  AMERICAN  CERAMIC  SOCIETY 

Annual  Transactions  Bound  in  Cloth 

Vol.1  1899  110   pages  $4.75 

Vol.  II  1900  278  pages  in  complete  set  only 

Vol.  Ill  1901  238   pages  $4.75 

Vol.  IV  1902  300   pages  $5.50 

Vol.  V  1903  420  pages  out  of  print 

Vol.  VI  1904  278   pages  $6.50 

Vol.  VII  1905  454   pages  $6.50 

Vol.  VIII  1906  411  pages  $6.50 

Vol.  IX  1907  808  pages  out  of  print 

Vol.  X  1908  582   pages  in  complete  set  only 

Vol.  XI  1909  632   pages  $6.50 

Vol.  XII  1910  882  pages  out  of  print 

Vol.  XIII  1911  837  pages  $6.50 

Vol.  XIV  1912  888  pages  in  complete  set  only 

Vol.  XV  1913  747   pages  $8.00 

Vol.  XVI  1914  611   pages  $8.00 

Vol  XVII  1915  815   pages  $8.00 

Vol.  XVIII  1916  947   pages  $8.00 

Vol.  XIX  1917  707  pages  out  of  print 

Journal 

Vol.  I  1918  892  pages  $6.00 

Vol.  II  1919  1030   pages  $6.00 

Vol.  Ill  1920  1016  pages  $6.00 

Vol.  IV  1921  1050  pages  $8.00 

A  complete  set  of  the  Transactions,  minus  Vols.  V,  IX,  XII,  and 
XIX,  which  are  out  of  print,  may  be  purchased  at $150.00 

(Second-hand  copies  of  Vols.  V,  IX,  XII  and  XIX,  are  sometimes 
available.     Orders  for  these  should  be  filed  with  the  Secretary.) 

To  members  of  the  Society  a  reduction  of  40%  will  be  made  from 
the  above  prices.  Members  cannot  purchase  more  than  one  copy  of 
each  volume  at  members'  rate. 

The  Society  has  also  published  the  following  books,  which  will 
be  sold  net,  at  the  prices  listed,  to  the  public  and  members  alike: 

The  Collected  Writings  of  Dr.  Hermann  August  Seger,  Volume 

I,  (a)  Treatises  of  a  general  scientific  nature,  (b)  Essays 
relating  to  Brick  and  Terra  Cotta,  Earthenware  and  Stone- 
ware, and  Refractory  Wares.  552  pages.  Bound  in  cloth,  $7.50 
The  Collected  Writing  of  Dr.  Hermann  August  Seger,  Volume 

II.  (a)    Essays  on  White  Ware  and  Porcelain,     (b)   Travels 
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Letters  and  Polemics,     (c)    Uncompleted  works  and  extracts 
from  the  archives  of  the  Royal  Factory.     605  pages.     Bound 

in    cloth    $7.50 

A  Bibliography  of  Clays  and  the  Ceramic  Arts,  by  Dr.  John 
C.  Branner,  1906.     451  pages.     Bound  in  cloth.    Contains  6027 

titles  of  works  on  Ceramic  subjects $2.00 

Collective  Index  to  the  Transactions  of  the  American  Ceramic 

Society,  compiled  by  E.  J.  Crane $1.50 

The  above  publications  can  be  obtained  of  the  Secretary  and 
will  be  shipped  at  the  consignee's  expense  by  express  or  parcels  post  to 
any  address  on  receipt  of  the  price.  To  all  who  purchase  a  complete 
set  of  the  Transactions,  a  copy  of  the  Branner  Bibliography  is  given 
free.  Make  all  checks  or  money  orders  payable  to  The  American 
Ceramic  Society. 
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PUBLIC  LIBRARIES  WHERE  PUBLICATIONS  OF  THE  AMERICAN 
CERAMIC   SOCIETY    MAY    BE   FOUND 

Alfred  University  Library,  Alfred,  N.  Y. 

Birmingham  Public  Library,  Birmingham,  Ala. 

Carnegie  Library,  Pittsburgh,  Pa. 

Carnegie  Free  Library  of  Allegheny,  Pittsburgh,  Pa. 

Cincinnati   Public  Library,   Cincinnati,   Ohio. 

Cleveland   Public   Library,   Cleveland,.  Ohio. 

Columbia  University  Library,  New  York  City. 

Cornell  University  Library,  Ithaca,  N.  Y. 

John  Crerar  Library,  Chicago,  111. 

Detroit  Public  Library,  Detroit,  Mich. 

Free  Library,  Philadelphia,  Pa. 

Grosvenor  Public  Library,  Buffalo,  N.  Y, 

Hackley  Public  Library,  Muskegon,  Mich. 

Hall  of  the  Franklin  Institute,  Philadelphia,  Pa. 

Iowa  State  College  Library,  Ames,  Iowa. 

James  Jerome  Hill  Reference  Library,  St.  Paul,  Minn. 

Johns  Hopkins  University  Library,  Baltimore,  Md. 

Library  of  Congress,  Washington,  D.  C. 

Los  Angeles  Public  Library,  Los  Angeles,  Cal. 

Massachusetts  Institute  of  Technology,  Boston,  Mass. 

Metropolitan  Museum  of  Art,  New  York  City. 

Missouri  School  of  Mines,  Rolla,  Mo. 

New  Jersey  Ceramic  Research  Station,  New  Brunswick,  N.  J. 

Newark  Free  Public  Library,  Newark,  N.  J. 

New  York  Public  Library,  New  York  City. 

New  York  State  Library,  Albany,  N.  Y. 

New  York  State  School  of  Ceramics,  Alfred,  N.  Y. 

Ohio  State  University,  Columbus,  Ohio. 

Princeton  University  Library,  Princeton,  N.  J. 

Providence  Public  Library,  Providence,  R.  I. 

Purdue  University  Library,  LaFayette,  Ind. 

Spokane  Public  Library,  Spokane,  Wash. 

Syracuse  Public  Library,  Syracuse,  N.  Y. 

St.  Louis  Mercantile  Library,  St.  Louis,  Mo. 

St.  Louis  Public  Library,  St.  Louis,  Mo. 

Toledo  Public  Library,  Toledo,  Ohio. 

Trenton  Free  Public  Library,  Trenton,  N.  J. 

United  States  Patent  Office,  Washington,  D.  C 

University  of  California,  Berkeley,  Cal. 
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University  of  Colorado,  Boulder,  Colo. 
University  of  Idaho,  Moscow,  Idaho. 
University  of  Illinois,  Urbana,  111. 
University  of  Iowa,  Iowa  City,  Iowa. 
University  of  Michigan,  Ann  Arbor,  Mich. 
University  of  Minnesota,  Minneapolis,  Minn. 
University  of  Texas,  Austin,  Texas. 
University  of  Utah,  Salt  Lake  City,  Utah. 
University  of  Washington,  Seattle,  Wash. 
University  of  Wisconsin,  Madison,  Wis. 
Worcester  Free  Public  Library,  Worcester,  Mass. 

FOREIGN 

Brunswick  Technical  School,   Brunswick,  Australia 

Bureau  of  Science,  Manila,  P.  I. 

Chemical  Society,  London,  England. 

Library,  Pall  Mall,  Hanley,  England. 

McGill  University  Library,  Montreal,  Canada. 

Mudie's  Select  Library,  London,  England. 

New  South  Wales  Public  Library,  Sydney,  Australia. 

Tohoku  Imperial  University  Library,  Sendai,  Japan. 

University  of  Toronto  Library,  Toronto,  Canada. 

Victoria  Library,   Melbourne,  Australia. 


AMERICAN  CERAMIC  SOCIETY  159 


REGULATIONS   GOVERNING   THE   SUBMISSION    OF    PAPERS, 
DISCUSSIONS   AND   REPORT 

I 
Type  of  Contributions  which  are  Acceptable  for  Publication 
Papers  and  discussions  upon  any  topic  within  the  field  of  Cer- 
amics, embracing  the  non-metallic  mineral  industries  such  as  the 
clay,  glass,  cement,  enamelling,  mortar  material,  and  refractory  ma- 
terial industries,  and  others  of  allied  nature,  especially  papers  em- 
bodying researches  of  a  scientific  or  technical  nature,  papers  discus- 
sing industrial  or  engineering  practice,  and  papers  embodying  his- 
torical, economic,  general  and  polemical  discussions. 

II 

Reasons    Which    Render    Contributions    In-acceptable 

for   Publication 

(a)  The  subject  matter  does  not  fall  within  the  Society's  ac- 
tivities. 

(b)  The  advertising  character  is  too  strongly  in  evidence,  over 
weighing  its  possible  technical  or  scientific  value. 

(c)  The  author  dogmatically  attacks  well  established  theories 
or  makes  sweeping  generalizations  without  producing  adequate  reasons 
for  so  doing. 

(d)  The  contribution  is  substantially  a  duplication  of  matter 
previously  published. 

(e)  The  treatment  of  the  subject  is  seriously  defective  as  to 
continuity  of  thought  and  clearness  of  expression. 

(f)  The  contribution  seems  likely  to  do  injury  to  commercial 
or  other  interests,  or  seems  to  be  written  with  malicious  intent. 

The  Publication  Committee  reserves  the  right  to  reject  papers 
upon  grounds  other  than  those  stated. 

Ill 
Submission  of  Contributions 

Titles  of  papers,  to  insure  appearance  in  the  programme  of  a 
meeting  of  the  Society,  should  be  in  the  hands  of  the  Secretary  as 
early  as  possible.  To  insure  proper  classification  of  papers  in  the 
programme,  and  the  allottment  of  proper  time  for  presentation,  an 
abstract  or  outline  is  necessary,  and  should  be  furnished  with  the 
title,  and  in  any  case,  not  less  than  thirty  days  in  advance  of  the 
meeting. 
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Submission  of  the  text  of  all  contributions,  with  illustrative  ma- 
terial, should  be  made  to  the  Secretary  at  the  meeting  where  they 
are  presented.  In  all  cases,  the  matter  must  be  submitted  within  thirty 
days  subsequent  to  the  meeting,  and  matter  not  submitted  by  this 
time  may  forfeit  its  place  in  the  publication. 

IV 
Ownership 

All  contributions  of  whatever  sort  become  the  property  of  the 
Society  upon  presentation  at  a  meeting  of  the  Society,  either  in  person, 
by  proxy,  or  by  title.  The  Publication  Committee  may,  for  sufficient 
reason,  permit  the  withdrawal  of  a  paper  by  the  author,  but  request 
for  such  withdrawal  must  be  made  not  more  than  thirty  days  subse- 
quent to  the  meeting  at  which  it  was  presented. 

Under  no  circumstances  has  any  author  of  a  paper  or  discussion 
which  has  become  the  property  of  the  Society,  or  any  member  of  the 
Society  who  is  in  possession  of  an  unpublished  paper  or  discussion 
belonging  to  the  Society,  the  right  to  submit  the  contribution  to  the 
daily  or  technical  press  for  publication,  or  to  divulge  any  part  of  its 
contents  in  any  public  way. 

V 

Form  of  Contributions 
The  following  suggestions  are  for  the  assistance  of  members  in 
preparing  contributions,  as  well  as  to  save  the  necessity  of  extended 
revision  of  the  Editor: 

Manuscript 

(a)  The  title  of  the  paper  and  the  author's  name  should  be  at 
the  top  of  the  first  page,  and  not  upon  a  separate  page. 

(b)The  pages  of  the  manuscript  should  be  numbered  and  written 
upon  one  side  only. 

(c)  All  manuscript  should  be  typewritten  if  possible,  using 
double  space  to  facilitate  editing. 

(d)  The  original  and  not  the  carbon  copy  should  be  given  to 
the  Society. 

(e)  Ample  margins  of  one  and  one-half  inches  all  around,  should 
be  left. 

(f)  Slang,  trade  vernacular,  or  local  expressions  not  in  general 
use  in  an  industry  should  not  be  used.  If  an  unusual  technical  term 
must  be  employed,  it  should  be  defined  at  the  point  of  its  first  use  in 
the  article.  Abbreviations  or  symbols,  excepting  those  which  have 
attained  general  recognition  in  technical  treatises,  should  not  be  used. 
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For  instance,  the  symbols  &  for  and,  %  for  per  cent,  "  for  inches  or 
seconds,  in  the  text. 

(g)  The  chief  references  germane  to  their  topics  should  be  sub- 
mitted by  all  authors  in  the  form  of  foot  notes.  References  should 
be  indicated  in  the  text  by  superior  figures,  and  these  figures  should 
be  consecutive  from  beginning  to  end  o%  the  article,  and  not  for  each 
page. 

(h)  The  title  of  the  paper  discussed  and  the  name  of  the  person 
contributing  the  discussion  should  be  at  the  top  of  the  first  page  of 
the  discussion.  All  suggestions  applying  to  original  manuscripts  apply 
to  discussions. 

Illustrations 

(a)  Every  illustration,  of  whatever  sort,  should  be  plainly 
marked  on  the  margin  or  back,  with  the  author's  name,  the  title  of 

■  the  paper,  and  the  number  of  the  illustration  corresponding  to  its 
place  in  the  text.  If  marked  upon  the  back,  the  marks  should  not 
be  made  so  heavy  as  to  show  through  and  interfere  with  reproduc- 
tion. 

(b)  All  illustration  should  conform  to  a  2x3  ratio  where  pos- 
sible, and  the  short  dimension  should  preferably  be  made  the  vertical 
one.  The  exact  size  of  the  illustration  is  not  important  so  long  as 
it  is  clear  and  sharp,  and  need  not  be  reduced  more  than  two  diame- 
ters in  reproduction.     A  reduction  of  one-third  gives  the  best  results. 

(c)  If  photographs  are  furnished,  glossy  prints  showing  the 
maximum  detail  are  preferred.  If  drawings  are  furnished,  the  lines 
should  be  made  plain  and  rather  heavy. 

If  curve  sheets  are  furnished,  too  many  curves  should  not  be 
put  upon  one  sheet,  and  all  intersecting  curves  should  be  made  so 
plain  that  there  can  be  no  question  about  the  continuity  of  each. 

The  Society  will  not  ordinarily  reproduce  plates  in  colors.  Where 
such  are  desired,  they  must  be  made  the  subject  of  special  arrange- 
ment with  the  Publication  Committee. 

Galley   Proof 

Galley  proof  is  sent  to  the  author  for  correction  of  typographical 
errors  or  omissions.  It  is  not  sent  out  for  text  revision.  The  revision 
of  an  article,  once  set  into  type,  will  be  permitted  only  when  it  can 
be  shown  that  the  copy  was  in  error,  through  no  fault  of  the  author. 
Galley  proof  of  discussions  will  not  be  furnished. 
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REGULATIONS  GOVERNING  THE    EDITING  AND 
PUBLISHING  OF  PAPERS. 

VI 
General    Duties  of    Editor 

The  Editor  shall  prepare  for  publication  all  papers,  discussions 
and  reports  presented  to  the  Society.  Unless  with  the  previously 
obtained  consent  of  the  author,  he  shall  not  change  the  expressions 
of  the  author,  except  to  correct  tautology,  ambiguity  or  grammatical 
errors.  His  jurisdiction  shall  be  over  form  and  not  substance  of 
matter  presented  for  publication. 

He  shall  not  have  the  power  to  eliminate  or  omit  from  publica- 
tion in  the  Transactions,  any  paper  or  discussion,  or  essential  part 
thereof,  yet  it  shall  be  his  duty  to  submit  to  the  Publication  Commit- 
tee any  paper  or  discussion  that  in  his  opinion  is  unsuitable  for  pub- 
lication by  the  Society,  and  he-  shall  be  governed  by  the  action  of  the 
committee  in  the  matter. 

It  shall  be  the  duty  of  the  Editor  when  possible,  to  elicit  further 
discussion  of  papers  which  have  been  discussed  inadequately  or  read 
by  title. 

VII 
Titles,   Degrees  and    Distinctions 

It  shall  be  the  duty  of  the  Editor  to  maintain  uniformity  with  re- 
gard to  titles,  degrees  and  distinctions  of  members.  Such  titles  and  de- 
grees will  be  printed  in  official  membership  roll,  but  not  in  connec- 
tion with  the  authorship  of  papers,  discussions  and  reports,  or  in  the 
text  where  allusion  is  made  to  a  member's  name. 

Reference  to  business  affiliations  will  not  be  permitted  in  con- 
nection with  an  author's  name  at  the  head  of  a  paper.  A  foot  note 
indicating  that  the  work  of  an  author  has  been  done  under  the 
auspices  of  an  industrial,  scientific,  educational,  or  other  organization, 
or  under  the  patronage  of  an  individual  may  be  inserted  if  desired. 

VIII 

Form  of  Papers 
It  shall  be  the  duty  of  the  Editor  to  maintain  a  standard  practice 
regarding  the  form  of  the  publication,  as  to  typography,  arrangement 
of   headings,   subheadings,   titles   of   tables,   illustrations   and   similar 
matters. 
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IX 
Order  of  Procedure   in   Publications 

(a)  A  stenographic  report  will  be  made  of  all  the  proceedings 
of  the  Society  at  its  annual  meeting,  or  other  meetings  of  literary 
character. 

(b)  The  Editor  will  send  galley  proof  of  the  original  contribu- 
tion together  with  the  stenographic  report  of  the  discussion  upon 
it,  to  the  author  and  to  each  person  who  entered  into  the  discussion. 

(c)  Each  discussor  will  have  the  privilege  of  preparing  a  writ- 
ten discussion,  in  lieu  of  the  oral  discussion  which  he  made  at  the 
meeting  The  stenographic  report  of  the  discussion  as  held  at  the 
meeting  will  not  be  printed.  Others  who  enter  a  discussion  subse- 
quent to  a  meeting  will  receive  the  same  treatment  as  those  origin- 
ally entering  it. 

(d)  A  time  limit  of  three  weeks  from  the  date  of  mailing  the 
article  and  the  stenographic  report  of  the  discussion  upon  it,  will  be 
given  for  the  return  of  written  discussions  to  the  Editor's  office,  by 
those  who  desire  to  participate.  In  special  cases,  this  time  limit  may 
be  extended  by  the1  Publication  Committee. 

(e)  The  original  author  will  have  the  opportunity  of  closing  the 
discussion. 

Preparation    of    Abstracts 

Everv  article  in  this  Journal  is  to  be  preceded  by  an  abstract 
prepared  by  the  author  and  submitted  by  him  with  the  manuscript. 
The  abstract  is  intended  to  serve  as  an  aid  to  the  reader  by  furnish- 
ing an  index  and  brief  summary  or  preliminary  survey  of  the  contents 
of  the  article;  it  should  be  suitable  for  reprinting  in  an  abstract 
journal  so  as  to  make  a  reabstracting  of  the  article  unnecessary- 
The  abstract  should,  therefore,  summarize  all  new  information  com- 
pletely and  precisely.  Furthermore,  in  order  to  enable  a  reader  to 
tell  at  a  glance  what  the  article  is  about  and  to  enable  an  efficient 
index  of  its  subject  matter  to  be  readily  prepared,  the  abstract  should 
contain  a  set  of  subtitles  which  together  form  a  complete  and  precise 
index  of  the  information  contained  in  the  article.  This  requires  at 
least  one  and  often  several  subtitles  even  for  a  short  abstract. 

In  the  preparation  of  abstracts,  authors  should  be  guided  by  the 
following  rules,  which  are  illustrated  by  the  abstracts  in  this  Journal 
for  February  and  March,  1921.*    The  new  information  contained  in  an 


*Thr  rules  were  prepared  by  the  Research  Information  Service  of !the  National 
Researched!.     The'society  is  indented  to  Dr.  G    S.  .^i^SYoS 
\v..,ks  (formerly  with  the  National  Research  (..unci)    lor  tin-  rules  and    n» 
itve   abstracts. 
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article  should  first  be  determined  by  a  careful  analysis;  then  the  sub- 
titles should  be  formulated;  and  finally  the  text  should  be  written  and 
checked. 

Rules 

1.  Material  not  new  need  not  be  analyzed  or  described  in  detail; 
a  valuable  summary  of  a  previous  work,  however,  should  be  noted 
with  a  statement  indicating  its  nature  and  scope. 

2.  The  subtitles  should  together  include  all  the  new  information; 
that  is  every  measurement,  observation,  method,  improvement,  sug- 
gestion and  theory  which  is  presented  by  the  author  as  new  and  of 
value  in  itself. 

3.  Each  subtitle  should  describe  the  corresponding  information 
so  precisely  that  the  chance  of  any  investigator  being  misled  into 
thinking  the  article  contains  the  particular  information  he  desires 
when  it  does  not,  or  vice  versa,  may  be  small.  Such  a  title  as  "A  note 
on  blue  glass,"  for  example,  is  evidently  too  indefinite  a  description 
of  information  regarding  "Absorption  spectra  of  glass  containing 
various  amounts  of  copper-cobalt  and  chromium-cobalt."  General  sub- 
titles, such  as  "Purpose"  and  "Results"  should  not  be  employed  as 
they  do  not  help  to  describe  the  specific  information  given  in  the 
article. 

4.  The  text  should  summarize  the  author's  conclusions  and  should 
transcribe  numerical  results  of  general  interest,  including  those  that 
might  be  looked  for  in  a  table  of  physical  and  chemical  constants,  with 
an  indication  of  the  accuracy  of  each.  It  should  give  all  the  informa- 
tion that  anyone,  not  a  specialist  in  the  particular  field  involved, 
might  care  to  have  in  his  note  book. 

5.  The  text  should  be  divided  into  as  many  paragraphs  as  there 
are  distinct  subjects  concerning  which  information  is  given,  but  no 
more  than  necessary.  All  parts  of  subtitles  may  be  scattered  through 
the  text  but  the  subject  of  each  paragraph,  however  short,  must  be 
indicated  at  the  beginning. 

6.  Complete  sentences  should  be  used  except  in  the  case  of 
subtitles.  The  abstract  should  be  made  as  readable  as  the  necessary 
brevity  will  permit. 

7.  The  ms.  of  all  abstracts  must  be  typewritten  and  double  or 
triple  spaced. 
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Constitution  and  By-Laws 


CONSTITUTION 

ARTICLE    I 

(1)  This  Society  shall  be  known  as  the  American  Ceramic  So- 
ciety. 

(2)  The  object  of  the  Society  is  to  advance  the  ceramic  arts 
and   sciences  by  meetings   for  the  reading  and  discussion  of  papers, 

ARTICLE    II 

Membership 

(1)  The  Society  shall  consist  of  Honorary,  Active,  Associate, 
Corporation  and  Industrial  Association  Members. 

(2)  Honorary  Members  must  be  persons  of  professional  emi- 
nence, elected  in  recognition  of  their  achievements  in  ceramic  art  or 
science.     Their  number  shall  not  exceed  ten. 

(3)  An  Honorary  Member  shall  be  nominated  by  at  least  ten 
Active  Members  and  unanimously  approved  by  the  Board  of  Trustees. 
Their  nomination  shall  be  placed  before  the  Society  at  an  annual 
meeting,  and  to  be  elected  they  must  receive  the  affirmative  vote  of 
at  least  ninety  per  cent  of  those  voting,  by  letter  ballot,  at  the  next 
succeeding  annual  election. 

(4)  Active  Members  must  be  persons  competent  to  fill  responsi- 
ble positions  in  ceramics.  Only  Associate  Members  shall  be  eligible 
to  election  as  Active  Members  and  such  election  shall  occur  only  in 
recognition  of  attainments  or  of  services  in  the  science,  technology, 
or  art  of  the  ceramic  or  allied  industries. 

(5)  The  Board  of  Trustees  shall  at  each  regular  meeting  advance 
to  Active  Membership  all  Associate  Members  whose  activity  in  the 
Society  or  whose  prominence  in  the  ceramic  industries,  in  the  opinion 
of  a  majority  of  the  Board  of  Trustees,  merits  such  recognition.  Any 
Active  Member  may  nominate  in  writing  Associates  for  Active  Mem- 
bership, accompanying  same  by  a  written  statement  of  the  qualifica- 
tions of  each  candidate,  and  the  Board  of  Trustees  shall  act  on  such 
recommendations  at  the  next  regular  meeting  of  the  Society. 

(6)  Associate  Members  must  be  persons  interested  in  the  ceramic 
or  allied  industries. 

(7)  Corporation  Members  must  be  persons,  firms,  or  corporations 
who,  being  interested   in  the  Society,   make   such   financial   contribu- 
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tions  for  its  support  as  are  prescribed  in  Article  III.  Their  member- 
ship shall  become  operative  on  payment  of  dues  as  prescribed  in 
Article  III. 

(8)  Industi'ial  Association  Members  must  be  organized  groups  of 
manufacturers,  who  being  interested  in  the  advancement  of  ceramic 
arts  and  sciences  shall  make,  for  this  purpose,  such  financial  contribu- 
tions as  are  prescribed  in  Article  III. 

(9)  All  Honorary  Members,  Active  Members,  Associate  Mem- 
bers, Corporation  Members,  and  Industrial  Association  Members  shall 
be  equally  entitled  to  the  privileges  of  membership,  except  that  only 
Active  Members  and  one  representative  of  each  Corporation  Member 
shall  be  entitled  to  vote.  Such  representative  shall  be  officially  desig- 
nated by  the  person,  firm,  or  corporation  represented.  Only  Active 
Members  shall  be  entitled  to  hold  office.  The  roster  of  each  grade  of 
membership  shall  be  printed  separatly  in  at  last  one  publication 
issued  by  -the  Society  annually. 

(10)  Any  person  may  be  expelled  from  any  grade  of  the  mem- 
bership of  the  Society  if  charges  signed  by  five  or  more  Active  Mem- 
bers be  filed  against  him  or  her,  and  if  the  Board  of  Trustees  examine 
into  and  sustain  said  charges  by  a  majority  vote.  Such  person,  how- 
ever, shall  be  first  notified  of  the  charges  against  him  and  be  given 
a  reasonable  time  to  appear  before  the  Board  of  Trustees  or  to  present 
a  written  defense,  before  final  action  is  taken. 


ARTICLE   III 
Dues 

(1)  Honorary  Members  shall  be  exempt  from  all  fees  and  dues. 

(2)  The  annual  clues  for  Active  and  Associate  Members  shall 
be  fixed  by  the  Board  of  Trustees  but  shall  not  exceed  ten  dollars, 
six  dollars  of  which  shall  be  a  subscription  to  the  Journal  of  the 
American   Ceramic   Society. 

(3)  Corporation  Members  shall  pay  such  annual  dues  as  are 
fixed  by  the  Board  of  Trustees  but  these  shall  not  be  less  than 
twenty-five  dollars,  six  dollars  of  which  shall  be  a  subscription  to 
the  Journal  of  the  American  Ceramic  Society.  The  privileges  of 
membership  shall  begin  upon  payment  of  the  annual  dues. 

(4)  Industrial  Association  Members  shall  pay  such  annual  dues, 
in  monthly  installments  or  single  payment,  as  shall  be-  agreed  upon 
by  the  Association  and  the  Board  of  Trustees,  but  such  dues  shall  not 
be  less  than  $480.00  annually. 
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ARTICLE   IV 
Officers 

(1)  The  affairs  of  the  Society  shall  be  managed  by  a  Board 
of  Trustees  consisting  of  the  President,  the  Vice-President,  the 
Treasurer,  the  retiring  President,  his  immediate  predecessor,  and 
three  Trustees.  The  President,  the  Vice-President  and  the  Treasurer 
shall  be  elected  to  serve  one  year.  The  Trustees  shall  be  elected  to 
serve  three  years,  one  Trustee  being  elected  each  year. 

(2)  The  President  shall  have  general  supervision  of  the  affairs 
of  the  Society  under  the  direction  of  the  Board  of  Trustees  and  shall 
perform  such  other  duties  as  pertain  to  his  office. 

(3)  He  shall  countersign  the  checks  drawn  by  the  Treasurer 
when  such  drafts  are  known  by  him  to  be  proper  and  duly  authorized 
by  the  Board  of  Trustees. 

(4)  A  Secretary  shall  be  appointed  by  the  Board  of  Trustees 
for  a  term  of  not  more  than  two  years. 

(5)  The  Secretary  shall  see  that  all  moneys  due  the  Society 
are  carefully  collected  and  transferred  to  the  custody  of  the  Treas- 
urer. He  shall  carefully  scrutinize  all  expenditures  and  use  his  best 
endeavors  to  secure  economy  in  the  administration  of  the  Society. 
He  shall  personally  investigate  and  certify  the  accuracy  of  all  bills 
or  vouchers  on  which  money  is  to  be  paid.  He  shall  have  charge  of 
the  books  of  accounts  of  the  Society  and  shall  furnish  monthly  to  the 
Board  of  Trustees  a  statement  of  monthly  balances.  He  shall  present 
annually  to  the  Board  of  Trustees  a  balance  sheet  of  his  books  as  of 
the  31st  of  December  and  shall  furnish  from  time  to  time  such  other 
statements  as  may  be  required  of  him. 

(6)  He  shall  conduct  the  correspondence  of  the  Society  and 
keep  full  record  of  the  same.  He  shall  transmit  promptly  to  the 
Board  of  Trustees  for  their  consideration  all  communications  not 
of  routine  nature.  He  shall  cause  to  be  published  in  the  Journal 
the  results  of  all  balloting  on  the  business  of  the  Society  unless 
otherwise  ordered  by  the  Board  of  Trustees.  He  shall  perform 
all  other  duties  which  may  from  time  to  time  be  assigned  to  him 
by  the  Board  of  Trustees. 

(7)  The  Secretary  may  be  paid  a  salary  to  be  determined  by 
the  Board  of  Trustees. 

(8)  The  Secretary  shall  furnish  a  suitable  bond  for  the  satis- 
factory performance  of  his  duties  which  shall  be  held  in  the  CUStodj 
of  the  President. 

(9)  The  Treasurer  shall  receive  all  moneys  due  the  Society 
and   deposit    the   same    in   the   name    of   the    Society    in    a    National 
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Bank  designated  by  the  Treasurer  and  approved  by  the  Board  of 
Trustees.  He  shall  invest  all  funds  not  needed  for  current  disburse- 
ments as  shall  be  ordered  by  the  Board  of  Trustees.  He  shall  pay 
all  bills  by  draft  when  certified  by  the  Secretary  or  as  ordered  by  the 
Board  of  Trustees.  He  shall  furnish  a  satisfactoiy  bond  for  the  proper 
performance  of  his  duties,  which  shall  be  held  in  the  custody  of  the 
President. 

(10)  All  securities  belonging  to  the  Society  shall  be  held  in  the 
custody  of  the  Treasurer. 

(11)  The  accounts  of  the  Secretary  and  of  the  Treasurer  shall 
be  audited  before  each  annual  meeting  by  a  certified  public  accountant 
or  some  other  competent  person  designated  by  the  Board  of  Trustees. 

(12)  A  vacancy  in  any  office  shall  be  filled  by  appointment 
by  the  Board  of  Trustees  but  the  new  incumbent  shall  not  thereby 
be  rendered  ineligible  for  re-election  to  the  same  office  at  the  next 
annual  meting.  On  the  failure  of  any  officer  or  any  member  of  a  com- 
mittee to  execute  his  duties  within  a  reasonable  time,  the  Board  of 
Trustees,  after  duly  warning  such  person,  may  declare  the  office 
vacant  and  appoint  a  new  incumbent. 

(13)  A  majority  of  the  Board  of  Trustees  shall  constitute  a 
quorum,  but  the  Board  of  Trustees  shall  be  permitted  to  carry  on  such 
business  as  they  may  desire  by  letter. 

ARTICLE  V 
Elections 
The  nominating  committee  shall  be  composed  of  the  last  two  ex- 
presidents  and  one  representative  elected  by  each  Division  and  Local 
Section  who  shall  select  a  ticket  for  the  offices  of  President,  Vice- 
President,  Treasurer  and  one  Trustee.  The  Secretary  of  the  Society 
shall  be  chairman  (without  vote.)  At  least  ninety  days  before  the 
annual  meeting  the  Secretary  shall  send  the  names  of  the  nominees 
to  each  voting  member.  Any  ten  members,  at  least  five  of  whom  shall 
be  Active,  may  constitute  a  self-appointed  nominating  committee  and 
present  the  names  of  any  nominees  to  the  Secretary,  provided  this  is 
done  at  least  thirty  days  before  the  annual  meeting.  The  names  of 
all  nominees,  provided  their  assent  has  been  obtained  before  nomina- 
tion, •shall  be  placed  upon  the  ballot  in  alphabetical  order  and  shall 
be  mailed  to  each  voting  member,  not  in  arrears,  at  least  twenty  days 
before  the  annual  meeting.  The  voting  shall  be  confined  to  the  names 
appearing  on  this  ballot.  The  ballot  shall  be  enclosed  in  an  envelope 
on  which  there  shall  be  no  mark 'of  identification  other  than  the  word 
"Ballot."  This  envelope  shall  be  enclosed  in  another  envelope  for  mail- 
ing,  addressed   to  the  Secretary,  upon  the   back   of  which   the   voter 
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shall  endorse  his  name.  The  envelopes  and  ballots  shall  be  opened  in 
the  presence  of  three  scrutineers  appointed  by  the  President,  who  will 
report  the  result  of  the  election  at  the  last  session  of  the  annual  meet- 
ing.    A  plurality  of  affirmative  votes  cast  shall  elect. 

ARTICLE  VI 

Standing  Committees 

(1)  The  following  Standing  Committees  shall  be  appointed  an- 
nually by  the  Board  of  Trustees: 

1.  Rules 

2.  Publications 

3.  Membership 

4.  Standards 

5.  Sections  and  Divisions 

6.  Papers  and  Programs 

7.  Research 

8.  Geological  Surveys 

9.  Data 

10.     A   Co-ordinating   Service   Council. 
The  chairman  of  each  committee  shall  be  appointed  by  the  Board 
of  Trustees. 

(2)  The  Committee  on  Rules  shall  consist  of  five  members  in 
addition  to  the  chairmen  of  the  Rules  Committees  of  the  divisions 
having  such  committees.  It  shall  receive  all  recommendations  relat- 
ing to  changes  of  Constitution  and  By-Laws  and  shall  report  upon 
the  same  to  the  Secretary  for  transmission  to  the  Society.  It  shall 
have  power  to  propose  changes  in  the  Rules  of  the  Society. 

(3)  The  Committee  on  Publications  shall  consist  of  the  Editor 
and  four  members.  The  duties  of  the  Editor  and  Committee  on  Pub- 
lications are  defined  under  Article  X  on  Publications. 

(4)  The  Committee  on  Membership  shall  consist  of  at  least  five 
members  in  addition  to  the  chairmen  of  Membership  Committees  of 
the  divisions  having  such  committees,  and  shall  have  power  to  ap- 
point sub-committees.  Its  function  shall  be  to  undertake  systematically 
the  enlargement  of  the  membership  of  the  Society  amongst  those 
interested  in  the  ceramic  and  allied  industries. 

(5)  The  Committee  on  Standards  shall  consist  of  a  chairman 
appointed  by  the  Board  of  Trustees  and  topic  groups  as  follows: 

Group  of  Definitions,  consisting  of  three  members  appointed  by 
the  Board  of  Trustees. 

Group  of  Raw  Material  Specifications,  consisting  of  three  mem- 
bers appointed  by  the  Board  of  Trustees. 
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Group   on   Standai'dization    of   Tests,   consisting   of   one   member 

elected  by  each  Division. 
Group  of  Standardization  of  Products,  consisting  of  one  member 

elected  by  each  Division. 

(6)  The  divisional  Standardization  Committees  shall  be  ap- 
pointed in  and  by  their  respective  divisions.  Their  function  shall  be 
the  preparation  of  tests  and  specifications  for  the  materials  and  pro- 
ducts of  their  respective  branches  of  the  ceramic  industry.  Each 
shall  be  responsible  to  its  division,  but  all  reports,  resolutions,  or 
recommendations  that  are  to  be  printed  or  generally  distributed  shall 
be  approved  by  the  Committee  on  Standards  before  publication. 

(7)  The  function  of  the  Committee  on  Standards  shall  be  to 
prepare  or  have  prepared  tests  and  specifications  for  ceramic  ma- 
terials and  products  and  to  submit  to  the  Board  of  Trustees  written 
reports,  resolutions  and  recommendations  relating  thereto.  The  Com- 
mittee may  report  at  any  regular  meeting  of  the  Society.  For  adop- 
tion, these  reports,  resolutions,  and  recommendations  must  be  sub- 
mitted in  printed  form  to  the  members  of  the  Society  at  least  six 
months  before  a  vote  may  be  taken,  during  which  time  any  amend- 
ments, changes,  or  corrections,  suggested  by  any  member  may,  with 
the  approval  of  the  Committee,  be  incorporated.  The  reports,  resolu- 
tions, and  recommendations  as  amended  shall  then  be  submitted  by 
letter  ballot  to  the  voting  members.  A  two-thirds  vote  shall  be  re- 
quired for  adoption,  and  the  polls  shall  close  60  days  after  distribu- 
tion of  the  ballot. 

(8)  The  Committee  on  Sections  and  Divisions  shall  consist  of 
five  members  in  addition  to  the  chairmen  of  the  Divisions.  Its  duties 
shall  be  to  promote  the  organization  and  welfare  of  Local  Sections, 
Student  Branches,  and  Divisions. 

(9)  The  Committee  on  Papers  and  Programs  shall  consist  of  the 
secretaries  of  the  Divisions,  the  Secretary  of  the  Society,  and  such 
other  persons  as  the  Board  of  Trustees  may  deem  advisable.  Its 
duties  shall  be  to  procure  papers  and  discussions  for  the  meetings 
and  publications  of  the  Society.  The  Committee  may  require  an  ab- 
stract of  any  paper  submitted  before  placing  it  upon  a  program. 

(10)  The  Committee  on  Research  shall  consist  of  a  chairman 
and  three  members  appointed  by  the  Board  of  Trustees,  and  one  mem- 
ber elected  by  each  Division.  Its  duties  shall  be  to  organize  and  en- 
courage scientific  investigations  pertaining  to  the  ceramic  and  re- 
lated industries,  especially  those  investigations  which  will  stimulate 
the  development  of  our  national  industries  and  resources.  It  shall  be 
empowered  to  co-operate  with  similar  committees  of  other  scientific 
societies  and  with  Government  bureaus.     - 
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(11)  The  Committee  on  Geological  Surveys  will  co-operate  with 
National  and  State  Geological  Surveys  and  Associations  in  planning 
laboratory  and  plant  investigations  instituted  by  them,  and  interpret- 
ing data.  This  committee  shall  consist  of  a  chairman  and  four  mem- 
bers appointed  by  the  Board. 

(12)  The  Committee  on  Data  shall  arrange  symposiums  and 
prepare  for  publication  monographs,  bibliographies,  statistics,  etc. 
This  committee  shall  consist  of  a  chairman  appointed  by  the  Board 
of  Trustees  and  one  member  elected  by  each  Division. 

(13)  The  Co-ordinating  Service  Council  shall  consist  of  the 
General  Secretary,  ex-officio  chairman,  and  the  Chairmen  of  the  Com- 
mittees on  Research,  Standards,  Geological  Surveys,  and  Data.  The 
Council  shall  have  general  supervision  of  the  work  of  these  commit- 
tees, for  the  purpose  of  co-ordinating  other  organizations  on  ceramic 
topics   and  problems. 

ARTICLE  VII 
Divisions 

(1)  Groups  to  be  known  as  Divisions  of  the  Society  and  to  be 
organized  from  members  of  the  Society,  may  be  authorized  by  the 
Board  of  Trustees  for  stimulating  the  growth  and  development  of 
the  Society,  when  such  action  shall  seem  wise  and  expedient.  Only 
bona  fide  members  of  the  Society  are  entitled  to  affiliate  with  and 
participate  in  the  activities  of  such  Divisions,  but  Divisions  which, 
prior  to  August,  1920,  have  enrolled  persons  who  are  not  members 
of  the  Society,  may  retain  such  persons  as  members  of  the  Division. 
A  member  of  the  Society  may  enroll  in  any  Division  in  which  he 
is  interested. 

(2)  The  affairs  of  a  Division  shall  be  managed  by  a  Chair- 
man, a  Secretary-Treasurer,  and  such  other  officers  as  the  division 
may  deem  necessary.  The  officers  of  the  Division  shall  be  elected 
annually  by  ballot  at  the  last  session  of  the  Division  held  during 
the  annual  meeting  of  the  Society  and  shall  take  office  at  the  close 
of  the  meeting  at  which  they  are  elected.  All  members  of  a 
Division  are  entitled  to  vote.  The  officers  shall  hold  office  for  one 
year  or  until  their  successors  are  elected. 

ARTICLE  VIII 
Local  Sections 

(1)  Local  Sections,  each  carrying  some  distinguishing  title 
prefixed  to  the  words  "Section  of  the  American  Ceramic  Society," 
may  be  authorized  by  the  Society. 

(2)  The  purposes  of  such  sections  shall  be  to  strengthen  and 
extend  the  work  of  the  Society,  as  defined  in  Section  I  of  its  Rules, 
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by  more  frequent  meetings  in  local  centers  than  are  possible  to  the 
Society  as  a  whole,  and  by  bringing  the  benefits  of  the  work  to 
persons  who  would  not  otherwise  be  reached. 

(3)  Application  for  permission  to  form  a  Local  Section  must 
be  in  writing  and  signed  by  not  less  than  ten  members  of  the  So. 
ciety  in  good  standing,  residing  in  the  general  locality  where  the 
Section  is  to  be  formed,  of  whom  one  at  least  shall  be  an  Active 
Member.  To  be  considered  at  any  given  meeting  an  application 
must  be  filed  with  the  Secretary  at  least  thirty  days  prior  to  the 
date  of  the  meeting  and  notice  that  the  application  is  pending  must 
appear  in  the  program  of  the  meeting.  To  be  granted,  the  applica- 
tion must  receive  the  affirmative  vote  of  two-thirds  of  those  pres- 
ent. In  event  of  affirmative  action  the  Society  will  issue  a  charter 
to  the  applicants,  authorizing  them  to  form  a  Section  under  the 
name  proposed.  Charters  for  Local  Sections  may  be  temporarily 
■suspended  by  the  Board  of  Trustees  for  cause,  but  no  charter  can 
be  permanently  rescinded  except  by  vote  of  two-thirds  of  those  pres- 
ent at  a  regular  meeting  of  the  Society,  after5  due  publication  in  the 
program  of  the  meeting  that  the  matter  is  pending. 

(4)  Local  Sections  shall  have  power  to  make  their  own  rules 
and  by-laws  except  that  they  shall  not  pass  any  rule  or  by-law  which 
is  in  conflict  with  the  Rules  of  the  Society. 

(5)  The  officers  of  Local  Sections  shall  be  a  Chairman,  a 
Secretary,  a  Councilor,  and  such  others  as  the  Sections  may  pre- 
scribe. The  duties  of  the  Chairman  and  Secretary  shall  be  such  as 
usually  pertain  to  those  offices.  The  Councilor  shall  be  an  Active 
Member  of  the  Society.  He  shall  be  elected  by  the  Local  Section 
and  it  shall  be  his  duty  to  advise  the  Section  in  all  matters  per- 
taining to  its  relations  with  the  Society  and  to  make  an  annual 
report  to  the  Society  regarding  the  work  and  status  of  the  Section. 
The  names  of  the  Chairman,  Secretary,  and  Councilor  of  each 
Section  shall  appear  in  the  roster  of  the  Society. 

ARTICLE   IX 
.Student  Branches 

(1)  Student  Branches,  each  carrying  some  distinguishing  title 
prefixed  to  the  words  "Student  Branch  of  the  American  Ceramic 
Society,"  may  be  established  in  institutions  in  which  regular  courses 
of  instruction  in  ceramics  are  maintained. 

(2)  The  purpose  of  such  Student  Branches  shall  be  to 
strengthen  and  extend  the  work  of  the  Society,  as  defined  in  Sec- 
tion I  of  the  Rules,  by  enlisting  the  interest  and  support  of  students 
in  ceramics  while  still  in  school  and  by  stimulating  the  spirit  of 
ceramic  research  among  them. 
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(3)  Application  to  form  a  Student  Branch  in  any  institution 
must  be  in  writing,  signed  by  not  less  than  five  regularly  enrolled 
students  in  good  standing  and  endorsed  by  two  or  more  members 
of  the  Society.  The  application  must  be  filed  and  acted  upon  as 
provided  for  Local  Sections  in  Section  IX,  and  may  be  suspended 
or  revoked  for  cause  in  the  same  manner. 

(4)  Student  Branches  shall  have  power  to  make  their  own 
rules  and  by-laws,  except  that  they  shall  not  pass  any  rule  or  by- 
law in  conflict  with  the  Rules  of  the  Society. 

(5)  The  officers  of  Student  Branches  shall  be  a  Chairman,  a 
Secretary,  a  Councilor,  and  such  others  as  the  Student  Branch  may 
prescribe.  The  Chairman  and  Secretary  shall  be  elected  by  the 
Student  Branch  and  their  duties  shall  be  such  as  usually  pertain 
to  those  offices.  The  Councilor  shall  be  an  Active  Member  of  the 
Society,  appointed  by  the  Board  of  Trustees  to  act  in  this  capacity 
to  the  Student  Branch.  The  duties  of  the  Councilor  shall  be  to 
advise  the  Student  Branch  in  all  matters  pertaining  to  its  relations 
to  the  Society  and  to  make  an  annual  report  to  the  Society  regard- 
ing the  work  and  status  of  the  Student  Branch.  The  names  of  the 
Chairman,  Secretary,  and  Councilor  of  each  Student  Branch  shall 
appear  in  the  roster  of  the  Society. 

ARTICLE  X 

Publications 

(1)  The  Board  of  Trustees  may  employ,  at  a  suitable  com- 
pensation, an  editor  of  the  publications  of  the  Society. 

(2)  The  Committee  on  Publications  shall  have  general  super- 
vision of  the  publications  of  the  Society  and  of  contracts  and  ex- 
penditures connected  therewith,  subject  to  the  approval  of  the  Board 
of  Trustees. 

(3)  In  the  consideration  of  papers  offered  for  presentation  or 
publication  those  papers  containing  matter  readily  found  else- 
where, those  specially  advocating  personal  interests,  those  care- 
lessly prepared  or  controverting  established  facts,  and  those  purely 
speculative  or  foreign  to  the  purpose  of  the  Society  shall  be  re- 
jected. The  Committee  on  Publications  shall  determine  which  papers 
shall  be  printed.  The  Committee  may  return  a  paper  to  the  writer 
for  correction  and  emendation  and  may  call  to  its  aid  one  or  more 
members  of  special  experience  relating  to  the  subject  treated,  either 
to  advise  on  the  paper  or  to  discuss  it. 

(4)  All  papers  and  discussions  presented  before  the  general 
session  of  the  Society  shall  become  the  property  of  the  Society  and 
their  publication  or  other  disposition  shall  be  in  the  hands  of  the 
Committee  on  Publications. 
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No    paper    or    discussion    presented    before    a    Division    or    Local 
Section    shall    be    offered    for    publication    elsewhere    until    the    Com- 
mittee   on   Publications    shall  have  had   the   option   of   accepting  the ' 
same  for  use  in  the  Journal  of  the  American  Ceramic  Society. 

(5)  The  Committee  on  Publications  shall  provide  for  the  pub- 
lication of  a  monthly  perodical  entitled  the  Journal  of  the  Ameri- 
can Ceramic  Society,  the  subscription  price  of  which  shall  be  six 
dollars  to  members  and  eight  dollars  to  non-members. 

(6)  One  copy  of  each  issue  of  the  paper-bound  edition  of  the 
Journal  shall  be  sent  prepaid  to  each  member  of  the  Society  not  in 
arrears.  No  member  shall  be  furnished  with  more  than  one  copy 
of  each  issue  free  for  any  single  year.  A  member  may  be  per- 
mitted to  complete  by  purchase  one  file  of  the  publications  of  the 
Society  *at  less  than  the  current  commercial  rate,  the  amount  to  be 
fixed  by  the  Board  of  Trustees  and  to  be  called  the  member's  rate. 

(7)  The  Secretary  shall  have  the  custody  of  all  publications 
of  the  Society,  shall  keep  them  safely  stored  and  insured,  and  shall 
sell  them  to  the  public  at  prices  which  shall  be  fixed  by  the  Board 
of  Trustees.  The  Board  of  Trustees  shall  also,  from  time  to  time, 
fix  the  price  of  the  volumes  remaining  unsold  and  shall  have 
authority  to  refuse  to  sell  the  back  volumes  of  the  Transactions  and 
Journals  except  in  complete  sets,  at  such  time  as  the  quantity  re- 
maining of  any  number  becomes  so  small  as  in  their  judgment  to 
warrant  such  action. 

(8)  The  Editor  shall  request  the  author  of  each  article  appear- 
ing in  the  Journal  of  the  Society  to  fill  out  and  sign,  within  a 
definite  time  limit,  a  form,  specifying  the  number  of  reprints  of 
said  article,  if  any,  which  he  desires.  This  form  shall  contain  a 
table  from  which  can  be  computed  the  approximate  cost  at  which 
any  reprints  will  be  furnished.  In  event  that  the  expense  of  fur- 
nishing the  desired  number  of  reprints  is  large,  the  Board  of 
Trustees  may  require  the  author  to  pay  part  or  all  of  the  cost 
involved  before  the  publication  of  the  reprints  is  begun.  On  receipt 
of  such  signed  order  within  the  time  limit  set  the  Editor  shall  cause 
to  have  printed  the  desired  number  of  copies.  If  the  author  makes 
no  reply  or  replies  after  the  time  limit  has  expired  then  the  Society 
will  not  be  responsible  for  the  publication  of  any  reprints  of  the 
article  in  question  except  at  the  usual  market  price  for  the  print- 
ing of  new  matter. 

(9)  No  one  shall  have  the  right  to  demand  the  publication  of 
an  article  independent  of  the  discussion  which  accompanied  it  and 
no  one  having  taken  part  in  a  discussion  upon  an  article  shall  De 
entitled  to  order  reprints  of  the  discussion  separately  and  apart 
from  the  article  itself. 
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(10)  The  Society  is  not,  as  a  body,  responsible  for  the  state- 
ment of  facts  or  opinions  expressed  by  individuals  in  its  publications. 

ARTICLE  XI 
Parliamentary   Standard 
Roberts'   "Rules   of   Order"    shall   be   the   parliamentary   standard 
on  all  points  not  covered  by  these  rules. 

ARTICLE  XII 

Amendments 
Any  proposed  amendment  to  this  Constitution  must  be  pre- 
sented in  writing  at  a  regular  meeting  of  the  Society  and,  if  ap- 
proved by  the  Committee  on  Rules  or  by  any  ten  Active  Members, 
must  be  printed  on  a  ballot  and  sent  out  not  earlier  than  thirty  nor 
later  than  sixty  days  after  the  adjournment  of  the  meeting  at  which 
the  amendment  was  presented.  If  the  said  letter  ballot  shows  an 
affirmative  vote  of  not  less  than  two-thirds  of  the  total  vote  cast 
within  fourteen  days  of  the  date  of  mailing,  then  the  same  shall  be 
declared  carried  and  shall  at  once  become  effective. 

ARTICLE   XIII 
By-Laws 

The  Society  shall  make  such  By-Laws  not  in  conflict  with  this 
Constitution  as  may  be  necessary  for  the  proper  government  of  the 
Society.  Such  By-Laws  shall  become  operative  when  approved  by 
the  Board  of  Trustees  and  confirmed  by  two-thirds  affirmative 
vote  of  the  members  voting  at  any  annual  meeting. 


BY-LAWS 

SECTION   I 
Meetings 

(1)  The  annual  meeting  shall  take  place  on  the  first  Mon- 
day in  February,  or  as  soon  thereafter  as  can  be  arranged,  at  such 
place  as  the  Board  of  Trustees  may  decide,  at  whijch  time  reports 
shall  be  made  by  the  Board  of  Trustees,  Treasurer,  and  scrutineers 
of  election,  and  the  accounts  of  the  Treasurer  shall  be  audited  by 
a  committee  of  three  appointed  by  the  President.  Twenty-five 
Active  Members  shall  constitute  a  quorum  at  any  regular  meeting 
and  a  majority  shall  rule  unless  otherwise  specified. 

(2)  Other  meetings  may  be  held  at  such  times  and  places 
during  the  year  as  the  Board  of  Trustees  may  decide,  but  at  least 
twenty  days  notice  shall  be  given  of  any  meeting. 
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(3)  The  President  shall  appoint  at  the  annual  meeting  a  com- 
mittee of  five,  to  be  known  as  the  Summer  Meeting  Committee,- 
whose  duty  it  shall  be  to  arrange  for  a  summer  excursion  meeting 
at  some  suitable  point.  They  shall  then  select  a  local  committee 
which  shall  have  charge  of  the  details  of  the  meeting.  The  ex- 
penses of  the  Summer  Meeting  Committee  in  arranging  the  program 
of  visits  and  for  printing,  rooms,  and  facilities  for  meetings  shall 
be  borne  by  the  Society. 

SECTION   II 

(1)  At  the  Annual  Meeting  of  the  Society,  the  order  of  busi- 
ness shall  be  as  follows: 

1.  President's  address. 

2.  Reading  of  minutes  of  last  meeting. 

3.  Reports  of  the  Board  of  Trustees  and   Treasurer. 

4.  Old  business 

5.  New   business. 

6.  Reading  of  papers. 

7.  Announcement     of     election     of     officers,     Honorary     and 
Active  Members. 

8.  Installation  of  officers. 

9.  Appointment  of  committees. 
10.     Adjournment. 

SECTION    III 
Only  Active  Members  shall  be  eligible  to  election  as  officers. 

SECTION  IV 

Any  members  in  arrears  for  over  one  year  may  be  suspended 
from  membership  by  the  Board  of  Trustees  until  such  arrears  are 
paid.  Active  Members  in  arrears  are  not .  eligible  to  vote.  The 
annual  dues  of  Active  and  Associate  Members  are  payable  on 
January  first. 

SECTION  V 
The  Secretary  of  each  Division,  Local  Section,  and  Student 
Branch  shall  report  to  the  Secretary  of  the  Society  the  names  of 
its  officers  and  ■  Standing  Committee  Chairmen  within  three  weeks 
of  their  election  or  appointment  and  shall  also  furnish  the  Secre- 
tary with  a  complete  list  of  its  membership  on  April  1st  of  each 
year. 

SECTION  VI 

(1)  Any  person  interested  in  the  ceramic  and  allied  industries 
is  eligible  to  membership  in  a  local  Section. 

(2)  Local   Sections   shall  have  power  to  fix  their  own  dues  or 
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assessments,  such  dues  or  assessments  being  in  addition  to  and 
Independent  of  the  regular  dues  and  assessments  of  the  Society 
upon  its  members.  No  Section  shall  have  authority  to  incur  debt 
in  the  name  of  the  Society  or  for  which  the  Society  may  become 
liable. 

SECTION  VII 

(1)  Membership  in  a  Student  Branch  shall  be  limited  to  the 
instructional  force  and  regularly  enrolled  students  of  schools  in 
which  branches  are  located,  subject  to  the  rules  of  the  school  con- 
cerned governing  outside  activities  of  students. 

(2)  Student  Branches  shall  have  vpower  to  fix  their  own  dues 
and  assessments  and,  as  such,  shall  pay  no  dues  to  the  Society.  No 
Student  Branch  shall  have  authority  to  incur  debt  in  the  name  of 
the  Society  or  for  which  the  Society  may  become  liable. 

(3)  Members  of  a  Student  Branch  as  such  shall  pay  no  dues 
to  the  Society  but  upon  depositing  a  certificate  of  good  standing 
from  their  Secretary,  may  purchase  from  the  Society  its  publica- 
tions at  the  same  rate  as  Associate  Members  of  the  Society.  This 
privilege  shall  cease  when  the  student's  connection  with  the  school 
ceases,  but  members  of  a  student  Branch,  upon  leaving  school,  may 
at  once  become  Associate  Members  of  the  Society  by  depositing 
their  certificates,  making  proper  application,  and  paying  the  regular 
dues. 

SECTION   VII 

(1)  The  Committee  on  Publications  shall  acknowledge  to  the 
author  acceptance  of  all  contributions  submitted  to  it  and  in  case 
of  rejected  contributions  the  original  copy  shall  be  returned  to  the 
author. 

(2)  Contributions  remaining  in  possession  of  the  Committee  on 
Publications  for  more  than  one  year  without  publication  shall  cease 
to  be  the  property  of  the  Society  and  shall  revert  to  the  author. 

SECTION  VIII 

(1)  The  Board  of  Trustees  shall  appoint  such  special  committees 
as  may  seem  necessary  for  the  proper  conduct  of  the  affairs  of  the 
Society. 

(2)  All  Special  Co-operative  Committees  shall  be  appointed  only 
on  nomination  of  the  Co-ordinating  Service  Council. 

SECTION  IX 
The  Board  of  Trustees  shall  have  power  to  make  any  rules  not 
inconsistent  with   the  Constitution  and  By-Laws   for  the   conduct  of 
its  business. 
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Adams,  Samuel   P.,  29  S.  La  Salle  St.,  Chicago,  111.,  Dist.  Rep.,  Ash- 
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Adderley,  James  R.,  50  Lower  Potter  St.,  Brierley  Hill,  S.  Staffs,  Eng- 
land, Chemist,  E.  J.  &  J.   Pearson  Ltd.  Firebrick  Works. 
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Albright,   Emmet  C,  245   Ohio  Ave.,   Sebring,   Ohio,  Pres.,  The  Gem 
Clay  Forming  Co. 

Alcan,  Raphael,  Maurer,  N.  J.,  Local  Mgr.,  American  Encaustic  Tiling 
Co.,  Ltd. 

Algeo,  A.  M.,  Washington,  Pa.,  Supt.,  Hazel-Atlas  Glass  Co. 

Allcock,  Francis  T.,  449  S.  Malabar  St.,  Huntington  Park,  Los  Angeles, 
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*Allen,   F.  B.,  Woodbridge,  N.  J.,  M.  D.  Valentine  &  Bro.  Co. 
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Amsler  Morton  Co. 

Anderle,  Emil  Jos.,  132  E.  Hudson  Ave.,  Dayton,  Ohio,  International 
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Andersen,   Olaf,   Statsgeolog   Mineralogist*    Museum,   Kristiania,    Nor- 
way, Government  Geologist. 

Anderson,  George  O.,  Parkersburg,  W.  Va.,  Sec.  and  Treas.,  General 
Porcelain  Co. 
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Anderson,  John  A.,  299  Central  St.,  Gardner,  Mass.,  Electrician  and 
Chemist,  Centx-al  Gas  and  Oil  Stove  Co. 

Anderson,    Robert  E.,  Morrisville,  Pa.,  Robertson  Art  Tile  Co. 

Anthony,  Wm.  R.,  Taunton,  Mass.,  Foreman,  Enameling  Dept.,  Weir 
Stove  Co. 

Aoki,  S.,  Futajima,  Ongagun,  Fukuoka,  Japan,  American-Japan  Sheet 
Glass  Co. 
*Applegate,  D.  H.  Jr.,  Charleston,  Staten  Island,  N.  Y.,  The  Kreischer 
Clay  Products  Co.,  Inc. 

Arbenz,  Fred  J.  A.,  Cambridge,  Ohio. 
♦Arnold,  Howard  C,  4906  McPherson  Ave.,  St.  Louis,  Mo. 
*Ashbaugh,  Chas.  C,  East  Liverpool,  Ohio,  Sec.  and  Treas.,  West  End 
Pottery  Co. 

Ashman,-  Alfred  O.,  277  Delaware  Ave.,  Palmerton,  Pa..  New  Jersey 
Zinc  Co. 

Auld,  F.  Howard,  Fifth  Ave.  and  Fifth  St.,  Columbus,  Ohio,  Gen.  Mgr., 
The  D.  L.  Auld  Co. 

Aurien,  George,  4070  N.  Main  St.,  St.  Louis,  Mo.,  Supt.,  Mississippi 
Glass   Co. 

Austin,  Arthur  O.,  326  N.  6th  St.,  Barberton,  Ohio,  Factory  Mgr.,  Ohio 
Insulator  Co. 

Austin,  G.  L.,  Joliet,  111.,  Supt.,  American  Refractories  Co. 

Austin,  James  L.,  Mexico,  N.  Y. 

Axford,  Vincent,  Tulane  University,  New  Orleans,  La.,  Newcomb  Pot- 
tery. 
*Ayars,  E.   E.,  Box  3,  Danville,  111.,  Supt.,  American  Refractories  Co. 
*Babcock,    M.   G.,  241   McKee   Place,   Pittsburgh,   Pa.,   Laclede-Christy 
Clay  Products  Co. 

Baccus,  Mrs.  Julia  F.,  995  Elbon  Road,  Cleveland  Heights,  Ohio. 

Bach,  Julius  H.,  2647  Montrose  Ave.,  Chicago,  111.,  Bach  Brick  Co. 

Bach  man,  P.  S.,  92  W.  Maynard  Ave.,  Columbus,  Ohio,  U.  S.  Bureau  of 
Mines. 
*Back,    Robert,   Chicago,   111.,  Factory   Chemist,   The  Wahl   Co. 

Bacon,  Chas.   C.,  Tacony,  Philadelphia,  Pa.,   Sec,  Ross-Tacony   Cruc- 
ible  Co. 

Baggs,  Arthur  E.,  Marblehead,  Mass.,  Mgr.,  Marblehead  Pottery  Co. 

Bailar,   John   C.,  1512   Maple   St.,   Golden,   Colo.,   Colorado   School  of 
Mines. 

Baker,    Earl    B.,   22   16th   Ave.,   Columbus,   Ohio,  Junior   Ceramic  En- 
gineer, U.  S.  Bureau  of  Mines. 

Baker,  G.  V.,  (Address  unknown). 

Bales,  Cecil  E.,  Highland  Park,  Ky.,  Louisville  Fire  Brick  Works. 
*Balmert,  Richard  M.,  Box  183,  Angola,  N.  Y.,  Supt.,  Lyth  Tile  Co. 
*Balz,  George  A.,  Railway,  N.  J.,  Mechanical  Engineer. 
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♦Bardush,  J.  F.,  Grand  Rapids,  Mich.,  Grand  Rapids  Refrigerator  Co. 
Barker,  Charles  E.,  Matawan,  N.  J.,  Atlantic  Tile  Mfg.  Co. 
Bariow,  Alfred,  Wilmington,  Del.,  Supt,  Golding  Sons  Co. 

*  Barnes,  T.  R.,  Mansfield,  Ohio,  Sec.  and  Gen.  Mgr.,  Barnes  Mfg.  Co. 
Barrett,  Maurice,  17  Gledhow  Ave.,  Leeds,  England. 

*Barringer,  L.  E.,  Schenectady,  N.  Y.,  Engineer  of  Insulations,  Gen- 
eral Electric  Co. 

Bartells,  H.  H.,   (Address  unknown). 

Barth,  Victor,  128  Bridge  St.,  Great  Barrington,  Mass.,  Enameler, 
Stanley  Insulating  Co. 

Bartlett,  Edward  E.,  Sapulpa,  Okla.,  Bartlett-Collins  Glass  Co. 

Bartlett,  John  H.  Jr.,  2  Wood  St.,  London,  S.  W.  1  England,  British 
Furnaces,  Ltd. 

*  Barton,  G.  E.,  227  Pine  St.,  Millville,  N.  J.,  Chief  Chemist  and  Tech- 

nical Expert,  Whitall  Tatum  Co. 
Bassett,    Leon    B.,  Winchendon,    Mass.,   Asst.   Sales    Mgr.,   Baxter  D. 

Whitney  &  Sons,  Inc. 
Bates,  Charles  E.,  Perth  Amboy,  N.  J.,  National  Fire  Proofing  Co. 

*  Bates,  P.  H.,  3220  Morrison  St.,  Chevy  Chase.,  D.  C,  U.  S.  Bureau  of 

Standards. 
Bateson,  H.  A.,  Spekeland  Rd.,  Edge  Hill,  Liverpool,  England. 
Bauer,  James  L.,  Middletown,  Conn.,  Asst.  Sec.  and  Asst.  Treas.,  New 

England  Enameling  Co. 
Bausch,  Frederic  E.,  1105  Chemical  Bldg.,  St.  Louis,  Mo.,  Proprietor, 

Fire  Clay  Mines. 
Bautz,   Robert  A.,  Murphysboro,  111.,  Isco-Bautz  Co.,  Inc. 
Beasley,  H.  C,  Cicero,  111.,  Gen.  Supt.,  Coonley  Mfg.  Co. 
Becker,  Martin  Grover,  Box  542,  Brookhaven,  Miss.,  Asst.  Mgr.,  Brook- 
haven  Pressed  Brick  and  Mfg.  Co. 
Becket,  Frederick  M.,  Niagara  Falls,  N.  Y.,  Chief  Metallurgist,  Union 

Carbide  Co. 
Becque,  Lieut.  J.  H.,  Edgewood  Arsenal,  Edgewood,  Md. 
Beebe,    Daniel    S.,   Chamber  of   Commerce   Bldg.,   Chicago,   111.,   Vice- 
Pres.,  Treas.,  and  Gen.  Mgr.,  The  Vitrolite  Co. 
*Beecher,   Milton    F,,  Worcester,  Mass.,  Norton  Co. 
Beeken,  L.  L.,  Kenova,  W.  Va.,  Jeffery-Dewitt  Insulator  Co. 
Ben  rent,  Leo  A.,  1515  Lumber  Exchange  Bldg.,  Chicago,  111.,  Labora- 
tory Assistant,  Midland  Terra  Cotta  Co. 
Bell,  Fred  S.,  1318  Wright  Bldg.,  St.  Louis,  Mo.,  Vice-Pres.,  Mandle 
Clay  Mining  Co. 
•Bell,  M.  L.,  901  South  Ave.,  Wilkinsburg,  Pa.,  Ceramic  Engineer,  Car- 
negie Steel  Co.,  Braddock,  Pa. 
"Bellamy,   Harry  T.,  Chicago,  111.,  Hawthorn  Plant,  Western  Electric 
Co. 
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Benner,  Wm.  J.,  Grand  Ledge,  Mich.,  Briggs-Michigan  Clay  Co. 
*Bentley,  Louis  L.,  Beaver  Falls,  Pa.,  Supt.,  Armstrong  Cork  Co. 

Berger,  William  S.,  1601  Woodburn  Ave.,  Covington,  Ky.,  Sec,  Cam- 
bridge Tile  Mfg.  Co. 

Bergman,  William  G.,  Station  G,  Box  6,  Toledo,  Ohio,  Engineer  and 
Manager,   McCamic-Batchell-Bergman  Co. 

Bergmans,  Carl,  Flint,  Mich.,  Champion  Ignition  Co. 

Berkey,  Paul  L.,  309  Wabash  Bldg.,  Pittsburgh,  Pa.,  Sec.-Treas.,  Plant 
Supt.,  Lava  Crucible  Co. 

Berland,  Louis,  10  Grand  Rue,  Villejuif,  (Seine),  France,  Directeur  de 
la  Societe  Nouvelle  de  la  Manufacture  de  Porcelaincs  de  Ste. 
Fay  l'Argentiere. 

Berolzheimer,  Daniel  D.,  1  Madison  Ave.,  New  York  City,  Asst.  Tech- 
nical Editor,  The  Chemical  Catalog  Co.,  Inc. 
*  Berry,  Charles  W.,  St.  Louis,  Mo.,  Mitchell  Clay  Mfg.  Co. 

Bianchedi,  Romulo,  Calle  Junin  1028,  Buenos  Aires,  Argentine,  Head 
of  Piccardo  y  Cia's  Glass  Works. 

Bickel,  Earl  A.,  Postville,  Iowa,  Assistant  to  Manager,  Postville  Clay 
Products  Co. 

Bidleman,  Wm.  J.,  Wellsville,  Mo.,  Wellsv'ilte  Fire  Brick  Co. 

Bill,  Harry,  2230  McClellan  Ave.,  Detroit,  Mich.,  Champion  Porcelain 
Co. 
*Binns,  C.  F.,  Alfred,  N.  Y.,  Director,  New  York  State  School  of  Clay- 
Working  and  Ceramics. 
*Binns,  Norah  W.,  225  King  Ave.,  Columbus,  Ohio,  Asst.  Sec,  American 
Ceramic  Society. 

Birner,  William,  Box  139,  R.  R.  1,  East  San  Gabriel,  Cal.,  Washington 
Iron  Works. 

Bissell,  G.  F.,  Ottawa,  111.,  Supt.,  Chicago  Retort  and  Fire  Brick  Co. 

Bitting,  A.  W.,  3344  Michigan  Ave.,  Chicago,  111.,  Director  of  Research. 
Glass  Container  Association  of  America. 

Bittner,  A.  G.,  Central  Sta.,  St.  Louis,  Mo.,  National  Enameling  & 
Stamping  Co. 

Blackburn,  C.  A.,  Cleveland,  Ohio,  Gen.  Supt.,  "Ivanhoe  Plant,"  Cleve- 
land Metal  Products  Co. 
*Blackmer,    Edward   L.,   2801   Hereford  St.,   St.   Louis,   Mo.,   Blackmer 
and  Post  Pipe  Co. 

Blair,  J.  A.,  Kushequa,  Pa.,  Supt.,  Kushequa  Brick  Co. 

*Blair  Marion  W.,  1934  Walnut  St.,  Murphysboro,  111. 
*Blair,  William   P.,  824  B.  of  L.  E.  Bldg.,  Cleveland,  Ohio,  Vice-Pres., 
National  Paving  Brick  Manufacturers'  Association. 

Blake,  Alfred  E.,  1150  Greenfield  Ave.,  Squirrel  Hill  District,  Pitts- 
burgh, Pa. 

Blatchley,  C.  P.,  Manor  Park  House,  Worksop,  Notts.,  England,  Mgr., 
The  Steetley  Lime  Co.  Ltd. 
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*Bleininger,  A.  V.,  Newell,  W.  Va.,  Homer-Laughlin  China  Co. 
*Blewett,  J.  B.,  Wellsville,  Ohio,  McLain  Fire  Brick  Co. 

Blodgett,  Malcolm,  Woburn,  Mass.,  Supt,  R.  Guastavino  Co. 
♦Bloomfield,  Chas.  A.,  P.  O.  Drawer  F,  Metuchen,  N.  J.,  Treas.,  Bloom- 
field  Clay  Co. 
Bloxsom,  John  J.,  Brookville,  Pa*  Supt.,  Brookville  Glass  and  Tile  Co. 
Blum,  John  W.,  New  Straitsville,  Ohio,  The  Straitsville  Impervious 

Brick  Co. 
Blumenthal,  George   Jr.,  143  Industrial  Bldg.,  Washington,  D.  C,  U.  S. 

Bureau  of  Standards. 
Boblett,    Edgar    E.,   Box   131,   Nappanee,    Ind.,   Supt.,    Vitreous    Steel 
Products  Co. 
*Boeck,  P.  A.,  1736  Morgan  Place,  Hollywood,  Los  Angeles,  Cal.,  Celite 
Products  Co. 
Bohlinger,  George  H.  Jr.,  51  McKinley  Ave.,  Trenton,  N.  J.,  Student, 
Rutgers  College. 
*Bole,  G.  A.,  Columbus,  Ohio,  U.  S.  Bureau  of  Mines. 

Bonner,  James  M.  Jr.,  Robinson,  111.,  Asst.  Mgr.,  Zwermann  Co. 
*Booraem,  J.  Francis,  52  Vanderbilt  Ave.,  New  York  City,  Treas.  and 

Mgr.,  American  Enameled  Brick  and  Tile  Co. 
*Booze,  M.  C.,  Woodland  St.,  Holden,  Mass.,  Norton  Co. 
Borg,  H.  E.,  1601  6th  St.,  Perry,  Iowa. 
Borkey,  J.  H.,  Land  Title  Bldg.,  Philadelphia,  Pa.,  District  Sales  Agent, 

Elk  Fire  Brick  Co. 
Boudouard,  O.,  292  Rue  Saint  Martin,   Paris,   France,  Professeur  de 

Chemie. 
Boudreau,  James   C.,   725  Fulton  Bldg.,  Pittsburgh,  Pa.,  Director  of 

Art  Education. 
*Boughey,  Joseph,  513  Monmouth  St.,  Trenton,  N.  J.,  Mgr.,  Porcelain 
Department,  Charles  Engelhard,  Inc.,  Newark,  N.  J. 
Bour,  Lawrence  J.,  Box  285,  Scranton,  Pa.,  President,  L.  J.  Bour  Re- 
fractories Co. 
Bowles,  George  O.,  New  Cumberland,  W.  Va. 
♦Bowman,  Oliver  O.,  2nd,  Trenton,  N.  J.,  Trenton  Fire  Clay  and  Por- 
celain Co. 

*Bowman,  William  J.  J.,  Trenton,  N.  J.,  Trenton  Fire  Clay  and  Por- 
celain Co. 

Bowne,  Edward,  Cloverport,  Ky.,  Murray  Roofing  Tile  Co. 

Bracken,  Lloyd,  770  Coleman  Ave.,  Clarksburg,  W.  Va.,  Furnace  Fore- 
man, Hazel-Atlas  Glass  Co. 

Bragdon,  William  V.,  2336  San  Pablo  Ave.,  Berkeley,  Cal.,  "The  Tile 
Shop." 
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Brain,  George,  Newcastle,  Pa.,  Manager,  Universal  Sanitary  Mfg.  Co. 
Bramlett,  Mrs.  J.  T.  (Address  unknown). 
Brand,  J.  J.  Fred,  Box  472,  Roseville,  Ohio. 

Brann,    Albert,   220   Springdale   Ave.,   East   Orange,   N.   J.,   Research 
Chemist,  Westinghouse  Lamp  Co.,  Bloomfield,  N.  J. 
fBranner,  John  C,  Stanford  University,  Cal.,  President,  Leland  Stan- 
ford Junior  University. 

Bray,  A.  C,  Helena,  Mont.,  Sec.-Treas.,  Associated  Industries  of  Mon- 
tana. 

Breckenridge,    James    M.,    Vanderbilt    University,    Nashville,    Tenn„ 
Director,  School  of  Chemistry. 

Brenholtz,  W.  K.,  Flint,  Mich.,  Foreman,  Clay  Preparation  Dept.,  Cham- 
pion Ignition  Co. 

Brennan,  George  L.,  365  High  St.,  Perth  Amboy,  N.  J.,  Public  Drafting. 

Brenner,  R.  F.,  Rochester,  Pa.,  H.  C.  Fry  Glass  Co. 

Breskow,    Samuel,    209    Fourth    Ave.,    Pittsburgh,    Pa.,    The    O'Hom- 
mel  Co. 

Brett,  R.  C.,   (Address  unknown). 
*  Brewster,    Robert,   Brentmere   Hotel,   N.   Halstead   Sta.,   Chicago,   111. 
*Breyer,    Frank    G.,   Palmerton,    Pa.,    Chief   of   Research    Department, 
New  Jersey  Zinc  Co. 

Brian,  Chas.,  Easton,  Pa.,  Gen.  Mgr.,  Clay  Department,  Paper  Makers 
Importing  Co. 

Brian,    George,    East    Liverpool,   Ohio,    Salesman,    Paper   Makers   Im- 
porting Co. 

Bridge,   Laurence   D.,  464  N.   Taylor  Ave.,  Kirkwood,  Mo.,  Bridge   & 
Beach  Mfg.  Co.,  St.  Louis,  Mo. 

Briggs,  Leonard  S.,  46  Yard  Ave.,  Trenton,  N.  J.,  Lenox,  Inc. 

Brinckerhoff,  James  E.,  P.  O.  Box  108,  East  Liverpool,  Ohio,  Engineer, 
The  Babcock  &  Wilcox  Co. 

Brinkman,  S.  G.,  Fords,  N.  J.,  Clay  Mines  and  Fire  Brick  Works. 
*Brockman,    Edward   A.,   589   E.  Illinois   St.,  Chicago,  111.,  Roessler  & 
Hasslacher  Chemical  Co. 

Broga,  Wilson  C.,  67  Hillcroft  Ave.,  Worcester,  Mass.,  Norton  Co. 

Brogdon,  J.  S.,  70%  Peachtree  St.,  Atlanta,  Ga.,  Consulting  and  Mfg. 
Chemist. 

Brooks,  B.  T.,  25  West  43rd  St.,  New  York  City,  Chemical  Engineer, 
Mathieson  Alkali  Works,  Inc. 

Brown,  Alexander  M.,  Box  537,  Sharon,  Pa.,  Asst.  Gen.  Mgr.  of  Sales, 
Sharon  Steel  Hoop  Co. 

Brown,  Byron  P.,  Belvidere,  111.,  Vice.-Pres.  and  Gen.  Mgr.,  The  Her- 
cules  Porcelain   Co. 
*Brown,  Davis,  Bucyrus,  Ohio,  Hadfield-Penfield  Steel  Co. 
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Brown,  Edmund,  510  West  Front  St.,  Perrysburg,  Ohio. 
-Brown,   George   H.,   New  Brunswick,   N.  J.,  Director,   Department  of 
Ceramics,   Rutgers   College. 

Brown,  Harry  G.,  Box  196,  Buffalo,  Kan.,  Supt.,  Buffalo  Brick  Co. 

Brown,  Horace  T.,  402  Prospect  Ave.,  Alton,  111.,  Illinois  Glass  Co. 

Brown,  Lawrence  H.,  East  Liverpool,  Ohio,  The  R.  Thomas  and  Sons 
Co. 

Brown,  Leslie,  Trenton,  N.  J.,  Lenox,  Inc. 

Brown,  Richard  P.,  Wayne  Junction,  Philadelphia,  Pa.,  Pres.,  Brown 
Instrument   Co. 

Brown,  Thomas  G.,  St.  Laurent,  Quebec,  Canada,  Works  Mgr.,  Gur- 
ney  Foundry  Co. 
-Brown,  Wilbur  F.,  Charleston,  W.  Va.,  Chief  Chemist,  Libbey-Owens 

Sheet  Glass  Co. 
*Brownlee,  Wm.  K.,  Toledo,  Ohio,  Pres.  and  Gen.  Mgr.,  Buckeye  Clay 
Pot  Co. 

Brown  lee,  Wm.   L.,  Toledo,   Ohio,  Foreman,   Clay  Department,  Buck- 
eye Clay  Pot  Co. 

Bruner,  Willard  L.,  196  Water  St.,  Perth  Amboy,  N.  J.,  Chief  Chemist, 
Roessler  &  Hasslacher  Chemical  Co. 
-Brush,  Geroge  S.,  1112  Lexington  Ave.,  Zanesville,  Ohio,  Gen.  Mgr., 

Brush-McCoy  Pottery  Co. 
-Bryan,   M.   L.,   Spokane,  Wash.,  Washington  Brick,  Lime  and   Sewer 
Pipe  Co. 

Buck,  D.  M.,  Pittsburgh,  Pa.,  American  Sheet  and  Tin  Plate  Co. 

Buck,  W-  E.,  Granite  City,  111.,  Metallurgist,  National  Enameling  and 
Stamping  Co. 

Buck,  Wiley  E.,  Chestnut  St.  Ext.,  East  Liverpool,  Ohio. 

Buckley,  Jos.  L.,  Robinson  Bldg.,  Rock  Island,  111. 
-Buckner,  O.  S.,  44  Wellington  St.,  Worcester,  Mass.,  Norton  Co. 

Buettner,    Pete,    Box    239,    Eastern    Ave.,    Baltimore,    Md.,    Porcelain 
Enamel  and  Mfg.  Co. 

Bunting,  Elmer  N.,  203  Ceramics  Bldg.,  Urbana,  111.,  Research  Asso- 
ciate, Dept.  of  Ceramic  Engineering,  University  of  Illinois. 

Burchfiel,  B.  M.,  Alberhill,  Cal.,  Los  Angeles  Pressed  Brick  Co. 

Burdick,  Percy  W.,  603  24th  St.,  Niagara  Falls,  N.  Y.,  Ceramic  Chem- 
ist, Carborundum  Co. 

Burgess,   M.  L.,  Indianapolis,  Ind.,  Sec.-Treas.,  Marietta  Mfg.  Co. 
'•Burroughs,  Francis  H.,  Trenton,  N.  J.,  Star  Porcelain  Co. 

Burt,  F.  M.,  Massillon,  Ohio,  American  Stamping  and  Enameling  Co. 

Burt,  N.  P.,  Leavenworth,  Kan.,  Great  Western  Stove  Co. 
:Burt,  S.  G.,  2349  Ashland  Ave.,  Cincinnati,  Ohio,  Rookwood  Pottery. 

Burton,  R.  C.,  Zanesville,  Ohio,  Pres.,  Burton-Town  send  Co. 
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Busch,  Albert  D.,  5379  Pershing  Ave.,  St.  Louis,  Mo.,  The  W.  S.  Tyler 

Co. 
Bush,  H.  T.,  1408  Royal  Bank  Bldg.,  Toronto,  Ontario,  Canada. 
Bussell,  William  T.,  The  Clay  Products  Co.,  Brazil,  Ind.,  Pant  Supt. 
Butterfield,  Fred  H.,  4906  McPherson  Ave.,  St.  Louis,  Mo.,  Plant  Mgr., 

Crunden  Martin  Mfg.   Co. 
*Butterworth,  Frank  W.,  Danville,  111.,  Gen.  Mgr.,  Western  Brick  Co. 
Cable,  Davis  A.,  316  Dryden  Ct.  N.  W.,  Canton,  Ohio. 
Cable,    Margaret   K.,  Grand  Forks,   N.  Dak.,   Instructor  in  Ceramics, 

University  of  North   Dakota. 
Cake,  B.  F.,  Renton,  Wash.,  Supt.,  Denny-Renton  Clay  and  Coal  Co. 
Callaghan,  J.  P.,  (Address  unknown). 
Callahan,  H.  D.,  434  East  Long  St.,  Columbus,  Ohio. 
Cameron,  A.  C,  North  East,  Md.,  Mgr.,  North  East  Fire  Brick  Co. 
Cameron,  C.  V.,  Box  V,  Richmond,  Cal.,  Supt.,  Pacific  Sanitary  Mfg. 

Co. 
*Campbell,  A.  R.,  Middlesex  Ave.,  Metuchen,  N.  J.,  Federal  Terra  Cotta 

Co. 
*Cannan,  William  Jr.,  522  Allen  St.,  Syracuse,  N.  Y.,  Onondaga  Pottery. 
*Carder,   Frederic   R.,  Corning,  N.  Y.,  Steuben  Glass  Works. 
Carhart,  C.  C,  Sheffield,  Iowa. 

Carhart,  F.  F.,  Sheffield,  Iowa,  Pres.,  Sheffield  Brick  and  Tile  Co. 
Carman,  C.  F.,  Berkeley  Springs,  W.  Va.,  Pres.,  National  Silica  Works. 
Carothers,   Richard   B.,  5th  and  Monmouth  Sts.,  Newport,  Ky.,  Asot. 

Mgr.,  H.  C.  Spinks  Clay  Co. 
Carruthers,  John  Lister,  2536  West  34th  Ave.,  Denver,  Colo.,  Ceramic 

Engineers,  Denver  Terra  Cotta  Co. 
Carson,   Edna  P.,  Schenley  High  School,  Pittsburgh,  Pa.,  Teacher  of 

Modeling  and  Pottery. 
Carspecken,  H.  L.,  Morgantown,  W.  Va.,  Mgr.,  Mississippi  Glass  Co. 
Carter,  B.  F.,  565  Linn  St.,  Peoria,  111.,  Peoria  Brick  and  Tile  Co. 
Case,  W.  W.  Jr.,  Denver  Athletic  Club,  Denver,  Colo.,  Treas.,  Lalley 

Western  Electric  Co. 
Casey,  Charles  L.,  Cambridge,  Ohio,  Pres.,  Guernseyware  Co. 
Casey,   J.    B.,    Colfax,   Ind.,   Vice-Pres.    and  Gen.   Mgr.,    Colfax  Drain 

Tile  Co. 
Cassady,   Bertram   L.,  Box  1,  Chippewa  Lake,  Ohio. 
Castro,  Oliveira,  Rodolfo,  Box  188,  Alfred,  N.  Y.,  Student,  New  York 

State  School  of  Clay-Working  and  Ceramics. 
Cawood,  Richard  L.,  East  Liverpool,  Ohio,  Vice-Pres.  and  Gen.  Mgr., 

Patterson  Foundry   and   Machine   Co. 
*Cermak,  Frank,  116  4th  Ave.,  Schenectady,  N.  Y.,  Foreman,  Porcelain 

Works,  General  Electric  Co. 
Cerney,  Louis,  438  Roseberry  Ave.,  Huntington  Park,  Cal. 
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Chamberlain,  C.  H.,  16  Gladstone  St.,  Rochester,  N.  Y.,  Head  of  Glass 

Research  Dept.,  Taylor  Instrument  Companies. 
Chambers,  A.  R.,  805  Greenwood  Ave.,  Trenton,  N.  J. 
Chandler,  A.  H.,  1618  Frick  Bldg.,  Pittsburgh,  Pa.,  Mgr.,  Refractories 

Dept,  Pittsburgh   Plate  Glass  Co. 
Chapman,  Dorothy  Peck,  353  Federal  St.,  Greenfield,  Mass. 
Charron  R.  C,  24  School  St.,  Leominster,  Mass. 
Chatham,  C.  W.,  1407  Arrott  Bldg.,  Pittsburgh,  Pa.,  Mgr.,  Eagle-Picher 

Lead  Co. 
Chesler,  Isidor,  710  East  14th  St.,  New  York  City,  Industrial  Engineer, 

Eagle  Pencil  Co. 
*Child,  J.  L.,  Findlay,  Ohio,  Hancock  Brick  and  Tile  Co. 
*Chormann,  O.  I.,  487  Arnett  Blvd.,  Rochester,  N.  Y.,  Pfaudler  Co. 
*Christman,    C.    E.,    Pittsburgh,    Pa.,    Pies.,    Federal    Stamping    and 
Enameling  Co. 
Christopher,  Arthur   B.,  St.  Louis,  Mo.,   Ceramic  Engineer,  Evens   & 

Howard  Fire  Brick  Co. 
Chu    Kea  Hin,  FC  562  Medhurst  Rd.,  Shanghai,  China. 
Clare,    H.    L.,   Hespeler,    Ontario,    Canada,   Sales   Mgr.,   Stamped   and 

Enameled  Ware. 
*Clare,   Robert  L.,  Woodbridge,  N.  J.,  Supt.,  Federal  Terra  Cotta  Co. 
Clark,    Ernest,    Terra    Cotta,    111.,    Sup.,    American    Terra    Cotta    and 

Ceramic  Co. 
Clark,  Horace  H.,  325  Peoples  Gas  Bldg.,  Chicago,  111.,  Fuel  Engineer. 
Clark,  John,  292  Lockwood  St.,  Astoria,  N.  Y.,  Supt.,  New  York  Archi- 
tectural Terra  Cotta  Co. 
*Clark,  William    M.,    1133   East   152nd    St.,    Cleveland,    Ohio,    National 
Lamp  Works  of  the  General  Electric  Co. 
Clayter,   Frederic  C,  University  of  Pittsburgh,   Pittsburgh,   Pa.,   Art 

Department. 
Clemens,  Edward  F.,  Cannelton,  Ind.,  Sec,  Cannelton  Sewer  Pipe  Co. 
Cleverly',    Wm.    B.   Jr.,    652    Leek   Rd.,    Stoke-on-Trent,    England,    c/o 

Messrs.  John  Slater,  Ltd.,  Berry  Hill  Brick  Works. 
Coad  Pryor,  E.  A.,  Director  of  Laboratories,  Anchor  and  Hope  Lane, 
Charlton,   S.  E.   7,  London,   England,   British  Glass   Industries, 

Ltd. 
Coates,  William  W.  Jr.,  505  Tennessee  St.,  Lawrence,  Kan.,  Lawrence 

Tile  Co. 
Cobb,  John  W.,  Leeds,  England,  Fuel  Department,  The  University. 
Colburn,   Ed.  D.,  2801  Hereford  St.,  St.  Louis,  Mo.,  Supt.,   Blackmer 

&  Post  Pipe  Co. 
Cole,  G.    Percy,    Montreal,    Canada,    Technical    Engineer,    Dominion 

Glass  Co..  Ltd. 
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Cole,  L.  Heber,  Mines  Branch,  Department  of  Mines,  Ottawa,  Ontario, 

Canada. 
Cole,  M.  J.,  Logan,  Ohio,  Supt.  and  Treas.,  The  Logan  Clay  Products 

Co. 
Cole,  Sanford  S.,  Alfred,  N.  Y.,  Student,  New  York  State  School  of 

Clay-Working  and  Ceramics. 
Collin,  Louis,  Delta  Sigma  Phi  House,  Alfred,  N.  Y. 
Conard,  John    B.,   91  W.   Third  St.,  Mansfield,   Ohio,  Supt.,  Richland 

Shale  and  Brick  Co. 
*Conkling,    Samuel    O.,    Philadelphia,   Pa.,    Supt.,    Conkling-Armstrong 

Terra  Cotta  Co. 

*Cook,  Chas.  H.,  Trenton,  N.  J.,  Cook  Pottery  Co. 

Cooke,  May  E.,  1550  Clifton  Ave.,  Columbus,  Ohio. 
*Cooke,  Raymond  D.,  Terre  Haute,  Ind.,  Chemist,  Columbian  Enamel- 
ing and  Stamping  Co. 

Cooper,  George  W.,  Room  608,  19  Liberty  St.,  New  York  City,  Pub- 
lisher, "The  Glass  Industry." 
:::Coors,  H.  F..,  1817  Arapahoe  St.,  Golden,  Colo. 

Corl,  Robert  M.,  328  Bank  of  Commerce  Bldg.,  Toledo,  Ohio,  Designer 
of  Glass  Machinery. 

Corrigan,  F.  S.,  Toronto,  Ont.,  Canada,  Sheet  Metal  Products  Co. 

Corty,  Charles  J.  Jr.,  1015  Arthur  St.,  Belleville,  111.,  Supt.,  American 
Range  and  Foundry  Co. 

Cossette,  Louis  J.,  1821  Vernon  St.,  N.  W.  Washington,  D.  C,  U.  S. 
Bureau  of  Standards. 

Cote,  A.  U.,  Cooksville,  Ont.,  Canada,  Gen.  Mgr.,  Shale  Brick  Co.  of 

Canada. 
*Coulston,  E.  V.,  Rock  Island,  111.,  Sec,  Rock  Island  Stove  Co. 
Coulter,   Allen   S.,  Reisholz   bei   Diisseldorf,   Germany,   Deutsche-Car- 

borundum  Werke. 
Couture,    Donald,    432    Summer   Ave.,    Newark,    N.    J.,    Edison   Lamp 
Works  of  the  General  Electric  Co. 
*Covan,   H.   E.,   12369  Euclid  Ave.,  Cleveland,   Ohio,   The   Price  Elec- 
tric Co. 
-Cowan,  R.  G.,  Cleveland,  Ohio,  Treas.,  Cleveland  Pottery  and  Tile  Co., 

"Cowan   Pottery." 
Cox,  Harold  N,  48  Woodland  Ave.,  Glen  Ridge,  N.  J. 
*Cox,  Paul  E.,  Ames,  Iowa,  Professor,  Ceramic  Engineering,  Iowa  State 

College. 
Cox,  S.   Frank,  Creighton,  Pa.,  Pittsburgh  Plate  Glass  Co. 
Coxon,  J.  B.,  Kokomo,  Ind.,  Asst.  Supt.,  Standard  Sanitary  Mfg.  Co. 
Coxon,  J.   Frederick,  Fredericksburg,   Ohio,   Pres.,  Wooster  Sanitary 

Mfg.  Co. 
Craig,  Robert  H.,  15607  Loomis  Ave.,  Harvey,  111.,  Geo.  M.  Clark  &  Co. 
Cramer,  W.  E.,  66  S.  Third  St.,  Columbus,  Ohio. 


AMERICAN  CERAMIC  SOCIETY  189 

*Crane,  Charles  W.,  17  Battery  Place,  New  York  City,  Pres.  and  Treas., 
The  Barrett  Co. 

Crawford,  Charles  J.,  5510  Pershing  Ave.,  St.  Louis,  Mo.,  Gen.  Mgr., 
Crawford  Refractories  Co. 

Crawford,  George  E.,  914  Hamilton  Ave.,  Trenton,  N.  J. 
*Crawford,  J.  L.,  Mellon  Institute,  Pittsburgh,  Pa. 

*Creighton,    E.    E.    F.,   27   Wendell  Ave.,  Schenectady,  N.   Y.,   General 
Electric  Co. 

Crew,  H.  F.,  359  Lenox  Ave.,  Zanesville,  Ohio,  American  Encaustic 
Tiling  Co. 

Crimmel,  H.  H.,  Hartford  City,  Ind.,  Sneath  Glass  Co. 

Cronin,  W.  Kress,  177  Pennsylvania  Ave.,  East  Liverpool,  Ohio,  Stand- 
ard Pottery  Co. 
*Cronquist,  Gustaf  Wson,  Rikstel  153,  Helsingborg,  Sweden. 

Cronshaw,  H.  B.  Brierley  Hill,  South  Staffordshire,  England,  Prin- 
cipal, Technical  Institute. 

Crow,  Waller,  2828  Smallman  St.,  Pittsburgh,  Pa.,  Sec.-Treas.,  Sch aft- 
er Engineering  and  Equipment  Co. 

Crownover,  A.  W.,  Mount  Winans,  Md.,  Factory  Mgr.,  Maryland  Glass 

Corp. 
*Cruikshank,   J.   W.,   230   Fifth   Ave.,   Pittsburgh,   Pa.,   Consulting  En- 
gineer. 

Crume,  Wm.  H.,  800  U.  B.  Bldg.,  Dayton,  Ohio,  Pres.  and  Gen.  Mgr., 
Crume  Brick  Co. 

Cunning,  George  B.,  New  Lexington,  Ohio,  Gen.  MgV.,  Liberty  China 
Co. 

Cunning,  W.  E.,  East  Liverpool,  Ohio,  Pres.,  West  End  Pottery  Co. 

Cunningham,  Matthias  F.,  Waltham,  Mass.,  Superior  Corundum  Wheel 
Co. 

Curran,  Hugh,  1898  N.  High  St.,  Columbus.  Ohio. 

Curtis,  Algernon  Lewin,  Westmoor  Laboratory.  Chatteris,  Cambridge- 
shire, England,  Consulting  Expert  in  Lands,  Clays  and  Refrac- 
tories. 

Curtis,  Thomas  S.,  109  N.  Rugby  Ave.,  Huntington  Park,  Los  Angeles, 
Cal. 

Cushman,  H.  D.,  819  Finance  Bldg.,  Cleveland,  Ohio,  Pres.,  Ferro 
Enameling  Co. 

Cnthbertson,  M.  R.,  Oroya,  Peru,  South  America,  Supt.  Brick  Plants, 
Cerro  de  Pasco  Copper  Corp. 

Dailey,    Ernest  W.,   Mason   City,    Iowa,   Sec.   and   Treas.,    North    Iowa 
Brick  and  Tile  Co. 
*Dains,    I.    F.,   Monmouth,   111.,    Pres.   and   Gen.   Mgr.,    Western    Stone- 
ware Co. 
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Dalton,  Richard  F.,  401  Vernon  Ave.,  Long  Island  City,  N.  Y.,  Pres., 

New  York  Architectural  Terra  Cotta  Co. 
Dana,  Leslie,  St.  Louis,  Mo.,  Pres.,  Charter  Oak  Stove  and  Range  Co. 

Dandurand,  Raymond  A.,  The  Clay  Products  Co.,  Brazil,  Ind.,  Sec. 
Danes,   August   F.,  5937  Arsenal  St.,  St.   Louis,  Mo.,   Laclede-Christy 
Clay  Products  Co. 
*Danielson,  R.  R.,  143  Industrial  Bldg.,  Washington,  D.  C,  U.  S.  Bureau 
of  Standards. 
Darlington,  Homer  T.,  Box  736,  Natrona,  Pa.,  Metallurgical  Engineer, 
Pennsylvania  Salt  Mfg.  Co. 
*Davenport,   R.  W.,  1583  Hurlbut  Ave.,  Detroit,  Mich. 
Davidson,  T.   R.,  Thos.  Davidson  Mfg.  Co.,  P.  O.  Box  700,  Montreal, 

Canada. 
Davies,  J.  L.,   (Address  unknown). 

Davis,  Harry    E.,   Chicago,   111.,   Northwestern   Terra   Cotta  Co. 
*Davis,  John   B.,  22  East  Greenwood  Ave.,  Lansdowne,  Pa. 

*  Davis,  N.  B.,  410  Union  Bank  Bldg.,  Ottawa,  Canada,  M.  J.  O'Brien, 

Ltd. 
Davis,  S.   E.,  1117  Murdock  Ave.,  Parkersburg,  W.  Va.,  General  Por- 
celain Co. 
*Day,  Arthur  L.,  Washington,  D.  C,  Director,  Geophysical  Laboratory, 
Day,  O.   L.,  1513  Kirby  Bldg.,  Cleveland,  Ohio,  Harbison-Walker  Re- 
fractories Co. 
Dean,  Charles  A.,  79  12th  Ave.,  Columbus,  Ohio. 
Deaver,  L.  A.,  29  Dodge  Ave.,  Akron,  Ohio. 
Deb,    S.,    45    Tangra    Road,    Calcutta,    India,    Mgr.,    Calcutta    Pottery 

Works. 
Dell,  John  M.,  St.  Louis,  Mo.,  Missouri  Fire  Brick  Co. 
*Del_uze,   Henri,  Avenue  de  Poitiers,  Limoges,  France,  Haviland  Por- 
celaine  Co. 
Denis,  T.  C,   Parliament  Bldg.,   Quebec,   Canada,   Supt.  of  Mines   of 

Province  of  Quebec. 
•Denk,  F.  J.,  1216  House  Bldg.,  Pittsburgh,  Pa.,  Consulting  Engineer. 
Dennis,  J.  Alfred,  Trenton,  N.  J.,  Supt.,  Golding  Sons  Co. 
Deppeler,   J.    H.,  Jersey  City,  N.  J.,  Chief  Engineer,   Thermit  Dept, 
Metal  and  Thermit  Corp. 
*DeVoe,  Chas.  H.,  Old  Bridge,  N.  J.,  Old  Bridge  Enameled  Brick  and 

Tile  Co. 
*DeWitt,   Bert  G.,  New  Philadelphia,   Ohio,  Supt.,  Belmont  Stamping 
and  Enameling  Co. 

*  Dickey,    Fred    L.,   Kansas   City,   Mo.,   Gen.   Mgr.,  W.   S.   Dickey   Clay 

Mfg.  Co. 
Dingledine,    H.   F.,   Aldershot,   Ont.,   Canada,   Factory   Mgr.,   National 
Fire  Proofing  Co.  of  Canada.,  Ltd. 
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*Dinsmore,  B.  B.,  Trenton,  N.  J.,  Gen.  Mgr.,  Imperial  Porcelain  Works. 

Dinwiddie,    Redfield,   Box   108,  East  Liverpool,    Ohio,    Ceramist,    The 
Babcock  &  Wilcox  Co. 

Dittmar,  Carl,  1740  East  12th  St.,  Cleveland,  Ohio,  Mgr.,  Roessler  & 
Hasslacher  Chemical  Co. 
*Dixon,  Henry  L.,  Box  140,  Pittsburgh,  Pa.,  Pres.  and  Gen.  Mgr.,  H.  L. 
Dixon  Co. 

Doane,  G.  Earl,  Poplar  Bluff,  Mo. 
*Dobbins,  T.  Monroe,  Camden,  N.  J.,  Sec.-Treas.,  Camden  Pottery  Co. 

Dolley,  Charles  S.,  (Address  unknown). 

Dolman,  C.  D.,  Box  274,  Chewelah,  Wash.,  Chief  Chemist,  Northwest 
Magnesite  Co. 

Donahoe,   Frederic  W.,   840   Oliver  Bldg.,   Pittsburgh,   Pa.,   Sec,   The 
Refractories  Manufacturers'  Association. 
*Dornbach,  Wm.   E.,  3514  Clifton  Ave.,  Baltimore,  Md.,  American  Re- 
fractories Co. 
*Douda,  Henry  W.,  1927  Waldeck  Ave.,  Columbus,  Ohio;  U.  S.  Bureau 
Of  Mines. 

Dougherty,   Robert  H.,  Nela  Park,  Cleveland,  Ohio,  Asst.  to  Ceramic 
Engineer  in  Engineering  Laboratory,  National  Lamp  Works. 

Drakenfield,   B.   F.  Jr.,   50  Murray  St,  New  York  City,  Treas.,   B.   F. 
Drakenfeld  &  Co.,  Inc. 
*Dressler,  Conrad,  1740  East  12th  St.,  Cleveland,  Ohio,  American  Dress- 
ier Tunnel  Kilns,  Inc.  ' 

Dressier,    Philip,    1551    East    Boulevard,    Cleveland,    Ohio,    American 
Dressier  Tunnel  Kilns,  Inc. 

Dufour,  G.  F.,  Aniche,   (Nord),  France. 

Duhart,  A.  L.,  Port  Allegany,  Pa.,  Asst.  Mgr.,  Mississippi  Glass  Co. 

Dunbar,  George  S.,  Columbus,  Ohio,  Sec,  Federal  Glass  Co. 

Duncombe,  George  M.  Jr.,  1450  Tamm  Ave.,  St.  Louis,  Mo. 
*Dunn,   Frank   B.,  Conneaut,  Ohio,  Pres.  and  Treas.,   Dunn   Wire  Cut 
Lug  Brick  Co. 

Durant,    E.   M.,   603   American   Bank   Bldg.,   Los  Angeles,  Cal.,   Pres., 
Pacific  Sewer  Pipe  Co. 

Duty,  S.  M.,  4900  Euclid  Ave.,  Cleveland,  Ohio,  Pres.  and  Treas.,  The 
Medal  Paving  Brick  Co. 

Duval,  A.  -M.,  901  North  Forest  Ave.,  Brazil,  Ind.,  Salesman,  The  Man- 
ufacturers Equipment  Co. 
*Duval  D'Adrian,  A.  L.,  284  South  Main  St.,  Washington,  Pa. 

Earl,   Oliver   N.,   Box  97,  East  Liverpool,  Ohio,   Harshaw,   Fuller   & 
Goodwin  Co. 

Early,  Joseph    W.,   Dickson   City,   Pa.,  Supt,  Early  Foundry   Co. 

Eaton,   Arthur   E.,  Mineral  Wells   Paving  Brick  Co.,   Mineral   Wells, 
Texas. 
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*Ebinger,  D.  H.  Jr.,  735  Linwood  Ave.,  Columbus,  Ohio,  Sec.  and  Gen. 
Mgr.,  D.  A.  Ebinger  Sanitary  Mfg.  Co. 
Eckert,  Joseph  R.,  18  W.  Jackson  St.,  Webster  Groves,  Mo.,  Winkle 
Terra  Cotta  Co. 

*  Edgar,   David   R.,  Metuchen,  N.  J.,  Asst.  Gen.  Mgr.,  Edgar  Bros.  Co. 
Edson,  S.   P.,  Bryantville,   Mass.,  Supt.  and  Enameler,  Wheeler  Re- 
flector Co. 

Edwards,    W.    L.,    Tiltonville,    Ohio,    Asst.    Supt.,   Wheeling   Sanitary 
Eel  Is,  Howard  P.  Jr.,  1110  Euclid  Ave.,  Cleveland,  Ohio,  Pres.  and  Gen. 

Mgr.,  The  Dolomite  Products  Co. 

Mfg.   Co. 
Eilers,  H.  F.,  162  Watauga  Ave.,  Corning,  N.  Y.,  Mechanical  Engineer, 

Corning  Glass  Works. 
El  ledge,   H.  G.,  3384  Webster  Ave.,  Pittsburgh,  Pa.,  Technical  Asst. 

to  Gen.  Sales  Mgr.,  Diamond  Alkali  Co. 
*Ellerbeck,  William  L.,  Box  917,  Salt  Lake  City,  Utah,  Pres.  and  Mgr., 

Nephi  Plaster  Co. 
Ells,  Leon  Elmer,  Alfred,  N.  Y.,  Student,  New  York  State  School  of 
Elsenius,   Charles    A.    1631    Woolsey   St.,   Berkeley,    Cal. 

Clay-Working  and  Ceramics. 

*  Em  ley,  Warren  E.,  Washington,  D.  C,  U.  S.  Bureau  of  Standards. 
Emminger,    Thomas    F.,   1247-1261   Reedsdale   St.,   North    Side,    Pitts- 
burgh, Pa.,  Pittsburgh  Clay  Pot  Co.  M 

Endell,   Kurd,  Berlin  Steglitz,  Breitestr.  3,  Germany. 
Engle,  C.  C,  Trenton,  N.  J.,  United  Clay  Mines  Corp. 
fEnglish   Ceramic  Society,  Stoke-on-Trent,   Staffordshire,  England. 
Erdmann,   K.,  Radenthein,  Kaemten,  Austria,  Gen.  Director,  Austro- 
American  Magnesite  Co. 
*Eskesen,  B.  K.,  Matawan,  N.  J.,  Pres.  and  Gen.  Supt.,  Matawan  Tile 

Co. 
*Eskesen,  E.   V.,*  149   Broadway,   New  York   City,    Pres.,   N.   J.    Terra 
Cotta  Co. 
Evans,  A.  W.,  Zanesville,  Ohio. 

Evatt,   Franks  G.,  350  Madison  Ave.,  New  York  City,  Vice-Pres.,  At- 
lantic Terra"  Cotta  Co. 
Ewart,  Henry,  922  Broad  St.,  Columbus,  Ga.,  The  Minter  System. 
Ewing,  R.  F.,  1602  Clark  Ave.,  Wellsville,  Ohio,  McLain  Fire  Brick  Co. 
*Fackt,  George  P.,  Denver,  Colo.,  Gen.  Mgr.,  Denver  Terra  Cotta  Co. 
*Farnham,  D.  T.,  52  Vanderbilt  Ave.,  New  York  City,  Vice-Pres.,  C.  E. 
Knoeppel  &  Co.,  Inc. 
Farren,   Mabel  C,  403  A  Iroquois  Apartments,  3600  Forbes  St.,  Pitts- 
burgh, Pa.,  Private  Studio. 
Farris,   P.  C,  9  W.   Park  St.,  Brazil,  Ind.,  Supt.,   Hydraulic   Pressed 
Brick  Co. 
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Faulkner,  Karl  B.,  Corning,  N.  Y.,  Foreman,  Pot  Department,  Corning 

Glass  Works. 
Fenton,  Harry  W.,  1419  Lowell  Ave.,  Lima,  Ohio. 
Ferguson,   Richard  D.,  2036  South  26th  St.,  Lincoln,  Neb. 
Ferguson,   Robert  F.,  Mellon  Institute,  Pittsburgh,  Pa. 
*Fettke,  Charles  R.,  Pittsburgh,  Pa.,  Carnegie  Institute  of  Technology. 
*Fickes,  W.  M.,  Badin,  Stanley  Co.,  N.  C,  Tallassee  Power  Co. 
Finn,  Alfred  Nelson,  Washington,  D.  C,  U.  S.  Bureau  of  Standards, 
Optical  Glass  Section. 

Finney,  Robert  S.,  142  West  80th  St.,  New  York  City,  Parsons  Trad- 
ing Co. 
*Fisher,  Douglas  J.,  Sayreville,  N.  J.,  Sayre  &  Fisher  Co. 
Fisher,  E.  E.,  2749  Monroe  St.,  Toledo,  Ohio. 
*Fisher,  George  P..  Ottawa,  111.,  Supt,  National  Fireproofing  Co. 
*Fiske,  J.  Parker  B.,  Arena  Bldg.,  New  York  City. 
Fitz-Gerald,  Gerald,  Muncie,  Ind.,  Engineer,  Maxon  Furnace  and  En- 
gineering Co. 

Fitzpatrick,  John,  39  Roebling  Place,  Niagara  Falls,  N.  Y.,  Carborun- 
dum Co. 

Flagg,    Frederick    P.,  20  Floyd   St.,   Waltham,   Mass.,   Chief  Chemist, 
Waltham  Watch  Co. 

Flint,  Francis  C.,  303  South  Main  St.,  Washington,  Pa.,  Chief  Chemist, 
Hazel-Atlas  Glass  Co. 

Foersterling,   Hans,  The  Abor  Farm,  Jamesburg,  N.  J. 

Fogelberg,  Sven,  Kosta,  Sweden,  Direktor's  Asst.,  Kosta  Glass  Works. 

Foley,  Fenwick  D.,  Loch  Lomond  Road,  St.  John,  N.  B. 
*Foltz,  Andrew,  187  N.  Union  St.,  Lambertville,  N.  J.,  Pres.,  Lambert- 
ville  Pottery  Co. 

Ford,  George   D.,  104  Woodlawn  Ave.,  Zanesville,  Ohio,  Ceramic  En- 
gineer, Mosaic  Tile  Co. 

Ford,  Karl   L.,  3555  11th  St.,  N.  W.,  Washington,  D.  C,  U.  S.  Bureau 
of  Standards. 

Forester,    Herbert,    Box    37,    Cleveland,    Ohio,    Prin.,    Veritas    Firing 
System  Co. 

Forman,  L.  P.,  Arnold,  Pa.,  American  Window  Glass  Co. 
*Forst,  Arthur  D.,  Trenton,  N.  J.,  Pres.,  Robertson  Art  Tile  Co. 
*Forst,   Daniel    P.,  455  West  State  St.,  Trenton,  N.  J.,  Factory  Mgr., 
Robertson  Art  Tile  Co. 

Forsyth,  J.  H.,  Cleveland,  Ohio,  Associate  Chemist,  Glass  Technology 
Dept,   National   Lamp  Works   of  General   Electric   Co. 

Foskett,  John  J.,   11   Neversink  Ave.,   Port  Jervis,   N.   Y.,   Pres.  and 
Mgr.,  Foskett  &  Co.,  Inc. 

Foster,  Harry  D.,  266  Industrial  Bldg.,  Washington,  D.  C,  U.  S.  Bureau 
of  Standards. 
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Francais,  Paul   P.,  Box  46,  Frankfort,  Ind.,  Supt,  Ingram-Richardson 

Mfg.  Co. 
Francis,  W.  H.,  Cherryvale,  Kansas,  Supt.,  Coffeyville  Vitrified  Brick 

and  Tile  Co. 
Frank,  G.  Harry,  3328  Monroe  St.,  Chicago,  111.,  The  Meyercord  Co. 
Frantz,  Samuel   G.,  Crossett,  Ark.,  Engineer  in  charge,  By-Products 

Development,  Crossett  Lumber  Co. 
Franzen,  Nick,  Port  Allegany,  Pa.,  Mgr.,  Mississippi  Glass  Co. 
Franzheim,  C.  Merts,  Wheeling,  W.  Va.,  The  Chas.  M.  Franzheim  Co. 
*Fraser,  W.  B.,  Dallas,  Texas,  Fraser  Brick  Co. 
♦Fraunfelter,  Chas.  D.,  Zanesville,  Ohio,  Pros.,  Ohio  Pottery  Co. 
Frazier,  C.  E.,  Washington,  Pa.,  Pres.,  Simplex  Engineering  Co. 
*Fredriksson,  Nils,  Royal  Board  of  Schools,  Stockholm,  Sweden. 
Freeman,  Jonathan  W.,  801  Century  Bldg.,  Pittsburgh,  Pa.,  Sales  En- 
gineer, Mathews  Gravity  Carrier  Co.,  Ellwood  City,  Pa. 
*Freese,   H.  H.,  446  S.  Union  St.,  Galion,  Ohio,  Mechanical  Engineer, 
E.  M.  Freese  Co. 
Frey,  Wm.  J.,  304  W.  Adams  St.,  Sandusky,  Ohio,  Supt,  Universal 

Clay  Products   Co. 
Friderichsen,    Christian,    106    South    Liberty   St.,    Independence,    Mo., 
Gen.  Mgr.,  Friderichsen  Floor  and  Wall  Tile  Co. 
*Frink,   R.   L.,   50  Bedford   Square,  London,  W.   C.  1,  Director  of  Re- 
search, Glass  Research  Association. 
*Fritz,  E.  H.,  Box  510,  Derry,  Pa.,  Westinghouse  Electric  and  Mfg.  Co. 

*  Frost,   Leon    J.,    Box   67,    Station    D,   Cleveland,    Ohio.    The   Vitreous 

Enameling  Co. 

Frost,  Samuel,  Box  646,  East  Liverpool,  Ohio. 

Fujioka,  Koji,  Kyoto,  Japan,  Shofu  Porcelain  Mfg.  Co. 
^Fuller,  Donald  H.,  Washington,  D.  C,  Ceramic  Assistant,  U.  S.  Bureau 
of  Standards. 

Fuller,     George     W.,     Spokane,    Wash.,    Librarian,     Spokane     Public 
Library. 

Fuller,   J.   R.,  22  Highland  Ave.,   Salem,  Mass.,   Engineering  Depart- 
ment, Hygrade  Lamp  Co. 
*Fulper,  Wm.  H.,  Flemington,  N.  J.,  Sec.-Treas.,  Fulper  Pottery. 

*  Fulton,  C.  E.,  Creighton,  Pa.,  Pittsburgh  Plate  Glass  Co. 
*Fulweiler,    Walter    H.,    319   Arch   St.,   Philadelphia,    Pa.,    United   Gas 

Improvement  Co. 

Funkhouser,  E.  N.,  Hagerstown,  Md.,  Sec,  Maryland  Glass  Sand  Co. 

Gaby,   F.  A.,  190  University  Ave.,  Toronto,  Ont,   Canada,   Chief  En- 
gineer, Hydro-Electric  Power  Co. 
*Gahris,  Willard  I.,  Sebring,  Ohio,  Limoges  China  Co. 

Galloway,  Walter  B.,  32nd  and  Walnut  Sts.,  Philadelphia,  Pa..  Pres., 
Galloway  Terra  Cotta  Co. 
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*Galpin,  Sidney  L.,  Iowa  State  College,  Ames,  Iowa,  Dept.  of  Mining 
and  Geology. 
Gardner,  William,  Hartington,  Ont,  Canada,  Gardner  Feldspar  Co. 
Gardner,  W.  J.,  Meltham,  near  Huddersfield,  England,  Managing  Direc- 
tor, The  Meltham  Silica  Fire  Brick  Co.,  Ltd. 
Garrison,  A.  A.,  149  Goltz  St.,  Salt  Lake  City,  Utah. 
Garrod,  Fred  B.,  Toledo,  Ohio,  Chemist,  Owens  Bottle  Co. 
*Garve,  T.  W.,  Box  253,  New  Hope,  Pa. 
Gass,  George  Pool,  "The  Hollins,"  The  Haulgh,  Bolton,  England,  Direc- 
tor, Entwish  &  Gass,  Ltd. 
Gassman,  H.  M.,  848  Brown  Marx  Bldg.,  Birmingham,  Ala.,  Consulting 

Engineer. 
Gated  iff,  John,  Rugby,  England,  Chemist,  The  Lodge  Sparking  Plug 
Co.,  Ltd- 
*Gates,  A.  W.,  Colchester,  111.,  Gates  Fire  Clay  Co. 
-Gates,  Ellis  D.,  Box  31,  Santa  Fe,  N.  Mex. 
:: Gates,  Major  E.,  Terra  Cotta,  111.,  Asst.  Gen.  Mgr.,  American  Terra 

Cotta  and  Ceramic  Co. 
*Gates,  Wm.  D.,  1808  Prairie  Ave.,  Chicago,  111.,  Pres.  and  Gen.  Mgr., 
American  Terra  Cotta  and  Ceramic  Co. 
Gayner,  J.  William,  Salem,  N.  J.,  Gayner  Glass  Works. 
Geer,  Walter  Jr.,  401  Vernon  Ave.,  Long  Island  City,  N.  Y.,  Vice-Pres., 

New  York  Architectural  Terra  Cotta  Co. 
Gehrig,  Edward  F.,  Detroit,  Mich.,  Research  Engineer,  Detroit  Stove 

Works. 
Geiger,  Carl  F.,  427  Valley  St.,  Dayton,  Ohio,  Valley  Engineering  Co. 
*Geiger,  Charles  F.,  Perth  Amboy,  N.  J.,  The  Carborundum  Co. 
-Geijsbeek,  Samuel,  635  Burke  Bldg.,  Seattle,  Wash.,  Geijsbeek  Engin- 
eering Co. 
*Geisinger,  E.  E.,  Rochester,  N.  Y.,  The  Pfaudler  Co. 
•Geller,  Roman  F.,  Industrial  Building,  Washington,  D.  C,  U.  S.  Bureau 

of  Standards. 
*Gelstharp,  Frederick,  Creighton,  Pa.,  Pittsburgh  Plate  Glass  Co. 
Gentil,  E.,  Glaeeries  de  St.  Gobain,  1  bis  Place  des  Saussaies.  Paris, 

France,  Engineer. 
George,  J.  S.,  135  Rebecca  St.,  Kittanning,  Pa.,  U.  S.  Bureau  of  Stan- 
dards. 
George,  W.  C.,  286  Alice  St.,  East  Palestine,  Ohio.  Vice-Pres.,  W.  S. 

George  Pottery  Co. 
Gernon,   Ursula  T.,  Brookings,  S.  D.,  Craft  Instructor,  South  Dakota 

State  College. 
Gesner,  M.  A,,  Ridgewood,  N.  J.,  Hammill  &  Gillespie,  Inc. 
Geuder,  George,  38  15th  St.,  Milwaukee,  Wis. 
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*Gibbs,  A.   E.,  1006  Widener  Bldg.,  Philadelphia,  Pa. 
Gibson,    M.   F.,  Toronto,   Ont.,   Canada,    Managing  Director,   National 

Fireproofing  Co.  of  Canada. 
Gieseke,    Wilhelm,   Ronneby,    Sweden,    Managing   Director,   Kockums 

Enameling  Works. 
Giesey,  V.  A.,  634  Schofield  Bldg.,   Cleveland,   Ohio. 
Gilfillan,  J.  M.,  The  Trumbull  Electric  Mfg.  Co.,  Trenton,  N.  J. 
Gillespie,    M.    H.,    240    Front    St.,    New    York    City,    Hammill    &    Gil- 
lespie, Inc. 
* G i  1 1  i n d e r,   James,  11   Orange  St.,  Port  Jervis,  N.   Y.,  Supt.,   Gillinder 
Bros. 
Gilmore,  R.  B.,  Columbus,  Ohio,  U.  S.  Bureau  of  Mines. 
*Gladding,  A.  L.,  Lincoln,  Cal.,  Gladding,  McBean  &  Co. 
Glass,   L.  G.,  603  Queens  Ave.,  London,  Ont.,  Canada,  Engineer,  Mc- 
Clary  Mfg.  Co. 
*Gleason,    Marshall    W.,   864   Park   Place,   Brooklyn,   N.   Y.,    Pres.   and 
Gen.  Mgr.,  Gleason-Tiebout  Glass  Co. 
Goddard,  W.  T.,  Box  170,  Hamilton,  Canada. 

Godejohn,  W.   F.,  4539a  Clarence  Ave.,  St.  Louis,  Mo.,  Industrial  En- 
gineer, Laclede-Christy  Clay  Products  Co. 
Goebel,  Julius,  Jr.,  South  Highland  Ave.,  Nyack,  N.  Y.,  J.  Goebel  &  Co. 
*Goheen,  John   P.,  Philadelphia,  Pa.,  Sec,  Brown  Instrument  Co. 
Golding,  Charles  E.,  217  S.  Warren  St.,  Trenton,  N.  J.,  Mgr.,  Trenton 

Dept.,  Golding  Sons  Co. 
Goldsmith,  B.  B.,  19  East  74th  St.,  New  York  City,  Vice-Pres.,  Amer- 
ican Lead  Pencil  Co. 
Gonder,   Lawton   G.,  Zanesville,  Ohio,  Research  Dept,  American  En- 

caustic  Tiling  Co. 
Goodman,    A.    H.,    Box    915,    Pittsburgh,    Pa.,    Sales    Engineer,    Blaw- 

Knox  Co. 
Goodner,    Ernest    F.,   Spokane,   Wash.,    Washington   Brick    Lime    and 

Sewer  Pipe  Co. 
Goodwin,  Herbert,  East  Liverpool,  Ohio. 
^Gorton,   Arthur  F.,  Cleveland,   Ohio,  Physicist,  Research  Laboratory, 
The  National  Malleable   Castings   Co. 
Grace,    Richard    P.,   Woodbridge,    N.   J.,    Supt.,    Mutton    Hollow    Fire 
Brick  Co. 
-Grady,  Robert  F.,  St.  Louis,  Mo.,  Mgr.,  St.  Louis  Terra  Cotta  Co. 
-Grafton,  Chas.  O.,  Muncie,  Ind.,  Treas.  and  Gen.  Mgr.,  Gill  Clay  Pot 
Co. 
Grafton,  C.  V.,  Muncie,  Ind.,  Treas.  and  Gen.  Mgr.,  Muncie  Clay  Pro- 
ducts Co. 
*Grainer,  John  S.,  Grand  Haven,  Mich.,  Challenge  Refrigerator  Co. 
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*Grant,  DeForest,  101  Park  Ave.,  New  York  City,  Pres.,  Federal  Terra 
Cotta  Co. 
Grant,  Frederic    J.,    134    Woodlawn    Ave.,    Zanesville,    Ohio,    Mosaic 

Tile  Co. 
Grant,  W.  Henry,  St.  Marys,  Pa.,  Elk  Fire  Brick  Co. 
Gray,  Arthur    E.,    1247-1261    Reedsdale   St.,    North    Side,    Pittsburgh, 

Pa.,  Pittsburgh  Clay  Pot  Co. 
Gray,  John    R.,   4311   Scovel  Place,   Detroit,   Mich.,    Champion   Porce- 
lain Co. 
*Greaves-Walker,  A.    F.,  Box   1122,   Pittsburgh,    Pa.,   Production  Mgr., 

American  Refractories  Co. 
*Green,  J.  L.,  St.  Louis,  Mo.,  Pres.,  Laclede-Christy  Clay  Products  Co. 
Greene,  R.  J.,  156  W.  Indiana  Ave.,  Sebring,  Ohio,  Foreman,  Gem  Clay 

Forming  Co. 
Greene,    R.   W.,  Mayfield,  Ky.,   Kentucky   Construction  and  Improve- 
ment Co. 
Greenough,    Maurice    B.,   830   Engineers   Bldg.,  Cleveland,   Ohio,  Sec, 

National  Paving  Brick  Manufacturers'  Association. 
Greenwood,  G.  W.,  Dunbar,  Pa. 
Greenwood,  John  L.,  (Address  unknown). 
Gregg,    Henry,  Knottingley,  England,  Gregg   &   Co. 
Gregori,  Andrew,  16th  St.  and  54th  Ave.,  Cicero,  111.,  Midland  Terra 

Cotta  Co. 
Gregori,  John  N.,  Chicago,  111.,  Northwestern  Terra  Cotta  Co. 
Gregorius,  Thos.  K.,  Corning,  N.  Y.,  Ceramic  Engineer,  Corning  Glass 

Works. 
Gregory,  M.  C.,  Corning,  N.  Y.,  Ceramic  Engineer,  Corning  Brick  Terra, 
Cotta  and  Tile  Co. 
♦Gregory,  M.  E.,  Corning,  N.  Y.,  Proprietor,  Corning  Brick  Terra  Cotta 
and  Tile  Co. 
Griffin,  Carl  H.,  Wesseling  bei  Koeln,  Germany,  Deutsche  Norton  Ges- 

selschaft. 
Griffith,  R.  E.,  670  Bullitt  Bldg.,  Philadelphia,  Pa.,  Mgr.,  Refractories 

Sales,  E.  J.  Lavino  &  Co. 
Groocock,    Alice,    Lombard    Bldg.,    70    Lombard    St.,    Toronto,    Ont., 
Canada. 
♦Grueby,  Wm.  H.,  Perth  Amboy,  N.  J. 
*Guastavino,  Rafael  Jr.,  Fuller  Bldg.,  Broadway  and  23rd  St..  New  York 

City,  Pres.,  R.  Guastavino  Co. 
Guenther,    Emil    B.,  351    S.   Negley  Ave.,   Pittsburgh,   Pa.,    Harbison- 

Walker  Refractories  Co. 
Gunn,  James,  59  King  Edward  Ave.,  Toronto,  Ont.,  Canada,  Chemist. 
Gunther,  Franklin  W.,  Ottawa,  111.,  Supt,  National  Fire  Proofing  Co. 
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Guthrie,  Chester,  Hillsboro,  111.,  Pottery  Foreman,  Eagle-Picher  Lead 
Co. 

Guthrie,   Lee,  Elyria,  Ohio,  Foreman,  Elyria  Enameled  Products  Co. 

Gutman,  Paul   F.,  4248  Blaine  Ave.,  St.  Louis,  Mo.,  Asst.  Supt.,  Mis- 
sissippi Glass  Co. 
*Haaf,  George,  126  Franklin  Ave.,  Solvay,  N.  Y. 

Haberstroh,  Herbert  N.,  53  W.  Jackson  Blvd.,  Chicago,  111.,  Sales  En- 
gineer, Celite  Products  Co. 

Haeger,  E.  H.,  Dundee,  111.,  Pies.,  The  Haeger  Potteries,  Inc. 

Hagar,  Donald,  Matawan,  N.  J.,  Supt.,  Plant  2,  Mosaic  Tile  Co. 

Hahn,  Carl   A.,  2138  Blendon  Place,  St.  Louis,  Mo.,  Asst.  Engineer, 
Parker  Russell  Mining  and  Mfg.  Co. 

Hail,   Walter,   2801  Hereford   St.,   St.    Louis,    Mo.,   Blackmer   &    Post 
Pipe  Co. 

*  Haley,  Mark  A.,  854  Maryland  Ave.,  Syracuse,  N.  Y.,  Onondaga  Pot- 

tery Co. 

*  H  a  1 1 ,  Clarence  A.,  Allen  Lane,  Mt.  Airy,  Philadelphia,  Pa. 

Hall,  F.    P.,    906    Crittenden    St.,    Washington,    D.    C,   Asst.    Chemist, 

U.  S.  Bureau  of  Standards. 
Hall,  Herman  A.,  (Address  unknown). 
-  Hall,  William   C,  1302  3rd  National  Bank  Bldg.,  Atlanta,   Ga.,  Vice- 

Pres.,  Atlanta  Terra  Cotta  Co. 
Hamilton,  James,  Trenton,  N.  J.,  Supt.,  Ideal  Pottery  of  The  Trenton 

Potteries. 
Hammer,  John  M.,  Box  555,  Pittsburgh,  Pa.,  Managing  Editor,  "China 

Glass  and  Lamps." 
Handke,    Paul    A.,   260    S.   Academy   St.,   Galesburg,   111.,   Asst.    Supt., 

Purington    Paving  Brick  Co. 
Handy,  James  O.,  Box  1115,  Pittsburgh,  Pa.,  Director  of  Special  Inves- 
tigations, Pittsburgh  Test  Laboratory. 
Hanley,  William  Lee,  2  Main  St.,  Bradford,  Pa.,  Gen.  Mgr.,  Bradford 

Brick  and  Tile  Co. 
Hanna,   Harold   H.,  Crystal  City,  Mo.,  Pittsburgh  Plate  Glass  Co. 
^Hansen,  Abel,  Fords,  N.  J.,  Fords  Porcelain  Works. 
Hansen,  J.  E.,  Pittsburgh,  Pa.,  Mellon  Institute. 
Hardesty,  B.  D.,  Beaver  Falls,  Pa.,  The  Mayer  China  Co. 
Harding,  Browne,  586  Atwells  Ave.,  Providence,  R.  I.,  Experimental 

Engineer,  Providence  Base  Works  of  General  Electric  Co. 
Harding,  C.  Knox,  6318  Stoney  Island  Blvd.,  Chicago,  111. 
*Hardy,  Isaac  E.,  Momence,  111.,  Supt.,  Tiffany  Enameled  Brick  Co. 
Hare,  Robert  L.,  Upper  Sandusky,  Ohio,  Mgr.,  Wyandot  Clay  Products 

Co. 
*Harker,  H.  N.,  East  Liverpool,  Ohio,  Pres.,  Harker  Pottery  Co. 
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Harker,  O.  A.  Jr.,  Puryear,  Term.,  Pres.  and  Mgr.,   Dixie  Brick  and 
Tile  Co. 

Harper,  John  L.,  Niagara  Falls,  N.  Y.,  Hydraulic  Power  Co. 

Harris,  Marshall    W.,   227   East   Park   Place,    Oklahoma    City,   Okla., 

Student,  University  of  Illinois. 
Harris,  W.  B.,  South  Park,  Ky.,  Supt.,  Coral  Ridge  Clay  Products  Co. 
♦Harrop,  Carl   B.,  Lord  Hall,  Columbus,  Ohio,  Ohio  State  University. 
*Hart,  Edward,  Easton,  Pa.,  Professor  of  Chemistry,  Lafayette  College. 
Hartford,  Frank  M.,  99  Daniels  St.,  Toronto,  Ohio. 

Hartmann,  Miner  L.,  3006  McKoon  Ave.,  Niagara  Falls,  N.  Y.,  Director, 
Research  Laboratory,  Carborundum  Co. 
*Harvey,  F.  A.,  Mount  Union,  Pa.,  United  States  Refractories  Corp. 
Harvey,  George  R.,  448  Barton  St.,  Hamilton,  Ont,  Canada,  Vice-Pres. 

and  Mgr.,  Canadian  Hart  Wheels,  Ltd. 
Harvey,  Ives  L.,  Belief onte,  Pa. 

Harvey,    J.  Ellis,  Orviston,  Pa.,  Gen.  Mgr.,  Centre  Brick  and  Clay  Co 
*Hasburg,  John  W.,  1119  North  LaSalle  St.,  Chicago,  111.,  Pres.,  John 
W.  Hasburg  Co.,  Inc. 
Hasslacher,  George   F.,  Box  360,  Cleveland,  Ohio,  Roessler  &  Hass- 
lacher  Chemical  Co. 
♦Hastings,  Francis  N.,  Hartford,  Conn.,  Hartford  Faience  Co. 
*Hatton,  Richard  D.,  1673  Railway  Exchange  Bldg.,  St.  Louis,  Mo.,  Vice- 
Pres.  and  Gen.  Mgr.,  Laclede-Christy  Clay  Products  Co. 
Havas,  A.   B.,   57  Rohrbacher  St.,   Heidelberg,  Germany,   Consulting 
Chemist,  Roessler  &  Hasslacher  Chemical  Co. 
*Haviland,  Jean,  32  Avenue  du  Midi,  Limoges,  France,  Haviland  &  Co. 
Hawke,  C.  E.,  Perth  Amboy,  N.  J.,  Carborundum  Co. 
Hawley,  W.  S.,  Hanley,  Stoke-on-Trent,  England,  George  Howson  & 

Sons,  Ltd.,  Eastwood  Sanitary  Works. 
Hayhurst,  Walter,  The  Laund,  Accrington,  England. 
Hays,  George  H.,  Cleveland,  Ohio,  Asst.  Mgr.,  Vitreous  Enameling  Co. 
Hazelwood,   Fred,  310  "R"  St.,  N.  E.,  Washington,  D.  C. 
Hazlehurst,    Robert   P.,   Old   Bridge,   N.   J.,   Asst.    Supt.,   Old   Bridge 

Enameled  Brick  and  Tile  Co. 
Healey,  A.  S.,  Elizabeth,  N.  J.,  Supt.,  Standard  Sanitary  Pottery  Co. 
Heath,  Fred  T.,  4505  18th  Ave.  N.  E.,  Seattle,  Wash.,  Student,  Uni- 
versity of  Washington. 
Heinz,    George    P.,    The    Heinz    Roofing   Tile    Co.,    1740    Champa    St.. 

Denver,  Colo. 
Heistand,  Elza  F.,  Muncie,  Ind.,  Supt.,  Crucible  Dept,  Gill  Clay  Pot 

Co. 
Helser,  P.  D.,  Flint,  Mich.,  Ceramic  Engineer,  Champion  Ignition  Co. 
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Helwig,  Frank  J.,  2411  Elizabeth  St.,  Pueblo,  Colo. 

-Henderson,    H.    B.,   1538  N.   High    St.,   Columbus,   Ohio,   Supt.,    Orton 
Pyrometric  Cone  Factory- 
Henry,  A.  V.,  Ill  West  2nd  Ave.,  Columbus,  Ohio. 
-Henry,  Frank  R.,  Dayton,  Ohio,  Mgr.,  Dayton  Grinding  Wheel  Co. 
Henry,  Kenneth   M.,  San  Francisco,  Cal.,  Illinois  Pacific  Glass  Co. 
Henshaw,  S.   B.,  Charleston,  W.  Va.,  Asst.  Gen.  Mgr.,  Libbey-Owens 

Sheet  Glass  Co. 
Hepler,   I.  F.,  207  First  National  Bank  Bldg.,  Tyrone,  Pa.,  Chief  En- 
gineer, General  Refractories  Co. 
*Hepplewhite,    J.    W.,    Mellon    Institute,    Pittsburgh,    Pa.,    The    Kop- 
pers  Co. 
Herrold,  R.  P.,  955  Brighton  Blvd.,  Zanesville,  Ohio,  Mosaic  Tile  Co. 
Herron,  James  H.,  1364  West  Third  St.,  Cleveland,  Ohio,  Consulting 

Engineer. 
Herzog,  John  S.,  Newark,  Ohio,  Gen.  Mgr.,  The  Simpson  Foundry  and 

Engineering  Co. 
Hesler,  N.  A.,  Montreal,  Canada,  Gen.  Mgr.,  Consumers  Glass  Co.,  Ltd. 
*Hess,  Henry  W.,  614  Stratford  Place,  Toledo,  Ohio. 
Hettinger,  Edwin  L.,  1325  Mineral  Spring  Rd.,  Reading,  Pa.,  Asst.  Sec. 

and  Purchasing  Agent,  T.  A.  Willson  &  Co.,  Inc. 
Heuisler,  Philip  I.,  Baltimore,  Md.,  Pres.,  Maryland  Glass  Corp. 
Hewitt,  L.  C,  4928  a  Itaska  St.,  St.  Louis,  Mo.,  Chief  Dispatcher,  Lac- 

lede-Christy  Clay  Products  Co. 
Hibbins,  Thomas  A.,  Wellsville,  Ohio,  Gen.  Business  and  Sales  Mgr.. 

The  Stevenson  Co. 
Hibbs,  Joseph  S.,  3203  West  Columbia  Ave.,  Philadelphia,  Pa.,  Asst 
Gen.  Mgr.,  J.  W.  Paxson  Co. 
*Hice,  Richard  R.,  Beaver,  Pa.,  State  Geologist. 
Hill,  Charles  W.,  Perth  Amboy,  N.  J.,  Gen.  Works  Mgr.,  Atlantic  Terra 
Cotta  Co. 
•Hill,  Ercill   C,  Wissahickon  Ave.  and  Juniata  St.,  Philadelphia,  Pa., 
Conkling-Armstrong   Terra  Cotta  Co. 
Hill,  James  Hv  604-608  Pacific  Electric  Bldg.,  Los  Angeles,  Cal.,  Pres., 

Alberhill  Clay  and  Coal  Co. 
Hinrichs,   Carl    G.,   4112   Shenandoah    Ave.,   St.    Louis,   Mo.,    Hinrichs 

Laboratories. 
Hirano,    Kosuke,   Mantetsu  Yogyo,  Shiken  Kojo,   Dairen,   Manchuria. 
Hodges,  R.  T.,  303  Railway  Exchange  Bldg.,  Chicago,  111.,  Magnus  Co. 
Hodson,  G.  A.,  Loughborough,  England,  Managing  Director,  Hathern 

Station  Brick  and  Terra  Cotta  Co.,  Ltd. 
Hoehl,  Joseph  W.,  Box  367,  Piqua,  Ohio. 
-Hoffman,   George    E.,   Trenton,  N.  J.,  Sales   Mgr.,   The  Trenton   Pot- 
teries Co. 
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Hogensen,    E.    Jr.,    1421-41    South    55th    St.,    Cicero,    111.,    Sec.-Treas., 

Chicago    Vitreous    Enamel    Products    Co. 
Hogenson,  William,  1421  So.  55th  St.,  Cicero,  111.,  Vice-Pies.,  Vitreous 

Enamel  Products  Co. 
Hohnan,   Ralph   W.,   402  Washington  St.,  Peru,   Ind.,  Gen.  Foreman, 

Square  D  Co. 

Holbert,  John  S.,  7349  N.   Paulina  St.,  Chicago,  111.,  Dist.   Mgr.,  The 

Hardinge  Co. 
Holland,  Job,  Box  22,  Sheffield,  England. 

Hollingsworth,  C.  M.,  Steubenville,  Ohio,  Ohio  Valley  Clay  Co. 
Hollmeyer,  John  G.,  4226  Hazel  Ave.,  Edgewater  Station,  Chicago,  111., 

Sec.-Treas.,  American  China  Co, 

Hollowell,  R.  D.  T.,  110  S.  Dearborn  St..  Chicago,  111.,  Sec,  American 

Face  Brick  Association. 
Holman,   Harry  B.,  1017  Olive  St.,  St.  Louis  Mo.,  Laclede  Gas  Light 

Co. 
Holmes,  J.  C,  Sandusky,  Ohio,  Supt.,  Sandusky  Bulbs  Works. 
Holmes,  M.  E.,  918  G  St.,  N.  W.,  Washington,  D.  C,  Mgr.  Chemical 

Dept.,  National  Lime  Association. 
Holstein,  L.  S.,  Palmerton,  Pa.,  Chief,  Testing  Dept.,  The  New  Jersey 
Zinc  Co.  (of  Pa.). 
;:Hood,  B.  Mifflin,  Atlanta,  Ga.,  Pres.,  Mifflin  Hood  Brick  Co. 
-Hope,  Herford,  Fingringhoe,  near  Colchester,  Essex,  England,  Colne 

Brick  and  Terra  Cotta  Co.,  Ltd. 
*Horning,   Roy  A.,  Lancaster,  Pa.,  Mgr.,   Lancaster  Brick  Co. 
*Hornung,  Martin  R.,  219  East  St.,  Newcastle,  Pa. 

Hostetler,  G.  R.,  704  Dartmouth  St.,  N.  W.,  Canton,  Ohio. 
*Hostetter,   J.   C.,   Corning,    N.    Y.,    Physical    Chemist,    Corning   Glass 

Works. 
*Hottinger,  A.  F.,  Chicago,  111.,  Treas.,  Northwestern  Terra  Cotta  Co. 
Hoursouripe,  J.,  Palentelen  F.  C.  C.  G.  B.  A.,  Republica  Argentina. 
Houser,  A.  T.,  S.   30th  and  Jane  Sts.,   Pittsburgh,   Pa.,  Mgr.,  Woods 

Lloyd  Co. 
Housman,  Geo.  S.,  208  W.  Fornance  St.,  Norristown,  Pa.,  Gen.  Mgr., 
Lavino  Refractories  Co. 
*Howat,  Walter   L.,  Perth  Amboy,  N.  J.,  Research  Chemist,  Atlantic 

Terra  Cotta  Co. 
*Howe,  Raymond  M.,  507  S.  Lang  Ave.,  Pittsburgh,  Pa.,  Mellon  Insti- 
tute. 
Hower,    H.    S.,    Pittsburgh,    Pa.,    Carnegie    Institute    of    Technology, 

Physics  Dept. 
Hoyler,  Fritz  W.,  Perth  Amboy,  N.  J.,  Works  Mgr.,  Roessler  &  Hass- 
lacher  Chemical   Co. 
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Hudson,  Charles  J.,  39  Kingsbury  St.,  Worcester,  Mass.,  Special  Inves- 
tigator, Norton  Co. 

Huisken,  H.  A.r  5000  Pacific  Blvd.,  Vernon,  Cal.,  The  Vitrefrax  Co. 
*Hull,  W.  A.,  Washington,  D.  C,  U.  S.  Bureau  of  Standards. 
^Humphrey,  Dwight  E.,  128  S.  Fourth  St.,  Cuyahoga  Falls,  Ohio,  Sec, 
Portage  Engineering  Co. 

*  Humphrey,  Harold  P.,  Washington,  N.  J.,  Washington  Porcelain  Co. 
Hunt,  Frank  S.,  Beaver  Falls,  Pa.,  Beaver  Falls  Art  Tile  Co. 
Hunt,  Marsden  H.,  374  Ave.  E,  East  Pittsburgh,  Pa. 

*Hursh,    Ralph    K.,   Urbana,   111.,   Ceramic   Department,   University   of 
Illinois. 

I chi jo.  Mokiji,  Lord  Hall,  Columbus,  Ohio,  Student,  Ohio  State  Uni- 
versity. 

Ide,  Kiyoshi,  Amagasaki  City,  Japan,  The  Amagasaki  Factory,  Asahi 
Glass  Co. 

Iredale,  George  H.,  2414  East  Third  St.,  Los  Angeles,  Cal.,  Whiting- 
Mead  Commercial  Co. 

Irwin,  Dewitt,  East  Liverpool,  Ohio,  Sec,  Potters  Supply  Co. 
*lttner,   W.  W.,  5500  Pershing  Ave.,   St.  Louis,  Mo.,   Treas.,  General 
Clay  Products  Corp. 

Ivery,   Sidney    H.,   4432   Gibson   Ave.,   St.   Louis,    Mo.,   Enamel   Plant 
Supt.,  Hydraulic  Press  Brick  Co. 
*Jackson,  C.   E.,  Wheeling,  W.  Va.,  Pres.,  Warwick  China  Co. 

Jackson,  Frederick  G.,  Columbus,  Ohio,  Asst.  Chemist,  U.  S.  Bureau 
of  Mines. 

Jackson,  H.  W.,  Cambridge,  Ohio,  Guernseyware  Co. 

Jackson,  Wynne  L.,  Ill  S.  Kilpatrick  Ave.,  Chicago,  111. 

*  Jacobs,  W.  M.,  Charleroi,  Pa.,  Pittsburgh  Plate  Glass  Co. 
Jacobsen,   Carl,   7   Malmogade,   Copenhagen,   Denmark,   Professor  of 

Ceramics,  Technical  High  School. 

Jacquart,  Chas.  E.,  South  River,  N.  J.,  American  Enameled  Brick  Co. 
*Jaeger,  Frank  G.,  10th  and  Mullanphy  Sts.,  St.  Louis,  Mo.,  Vice-Pres. 
and  Gen.  Mgr.,  Superior  Enamel  Products  Co. 

James,  W.  Roy,  118  W.  14th  St.,  Marion,  Ind.,  Bethevan  Factory,  Mac- 
beth-Evans Glass  Co. 
*Jeffery,  Joseph  A.,  Detroit,  Mich.,  Pres.,  Champion  Porcelain  Co. 

Jeffery,  L.  Edson,  Detroit,  Mich.,  Champion  Porcelain  Co. 

Jenks,   H.   P.,   614-615  Commerce  Bldg.,  Cor.   High   and   Spring  Sts., 
Columbus,  Ohio,  Hook  Patent  Kiln  Co. 

Jensen,  James  L.,  156  Green  St.,  Brooklyn,  N.  Y.,  Asst.  Mgr.,  Empire 

China  Works. 
*Jeppson,   George   N.,   Worcester,   Mass.,   Sec.   and  Works   Mgr.,   Nor- 
ton Co. 

Jewett,  Fred   E.,  Muncie,  Ind.,  Gen.  Supt.,  Ball  Bros.  Glass  Mfg.  Co. 
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Jewett,  Richmond,  Lackawanna,  N.  Y.,  Supt.,  Jewett  Refrigerator  Co. 
Johnson,  A.  A.  V.,  1137  W.  78th  St.,  Chicago,  111.,  L.  E.  Rodgers  En- 
gineering Co. 

Johnson,  Joseph,  Trenton  Potteries  Co.,  Trenton,  N.  J.,  Chemist,  Re- 
search Division. 

Johnson,  William,  207  St.  James  St.,  Montreal,  Canada,  Pres.,  Cana- 
dian  Non-Metallic    Minerals,    Ltd. 

Johnson,  William  J.,  4148  Langland  St.,  Cincinnati,  Ohio,  Clay  Sales- 
man, National  Sales  Co. 
*Johnston,  John,  245  East  Rock  Road,  New  Haven,  Conn. 

Johnston,  Robert  M.,  Kenova,  W.  Va.,  Ceramic  Engineer,  Jeffery-De- 
witt  Insulator  Co. 

Jones,  Benjamin   C,   Pittsfield,   Mass.,  Pittsfield   Porcelain  Works  of 
General  Electric  Co. 

Jones,  Cecil,  Maurer,  N.  J.,  American  Encaustic  Tiling  Co. 
*Jones,  Chester   H.,   1570   Old   Colony   Bldg.,   Chicago,    111.,   Industrial 
Editor,  "Chemical  and  Metallurgical  Engineering." 

Jones,  John    Edward,  28  Vine  St.,  Trenton,  N.  J.,  Trenton  Potteries 
Co. 

Jones,  Otis  L.,  Ogelsby,  111.,  Pres.  and  Mgr.,  Illinois  Clay  Products  Co. 

Jones,  Richard    E.,    904    Lock    St.,    Tarentum,    Pa.,    Pittsburgh    Plate 

Glass  Co. 
♦Jones,  Robert  W.,    Geologist,  Catskill,  N.  Y. 

Jones,    Walter   A.,   50    So.    Third    St.,   Columbus,    Ohio,    Pres.,  W.   R. 
Jones  &  Co. 

Justice,  Ithamar  M.,  Dayton,  Ohio,  Vice-Pres.,  Manufacturers'  Equip- 
ment Co. 

Kahn,  Bertrand  B.,  Hamilton,  Ohio,  Sec.  and  Gen.  Works  Mgr.,  Estate 

Stove  Co. 
Kahn,  Harry  J.,  1218  Wheeler  St.,  New  York  City. 
Kahn,    Isaac,  2428   Reading  Rd.,   Cincinnati,   Ohio,   Owner,   Wheatley 

Pottery  Co. 
*Kalbfleisch,  G.  C,  Tiffin,  Ohio,  Mgr.,  Standard  Sanitary  Mfg.  Co. 
Kallstedt,  C.  H.,  72  W.  Adams  St.,  Chicago,  111.,  Industrial  Gas  En- 
gineer. 
Kanashima,  Shigeta,  Tokyo  Technical  College,  Asakusa,  Tokyo,  Japan. 
Kanengeiser,  Fred   R.,  Poland,  Ohio. 
Karan,  William,  136  Gould  St.,  Beaver  Dam,  Wis.,  Monarch  Malleable 

Iron  Range  Co. 
*Karzen,  Samuel  C,  Arctic  and  Kalmia  Sts.,  San  Diego,  Cal.,  Standard 

Mfg.  Co. 
Kato,    Mitsu,   Uno-ko,   Okayaraaken,   Japan,   Managing  Director,   Uno 

Fire  Brick  Co. 
Kawai,  Kozo,  Inbe,  Wakegun,  Okayamaken,  Japan.  Kyushu  Fire  Brick 

Co. 
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Kebler,  Leonard,  Mt.  Vernon,  N.  Y.,  Ward-Leonard  Electric  Co. 
Keehn,  Clarence  C,  Canandaigua,  N.  Y.,  Pres.  and  Gen.  Mgr.,   Lisk 
Mfg.  Co.  Ltd. 
*Keele,  J.,  Ottawa,  Canada,  Department  of  Mines,  Mines  Branch. 
Keenan,  James  T.,  Parkersburg,  W.  Va.,  Supt.,  Vitrolite  Co. 
Keenan,  John  F.,  1147  20th  Ave.  N.,  Seattle,  Wash.,  Gen.  Mgr.,  Denny- 

Renton  Clay  and  Coal  Co. 
Keese,  A.  W.,  1312  E.  112th  St.,  Cleveland,  Ohio,  Gen.  Supt.,  Collin- 

wood  Shale  Brick  and  Supply  Co. 
Kelkar,  G.   D.,  847  Sadashive  peth,  Poona  City,  Bombay  presidency, 

India. 
Kelly,  M.  J.,  88  Van  Dyke  St.,  Brooklyn,  N.  Y.,  Vice-Pres.  and  Mgr., 

Brooklyn  Fire  Brick  Works. 
Kempf,  John  R.,  Detroit,  Mich.,  Detroit-Star  Grinding  Wheel  Co. 
Kendrick,  Lucius  S.,  513  Bearinger  Bldg.,  Saginaw,  Mich.,  Vice-Pres. 

and  Gen.  Mgr.,  Central  Michigan  Clay  Products  Co. 
Kennedy,  John   H.,  114  Hubbel  St.,  Canandaigua,  N.  Y.,  Asst.   Supt., 
Lisk  Mfg.  Co.  Ltd. 
*Kent,  G.  G.,  241   Cavalry  Ave.,  Detroit,  Mich.,  Detroit-Star  Grinding 
Wheel  Co. 
Kenyon,  S.  Spicer,  321  First  St.,  Niagara  Falls,  N.  Y.,  Carborundum 
Co. 
*Keplinger,    Robert   B.,   Canton,   Ohio,   Asst.   Gen.   Supt.,   Metropolitan 
Paving  Brick  Co. 
Ker,  Severn  R.  Jr.,  Sharon  Steel  Hoop  Co.,  Sharon,  Pa. 
*Kerr,  C.   H.,  342  East  2nd  St.,  Moorestown,  N.  J.,   DeZeng-Standard 

Co.,  Camden,  N.  J. 
*Kerr,  W.  B.,  Syracuse,  N.  Y.,  Pres.,  Iroquois  China  Co. 
Keuffel,  Carl  W.,  Adams  and  Third  Sts.,  Hoboken,  N.  J.,  Keuffel  & 

Esser  Co. 
Khosla,  Jamnadas,  4617   Center  Ave.,   Pittsburgh,   Pa.,   Student,  Uni- 
versity of  Pittsburgh. 
*Kier,  S.  M.,  2243  Oliver  Bldg.,  Pittsburgh,  Pa.,  Pres.,  Kier  Fire  Brick 
Co. 
Kimberling,    Henry    R.,   5034a  Arsenal  St.,  St.   Louis,   Mo.,  Foreman, 
Blackmer  &  Post  Pipe  Co. 
*  Kimble,    Herman    K.,  Vineland,   N.  J.,  Mgr.,   Scientific  Glass   Depart- 
ment, Kimble  Glass  Co. 
King,  Earl  O.,  Box  190*  Baltimore,  Md.,  American  Refractories  Co. 
King,   Walter  A.,  Elyria,   Ohio,  Asst,  Enamel  Research  Laboratory, 
Elyria  Enameled  Products  Co. 
♦Kingsbury,  Percy  C,  50  Church  St.,  New  York  City,  Chief  Engineer, 

General  Ceramics  Co. 
*Kirk,   Charles   J.,   New   Castle,   Pa.,  Pres.   and  Gen.   Mgr.,   Universal 
Sanitary  Mfg.  Co. 
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Kirk,  H.  S.,  New  Castle,  Pa.,  Sec,  Universal  Sanitary  Mfg.  Co. 
*Kirkpatrick,  F.  A.,  Kenova,  W.  Va.,  Jeffery-Dewitt  Insulator  Co. 

Kitamura,  Y.,  Kyoto,  Japan,' Director  and  Chief  Engineer,  Shofu  Kogo 
Kafushiki  Kaisha,   (Shofu  Industrial  Co.  Ltd.) 

Klaesius,   Paul    K.,  3350   Scotten  Ave.,  Detroit,  Mich.,  Factory  Supt., 
Wolverine  Porcelain  Enameling  Co. 
*Klein,  A.  Albert,  Worcester,  Mass.,  Research  Laboratory,  Norton  Co. 

Klein,  Gordon,  Springfield  Paving  Brick  Co.,  Springfield,  111.,  Ceramic 
Engineer. 

Kleinfeldt,  Henry  F.,  220  Broadway,  New  York  City,  Secretary,  Abbe 
Engineering  Co. 

Kline,  Z.  C,  Central  Falls,  R.  I.,  National  Lamp  Works. 
Klinefelter,  T.  A.,  Box  317,  Tottenville,  Staten  Island,  N.  Y.,  Atlantic 
Terra  Cotta  Co. 

Kneisel,    Carl    F.,    Sheridan,    Wyo.,    Sec.-Treas.    and    Mgr.,    Sheridan 
Press  Brick  and  Tile  Co. 
*Knight,   M.  A.,  East  Akron,  Ohio. 

*Knollman,  H.  J.,  116  N.  Paxon  St.,  Philadelphia,  Pa.,  The  Abrasive  Co. 
*Knote,  J.   M.,   (Address  unknown)  , 

Knowles,  H.  H.,  Santa  Clara,  Cal.,  Pres.,  The  Homer  Knowles  Pot- 
tery Co. 

Knowles,  W.  V.,  Peoples  Gas  Bldg.,  Chicago,  111.,  Dist.  Mgr.  and  Tech- 
nical Representative,  Titanium  Alloy  Mfg.  Co.,  Buckman  and 
Pritchard  Inc. 

Knudsen,   Rolf,  Borgestad,  Norway,  Borgestad  Chamottefabrik. 

Koch,  Arthur  L.,  1898  Berkeley  Ave.,  St.  Paul,  Minn. 

Koch,  Chas.  F.,  Cincinnati,  Ohio,  The  National  Sales  Co. 

Koering,  E.  W.,  Crystal  Ave.,  Vineland,  N..J.,  Department  Foreman, 
Kimble  Glass  Co. 

Koerner,  Walter  E.,  Harrison,  N.  J.,  Chief  Glass  Chemist,  Edison 
Lamp  Works. 

Kohler,  Anthony  M.,  85  Liberty  St.,  New  York  City,  Mechanical  En- 
gineer, The  Babcock  &  Wilcox  Co. 
*Kohler,  Walter  J.,  Kohler,  Wis.,  Pres.,  J.   M.  Kohler  Sons  Co. 

Kondo,  S.,  Tokyo  Higher  Technical  School,  Tokyo,  Japan. 

Koos,  E.  K.,  New  Cumberland,  W.  Va.,  Chelsea  China  Co. 

Koupal,  Walter  G.,  Creighton,  Pa.,  Chemist,  Pittsburgh  Plate  Glass 
Co. 

Krak,  J.  B.,  42  Hammond  St.,  Jamaica,  N.  Y.,  Technical  Editor,  "The 
Glass  Industry." 

Kraner,  Hobart  M.,  61  Welch  Ave.,  Columbus,  Ohio,  U.  S.  Bureau  of 
Mines. 

Kraus,  Charles   E.,  66  87th  St.,  Brooklyn,  N.  Y. 
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Kraus,  Louis  P.  Jr.,  East  Liverpool,  Ohio,  Vice-Pies.,  Kraus  Research 

Laboratories,  Inc. 
Kraus,  Lysle  R.,  159  Forest  Ave.,  West  Englewood,  N.  J.,  Sec,  Kraus 

Research  Laboratories,  Inc. 
Krause,  George,  R.  F.  D.  1,  Zanesville,  Ohio. 
Krebs,    A.    E.,    South    16th    St.,    Belleville,    111.,    Belleville    Enameling 

Works. 
Kreger,  John    M.,  Woodbridge,  N.  J.,  Woodbridge  Ceramic  Corp. 
*Krehbiel,  Junius  F.,  1538  N.  High  St.,  Columbus,  Ohio,  Orton  Pyro- 
metric  Cone  Factory. 
Kreitzer,  Henry  R.,  277  Hawthorne  Ave.,  Portland,  Ore.,  Sec,  Colum- 
bia Brick  Works. 
Krekel,  Albert,  1917  W.  Fayette  St.,  Baltimore,  Md.,  Engineer,  Por- 
celain Enamel  and  Manufacturing  Co. 
*Krick,  George  M.,  Decatur,  Ind.,  Gen.  Mgr.,  Krick,  Tyndall  &  Co. 
*Krusen,  I.  Andrew,  Danville,  111.,  American  Refractories  Co. 
Krusen,  Joseph  H.,  A.  P.  Green  Fire  Brick  Co.,  Mexico,  Mo. 
Kurahashi,  T.,  P.  O.  Terasho,  Shigaken,  Japan. 
*Kurtz,  John   C.,  Rochester,  N.    Y.,  Bausch  &  Lomb  Optical  Co. 
Kurtz,  Thos.  N.,  Claysburg,  Pa.,  Standard  Refractories  Co. 
Lacy,   Mattie  Lee,  Denton,  Texas,  College  oT  Industrial  Arts. 
Laird,  Charles,  4956  McPherson  St.,  St.  Louis,  Mo. 
Laird,    Clinton    N.,    Canton,    China,    Professor   of   Chemistry,    Canton 
Christian  College. 
"Laird,  J.  S.,  315  Jefferson  St.,  Charleston,  W.  Va.,  Champicn  Porcelain 

Co. 
*Lambie,  J.   M.,  Washington,   Pa.,  Vice-Pres.  and  Gen.    Mgr.,   Findlay 
Clay  Pot  Co. 
Lamborn,    Lloyd,  118  East  28th  St.,  New  York  City,  Editor,  "Chem- 
ical Age." 
*Lamont,  R.  A.  Jr.,  Salem,  Ohio,  Gen.  Mgr.,  National  Sanitary  Co. 
*  Landers,    Wm.    F.,    Indianapolis,    Ind.,    Supt.,    U.    S.    Encaustic    Tile 

Works. 
:::Landrum,    R.    D.,  2645  Ashton  Rd.,   Cleveland,  Ohio,  Vice-Pres.,  The 

Vitreous  Enameling  Co. 
lLangenbeck,    Karl,  1625  Hobart  St.  N.  W.,  Washington,  D.  C. 
Langworthy,   H.  S.,  Jewettville,  N.  Y.,  Vice-Pres.  and  Supt.,  Jewett- 

ville  Clay  Products   Co. 
Lapp,  G.  W.,  LeRoy,  N.  Y.,  Electrical  Engineer,  Lapp  Insulator  Co. 
Lard  in,  R.  H.,  Creighton,  Pa.,  Pittsburgh  Plate  Glass  Co. 
*Larkin,  Paul  G.,  Box  92,  Lincoln,  Cal.,  Gladding,  McBean  &  Co. 
Larkins,  Samuel   B.,  Salineville,  Ohio,  Supt.,  National  China  Co. 
Larson,   Gustaf,   503   Security  Bldg.,  Los   Angeles,   Cal.,  Los  Angeles 

Brick    Co. 
Lasley,    Marshall,   801   Volunteer   Bldg.,   Chattanooga,   Tenn. 
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Lauer,  Frank  E.,  Cowansville,  Quebec,  Canada,  The  W.  F.  Vilas  Co. 
Ltd. 

Laughlin,  Samuel  O.,  Wheeling,  W.  Va.,  Pres.  and  Gen.  Mgr.,  Wheel- 
ing Tile  Co. 

Lawler,  John  J.,  839  Thomas  Ave.,  Forest  Park,  111.,  Salesman,  Jas. 
H.  Rhodes  &  Co. 

Lawrence,  George  J.,  7709  S.  Morgan  St.,  Chicago,  111.,  Field  Mgr., 
The  J.  B.  Ford  Co. 

Lawson,    Carl    H.,    Bacon    St.,    Waltham,    Mass.,    Waltham    Grinding 

Wheel  Co. 

Lawson,  George  G.,  2525  Clybourn  Ave.,  Chicago,  111.,  Northwestern 
Terra  Cotta  Co. 

Lawton,  Lewis  H.,  Trenton,  N.  J.,  Sec.  and  Gen.  Mgr.,  Jonathan  Bart- 
ley  Crucible  Co. 

Lax,  Frederick,  Hunslet,  Leeds,  England,  Albert  Glass  Works. 

Lax,  Thomas,  Hunslet,  Leeds,  England,  Clarence  Glass  Works. 
♦Layman,   Frank   E.,  Milwaukee,  Wis.,  Cutler-Hammer  Co. 

Lee,  P.  William,  395  14th  Ave.,  Columbus,  Ohio. 

Leibson,  J.  S.,  15  Robinson  Rd.,  Shanghai,  China,  China  General  Edi- 
son Co. 

Lemley,  W.  E.,  Taylor,  Wash.,  Supt.,  Denny-Renton  Clay  and  Coal  Co. 

Levings,  G.  v.  B.,  Box  86,  Seneca,  Newton  Co.,  Mo.,  Resident  Mgr., 
American  Tripoli  Co. 

Leyerle,  Arthur  R.,  3595  West  47th  St.,  Cleveland,  Ohio. 
*Libman,    Earl    E.,   Urbana,   111.,   Ceramic   Department,   University   of 

Illinois. 
♦Lillibridge,  H.  D.,  Zanesville,  Ohio,  American  Encaustic  Tiling  Co. 

Limberg,  Frank,  Box  505,  Cincinnati,  Ohio,  Gen.  Mgr.,  Limberg  En- 
ameling Works. 

Lin,  C.  C.,  31  Inside  Grand  East  Gate,  Shanghai,  China. 
*Linder,  Cyril   S.,  Creighton,  Pa.,  Pittsburgh  Plate   Glass  Co. 

Lindley,  Jacob,  Tiltonville,  Ohio,  Riverside  Potteries  Co. 

Lindmueller,  Charles,  East  Chicago,  Ind.,  Supt.,  Metal  and  Thermit 
Corp. 

Lindsay,  George  W.,  Denver,  Colo.,  Factory  Supt.,  Denver  Fire  Clay 
Co. 

Lindsay,  R.  D.,  W.  1.6th  Ave.  and  Clay  St.,  Denver,  Colo.,  Supt..  The 

Denver  Pressed  Brick  Co. 
Ling,  S.  C,  562  Medhurst  Road,  Shanghai,  China. 
Lintz,  E.  H.,  Lackawanna,  N.  Y.,  Jewett  Refrigerator  Co. 
Lippert,   Charles  G.,   610   Crest  Ave.,   Charleroi.   Pa.,   Macbeth-Evans 

Glass  Co. 
Lippert,  Walter  T.,  1322  E.  Broadway.   Alton.   111..   Illinois  Glass  Co. 
Little,  E.  C,  1673  Railway  Exchange  Bldg.,  St.  Louis,  Mo.,  Asst.  Sales 

Mgr.,  Laclede-Christy  Clay  Products  Co. 
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Little,    H.    B.,  Baltimore,  Md.,  Pres.,  Baltimore  Enamel  and  Novelty 

Co. 
Liu,  S.  Y.,  19  Harrison  Ave.,  Boston,  Mass. 

Llige  y   Pages,  Juan,  304  Consejo  de  Ciento  St.,  Barcelona,  Spain. 
Lloyd,  A.,  Washington,  Pa.,  Supt,  Hazel  Factory  No.   2,  Hazel-Atlas 

Glass  Co. 
Locke,  F.  M.,  Victor,  N.  Y. 

Long,  R.  N.,  Woodbridge,  N.  J.,  Federal  Terra  Cotta  Co. 
*Longenecker,  H.  L.,  Cambridge,  Md.,  Mgr.,  Cambridge  Brick  Co. 
*Loomis,  George  A.,  Steubenville,  Ohio,  Ohio  Valley  Cay  Co. 
Lord,  F.  G.,  341  Fourth  Ave.,  Pittsburgh,  Pa.,  Pennsylvania  Pulveriz- 
ing Co. 
Lord,    N.   W.    Jr.,   338  W.    8th   Ave.,   Columbus,    Ohio,    Student,   Ohio 

State  University. 
Louthan,   Wm.    B.,  East  Liverpool,   Ohio,   Mgr.,    Louthan   Supply   Co. 
Lovatt,  John,  1308  Brunswick  Bldg.,  Trenton,  N.  J.,  Kiln  Builder. 
Love,    Herbert  G.,   207  Hammond  Bldg.,   Moose  Jaw,   Sask.,   Canada, 
Dominion  Fire  Brick  &  Clay  Products  Co.  Ltd. 
*Lovejoy,   Ellis,  480  W.  6th  Ave.,  Columbus,  Ohio,  Mgr.,  Lovejoy  En- 
gineering Co. 
Lucas,    Herbert    L.,   Champaign,   111.,    Student,    University   of   Illinois. 
*  Lucas,   H.  J.,  2525  Clybourn  Ave.,   Chicago,   111.,  Northwestern  Terra 
Cotta  Co. 
Ludlum,   Bert  A.,  Noblesville,  Ind.,  Mgr.,  Union  Sanitary  Works. 
Luepke,    Emil   J.,   2001   S.  Kings  Highway,   St.   Louis,   Mo.,   Foreman, 

Quick  Meal  Stove  Co. 
Luter,    Clark    A.,    401-4    Lobe   Bldg.,   South    Gay    St.,   Baltimore,   Md., 

Consulting  Ceramist. 
Lynch,   Richard   H.,  8th  and  O'Donnell  Sts.,  Baltimore,  Md. 
Lyon,  J.  Boyd,  St.  Louis,  Mo.,  Laclede-Christy  Clay  Products  Co. 
Lyon,   P.  W.,  1332  Frick  Bldg.,   Pittsburgh,  Pa.,  Special  Representa- 
tive, American  Sheet  and  Tin  Plate  Co. 
Lyons,   Chas.    E.,  Kenova,  W.   Va.,    Supt.   of  Productions,   Jeffery-De- 

witt  Insulator  Co 
McAllister,  James  E.,  Trenton,  N.  J.,  Ceramist,  J.  L.  Mott  Co. 
*McBean,    Atholl,    311-317    Crocker   Bldg.,    San    Francisco,    Cat,    Glad- 
ding, McBean   &   Co. 
McCauley,  George  V.,  Corning,  N.  Y.,  Physicist,  Corning  Glass  Works. 
McClafferty,   Harry  J.,  2124  Andrews  St.,  Rockford,  111.,  Supt.,  Rock- 
ford  Vitreous  Enamel  Co. 
*McCoy,   William,   334   Adair  Ave.,   Zanesville,    Ohio,   Mechanical    En- 
gineer, American  Encaustic  Tiling  Co. 
*McDanel,  Walter  W.,  532  Thirteenth  Ave.,  New  Brighton,  Pa. 
*McDougal,  Taine  G.,  Flint,  Mich.,  Champion  Ignition  Co. 
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♦McDowell,   J.   S.,   Pittsburgh,   Pa.,   Research   Dept,   Harbison-Walker 
Refractories  Co. 
McDowell,    S.    J.,    Flint,    Mich.,    Ceramic    Engineer,    Champion    Igni- 
tion Co. 
*McElroy,  R.  H.,  Dayton,  Ohio,  International  Clay  Machinery  Co. 

McGean,  Ralph  L.,  Harshaw  Fuller  &  Goodwin  Co.,  545  Hanna  Bldg., 

Cleveland,  Ohio. 
McGee,   Earle   N.,  Syracuse,  N.  Y.,  Research  Laboratory,  Semet-Sol- 

vay  Co. 
McHose,   Malcolm   M.,  Perth  Amboy,  N.  J.,  Mgr.,  L.  H.  McHose  Inc. 
McKaig,    W.    Wallace,    Cumberland,    Md.,    McKaig   Machine   Foundry 

and  Supply  Works. 
McKelvey,  John   H.,  St.  Louis,  Mo.,  Sales  Mgr.,  Laclede-Christy  Clay 

Products  Co. 
*McKinley,   J.    M.,   Curwensville,   Pa.,   Crescent  Refractories    Co. 
McLaughlin,  John,  Box  31,  Tiltonville,  Ohio,  Wheeling  Sanitary  Mfg. 

Co. 
MacMichael,  P.  S.,  Auburn,  Wash.,  Pres.,  Northern  Clay  Co. 
McMillan,    H.    B.,    Lincoln,    Cal.,    Asst.    Ceramic    Chemist,    Gladding, 

McBean  &  Co. 
McMillan,  Herbert  S.,  Detroit,  Mich.,  Sec.  and  Mgr.,  Porcelain  Enam- 
eling and  Mfg.  Co. 
McNeil,  Daniel  W.,  2374  Mound  Ave.,  Norwood,  Ohio,  Gen.  Supt.,  The 

John  Douglas  Co.,  Cincinnati,  Ohio. 
McVay,  T.   M.,  Kenova,  W.  Va.,  Basic  Products  Co. 
Mackenzie,  Wm.  G.,  702  W.  24th  St.,  Wilmington,  Del.,  Golding  Sons 

Co. 
Mackie,  I.  C.,  Sydney,  Nova  Scotia,  Dominion  Iron  and  Steel  Co. 
♦Maddock,  A.  M.  Jr.,  Trenton,  N.  J.,  Thomas  Maddock  &  Sons. 
Maddock,  Charles  S.  Jr.,  Trenton,  N.  J.,  Works  Mgr.,  Thos.  Maddock 

Sons  Co. 
♦Maddock,   Henry    E.,  Trenton,  N.  J.,  John  Maddock  &   Sons. 
Maddock,  John   B.,  Trenton,  N.  J.,  John  Maddock  &  Sons. 
Madeira,  Crawford  C,  900  North  American  Bldg.,  Philadelphia,  Pa., 

Maderia  Hill  &  Co. 

Mahoney,    Frank    B.,    C'raiip    Enamel   Ware   Co.,    Chattanooga,    Tenn., 

Asst.  Supt. 
Malborn,  Joseph,  634   S.  Homewood  Ave.,  Warren,   Ohio,   Asst.   Gen. 

Supt.,  Sharon  Steel  Hoop  Co. 
Maley,  William   V.,  315  W.   Maryland  Ave.,   Sebring,  Ohio,  Foreman, 

Limoges  China  Co. 
Malinovszky,   A.,  316   Portland  Ave.,   Belleville,   111.,   U.   S.   Smelting 

Furnace  Co. 
Malkin,  William  R.,  Box  669,  Wheeling.  W.  Va. 
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Mai  lory,   J.    M.,   Savannah,  Ga.,  Gen.  Industrial  Agt.,  Central  of   Ga. 
Railway  Co. 
*Malm,  Arthur  T.,  18  Orne  St.,  Worcester,  Mass.,  Norton  Co. 
*Malsch,   Werner,  709-717  Sixth  Ave.,  New  York  City,  Ceramic  Dept, 

Roessler  &  Hasslacher  Chemical  Co. 
*Maltby,  Alfred,  70  East  3rd  St.,  Corning,  N.  Y.,  Supt.,  Corning  Brick 
Terra  Cotta  and  Tile  Co. 
Mandle,    I.,   1318  Wright  Bldg.,   St.   Louis,   Mo.,    Sec.-Treas.,   Mandle 

Clay  Mining  Co. 
Mandle,  Sidney   R.,  Whitlock,  Tenn.,  Asst.  Treas.,  Mandle  Clay  Min- 
ing Co. 
*Manion,  L.  W.,  1370  Greenfield  Ave.  S.  W.,  Canton,  Ohio. 
Mann,  Thomas  S.,   695   Sherlock  Ave.,  Portland,   Ore.,   Mgr.,   Pacific 

Stoneware  Co. 
Manor,  John  M.,  East  Liverpool,  Ohio,  Mgr.,  Golding  Sons  Co. 
Manson,  Mahlon   E.,  Milwaukee,  Wis.,  Chemist,  Rundle  Mfg.  Co. 
Marks,  Melville,  29  Broadway,  New  York  City,  Moore  &  Munger. 
Marquette,  John  R.,  Belle,  Mo.,  President  Marquette  Mining  Co. 
Marsh,   Henry  S.,  Youngstown,   Ohio,  Sharon  Steel  Hoop  Co. 
Marshall,  S.  M.,  121  Madison  Ave.,  New  York  City. 
*Marson,    Percival,   Whinhouse,   Sydney   Terrace,   Craigentinny,   Edin- 
burgh, Scotland,  Webbs'  Crystal  Glass   Co.,  Ltd. 
*  Martens,  Paul,  Chrome,  N.  J.,  Metal  and  Thermit  Corp. 
Martin,  Earle  V.,  Forest  Grove,  Ore.,  Forest  Grove  Clay  Products  Co. 
Martin,   Leonard   A.,  2212  East  Lake  Ave.,  Seattle,  Wash.,   Chemist, 

Denny-Renton  Clay  and  Coal  Co. 
Martin,  S.  C,  Kittanning,  Pa,  Kittanning  Brick  and  Fire  Clay  Co. 
*Martz,  Joseph  A.,  18th  and  Clark  Sts.,  Wellsville,  Ohio,  McLain  Fire 
Brick  Co. 
Maruyama,  Junkichi,  7   Icchome,  Gojotori,   Chikko,  Osaka,  Japan. 
Mauschbaugh,  'Henry    J.,    806    Linn    St.,    Peoria,    111.,    Carter's    Brick 
Yard  No.   2. 
♦Mayer,  A.  E.,  Mayer  China  Co.,  Beaver  Falls,  Pa. 

*Maynard,   T.    Poole,   1321  Hurt  Bldg.,  Atlanta,  Ga.,   Consulting  Geol- 
ogist. 
Meissner,     Max,    201    E.    Chestnut    St.,    Hoopeston,    111.,    Enameler, 
Sprague   Canning  Machine  Co. 
*Mellor  F.  G.,  New  Castle,  Pa.,  Shenango  Pottery  Co. 
fMellor,  J.  W.,   Sandon  House,  Regent  St.,   Stoke-on-Trent,  England. 
Memory,  N.  H.,  46  Bridge  St.,  Newark,  N.  J.,  Engineer,  Isbell-Porter 

Co. 
Menne,  L.  H.,  977  N.  Main  St.,  Rockford,  111.,  George  D.  Roper  Corp. 
Merica,    Paul    D.,   Bayonne,    N.   J.,    Supt.    of   Research,    International 
Nickel  Co. 
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Merritt,   L.   M.,  586  E.  Long  St.,  Columbus,  Ohio,  Ceramic  Engineer, 
Barnbey-Cheney  Engineering  Co. 

Metz,  G.  F.,  120  Broadway,  New  York  City,  Sales  Engineer,  Hardinge 
Co. 
*Metzner,    Otto,    Cincinnati,    Ohio,    Supt.    of    Manufacture,    Rookwood 
Pottery  Co. 

Middleton,  George,  165  Broadway,  New  York  City,  Patent  Attorney. 

Middleton,  Jefferson,   1329    Randolph   St.   N.   W.,  Washington,   D.   C, 
Statistician,    U.    S.    Geological    Survey. 

Milford,  L.  R.,  Syracuse,  N.  Y.,  Laboratory  Mgr.,  The  Solvay  Process 
Co. 

Miller,  Donald   M.,  633  Monmouth  St.,  Trenton,  N.  J.,   Sec,  Crossley 
Machine  Co. 

Miller,  Emerson    R.,  Zanesville,  Ohio,   Salesman,  Mosaic   Tile   Co. 

Miller,  Julius  J.,   (Address  unknown). 

Miller,  J.  Walter,  634  Forest  Ave.,  Zanesville,  Ohio,  Mechanical  En- 
gineer, Mosaic  Tile  Co. 

Milligan,  Frank  W.,  Parkersburg,  W.  Va.,  Mgr.,  General  Porcelain  Co. 

Mills,  George   P.,  908  Chestnut  St.,  Philadelphia,  Pa.,  Electrical  En- 
gineer, Electric  Furnace  Construction   Co. 

Minehart,  A.  G.  Jr.,  Toledo,  Ohio,  The  Rock  Products  Co. 
*Miner,   Harlan   S.,  Gloucester  City,  N.  J.,  Chemist,  Welsbach   Co. 

M inter,  Maurice  M.,  922  Broad  St.,  Columbue,  Ga.,  The  Minter  Sy  tern. 

Minton,  C.   R.,  Box  14,  Seville,  Ohio. 

Minton,    G.   Z.,    Creighton,    Pa.,   Ceramic   Engineer,    Pittsburgh    Plate 
Glass  Co. 
-Minton,  R.  H.,  Metuchen,  N.  J.,  Gen.  Supt.,  General  Ceramics  Co. 

Misumi,  Aizo,  Marunouchi,  Tokyo,  Japan,  Asahi  Glass  Co. 

Mitchell,   Henry    J.,    4547    Montclair   Ave.,    Detroit,    Mich.,    Champion 
Porcelain  Co. 

Mitchell,  Leon   W.,    (Address  unknown). 

Mitscherling,  W.  O.,   Landing,   N.  J.,   Atlas  Powder  Co. 

Modes,  Chas.  H.,  1602  Henry  St.,  Alton,  111..  Illinois  Gla  s  Co. 

Moellering,  Walter  S.,  414  Montgomery  St.,  Fort  Wayne,   Ind.,  Wm. 
Moellering's  Sons. 

Momoki,  Saburo,  Sanbonmatsu,  Kokura,  Kyushu,  Japan,  Ceramic  En- 
gineer. 

Moncrieff,  James  W.,  428  E.  Pine  St.,   Stockton.  Cal. 

Montag,  Harry  A.,  883  Commercial  St.,  Portland,  Ore.,  Supt.,  Montag 
Stove  Works. 
-Montgomery,  E.  T.,  Franklin,  Ohio,  Pres.  and  Gen.  Mgr.,  Montgomery 
Porcelain  Products  Co. 

Montgomery,  J.  C.,  Sebring,  Ohio,  Supt.,  Limoges  China  Co. 

Montgomery,  R.  A.,  213  Second  St.,  Niagara  Falls,  N.  Y ..  Carborundum 
Co. 
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*Montgomery,  Robert  J.,  Rochester,  N.  Y.,  Bausch  &  Lomb  Optical  Co. 
Moore,  Earl  J.,  Bldg.  Y-7,  Camp  Sherman,  Ohio. 

Moore,  E.  S.,  State  College,  Pa.,  Dean,  School  of  Mines,  Pennsylvania 
State  College. 

*  Moore,  H.  W.,  8300  Torresdale  Ave.,  Holmesburg,  Philadelphia,  Pa., 

Precision  Grinding  Wheel  Co. 

*  Moo  re,  Joseph    K.,  122  Waverly  Place,  New  York  City,  Consulting 

Ceramic    and    Production    Engineer,    Sanderson    &    Porter. 
*Morey,    George  W.,  2801  Upton  St.,  Washington,  D.   C,   Geophysical 

Laboratory. 
Morley,   S.    I.,  246  E.   Ohio  Ave.,  Sebring,  Ohio,   Sales  Mgr.,   Sebring 

Pottery  Co. 
Moroney,  John  J.,  2825  W.  Harrison  Ave.,  Chicago,  111. 

Morris,    Bert  W.,   5049   Murdock  Ave.,   St.   Louis,   Mo.,   Supt.,  Parker 
Russell  Mining  &  Mfg.  Co. 
*Morris,  George    D.,  413  Hillcrest  Ave.,   New  Castle,  Pa.,   Supt.,   New- 
Castle  Refractories  Co. 

Morris,    Paul    R.,  300  East  9th  Ave.,  Tarentum,   Pa.,   Chemist,   Pitts- 
burgh Plate  Glass  Co. 

Morrow,    Robert   P.,   1513   Rockefeller  Bldg.,   Cleveland,    Ohio,    Sales- 
man, Harbison-Walker  Refractories  Co. 

Moss,  Lester  M.,  Harrison,  N.  J.,  Supt.,  Harrison  Bulb  Works  of  Gen- 
eral Electric  Co. 
*Mossman,    P.    B.,   Box   1122,    Pittsburgh,    Pa.,   Vice-Pres.    and    Treas., 
American  Refractories  Co. 

Motz,  W.  H.,  Akron,  Ohio,  Sec.  and  Treas.,  Colonial  Sign  and  Insu- 
lator Co. 

Moulton,   D.  A.,  Iowa  State  College,  Ames,  Iowa,  Dept.  of  Ceramic 
Engineering. 
*Muckenhirn,    Charles    H.,    550    Chalmer   Ave.,    Detroit,   Mich.,    Repre- 
sentative, Standard  Sanitary  Mfg.  Co. 

Muessig,    C.    Nick,   Box   267,   East  Liverpool,    Ohio,   Salesman,    B.   F. 
Drakenfeld  &  Co.,  Inc. 

Mulholland,  V.,  41  Arch  St.,  Hartford,  Conn. 

Mumma,  C.  M.,  Lock  Box  E,  Haviland,  Ohio,  Haviland  Clay  Works. 

Munroe,  L.  J.,  912  Colbome  St.,  London,  Ont.,  Canada,  Chief,  Enamel 
Dept.,  McClary  Mfg.  Co. 
*Munshaw,    L.    M.,  Terra  Cotta,  111.,   Ceramist,  American  Terra  Cotta 
and  Ceramic  Co. 

Murai,  Shioichiro,  Mantetsu  Yogyo,  Shiken,  Kojo,  Dairen,  Manchuria. 

Musiol,  Charles,  16  rue  de  la  Bigorne,  Brussels,  Belgium,  Engineer. 

Myers,  Charles  H.,  498%  Poplar  St.,  Murray,  Utah,  Supt.,  Utah  Fire 
Clay  Co. 

Myers,   Elmer  E.,  Brookville,  Pa.,  Brookville  Glass  and  Tile  Co. 

Myers,   Scott   P.,   Uhrichsville,   Ohio,  Uhrichsville   Clay   Co. 
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Naganuma,    Hikosaburo,    Kamoike    Works,    Kagoshima,    Japan,    En- 
gineer, Kagoshima  Electric  Railroad  Co. 
Nagle,  J.  A.,  196  Oak  St.,  Columbus,  Ohio. 
Nagle,   Michael    F.,  210  John  St.,   South  Amboy,  N.  J.,   Supt.,  South 

Amboy  Terra  Cotta  Co. 
Namba,  Motohiro,  Asahi  Glass  Co.,  Tokyo,  Japan. 
Navias,  Louis,  203  Ceramics  Bldg.,  Urbana,  111.,  University  of  Illinois. 
Nelson,  L.  C,  Peru,  Kansas,  Mgr.,  Mid-Continent  Clay  Co. 
Niblock,  Charles,  Zanesville,  Ohio,  American  Encaustic  Tiling  Co. 
Nickerson,   F.    P.,   8100  Broadway,   Cleveland,   Ohio,   Engineer,  W.   S. 

Tyler  Co. 
Niegsch,  Paul  H.,  Scranton  Enameling  Co.,  Scranton,  Pa.,  Mgr. 
Niemura,     Nobutaro,     1197     Nanba-Ashiwaracho,     Minamiku,     Osaka, 

Japan,   Nishimura   Chemical   Ceramic   Laboratory. 
Nies,  Frederick  H.,  Corner  of  Hamilton  Ave.  and  Summit  St.,  Brook- 
lyn, N.  Y. 
Niles,   Glenn    H.,   24   State   St.,   New  York   City,   Engineer,   Improved 

Equipment  Co. 
Nolan,  C.  J.,  Toledo,  Ohio,  Gen.  Mgr.,  Modern  Glass  Co. 
Norwood,    George    M.,    Raleigh,    N.    C,    Pres.,    George    M.    Norwood 

Brick  Co. 
Nye,  C.  P.,  Uniontown,  Pa.,  Mgr.,  Richmond  Radiator  Co. 
Oakley,  Walter  W.,  32  E.  Second  St.,  Corning,  N.  Y.,  Corning  Glass 

Works. 
O'Brian,  Brian,  Buffalo,  Kan.,  Asst.  Supt.,  Buffalo  Brick  Co. 
Odelberg,  A.  W.,  Gustafsberg,   Stockholm,   Sweden. 
Oesterle,  Henry,  375  South  Main  St.,  Canandaigua,  N.  Y. 
Offill,  Paul  M.,  901  Oliver  Bldg.,  Pittsburgh,  Pa.,  Dist.  Mgr.,  Laclede- 

Christy  Clay  Products  Co.  , 

Ogale,  G.  P.,  Mellon  Institute,  Pittsburgh,  Pa. 
Ogden,  D.  P.,  Streator,  111.,  Engineer,  Streator  Brick  Co, 
*Ogden,   Ellsworth   P.,  1957  Chelsea  Rd.,  Columbus,  Ohio,  J.  B.  Owens 

Tunnel  Kilns   Co. 
O'Hara,    Eliot,   46   Greenwood    Lane,   Waltham,    Mass.,    Mgr.,    O'Hara 

Waltham  Dial  Co. 
Okura,    K.,    84   Kobayashi-Cho,    Nagoya,   Japan,    Managing   Director, 

Japan  Porcelain  Corp. 
O'Leary,    T.    A.,    1212    Keenan    Bldg.,    Pittsburgh,    Pa.,    Pres.,    T.    A. 

O'Leary  Co.,  Inc.,  and  Enid  Clay  Co.,  Inc. 
Olsen,  Peter  C.,  150  Nassau  St.,  New  York  City. 
Openhym,  George  J.,  352  Riverside  Drive,  New  York  City. 
Orrell,  John,  Thorold,  Ont,  Canada,  Chief  Chemist,  Pilkington  Broth- 
ers. 
*Ortman,  Fred  B.,  Glendale,  Cal.,  Tropico  Potteries,  Inc. 
:'Orton,   Edward,  Jr.,  1538  N.  High  St.,  Columbus,  Ohio. 


214  YEAR  BOOK  OF  THE 

*Oudin,  Charles  P.,  2327  Pacific  Ave.,  Spokane,  Wash.,  Pres.  and  Mgr., 
American  Fire  Brick  Co. 
Overbeck,   Elizabeth   G.,  Cambridge  City,  Ind.,   Overbeck  Pottery. 
Owens,  F.  W.,  654  W.  Franklin  St.,  Baltimore,  Md. 
*Owens,  Francis  T.,  Watsontown,  Pa.,  Factory  Mgr.,  Fiske  &  Co.,  Inc. 
Owens,  J.  B.,  Zanesville,  Ohio. 
Page,    H.    E.,  15   Robison  Rd.,   Shanghai,   China,    Managing   Director, 

China  General^  Edison  Co.,  Inc. 
Parker,  George    W.,    1624    Railway   Exchange    Bldg.,    St.   Louis,   Mo., 
Vice-Pres.  and  Gen.  Mgr.,  Russell  Engineering  Co.  of  St.  Louis. 

*  Parker,  Lemon,  3314  Mo'rganford  Rd.,  St.  Louis,  Mo.,  Vice-Pres.  and 

Supt.,  Parker-Russell  Mining  and  Mfg.  Co. 

Parkinson,  Caleb,  Ashdale,  Holmfield,  Halifax,  Yorkshire,  England, 
Mgr.,  Messrs.  Parkinson  &  Spencer  Ambler  Thorn  Fireclay 
Works. 

Parkinson,  J.  C,  704  Third  Ave.,  Tarentum,  Pa.,  Chemist,  Pittsburgh 
Plate  Glass   Co. 
:::Parmelee,  C.  W.,  University  of  Illinois,  Urbana,  111.,  Ceramic  Engin- 
eering Department. 

Parr,  John  R.,  224  Sinclair  PI.,  Westfield,  N.  J.,  Mgr.,  Sanitary  Porce- 
lain Dept,  General   Ceramics  Co. 
*Pass,  R.  H.,  Syracuse,  N.  Y.,  Onondaga  Pottery  Co. 
*Paterson,   Alexander,  Clearfield,  Pa.,  Pres.,  Paterson  Fire  Brick   Co. 

Patten,  D.  M.,  Chattanooga,  Tenn.,  Treas.,  Chattanooga  Stamping  and 
Enameling  Co. 

Paul,  Joseph   R.,  Newark,  Cal.,  Enamel  Foreman,  Graham  Mfg.  Co. 

Paul,  William  W.,  1550  W:  Euclid  St.,  Detroit,  Mich.,  Supt.,  Wolver- 
ine Porcelain  Enameling  Co. 

Paulsen,  Carl  A.,  45  Smallegade,  Copenhagen,  F,  Denmark. 

*  Payne,  A.  R.,  Clarksburg,  W.  Va„  Chief  Physicist,  Hazel-Atlas  Glass 

Co. 

Pearson,  Howard  L.,  Mexico,  Mo.,  Engineer,  A.  P.  Green  Fire  Brick 
Co. 
*Peck,   Albert   B.,   Ann  Arbor,   Mich.,   Mineralogical   Laboratory,  Uni- 
versity of  Michigan. 

Pellerano,  Silvio,  1837  71st  St.,  Brooklyn,  N.  Y.,  Asst.  Chemist,  Hem- 
ming Mfg.  Co. 

Pelton,  Herbert  E.,  844  Fifth  Ave.,  Los  Angeles,  Cal.,  Sec.-Treas., 
West  Coast  Tile  Co.,  Inc. 

*  Pence,  F.  K.,  East  Liverpool,  Ohio,  Knowles,  Taylor  &  Knowles. 
Pendrup  W.,  Cicero,  111.,  Supt.,  Enameling  Dept.,  Coonley  Mfg.  Co. 
Penfield,  L.  W.,  Bucyrus,  Ohio,  Hadfield-Penfield  Steel  Co. 
Penfield,   R.   C,    1619    Conway   Bldg.,    Chicago,    111.,   Hadfield-Penfield 

Steel  Co. 
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♦Peregrine,  C.  R.,  Chamber  of  Commerce  Bldg.,  Pittsburgh,  Pa.,  Mac- 
beth-Evans Glass  Co. 
Perg,  Carl,  609  W.  Kalamazoo  Ave.,  Kalamazoo,  Mich. 
Perry,  Henry  W.  B.,  4600  South  Kings  Highway,  St.  Louis,  Mo.,  Supt, 
Christy  Plant,  Laclede-Christy  Clay  Products  Co. 
♦Pettinos,  George  F.,  305  N.  15th  St.,  Philadelphia,  Pa.,  Senior  Partner, 
Pettinos  Brothers. 
Pfalzgraf,  Charles  F.,  Baltimore,  Md.,  Pres.,  Baltimore  Stamping  and 
Enameling  Co. 

Pfeiff,  Carl   H.,  145  Rector  St.,  Perth  Amboy,  N.  J.,   Supt.,  General 
Ceramics  Co. 

Philips,  Wilson  A.,  Trenton,  N.  J.,  Pres.,  Philips-Harper  Co. 

Phillips,  James  G.,  Columbus,  Ohio,  Chemist,  U.  S.  Bureau  of  Mines. 

Phillips,  William  L.,  1016  San  Antonio  Ave.,  Alameda,  Cal.,  N.  Clark 
&  Sons. 

Pierce,    Robert    H.    H.,   Box   516,   Hazelwood,    Pittsburgh,    Pa.,   Chief 
Chemist,  Harbison-Walker  Refractories  Co. 

Pike,  Leonard  G.,  Wareham,  Dorsetshire,  England,  Pikes  Clay  Mines'. 

Pike,  Robert  D.,  74  New  Montgomery  St.,  San  Francisco,  Cal.,  Con- 
sulting Chemical  Engineer. 

Pi  re,  Mrs.  Ward   L.,  1745  East  116th  Place,  Cleveland,  Ohio. 

Pitcairn,  William  S.,  104  Fifth  Ave.,  New  York  City, 

Pitcock,  Lawrence,  Crooksville,  Ohio,  Supt.,  Crooksville  China  Co. 

Pitt,   H.  H.,  Christon  Bank,  Lesbury,  England,  Consulting  Engineer. 
*Plusch,   H.  A.,  6401  N.  11th  St.,  Philadelphia,  Pa.,  Sec.  and  Factory 
Mgr.,  Precision  Grinding  Wheel  Co. 

Pohle,  Louis,  690  Princeton  Ave.,  Trenton,  N.  J. 

Pons,  F.  J.,  1097  Interstate  Ave.,  Portland,  Ore. 

Polen,  George  A.,  1012  Wooster  Ave.,  Canal  Dover,  Ohio,  Gen.  Supt.. 
Robinson  Clay  Products  Co. 

Polk,  Arthur  E.,  1104  W.  Oregon  St.,  Urbana,  111.,  Student,  University 
of  Illinois. 
*Poole,  Joshua,  East  Liverpool,  Ohio. 

Porter,  F.  B.,  204%  Houston  St.,  Fort  Worth,  Texas,  Pres.,  Fort  Worth 
Laboratories. 

Porter,  J.   Edward,  Box  785,  Syracuse,  N.  Y.,  Chemical  Laboratory, 
Porter  and  Clancy. 

Post,  Albert  H.,  Waterville,  Conn.,  Supt.,  Gordon  Electric  Mfg.  Co. 
*Post,  M.  P.,  Commerce,  Mo.,  Supt.,  Post  Brothers. 
*Poste,  Emerson   P.,  Elyria,  Ohio,  Chemical  Engineers,  Elyria  Enam- 
eled Products  Co. 

Potter,   William   A.,   Richmond,  Cal.,   Factory   Manager,   Pacific   Por- 
celain Ware  Co. 
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*Potts,  Amos,  McQueeney,  Texas,  Seguin  Brick  and  Tile  Co. 

Powell,  C.  G.,  Montezuma,  Ind.,  Mgr.,  Montezuma  Brick  Works. 
♦Powell,  William  H.,  350  Madison  Ave.,  New  York  City,  Pres.,  Atlantic 
Terra   Cotta   Co. 
Power,   Henry   R.,  Niagara  Falls,  N.  Y.,  Chemist,  Carborundum  Co. 
Prall,  William  H.,  Woodbridge,  N.  J. 
Preston,  F.  C,  509  Cuyahoga  Bldg.,  Cleveland,  Ohio,  Vice-Pres.  and 

Sales  Mgr.,  Dover  Fire  Brick  Co. 
Primley,  Walter  S.,  133  W.  Washington  St.,  Chicago,  111.,  Pres.,  Wis- 
consin Granite  Co. 
Prince,    Earl    S.,    Downer's    Grove,    111.,    Ceramic    Engineer,    Coonley 

Mfg.  Co. 
Pritchard,  George  A.,  94  Fulton  St.,  New  York  City,  Second  Vice-Pres., 

Buckman  &  Pritchard,  Inc. 
Proodian,  E.  K.,  Newtown,  Bucks  County,  Pa. 
Pulsifer,   H.   M.    (Address  unknown). 
*Purdy,  Ross  C.,  1764  N.  High  St.,  Columbus,  Ohio,  General  Secretary, 

American  Ceramic  Society: 
*Purinton,   Bernard  S.,  Wellsville,  Ohio,  United  States  Pottery  Co. 
Pyatt,  Frank  E.,  (Address  unknown). 
Quaglino,   Louis,  401  Vernon  Ave.,  Dong  Island  City,  N.  Y.,  Ceramic 

Artist,  N.  Y.  Architectural  Terra  Cotta  Co. 
Quay,  Paul  Q.,  15620  Euclid  Ave.,  East  Cleveland,  Ohio. 
Rabun,  Wiley   T.,   124   North   Santa  Fe  Ave.,  Huntington   Park,   Dos 
Angeles,  Cal.,  Foundryman,  Whiting-Mead   Commercial  Co. 
*Radcliffe,  B.  S.,  St.  Douis,  Mo.,  St.  Douis  Terra  Cotta  Co. 
Ragland,   Nugent  A.,   1280  West  Adams  St.,  Dos  Angeles,   Cal.,   Re- 
search  Chemist,   Alberhill   Coal  and   Clay   Co. 
Rahn,    Robert    C.,    5144    Dake    St.,    Chicago,    111.,    Ceramic    Engineer, 

Western  Electric  Co. 
Raiff,  David  A.,  Coshocton,  Ohio,  Beach  Enameling  Co. 
*Rainey,  Lloyd  B.,  Fallston,  Pa.,  Fallston  Fire  Clay  Co. 

Ramsay,  Andrew,  Mt.  Savage,  Md.,  The  Andrew  Ramsay  Co. 
*  Ramsay,  J.  D.,  St.  Marys,  Pa.,  Pres.  and  Gen.  Mgr.,  Elk  Fire  Brick  Co. 
Ramsdell,    Lewis    S.,    Ann    Arbor,    Mich.,    Mineralogical    Laboratory, 

University  of  Michigan. 
Ramsden,  C.  E.,  Foley  Colour  and  Chemical  Works,  Fenton,  Stoke-on- 
Trent,  England,  C.  E.  Ramsden  &  Co. 
*Rand,  C.  C.,  Nela  Park,  Cleveland,  Ohio,  Ceramic  Engineer,  Experi- 
mental Engineering  Daboratory,  National  Damp  Works. 
Randall,  J.  E.,  Indianapolis,  Ind.,  Junior  Editor,  "Clayworker." 
I  Randall,  T.   A.,   Indianapolis,   Ind.,   Editor,   "Clayworker." 
:;:Rankin,  G.  A.,  1800  Virginia  Ave.  N.  W.,  Washington,  D.  C,  Chemical 
Warfare  Service. 
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Rapp,  John  A.,  1244  Chicago  Ave.,  Evanston,  111. 

Rathjens,  G.  W.,  240  West  George  St.,  St.  Paul,  Minn. 

Rawson,  Cummins,  Des  Moines,  Iowa,  Iowa  Pipe  and  Tile  Co. 
*Rea,  William  J.,  Buffalo,  N.  Y.,  Supt,  Buffalo  Pottery. 

Reagan,  F.  H.,  Victor,  N.  Y.,  Gen.  Mgr.,  Locke  Insulator  Co. 

Redrow,  Walter  L.,  3533  13th,  N.  W.,  Washington,  D.  C,  U.  S.  Patent 
Office. 
*Reed,  H.  M.,  4032  Cambronne  St.,  N.  S.,  Pittsburgh,  Pa. 

Reedy,  A.  J.,  Battle  Creek,  Mich.,  Supt.,  A-B  Stove  Co. 

Rees,  W.  J.,  102  Ivy  Park  Road,  Ranmoor,  Sheffield,  England,  Lec- 
turer and  Head  of  Research  Department  in  Refractories,  Uni- 
versity of  Sheffield. 

Reid,  W.  H., (Address  unknown). 

Reinecker,  Hayden  P.,  145  Industrial  Bldg.,  Washington,  D.  C,  Chem- 
ist, U.  S.  Bureau  of  Standards. 

Remmey,  Robert  H.  Jr.,  Hedley  St.  and  Delaware  River,  Philadelphia, 
Pa.,  Richard  C.  Remmey  Son  Co. 

Renkert,  Oliver  W.,  Canton,  Ohio,  Vice-Pres  and  Gen.  Mgr.,  Metro- 
politan Paving  Brick  Co. 

Rennieburgh,   Cedric    L.,    625   W.   Main    St.,   Zanesville,    Ohio. 

Rentschler,  M.  J.,  Willoughby,  Ohio,  Gen.  Mgr.,  J.  H.  R.  Products  Co. 
*Rhead,    Frederick    H.,    Zanesville,    Ohio,    Director,   Research    Depart- 
ment, American  Encaustic  Tiling  Co. 

Rhead,  Mrs.  Frederick  H.,  Zanesville,  Ohio. 

Rhead,  John,  Hotel  Columbus,  Columbus,  Ohio,  Mgr.,  Sanitary  Earth- 
enware Specialty  Co. 

Rhodes,  George  E.,  1609  N.  Webster  St.,  Kokomo,  Ind.,  Vice-Pres.  and 
Gen.  Mgr.,  Kokomo  Sanitary  Pottery  Co. 

Rhodes,  Wm.  A.,  New  Cumberland,  W.  Va.,  Gen.  Mgr.,  Chelsea  China 
Co. 
*Rice,   Bryan  A.,  Elyria,  Ohio,  Elyria  Enameled  Products  Co. 

Richard,  L.  M.,  1401  Rialto  Blvd.,  Venice,  Cal. 

Richardson,  E.  A.,  Toledo,  Ohio,  Libbey  Glass  Mfg.  Co. 
^Richardson,  Ernest,  Beaver  Falls,  Pa.,  Vice-Pres.  and  Treas.,  Ingram- 
Richardson  Mfg.   Co. 

Richardson,  P.    B.,    210    Otis   St.,   East   Cambridge,   Mass.,    Salesman, 
Harbison-Walker  Sales  Co. 
'"Richardson,  W.   D.,  1466  Michigan  Ave.,  Columbus,  Ohio,  Pres.,  Cer- 
amic Engineering  Co. 

Richeux,  William  A.,  343-347  Cortlandt  St.,  Belleville,  N.  J.,  Gen.  Mgr., 
"L'Isolantite." 

Richman,  Sol,  Laurel  Hill,  L.  I.,  N.  Y.,  Factory  Mgr.,  National  Enam- 
eling and  Stamping  Co.,  Inc. 

Ricks,  Joel  O.,  Roseville,  Ohio. 
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*Riddle,  F.  H.,  121  Gladstone  Ave.,  Detroit  Mich.,  Champion  Porcelain 
*Ries,  Heinrich,  Ithaca,  N.  Y.,  Professor  of  Economic  Geology,  Cornell 
University. 

Riley,  R.  J.,  Indianapolis,  Ind.,  Indianapolis  Terra  Cotta  Co. 

Risch,  Edward  J.,  4935  Roscoe  St.,  Irving  Park  Station,  Chicago,  111. 

Ritschy,  Donald  P.,  Tacony,  Philadelphia,  Pa.,  Keystone  Lantern  Co. 

Ritter,  J.  F.,  Evansville,  Ind.,  Mgr.,  Evansville  Enameling  Co. 

Roberts,  Frank   G.,   8th   and   O'Donnel   Sts.,   Baltimore,   Md.,    Service 
Engineer,  Porcelain  Enamel  and  Mfg.  Co. 

Roberts,  Jane    E.,    Iowa    City,    Iowa,    Librarian,    State   University    of 
Iowa. 

Robertson,    Fred    H.,   809   N.    Alvarado   St.,   Los   Angeles,    Cal.f   Los 
Angeles  Pressed  Brick  Co. 

Robertson,  H.  S.,  Pittsburgh,  Pa.,  Harbison-Walker  Refractories  Co. 

Robertson,   Randal     K.,     Cooksville,     Ont.,     Canada,     Civil    Engineer, 
Cooksville  Shale  Brick  Co.,  Ltd. 

Robinson,  Louis  G.,  Harrison  Bldg.,  Cincinnati,  Ohio,  Cincinnati  Test- 
ing Bureau. 

Robinson,   Maude,  139  Washington  Place,  New  York  City,  Director, 
Greenwich  House  Pottery  Dept. 

Robison,    David    V.,    104    Woodlawn  Ave.,  Zanesville,  Ohio,  Ceramic 
Engineer,  Mosaic  Tile  Co. 

Robson,  James  Thomas,  Lord  Hall,  Ohio  State  University,  Columbus, 
Ohio,  Instructor,  Ceramic  Engineering. 
*Rochow,  W.  F.,  Pittsburgh,  Pa.,  Harbison-Walker  Refractories  Co. 

Roddewig,  Edward,  411  Harrison  St.,  Davenport,  Iowa. 

Rodgers,  Eben,  Alton,  111.,  Sec.-Treas.,  Alton  Brick  Co. 

Rodgers,  Louis    E.,    30    N.    LaSalle    St.,    Chicago,    111.,    Owner,    L.    E. 
Rodgers  Engineering  Co. 

Roehm,   Victor  Jerome,  Newell,  W.  Va.,  Asst.  Chemist,  The  Homer- 
Laughlin  China  Co. 
*Roessler,  Franz,  39  High  St.,  Perth  Amboy,  N.  J. 

Rogers,  Frederick  W.,  Beaver  Dam,  Wis.,  Malleable  Iron  Range  Co. 

Rogers,  Gregory  L.,  Renton,  Wash.,  Denny-Renton  Clay  and  Coal  Co. 

Rogers,  James  B.,  6231  St.  Lawrence  Ave.,  Chicago,  111.,  Experimental 
Engineer. 

Rogers,   Thomas  S.,   National  Silica  Co.,    Chicago,   111.,   Special   Rep- 
resentative. 

Roll,  Edward  E.,  1037  Ansel  Rd.,  Cleveland,  Ohio. 
*Ross,  Donald  W.,  Washington,  Pa.,  Findlay  Clay  Pot  Co. 

Rowland,  William  Martin,  24  Lancaster  Rd.,  Birkdale,  England. 

Royal,   Herbert  Franklin,  Detroit,   Mich.,  Chemist,   Champion  Porce- 
lain Co. 

Rupp,  E.  M.,  Keyport,  N.  J. 
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Ruppert,  George  W.,  502  W.  180th  St.,  New  York  City,  Asst.  Engineer, 

The  Improved  Equipment  Co. 
Rushmore,    Murray,    120   West  8th    St.,   Plainfield,   N.   J.,      Moore   & 

Munger. 
Rusoff,  Samuel,  Anderson,  Ind.,  Ceramic  Engineer,  National  Tile  Co. 
*Russel,    John    W.,    522    Chestnut  St.,   Columbia,    Pa.,    Pres.,   Marietta 

Hollow  Ware  and  Enameling  Co. 
Ryan,  Charles  F.,  Drawer  L,  Mount  Vernon,  Ohio,  Sales  Engineer,  The 

Chapman-Stein  Furnace  Co. 
Ryan,  John  F.,  Woodbridge,  N.  J.,  Sec.  and  Mgr.,  Mutton  Hollow  Fire 

Brick  Co. 
Ryan,  J.  J.,  810  Sumpter  Bldg.,  Dallas,  Texas,  Production  Mgr.  and 

Sec.-Treas.,  Fraser  Brick  Co. 
Ryan,   Lawrence   C,   Woodbridge,   N.  J.,   Asst.   Mgr.,   Mutton   Hollow 

Fire  Brick  Co. 
Ryan,  P.    Joseph,    Woodbridge,    N.    J.,    Pres.,    Mutton    Hollow    Fire 

Brick  Co. 
Sachs,   John    E.,   203-B   South   Sixth   St.,   Evansville,   Ind.,   Foreman, 

Crown  Potteries  Co. 
*Sailly,  Paul,  64  Rue  Franklin,  Ivry-Port,  (Seine),  France,  Compagnie 

Generale  D'Electro-Ceramique. 
Saito,   Hachiro,  Omuta,  Japan,  Chief  Engineer,  Miike  Chemical  and 

Dye  Works. 
^Salisbury,  Bert  E.,  1810  W.  Genesee  St.,  Syracuse,  N.  Y.,  Pres.,  Onon- 
daga Pottery  Co. 
*Sanders,  John  W.,  Moundsville,  W.  Va.,  U.  S.  Stamping  Co. 
Sanford,  Frank  W.,  Evergreen  St.,  Kingston,  Mass.,  Pres.  and  Gen. 

Mgr.,  Sanford  Electric  Co.,  South  Weymouth,  Mass. 
Sanner,  Harold  E.,  ,832  S.  English  Ave.,  Springfield,  111.,  Poston  Brick 

Co. 
Sant,  Richard  C,  East  Liverpool,  Ohio,  Dealer  in  Feldspar  and  Clays 
*Sant,  T.  H.,  East  Liverpool,  Ohio,  Pres.,  The  John  Sant  &  Sons  Co. 
Satoh,    Shinzo,    Kawasaki,    Kanagawaken,    Japan,    Engineer,    Tokyo 

Electric  Co. 
Sauereisen,   C.   Fred,   Harvey  Ave.,  East  Liverpool,   Ohio,    Technical 

Products  Co. 
Saunders,  A.  E.,  142  Kingsland  Ave.,  Corona,  L.  I.,  N.  Y. 
Saunders,  Lewis    E.,   262  Salisbury  St.,  Worcester,   Mass.,   Mgr.,   Re- 
search and  Abrasive  Plants,  Norton  Co. 
*Saunders,  William    E.,   1401  Arch   St.,  Philadelphia,   Pa.,   United  Gas 

Improvement  Co. 
Sawyer,  John,  142  N.  Workman  St.,  Los  Angeles,  Cal.,  Kiln  Builder. 
Saxe,  C.  W.,  54  W.  Boylston  St.,  Worcester,  Mass.,  Norton  Co. 
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Saxton,  Clement,  35  Bedford  St.,  Strand,  London,  W.  C.  2,  England. 

Schad,  Philip  G.,  4445  2nd  Blvd.,  Detroit,  Mich.,  Champion  Porcelain 
Co. 

Schaeffer,  John  A.,  St.  Louis,  Mo.,  Vice-Pres.,  Eagle-Picher  Lead  Co. 

Schermerhorn,  Joseph  A.,  938  Carteret  Ave.,  Trenton,  N.  J.,  Trenton 
Porcelain  Co. 

Schildmeyer,  Vincent  DeP.,  19  Bank  Ave.,  St.  Bernard,  Ohio,  Supt, 
The  Cincinnati  Porcelain  Co. 

Scholes,  S.  R.,  Columbus,  Ohio,  Chemist,  Federal  Glass  Co. 

Schoneich,    Philip   A.,   Pittsfield,    Mass.,   General   Foreman,    Pittsfield 
Porcelain   Works   of  General   Electric   Co. 
*Schory,    Virgil    S.,   231    Hudson   St.,   Tiffin,    Ohio,    Ceramic   Engineer, 
Standard  Sanitary  Mfg.  Co. 

Schramm,    Edward,    574    Whittier   Ave.,    Syracuse,    N.    Y.,    Research 
Chemist,  Onondaga  Pottery  Co. 

Schreiber,  George  L.,  Box  265,  Santa  Monica,  Ca. 

Schulze,  John  F.  W.,  Edgewood  Arsenal,  Edgewood,  Md. 
*Schurecht,    H.   G.,  141  Pace  Ave.,   Columbus,   Ohio,   U.   S.   Bureau  of 
Mines. 

Schurtz,  D.   D.,  Lancaster,  Ohio,  Glass  Chemist,  Sharp-Schurtz  Co. 

Schwartzman,  Leon  A.,  5864  De  Giverville  St.,  St.  Louis,  Mo.,  Chem- 
ist, Wallace  Pencil  Co. 

Schwetye,    Fred    H.,    St.    Louis,    Mo.,    Supt.,    Christy    Plant,    Laclede- 
Christy  Clay  Products  Co. 

Schwier,   Carl,    295   E.    4th   St.,   Mansfield,    Ohio,    Mansfield   Vitreous 
Enameling  Co. 

Scott,  Alexander,  Central  School  of  Science  and  Technology,  Stoke- 
on-Trent,  England. 

Scott,  M.    R.,    1220   Lake    Ave.,   Rochester,   N.   Y.,   Bausch    &    Lomb 
Optical  Co. 

Scott,   R.  N.,  Paducah,  Ky.,-  Sec.-Treas.,   Old  Hickory  Clay  and   Talc 

Co. 
*Searle,    Alfred    B.,    440    Glossop    Rd.,    Sheffield,    England,    Consulting 
Ceramic  Chemist  and  Engineer. 

Seasholtz,  J.  M.,  Front  and  Spruce  Sts.,  Reading,  Pa.,  Owner,  Porce- 
lain Enameling  Plant. 
*Seaver,   Kenneth,  Pittsburgh,  Pa.,  Harbison-Walker  Refractories  Co. 
*Sebring,  Charles  L.,  Sebring,  Ohio,  Gen.  Mgr.,  Sebring  Pottery. 

Sebring,  F.  H.  Jr.,  Salem,  Ohio,  Pres.,  The  Salem  China  Co. 

Seelig,  Albert  F.,  2193  Railway  Exch.  Bldg.,  St.  Louis,  Mo. 

Segsworth,  R.  F.,  103  Bay  St.,  Toronto,  Ont.,  Canada,  Feldspars  Ltd. 

Sellers,  Jas.  E.,  R.  F.  D.  No.  6,  Parkersburg,  W.  Va.,  Asst.  Foreman, 
General  Porcelain  Co. 
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Sewell,  Sidney  I.,  305  W.  Perry  St.,  Belvidere,  111. 
*Shanks,    Douglas,  Barrhead,  near  Glasgow,   Scotland,   Shanks   &   Co. 
Ltd.,  Victorian  Pottery. 
Shanks,  Ronald  J.,  Dalmeny,  Barrhead,  Scotland,  Mgr.,  J.  &  N.  Craig, 

Kilmarnock. 
Sharp,   Donald   E.,  Hamburg,  N.  Y.,  Spencer  Lens  Co. 
*Shaw,  Joseph   B.,  Alfred,  N.  Y.,  Assistant  Director,  New  York  State 

School  of  Clay-Working  and  Ceramics. 
*Shaw,  L.  I.,  Washington,  D.  C,  U.  S.  Bureau  of  Mine  ;. 
Shaw,  Lucian,  West  Lafayette,  Ohio,  Sec,  West  Lafayette  Mfg.  Co. 
Sheehy,  J.  F.,  Newport,  Ky.,  Supt.  and  Mgr.,  Alhambra  Tile  Co. 
Shelton,    George    R.,    703    W.    Illinois  St.,  Urbana,  111.,  Corning  Glass 

Works  Fellow,  University  of  Illinois. 
Sheppard,   Mark,  Plymouth  Meeting,  Pa.,  E.  J.  Lavino  &   Co. 
Sherwin,   Ralph  S.,  East  St.  Louis,  111.,  Chief  Chemist  and  Chemical 

Engineer,  Aluminum  Ore  Co. 
Sherwood,  Robert  F.,  Muncie,  Ind.,  Muncie  Clay  Products  Co. 
Shibata,   R.,  41  Kamiroku,  Tokyo,  Japan,   Professor,  Technical  High 

School. 
Shively,    R.    R.,    Fairmont,    W.    Va.,    Chemical    Engineer,    Monongah 
Glass  Co. 
"'Shoemaker,  George  W.,  Brazil,  Ind.,  Clay  Products  Co. 
Short,   Frank,  Aberdeen  Proving  Ground,  Md. 

Shultz,  J.  Emmet,  Zanesville,  Ohio,  Modeler,  American  Encaustic  Til- 
ing Co. 
Sieurin,  Emil,  Hoganas,  Sweden,  Engineer. 
*Silverman,   Alexander,   Pittsburgh,   Pa.,   Head,   Department  of  Chem- 
istry, University  of  Pittsburgh. 
Silvers,  James  L.,  Trenton,  N.  J.,  Mgr.,  Trent  Tile  Co.  Inc. 
*Simcoe,  George,  64  S.  Hermitage  Ave.,  Trenton,  N.  J.,  Electric  Por- 
celain and  Mfg.  Co. 
*Sinclair,   Herbert,  Trenton,  N.  J.,  Gen.  Mgr.,   Star  Porcelain  Co. 
*Singer,  Felix,  Carmerstrasse  18,  Charlottenburg  2,  Germany. 
*Singer,   L.  P.,  Lincoln,  Cal.,  Chemist,  Gladding  McBean  &  Co. 
Singh,  Dogar,  c/o  Messrs.  Sunder  Singh  and  Makhan  Singh,  Military 

Contractors,  Lahore  Cant  East,  Punjab,  India. 
Skidmore,   G.    R.   J.,    Merton   House,   Whitley    Bay,    Norlhumberland, 

England. 
Skinner,    Ramsey,   4471    Olive   St.,   St.   Louis.   Mo.,   Treas.,   Reeves   & 

Skinner  Machinery  Co. 
Sladek,  George   E.,  Beaver  Falls,  Pa.,  Beaver  Falls  Art  Tile  Co. 
Slater,  W.  M.,  622  F  St.  N.  W.,  Washington,  D.  C,  Pres..  American 

Rutile  Co. 
Sloan,  Alex,  Box  410,  Cumberland,  Md. 
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Slobodkin,  S.  H.,  146  Condor  St.,  East  Boston,  Mass.,  Boston  Pottery 

Co.,  Inc. 
Smith,  A.  M.,  401  Columbia  Bldg.,  Portland,  Ore. 
Smith,  C.   B.,  1010  Hancock  St.,  Saginaw,  W.   S.,  Mich.,  Asst.  Supt, 

National  Plate  Glass  Co. 
Smith,  Charles  A.,  1150  Oak  St.,  Columbus,  Ohio,  Student,  Ohio  State 

University. 
Smith,   Harry  W.,  Box  360,  Cleveland,   Ohio,  Roessler  &   Hasslacher 

Chemical  Co. 
Smith,  H.  P.,  Jersey  City,  N.  J.,  Joseph  Dixon  Crucible  Co. 
Smith,  James  M.,  New  Castle,  Pa.,  Treas.,  Shenango  Pottery  Co. 
Smith,   Maurice  A.,  Jeanette,  Pa.,  Vice-Pres.   and  G-en.   Mgr.,   McKee 

Glass  Co. 
Smith,  Norman  G.,  Brunswick,  Me.,  Mgr.  and  Treas.,  Maine  Feldspar 

Co. 
Smith,  Perry  A.,  New  Brighton,  Pa.,  Sec,  A.  F.  Smith  Co. 
Smith,   Roy  G.,  Fort  Worth,  Texas,  Plant  Mgr.,  Acme  Brick  Co. 
Smith,  Wilbur  R.,  344  N.  Pearl  St.,  Bridgeton,  N.  J. 
*Smith,  Will   L.,  Chester,  W.  Va.,  Gen.  Mgr.,  Taylor,  Smith  &  Taylor 
Co. 
Smoot,  C.  E.,  1900  Santa  Fe  Ave.,  Los  Angeles,  Cal.,  Pres.,  American 

Enameling  &  Stamping  Co. 
Smyser,  Albert   E.,   239  South  Fairmount  St.,  E.  E.,  Pittsburgh,  Pa., 

Engineer  of  Refractories,  Koppers  Co. 
Snowdon,  William   C.,  c/o  Mrs.  Wild,  259  Spring  Vale  Rd.,  Walkley, 

Sheffield,  England. 
Solon,  G.  C.,  Worcester,  England,  Managing  Director,  The  Royal  Por- 
celain Works. 
*Solon,  L.  V.,  Magnolia  Ave.,  Tenafly,  N.  J. 
*Solon,    Marc,  Trenton,  N.  J.,  Gen.   Mgr.,  Mercer  Pottery   Co. 
*Sortwell,  H.  H.,  143  Industrial  Bldg.,  Washington,  D.  C,  U.  S.  Bureau 

of  Standards. 
*Sosman,    Robert   B.,  Washington,  D.  C,  Geophysical  Laboratory. 
Speirs,  Chas.  W.,  London,  S.  W.,  England,  The  Morgan  Crucible  Co., 

Battersea  Works. 
Spier,   Harry   F.,  15  Park  Row,  New  York  City,  Pres.,  N.  J.  Pulver- 
izing Co.  ■»■ 
*Springe,  Otto,  371   S.   Cherry  St.,  Galesburg,   111.,   Ceramic  Engineer, 

Purington   Paving  Brick  Co. 
*Sproat,   Ira    E.,   196  W.   Maryland   Ave.,   Sebring,   Ohio,   Sebring  Pot- 
tery Co. 
^Spurrier,  Harry,  Peru,  Ind.,  Square  D  Co. 

*Staley,  Homer  F.,  120  Broadway,  New  York  City,  Metal  and  Thermit 
Corp. 
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Stallings,  A.   G.   T.,   Mexico,  Mo.,  Supt,  A.   P.  Green  Fire  Brick  Co. 
Stamm,  Charles  L.,  212  W.  2nd  St.,  Mt.  Vernon,  N.  Y.,  Ward  Leonard 
Electric  Co. 
*Stanger,  Frederick,  Real  Estate  Trust  Bldg.,  Philadelphia,  Pa.,  Sales 
Mgr.,  Enterprise  White  Clay  Co. 
Stangl,  J.  M.,  Flemington,  N.  J.,  Factory  Mgr.,  Fulper  Pottery  Co. 
*Staudt,  August,  Perth  Amboy,  N.  J.,  Pres.,  Perth  Amboy  Tile  Works. 
Stein,  Alan,  Bonnybridge,  Scotland,  Director,  J.  G.  Stein  &  Co.,  Ltd. 
*Steinhoff,  F.  L.,  1906  N.  Kedzie  Ave.,  Chicago,  111.,  Managing  Editor, 

"Brick  and  Clay  Record." 
Stepan,  A.  C,  589  E.  Illinois  St.,  Chicago,  111.,  Mgr.,  Roessler  &  Hass- 

lacher  Chemical  Co. 
♦Stephani,  Wm.  J.,  Crum  Lynne,  Pa.,  Ketcham  Terra  Cotta  Co. 
Stern,  Newton  W.,  67  New  Montgomery  St.,  San  Francisco,  Cal.,  Sec- 

Treas.,  Pacific  Porcelain  Ware  Co. 
♦Stevens,    Douglas    F.,    412    Adams    Bldg.,    Danville,    111.,    Supt.,    Acme 
Brick  Co. 
Stevenson,  Thomas  C,  421  N.  Front  St.,  Wheeling,  W.  Va.,  Chairman, 

Mack  Mfg.  Co. 
Stevenson,  Wm.  G.,  Oregon,  111.,  Sec.-Treas.,  Ohio  Silica  Co. 
Stewart,  Andrew  H.,  Pittsburgh,  Pa.,  Mellon  Institute. 
Stewart,  John  G.,  530  Union  Trust  Bldg.,  Cincinnati,  Ohio,  Dist.  Mgr., 

Stephens  Adamson  Mfg.   Co. 
Stockdale,   V.   B.,  609  W.  Meek  St.,  Abingdon,   111.,  Supt,  Abingdon 

Sanitary  Mfg.  Co. 
Stone,  Charles  A.,  3226  Potomac  Ave.,  Chicago,  111. 
*Stone,  Charles  H.  Jr.,  11110  Detroit  Ave.,  Cleveland,  Ohio,  Research 
and  Industrial  Chemist,  Kemet  Laboratories   Co. 
Stone,  George  C,  160  Front  St.,  New  York  City,  N.  J.  Zinc  Co. 
Stoneman,  William  N.,  Charleroi,  Pa.,  Chemist,  Macbeth-Evans  Glass 
Co. 
fStorer,   Mrs.   Bellamy,   Cincinnati,  Ohio,  Founder,  Rookwood   Pottery. 
Storey,    O.   W.,    Madison,  Wis.,   Metallurgist,   C.   F.    Burgess    Labora- 
tories. 
*Stout,  Wilber,  291  East  Northwood  Ave.,  Columbus,  Ohio. 
*Stover,  Edward  C,  474  W.  State  St.,  Trenton,  N.  J.,  Asst.  Gen.  Mgr., 
Trenton  Potteries  Co. 
Stowe,   Charles   B.,    Kirby   Bldg.,   Cleveland,   Ohio,    Pies.,   The   Stowe- 

Fuller  Co. 
Stowe,    G.    T.,    Leader    News    Bldg.,  Cleveland,  Ohio,  The  Cleveland 

Builders  Supply  and  Brick  Co. 
Stratton,  Mrs.  W.  B.,  10125  Jefferson  E.,  Detroit,  Mich.,  Pewabic  Pot- 
tery. 
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Stromberg,    Edvard,   Orrefors,   Sweden,   Managing   Director,   Orrefors 

Bruks  Aktiebolag. 
Strommer,    L.  T.,   13507  Garden  Ave.,  E.   Cleveland,  Ohio,  American 

Dressier  Tunnel  Kilns  Inc. 
Stull,  Joseph   M.,  Crum  Lynne,  Pa.,  Ceramist,  Ketcham  Terra  Cotta 

Works. 
*Stull,  R.  T.,  Lord  Hall,  Columbus,  Ohio,  U.  S.  Bureau  of  Mines. 
Sulliva,   Willard    P.,   110  West   Plume    St.,   Norfolk,  Va.,  Nansemond 
Brick  Corporation. 
*Sultivan,  Eugene  C,  Corning,  N.  Y.,  Corning  Glass  Works. 
Sutton,  Willard  J.,  250  Bellefleld  Ave.,  Pittsburgh,  Pa.,  University  of 

Pittsburgh. 
Swalm,  Phaon   H.,  Wheeling,  W.  Va.,  Wheeling  Tile  Co. 
*Sweely,  B.  T.,  Cicero,  111.,  Coonley  Mfg.  Co. 
Swift,   George  C,  2029  E.   115th  St.,  Cleveland,  Ohio,  Supt.,  Enamel 

Products  Co. 
Swinnerton,  B.  B.,  Box  243,  New  Castle,  Pa. 

Swope,  H.  J.,  Quincy,  111.,  Business  Mgr.,  Economy  Enameling  Co. 
Tait,  Howard  J.,  Monaca,  Pa.,  Phoenix  Glass  Co. 
*Takahashi,    K.,    Hodogaya,   near   Yokohama,   Japan,   Hodogaya   Fac- 
tory, The  Dai  Nippon  Brewery  Co. 
Tatsumi,  Eiichi,  Omuta,  Japan,  Supt.,  Miike  Chemical  and  Dye  Works. 
Taylor,    R.   F.,  St.  Helens,  Lancashire,  England,   Pilkington  Brothers 
Ltd. 
*Taylor,   Royal   W.,  707-12th  St.,  N.  W.,  Canton,  Ohio,  Asst.  Sec.  and 

Chemist,  Canton  Stamping  and  Enameling  Co. 
Taylor,   R.   P.,  Roseland,  Nelson  Co.,  Va.,  Supt.,  Klimax  Kaolin  Co. 
Taylor,   William  C,   Corning,  N   Y.,  Corning  Glass  Works. 
*Teetor,    Paul,   Lawrence,    Kan.,    Ceramic   Engineer,    State   Geological 

Survey  of  Kansas. 
*Tefft,  C.  Forrest,  Watsontown,  Pa.,  Asst.  Factory  Mgr.,  Fiske  &  Co., 
Inc. 
Theobald,  Erwin  F.,  Canton,  Ohio,  Metropolitan  Paving  Brick  Co. 
Thomas,  Charles  W.,  Clifton  House,  Old  Swinford,  Stourbridge,  Eng- 
land, Chairman,  E.  J.  &  J.  Pearson  Ltd. 
Thomas,  Chauncey   R.,  2336  San  Pablo  Ave.,  Berkeley,  Cal. 
Thomas,  George  E.,  St.  Louis,  Mo.,  Gen.  Supt.,  Highlands.  Fire  Clay 

Co. 
Thomas,  G.  Richard,  East  Liverpool,  Ohio,  Vice-Pres.,  The  R.  Thomas 
&  Sons  Co. 
♦Thompson,   Dale,  East  Liverpool,  Ohio,  Treas.,  C.  C.  Thompson  Pot- 
tery Co. 
Thompson,   Harry    M.,  Washington,  Pa.,  Furnace  Engineer,   Simplex 
Engineering  Co. 
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Thompson,  Thos  E.,  1311  Ashland  Ave.,  Wilmette,  111.,  Mgr. 
Thompson,  William  O.,  Gas  City,  Ind.,  Supt.,  Thompson  Plant,  Illinois 

Glass  Co. 
Thurlimann,   Leo,   4255   Park  Ave.,  Chicago,  111. 
Thwing,    C.    B.,    3339-41    Lancaster    Ave.,    Philadelphia,    Pa.,    Pres., 

Thwing  Instrument  Co.  \ 

Tiebout,  Cornelius  H.  Jr.,  99  Commercial  St.,  Brooklyn,  N.  Y.,  Glea- 

son-Tiebout  Glass  Co. 
♦Tillotson,   E.  W.,  Pittsburgh,  Pa.,  Mellon  Institute. 
Tillotson,    George    S.,    43    Water   St.,   Tiffin,    Ohio,    Sterling   Grinding 

Wheel  Co. 
Tilton,  C.  B.,  Littleton,  N.  H.,  Pike  Mfg.  Co. 
♦Tilton,    Earl,   1555  Belmont  Ave.,   Columbus,   Ohio,   Columbus   Forge 

and  Iron  Co. 
♦Tone,  Frank  J.,  Niagara  Falls,  N.  Y.,  Works  Manager,  Carborundum 

Co. 
*Tooth,  W.  E.,  Woodville,  Burton-on-Trent,  England,  Director,  Bretby 

Art  Pottery. 
Trace,  A.  R.,  Hobart,  Ind.,  National  Fire  Proofing  Co. 
Travers,   Morris  W.r  Beacon  Hall,  Priory  Garden,  Highgate,  London, 

England,  Vice-Pres.,  Society  of  Glass  Technology. 
*Treischel,  Chester,  Room  101,  Bldg.   5,  Schenectady,  N.  Y.,  General 

Electric  Co. 
Trifonoff,   Boris,  Zanesville,   Ohio,  American  Encaustic  Tiling  Co. 
Trood,  Samuel,  Pittsburgh,  Pa.,  Tate,  Jones  &  Co. 
Troutman,   Frank    E.,  Butler,  Pa.,  Sec.-Treas.,  Standard  Plate  Glass 

Co. 
Trowbridge,    Prentiss   S.,   1337   Kings   Highway,    St.   Louis,   Mo.,   Hy- 
draulic Pressed  Brick  Co. 
Truby,    Harry   A.,   Creighton,  Pa.,   Research    Department,    Pittsburgh 

Plate  Glass  Co. 
♦Truman,  Gail  R.,  Glendale,  Cal.,  Tropico  Potteries  Inc. 
Tucker,  Gus  M.,  401  Vernon  Ave.,  Long  Island  City,  N.  Y„  Ceramic 

Chemist,  N.  Y.  Architectural  Terra  Cotta  Co. 
♦Turk,    Karl,  116  W.  Hamilton  Ave.,  Baltimore,  Md.,  Vice-Pres.,  Por- 
celain Enamel  and  Mfg.  Co. 
Turnbull    Lance,    Columbiana,    Ohio,   Salesman,   Johnson-Porter    Clay 

Co. 
Turner,  Eric  W.,  203  E.  State  St.,  Trenton,  N.  J.,  Trenton  Flint  and 

Spar  Co. 
Turner,  James,  Trenton,  N.  J.,  Cook  China  Co. 

♦Turner,  W.  E.  S.,  The  University,  Darnall  Rd.,  Sheffield,  England. 
Twells,  Robert  Jr.,  96  Stevens  Ave.,  Highland  Park.  Mich.,  Champion 

Porcelain  Co. 
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Twining,  F.  E.,  Fresno,  Cal.,  The  Twining  Laboratories. 
*Tyler,   H.  B.,  216  Gibson  St.,  Canandaigua,  N.  Y.,  Supt.,  Enamel  De- 
partment, Lisk  Mfg.  Co. 

Umeda,     Otogoro,      Shinagawa,     Hakurengwa-Kwaisha,      Shinagawa, 
Tokyo,  Japan. 

Underwood,   C.  A.,  Valley,  Wash.,   Supt.,  American  Refractories   Co. 

linger,   J.    S.,   1054   Frick  Annex,   Pittsburgh,    Pa.,   Central   Research 
Bureau,  Carnegie  Steel   Co. 

Vance,   Edward   D.,  Springfield,  Ohio,  Ceramic  Engineer,   Safety  Em- 
ery Wheel  Co. 

VanCleave,  A.  A.,  5031  Tyler  Ave.,  St.  Louis,  Mo. 

Vane,  A.  S.,  8300  Torresdale  Ave.,  Philadelphia,  Pa.,  Precision  Grind- 
ing Wheel  Co.  Inc. 

Van   Moore,  A.   L.,  New  Eagle,  Pa.,  American  Photo  Glass  &  Export 
Co. 
-Van  Schoick,  E.  H.,  Ottawa,  111.,  Chicago  Retort  &  Fire  Brick  Co. 

Varshnei,    B.    D.,   Bahjoi,   Distt   Moradabad,    India,    United    Provinces 
Glass  Works. 

Vieweg,   George   B.,   494  Grand  St.,   Morgantown,  W.   Va.,  Asst.   Mgr., 
Mississippi  Glass   Co. 

Vi Malta,  John  F.  R.,  Apartado  No.  65,  Barcelona,  Spain,  Vda  de  J.  F. 
Villalta. 

Vincent,   Harry  S.,  Fort  Dodge,   Iowa,   Pres.,  Vincent  Clay  Products 
Co. 

Vincent,  Lawrence  A.,  1740  E.  12th  St.,  care  The  American  Dressier 
Kiln  Co.  Inc.,  Cleveland,  Ohio. 

Vodick,  William  J.,   (Address  unknown). 

*Vodrey,    William    E.,   East   Liverpool,   Ohio,  Gen.    Mgr.,    Vodrey   Pot- 
tery Co. 

Vogt,   Anton,   East  Missoula,   Mont.,   Proprietor,   Missoula  Brick   and 
Tile  Co. 

Vogt,  C.  C,  Pittsburgh,  Pa.,  Mellon  Institute. 
*Volkommer,  Josef,  Bessemer  Bldg.,  Pittsburgh,  Pa.,  Pres.  and  Mgr., 
Vitro  Mfg.  Co. 

Vollmer,  August  Jr.,  5240-46  Northrup  Ave.,  St.  Louis,  Mo.,  St.  Louis 

Pottery  and  Mfg.  Co. 
*Vollrath,   W.  J.,   Sheboygan,  Wis.,  Pres.,  Porcelain  Enameling  Asso- 
ciation. 

Waggoner,  Jack  H.,  Hamilton,  Ont,  Canada,  Canadian  Libbey  Owens 
Sheet  Glass  Co.  Ltd. 

Wagner,  Bruce  F.,  201  Stanton  Ave.,  Ames,  Iowa,  Student,  Iowa  State 
College. 

Wainford,  Richard  H.,  203  E.  State  St.,  Trenton,  N.  J.,  Pres.,  Trenton 
Flint  and  Spar  Co. 
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Walcott,   A.  J.,   41    Prince  St.,  Rochester,  N.   Y.,  Research   Physicist, 

Bausch  &  Lomb  Optical  Co. 
*Walden,  Albert  S.,  Cleveland,  Ohio,  Chief  Engineer,  National  Carbon 

Co. 
Walker,  Charles  H.,  1417  St.  Clair  Ave.,  Station  2,  E.  Liverpool,  Ohio, 

Asst.   Supt,  Homer-Laughlin   China  Co. 
-Walker,    E.    E.,   Mitch  am,   Victoria,    Australia,   Australian.  Tesselated 

Tile   Co. 

*  Walker,   Francis  W.,  Beaver  Falls,  Pa.,   Sec,  Beaver  Falls   Ait  Tile 

Co. 

*  Walker,  Francis  W.  Jr.,  Beaver  Falls,  Pa.,  Supt.  and  Tie;.    ,  Beaver 

Falls  Art  Tile  Co. 
Walker,   Prescott  H.,  Niagara  Falls,  N.  Y.,  Ceramic  Chemist,  Carbo- 
rundum Co. 
Waller,  Alfred  E.,  Lawrence  Pai-k,  Bronxville,  N.  Y.,  Chief  Engineer, 

Ward-Leonard    Electric   Co. 
*Walton,  S.  F.,  110  Brookline  Ave.,  Boston,  Mass.,  Kalmus,  Comstock 

&  Wescott,  Inc. 
Wang,  C.  Y.,  Rue  de  Paris,  Extension,  Hankow,  China. 
*Ward,  J.  W.,  628  Main  St.,  Latrobe,  Pa.,  Gen.  Supt.,  Pittsburgh  High 

Voltage  Insulator  Co. 
Ward,    Kenneth    E.,    170    Roseville    Ave.    Newark    N.    J.,    Mgr.,    "The 

Ceramist." 
Ward,  S.  Paul,  1200  Oak  Grove  Ave.,  Los  Angeles,  Cal. 
*Washburn,  E.  W.,  Urbana,  111.,  Director,  Ceramic  Dept,  University  of 

Illinois. 
Wassman,    L.   G.,  3320   Diversy  Ave.,   Chicago,  111. 
Watkins,  Ray  T.,  R.  F.  D.  1,  Blacklick,  Ohio,  U.  S.  Bureau  of  Mines, 

Columbus,   Ohio. 
Watkins,  W.  J.,  Mayfield,  Ky.,  Sec.  and  Mgr.,  Kentucky  Clay  Mining 

Co. 
Watson,    Harold    L.,   West   Lynn,    Mass.,    Thomson    Laboratory,   Gen- 
eral Electric  Co. 
*Watts,  Arthur  S.,  Lord  Hall,  Columbus,   Ohio,  Professor  of  Ceramic 

Engineering,   Ohio   State  University. 
Weaver,  James    P.,   Charleston,   W.  Va.,   Libbey    Owens   Sheet  Class 

Co. 
Weaver,  Mrs.  Martha  T.,  11441  Juniper  Rd„  Cleveland,  Ohio,  Ceramic 

Dept.,  Cleveland  School  of  Art. 
Weber,  August  Jr.,  1  Stratford  Rd.,  Schenectady,  N  Y.,  Pve  .,  Weber 

Electric  Co. 
Weigel,   Charles,   Hebron,  N.   Dak.,   Pres.,  Hebron   Fire   and   Pressed 

Brick  Co. 
•Well,  Edgar  H.,  Cleveland,  Ohio,  Pres.,  Vitreous  Enameling  Co. 
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Weller,   Samuel   A.,  North  Sixth  St.,  Zanesville,  Ohio,   Owner,  S.  A. 
Weller  Art  Pottery. 

Wells,  R.  D.,  Royersford,  Pa.,  Factory  Manager,  The  Floyd  Wells  Co. 

Wells,   W.    Edwin  Jr.,   Box  409,   Newell,  W.   Va.,   Supt.   Plant  No.   5, 
Homer-Laughlin  China  Co. 

Wenning,  W.  F.,  3313  Allendale  St.,  Pittsburgh,  Pa.,  Research  Dept., 
Vitro  Mfg.  Co. 

Wethey,  Arthur   H.  Jr.,   83  Fifth  St.,  Portland,  Ore.,  Sec.  and  Mgr., 

>  Standard  Brick  and  Tile  Co. 

Wey,  Harold  B.,  1302  Third  National  Bank  Bldg.,  Atlanta,  Ga.,  Vice- 
Pres.  and  Gen.  Mgr.,  Atlanta  Terra  Cotta  Co. 

Wheaton,  Frank  H.,  Millville,  N.  J.,  Treas.,  T.  C.  Wheaton  Co. 
*Wheeler,   Herbert  A.,  408  Locust  St.,  St.  Louis,  Mo.,  Consulting  En- 
gineer. 

Wherry,  James  B.,  Omaha,  Neb.,  Research  Chemist,  Refinite  Co. 
*Whitaker,   Fred  A.,  Keasbey,  N.  J.,  Supt.,  General  Ceramics  Co. 

White,  G.  N.,  7  Victoria  Ave.,  Worcester,  England,  Research  Chemist, 
Royal  Porcelain  Works. 

White,   Ray  H.,  Niagara  Falls,  N.  Y.,  Norton  Co. 

White,    Richard    P.,    121    S.    Menard    Ave.,    Chicago,    111.,    Sec.-Treas., 
Union  Stoneware  Co. 

White,   Ward   E.,  101  North  High  St.,  Columbus,   Ohio. 

Whitehead,  Ralph  R.,  Woodstock,  Ulster  Co.,  N.  Y.,  Byrdcliff  Pottery. 
*Whitford,   William   G.,  School  of  Education,  Chicago.  111.,  Asst.  Pro- 
fessor in  Art  and  Industrial  Education,  University  of  Chicago. 
*Whitmer,  J.    D.,   Tile  Station,  Zanesville,   Ohio,   American   Encaustic 
Tiling   Co. 

Whittemore,  John  W.,  2110  Jackson  St.,  Sioux  City,  Iowa. 
*Whittemore,  O.  J.,  Sheffield,  Iowa,  Smith  Brick  and  Tile  Co. 

Widemann,    R.   V.,    32   Rue   de   la    Grange   aux  Belles.   Paris    (10   e), 
France. 

Wiedemann,  H.   Edmund,  Chemical  Bldg.,  St.  Louis,  Mo. 

Wiester,    Stefan,    North    28th    St.,    Belleville,    111.,    Roesh    Enameled 
Range  Co. 

Wigfield,  C.  L.,  730  W.  Broad  St.,  Elyria,  Ohio. 

Wikoff,  Alan  G.,  1570  Old  Colony  Bldg.,  Chicago.  111.,  Industrial  Editor, 
"Chemical  and  Metallurgical  Engineering." 

Wilkes,    Gordon    B.,    Asst.    Professor,    Massachusetts   Inst,    of    Tech- 
nology, Cambridge,  Mass. 
*Wilkins,   William   W.,  Madison  and  Robey  Sts.,   Chicago,   111.,   Lewis 

Institute. 
♦Wilkinson,  George  D.,  Chicago,  111.,  Vice-Pres.,  Cribben  &  Sexton  Co. 

Wilkinson,  Samuel,  Box  757,  Trenton,  N.  J. 
♦Will,  Otto  W.,  Perth  Amboy,  N.  J.,  Roessler  &  Hasslacher  Chemical 
Co. 
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*Willetts,    H.   G.,  South  Tenth   St.,   Pittsburgh,   Pa.,   The  Willetts   Co. 
♦Williams,  Arthur  E.,  Washington,  D.  C,  U.  S.  Bureau  of  Standards. 
Wiliiams,    George    A.,    173    Johnson   Ave.,    Tottenville,    S.    I.,    N.    Y., 
Chemist,  Atlantic  Terra  Cotta  Co.,  Perth  Amboy,  N.  J. 
♦Williams,  Ira  A.,  417  Oregon  Bldg.,  Portland,  Ore.,  Oregon  Bureau  of 
»    Mines  and  Geology. 
Williams,   John    A.,   Prospect  St.   &   P.    &    R.   R.    R.,   Trenton,    N.   J., 
Factory  Mgr.,   Mitchell-Bissell  Co. 
♦Williams,  Warren  S.,  Arnold,  Pa.,  American  Window  Glass  Co. 
Wilson,   Delia   F.,  612  Howard  Place,  Madison,  Wis.,   Instructor,  Ap- 
plied Arts,  University  of  Wisconsin. 
♦Wilson,   Hewitt,  Seattle,  Wash.,  University  of  Washington. 
Winkleman,   E.  J.,  Box  1122,  Pittsburgh,  Pa.,  Chief  Engineer,  Ameri- 
can Refractories  Co. 
Wong,  Y.  Y.,  500  N.  Los  Angeles  St.,  Los  Angeles,  Cal. 
Wood,  A.  T.,  Kenova,  W.  Va.,  Gen.   Mgr.,  Basic  Products  Co. 
Wood,  C.   P.,   Stock  Exchange  Bldg.,   Philadelphia,   Pa.,   Mgr.,    Phila- 
delphia Office,   Lockwood,   Greene   &   Co. 
Wood,  O.  A.,  720  Walnut  Ave.,  Fairmont,  W.  Va.,  Treas.  and  Supt, 

Fairmont  Window  Glass  Corp. 
Wood,  Walter  P.,  406  Main  St.,  Evansville,  Ind.,  Mgr.,  Best  Brick  Co. 
Woods,    William   J.,   Lewistown,   Pa.,   Asst.   Gen.   Mgr.,   Pennsylvania 
Pulverizing  Co. 
'"Worcester,  W.  G.,  Saskatoon,  Sask.,  Canada,  Department  of  Ceramics, 
University  of  Saskatchewan. 
Worsham,   Edgar  A.,  Baltimore,  Md.,  Asst.  Treas.,  Porcelain  Enamel 

and  Mfg.  Co. 
Worsham,   Herman,  1144  Prudential  Bldg.,  Buffalo,  N.  Y.,  Sales  En- 
gineer, Carrier  Engineering  Corp. 
Worth,  S.   Harry,  404  Franklin  Trust  Bldg.,  Philadelphia,  Pa.,  Pres.,. 

Pennsylvania  Feldspar  Co. 
Wright,  John    M.,  Box  413,  Trenton,  N.  J.,  Sec.-Treas.,  Golding  Sons. 
Co. 
*  Wright,  J.  W.,  Charleroi,  Pa.,  Macbeth-Evans  Glass  Co. 
Wright,  Marcus  S.,  South  River,  N.  J.,  Miner  and  Shipper,  Foundry 

Sands  and  Clay. 
Wright,  M.  H.,  Park  Ave.  and  Railroad,  West  Nashville,  Tenn.,  Ten- 
nessee Enamel  Mfg.  Co. 
Wry,  Thomas  A.,   Lynn,   Mass.,  Mechanical  Engineer,  General  Elec- 
tric Co. 
Wyse,   Henry  T.,  106  Braid  Road,  Edinburgh,  Scotland,  Art  Master, 

Ladies'  College. 
Yamada,  Sanjiro,  Tokyo,  Japan,  Factory  Mgr.,  Asahi  Glass  Co. 
Yamamoto,  Tamesburo,  Osaka,  Japan,  Yamatame  Glass  Mfg.  Co. 
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Yearsley,  Howard  L.,  317  Washington  Ave.,  Haddonfield,  N.  J. 

Yingling,  Walter  A.,  Winchester,  Ind.,  Supt.,  Woodbury  Glass  Co. 

Yoshioka  Tosaku,  Kyoto,  Japan,  Department  of  Industrial  Chemistry 
Kyoto  University. 

Young,  C.  B.,  Newark,  Ohio,  Gen.  Mgr.,  The  Central  Refractories  Co. 

Young,  Everett  T.,  Peekskill,  N.  Y.,  Pres.,  Peekskill  Fire  Brick  Works. 

Young,   Russell  T.,  Zanesville,  Ohio,  Sec,  The  Roseville  Pottery  Co. 

Yowell,  J.  B.,  Dudley,  111. 

Yuill,  John  W.,  4435  Magron  St.,  E.  Chicago,  Ind. 

Yung,  W.  A.,  Harrison,  N.  J.,  Harrison  Bulb  Works  of  General  Elec- 
tric Co. 

Zakharoff,  A.,  Box  684,  Chicago,  111. 

Zehm,  Robert  C,  272  E.  11th  Ave.,  Columbus,  Ohio,  U.  S.  Bureau  of 
Mines. 

Zeiller,  Oscar  F.,  New  York  City,  Sec,  B.  F.  Drakenfeld  &  Co.  Inc. 
*Zopfi,  A.  S.,  Toledo,  Ohio,  Sec,  Buckeye  Clay  Pot  Co. 

Zur    Horst,    Herbert    H.,    1463    Greenwood    Ave..    Dormort,    Pa.,   Vitro 
Mfg.   Co. 

Zwermann,  Carl   H.,  306  S.  Cross  St.,  Robinson,  111. 
*Zwermann,  Theodore,  508  W.  Walnut  St.,  Robinson,  111. 

Zwerner,  Carl  G.,  Auburn,  Wash.,  Northern  Clay  Co. 
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Abrasive  Co.,  Tacony  &  Fraley  Sts.,  Bridesburg,  Philadelphia,  Pa. 
Acme  Brick  Co.,  412  Adams  Bldg.,  Danville,  111. 
Alexander  Hamilton    Institute,  Astor  Place,  New  York  City. 
The  Alhambra  Tile  Co.,  Newport,  Ky. 

American    Dressier  Tunnel    Kilns,   Inc.,   1740  East  Twelfth   St.,   Cleve- 
land, Ohio. 
American   Emery  Wheel  Works,  Providence,  R.  I. 
American   Encaustic  Tiling  Co.,  Zanesville,  Ohio. 
American  Rolling  Mill  Co.,  Middletown,  Ohio. 

American  Terra  Cotta  &  Ceramic  Co.,  1808  Prairie  Ave.,  Chicago,  111. 
The  Babcock  &  Wilcox  Company,  85  Liberty  St.,  New  York  City. 
Bausch  &  Lomb  Optical  Co.,  Rochester,  N.  Y. 
Beaver  Falls  Art  Tile  Co.,  Beaver  Falls,  Pa. 
Benjamin   Electric  Mfg.  Co.,  Des  Plaines,  111. 
Big  Savage  Fire  Brick  Co.,  Frostburg,  Md. 
Bird  &  Co.,  Kumardhubi  Fireclay  &  Silica  Works  Ltd.,  Chartered  Bank 

Bldgs.,  Calcutta,  India.  i 

Brick  and  Clay  Record,  407  S.  Dearborn  St.,  Chicago,  111. 
Brunner  Mond  &  Co.,  Ltd.,  Northwich,  England. 
Buckeye  Clay  Pot  Co.,  Toledo,  Ohio. 

W.  G.  Bush  &  Co.,  174  Third  Ave.,  North,  Nashville,  Tenn. 
The  Canton  Stamping  and  Enameling  Co.,  Canton,  Ohio. 
The  Carborundum  Company,  Niagara  Falls,  N.  Y. 
Champion    Ignition   Co.,  Flint,  Mich. 
The  Champion   Porcelain  Co.,  Detroit,  Mich. 
Chicago  Crucible  Co.,  2525  Clybourn  Ave.,  Chicago,  111. 
Chicago   Pottery  Co.,  1924   Clybourn  Ave.,  Chicago,  111. 
Clinchfield  Products  Corp.,  350  Madison  Ave.,  New  York  City. 
The  Colonial  Co.,  East  Liverpool,  Ohio. 
Coonley  Mfg.  Co.,  Cicero,  111. 

Cortland   Grinding   Wheels  Corporation,   Chester,  Mass. 
Crescent  Refractories  Co.,  Curwensville,  Pa. 
The   Denver  Terra  Cotta  Co.,  West  First  and  Umatilla  Sts.,  Denver, 

Colo. 
Dings   Magnetic  Separator  Co.,  Milwaukee,  Wis. 
H.  L.  Dixon  Company,  Box  140,  Pittsburgh,  Pa. 
Joseph   Dixon  Crucible  Co.,  Jersey  City,  N.  J. 
B.  F.  Drakenfeld  &  Co.,  Inc.,  50  Murray  St.,  New  York  City. 
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Dunn  Wire  Cut  Lug  Brick  Co.,  Conneaut,  Ohio. 
East  Liverpool    Potteries  Co.,  Wellsville,   Ohio. 
The   Edgar  Plastic  Kaolin  Co.,  Metuchen,  N.  J. 
Electric  Porcelain  &   Manufacturing  Co.,  Trenton,  N.  J. 
Elyria  Enameled   Products  Co.,  Elyria,  Ohio. 
Charles  Engelhard,  Inc.,  30  Church  St.,  New  York  City. 
English  China  Clays  Sales  Corp.,  33  West  42nd  St.,  New  York  City. 
Edward  Ford  Plate  Glass  Co.,  Rossford,  Ohio. 
The  French  China  Co.,  Sebring,  Ohio. 
Frink   Pyrometer  Co.,  Lancaster,  Ohio. 
General  Ceramics  Co.,  50  Church  St.,  New  York  City. 
W.  S.  George  Pottery  Co.,  East  Palestine,  Ohio. 
Gi Hinder  Bros.,  Port  Jervis,  N.  Y. 

Gleason-Tiebout  Glass  Co.,  99  Commercial  St.,  Brooklyn,  N.  Y. 
The  Golding  Sons  Co.,  East  Liverpool,  Ohio. 
The  Haeger  Potteries,   Inc.,  Dundee,  111. 
The   Hall   China  Co.,  East  Liverpool,  Ohio. 

Hanovia  Chemical  &  Mfg.  Co.,  Chestnut  St.  &  N.  J.  >R.  R.  Ave.,  New- 
ark, N.  J. 
Harbison-Walker  Refractories  Co.,  Pittsburgh,  Pa. 
The  Harker  Pottery  Co.,  East  Liverpool,  Ohio. 

The  Harshaw,  Fuller  &  Goodwin  Co.,  545  Hanna  Bldg.,  Cleveland,  Ohio. 
Homer-Laughlin  China  Co.,  East  Liverpool,  Ohio. 
L.  J.  Houze  Convex  Glass  Co.,  Point  Marion,  Pa. 
Huntington  Tumbler  Co.,  Huntington,  W.  Va. 
Illinois  Glass  Company,  Alton,  111. 
Ingram-Richardson    Mfg.  Co.,  Beaver  Falls,  Pa. 
Jefferson  Glass  Co.,  Follansbee,  "West  Virginia. 
Johnson   Porter  Clay  Co.,  McKenzie,  Tenn. 
Jones   Hollow  Ware  Co.,  Baltimore,  Md. 
Kier   Fire   Brick  Co.,   2243   Oliver  Bldg.,  Pittsburgh,   Pa. 
Edwin    M.   Knowles   China  Co.,   Newell,  W.  Va. 
Knowles,  Taylor  and   Knowles  Co.,  East  Liverpool,  Ohio. 
Koken  Companies,  2528  Texas  Ave.,  St.  Louis,  Mo. 
Laclede-Christy  Clay  Products  Co.,  St.  Louis,  Mo. 
The  Libbey  Glass  Mfg.  Co.,  Toledo,  Ohio. 
The  Limoges  China  Co.,  Sebring,  Ohio. 
A.  J.  Lindemann  &  Hoverson  Co.,  Milwaukee,  Wis. 
Lindsay  Light  Co.,  161  E.  Grand  Ave.,  Chicago,  111. 
Los  Angeles  Pressed  Brick  Co.,  Frost  Bldg.,  Los  Angeles,  Cal. 
The   Louthan   Manufacturing   Co.,  East  Liverpool,   Ohio. 
McLain  Fire  Brick  Co.,  508  Fulton  Bldg.,  Pittsburgh,  Pa. 
D.  E.  McNicol   Pottery  Co.,  East  Liverpool,  Ohio. 
Macbeth-Evans  Glass  Co.,  Pittsburgh,  Pa. 
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Maine  Feldspar  Co.,  Auburn,  Maine. 

Mason  City  Brick  and  Tile  Co.,  Mason  City,  Iowa. 

Massillon  Stone  and  Fire  Brick  Co.,  Massillon,  Ohio. 

Matawan  Tile  Co.,  Matawan,  N.  J. 

Midland  Terra  Cotta  Co.,  1515  Lumber  Exchange  Bldg.,  Chicago,  111. 

Millville  Bottle  Works,  Millville,  N.  J. 

Mississippi  Glass  Co.,  220  Fifth  Ave.,  New  York  City. 

Mitchell  Clay  Mfg.  Co.,  5627  Manchester  Ave.,  St.  Louis,  Mo. 

The  Mogadore  Insulator  Co.,  Mogadore,  Ohio. 

Monongah   Glass  Co.,  Fairmont,  W.  Va. 

Moore  &  Munger,  29  Broadway,  New  York  City. 

The   Mosaic  Tile  Co.,  Zanesville,  Ohio. 

National  Fireproofing  Co.,  1126  Fulton  Bldg.,  Pittsburgh,  Pa. 

Niles  Fire  Brick  Co.,  165  East  Park  Ave.,  Niles,  Ohio. 

Norton  Company,  "Worcester,  Mass. 

Ohio  Pottery  Co.,  Zanesville,  Ohio. 

Old  Bridge  Enameled  Brick  and  Tile  Co.,  Old  Bridge,  N.  J. 

The  Onondaga  Pottery  Co.,  Syracuse,  N.  Y. 

Owen  China  Company,  Minerva,  Ohio. 

Parker  Russell   Mining  &  Mfg.  Co.,  603  Laclede  Gas  Bldg.,  St.  Louis, 

Mo. 
Pass  &  Seymour,  Inc.,  Solvay,  N.  Y. 
Pennsylvania  Pulverizing  Co.,  Lewistown,  Pa. 

Pennsylvania  Salt  Mfg.  Co.,  615  Union  Arcade  Bldg.,  Pittsburgh,  Pa. 
Perth  Amboy  Tile  Co.,  Perth  Amboy,  N.  J. 
The  Pfaudler  Co.,  Rochester,  N.  Y. 
Philadelphia  Drying   Machinery  Co.,  Philadelphia,  Pa. 
Phoenix  Glass  Co.,  Pittsburgh,  Pa. 
Pittsburgh  High  Voltage  Insulator  Co.,  Derry,  Pa. 
The  Pittsburgh  Plate  Glass  Co.,  Pittsburgh,  Pa. 
The   Porcelain    Enamel   and   Manufacturing  Co.,  O'Donnell  and  Eighth 

Sts.,  Baltimore,  Md. 
Portland  Stove  Works,  Portland,  Oregon. 
Potters  Supply  Company,  East  Liverpool,  Ohio. 

Proctor  and  Schwartz,  Inc.,  7th  St.  and  Tabor  Rd.,  Philadelphia,  Pa. 
The  Products  Sales  Co.,  206  Water  St.,  Baltimore,  Md. 
Reading   Fire   Brick  Works,  Reading,  Pa. 

Reliance  Firebrick  and  Pottery  Co.,  Ltd.,  8  Clive  Row,  Calcutta,  India. 
Roessler  &    Hasslacher   Chemical    Co.,   709-717   Sixth   Ave.,   New  York 

City. 
The  Rookwood  Pottery  Co.,  Mount  Adams,  Cincinnati,  Ohio. 
Russell  Engineering  Co.,  1624  Railway  Exchange  Bldg.,  St.  Louis,  Mo. 
Salem  China  Co.,  Salem,  Ohio. 
John  H.  Sant  &  Sons  Co.,  East  Liverpool,  Ohio. 
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The  Saxon  China  Co.,  Sebring,  Ohio. 

Schaffer    Engineering    &    Equipment    Co.,    2828    Smallman    St.,    Pitts- 
burgh, Pa. 
Seaboard   Fuel   Corporation,  1610  Spruce  St.,  Philadelphia,  Pa. 
The  Sebring   Pottery  Co.,  Sebring,  Ohio. 
Smith-Phillips  China  Co.,  East  Liverpool,  Ohio. 
The  H.  C.  Spinks  Clay  Co.,  Newport,  Ky. 
Square  D  Company,  Peru  Plant,  Peru,  Ind. 
Standard    Pottery  Co.,  East  Liverpool,  Ohio. 
Standard  Sanitary  Mfg.  Co.,  Bessemer  Bldg.,  Pittsburgh,  Pa. 
Star  Porcelain  Co.,  Trenton,  N.  J. 
The  Stark  Rolling  Mill  Co.,  Canton,  Ohio. 

Stockton  Fire  Brick  Co.,  915  Rialto  Bldg.,  San  Francisco,  Cal. 
Streator  Clay  Mfg.  Co.,  Streator,  111. 
The  Strong   Manufacturing  Co.,  Sebring,  Ohio. 
The  Taylor,  Smith  &  Taylor  Co.,  Chester,  W.  Va. 
R.  Thomas  &  Sons  Co.,  East  Liverpool,  Ohio. 
Trenton   Flint  &  Spar  Co.,  203  E.  State  St.,  Trenton,  N.  J. 
United  States  Glass  Co.,  South  Ninth  St.,  Pittsburgh,  Pa. 
U.  S.  Metals  Refining  Co.,  Chrome,  N.  J. 
U.  S.  Smelting  Furnace  Co.,  Belleville,  111. 
Universal  Clay  Products  Co.,  Sandusky,  Ohio. 
Veritas   Firing  System,  Prospect  Laboratories,  Trenton,  N.  J. 
Vitro   Manufacturing  Co.,  Bessemer  Bldg.,  Pittsburgh,  Pa. 
Vodrey  Pottery  Co.,  East  Liverpool,  Ohio. 
The  Vol  I  rath  Co.,  Sheboygan,  Wis. 
The  Wahl  Co.,  1800  Roscoe  St.,  Chicago,  111. 
Warwick  China  Co.,  Wheeling,  W.  Va. 
The  West  End   Pottery  Co.,  East  Liverpool,  Ohio. 
Western  Stoneware  Co.,  Monmouth,  111. 
Whitall-Tatum   Co.,   Millville,   N.  J. 
Whiting-Mead  Commercial  Co.,  2035  E.  Vernon  Ave.,  Los  Angeles,  Cal. 


ELECTRICAL  ENAMELING  IS  ECONOMICAL 


^■^■1 


ENAMELING   2,430   SQ.    FT.   OF   FLAT    WARE   PER    HOUR 

Automatic  electric  units  will  cut  your  labor  costs,  easily  at- 
tain any  desired  temperature,  and  eliminate  fuel  storage  and 
the  handling  of  ashes.  May  we  place  our  experience  at  your 
service  ? 

THE   ELECTRIC  FURNACE   COMPANY 

Manufacturers  of  Bailey  Electric   Furnaces 
SALEM,  OHIO 


SOLE    IMPORTERS    OF 


KRYOLITH 


G 


ENUINE 

REENLAND 

FOR  THE  GLASS  AND 

ENAMEL  TRADES 


ALUMINA 


MANUFACTURERS    OF 

NATRONA 
HYDRATE  AND  OXIDE 

FOR  THE  GLASS,  ENAMEL 
AND  PORCELAIN  TRADES 

And  Other  INDUSTRIAL  CHEMICALS 

Pennsylvania  Salt  Manufacturing  Co. 


Main  Offices: 

PHILADELPHIA 


615   Union   Arcade  Bldrj. 
PITTSBURGH,  PA. 


STOP 


Figure  your  losses  for  1921  on  defec- 
tive clay  products,  then  buy  your  clays 
from  us  and  eliminate  these  losses  for 
1922. 

LOOK 

We  have  been  clay  miners  for  many 
years;  experience  has  taught  us  how 
to  mine  clay;  this  experience  is  worth 
as  much  as  the  clay  to  you. 

LISTEN 

We  are  miners  of  high  grade  clays,  of 
every  kind,  and  for  every  purpose, 
and   can   make   prompt    shipments    of 

any  tonnage.    « 


United  Clay  Mines  Corporation 

(SUCCESSOR  TO  CROSSLEY  MINING  COMPANY) 

GENERAL    OFFICES  TRENTON,    N.    J. 


VITREOUS  ENAMELING  FURNACES 

Utilizing  Clark   patented   principle  of   intermittent   and  direct   firing 
(The  Surface  Combustion   Co. — Sole  Licensee) 

16    MONTHS    WITHOUT   REPAIRS 
AND   GOOD   FOR  SEVERAL   YEARS   MORE 


(Jnretouched  photo- 
graph of  interior  of 
Surface  Combustion 
Enameling  Furnace 
in  operation  6  days 
per  week  for  16 
months  with  no  re- 
pairs  whatever. 


Write  now  for  full  details  and  engineering  data 

THE  SURFACE  COMBUSTION  CO. 


Branch  Offices: 

Chicago 

Philadelphia 

Pittsburgh 

Baltimore 


Engineers  and  Manufacturers  of 

Industrial   Furnaces    for   all 

purposes 


Main  Offices 
and  Works: 

360  Gerard  Ave. 

Bronx,  N.  Y.  C. 


Sfe 


PREVENTS  HEAT  PENETRATION 


6EL 


TRADE  MARK  REGISTERED  US  PATENT  OFFICE 

A  CELITE  PRODUCT 

CERAMIC   KILN    INSULATION 

SIL-O-CEL  Insulation  applied  to  the  walls  and  crowns  of  ceramic  kilns 
reduces  heat  lost  by  radiation,  saves  fuel  and  secures  uniform  interior 
temperatures. 

On  the  many  kilns  insulated  with  SIL-O-CEL,  results  have  been  more 
than  satisfactory.  Plant  managers  and  superintendents  are  unanimous  in 
stating  that  its  extremely  low  heat  conductivity,  ample  structural  strength 
and  convenient  forms  combine  to  make  SIL-O-CEL  the  ideal  insulation 
for  ceramic   work. 

Samples,  blueprints  and  complete  information  gladly  sent  from 
our  nearest  office  upon   request 

CELITE   PRODUCTS   COMPANY 

Monadnock  Bldg.       Monadnock  Bldg. 
CHICAGO  SAN  FRANCISCO 

Detroit,    Book    Bldg. 
Los  Ang.,  Van  Nuys  Bldg. 
Minn's.  251    6th   Ave.,  S. 
N.  Orleans,  Wh.  Bk.  Bldg. 
Phila'phia,   Vulletin   Bldg. 


1 1    Broadway 
NEW  YORK 
Boston,  79  Milk  St. 
Buffalo.  Mutual  Life  Bldg. 
Cincinnati,  Un.  Cen.  Bldg. 
Cleveland.  Bulkley  Bldg. 
Denver,  Symes  Bldg. 


St.  Louis,   Railway  Exchange   Bldg. 


Hanovia 

Gold  and  Specialties 


LUSTRE  COLORS 
LIQUID  GOLD 


CATALOG  WILL  BE  GLADLY 
SEiNT  ON  REQUEST 


Hanovia  Chemical  &  Mfg.  Co. 

NEWARK,  NEW  JERSEY 


"ARMCO"  Ingot  Iron 
For  Vitreous  Enameling 


"Armco"  Ingot  Iron  has  a  velvety  surface  that  en- 
ables the  enamel  to  make  a  better  union  with  the  base 
metal. 

"Armco"  Ingot  Iron  is  a  refined  iron  made  in  the 
open-hearth  furnace.  It  is  a  commercially  pure, 
dense,  uniform,  homogeneous,  degasified  material, 
that  is  so  necessary  in  vitreous  enameling  processes. 

The  elimination  of  the  impurities  both  solid  and 
gaseous  insures  excellent  results  to  the  enameler  using 
Ingot  Iron  enameling  sheets. 

The  experience  of  a  large  number  of  enamelers  is 
that  "Armco"  Ingot  Iron  is  less  liable  to  warp  or  cause 
blistering  and  fish  scaling  in  the  enameling  than  any 
other  sheet  on  the  market. 

Write  for  booklet — "Enameled  Sheet 
Metal  Products" 

The  American  Rolling  Mill  Co. 

MIDDLETOWN,  OHIO 


GLASS  MELTING  POTS  TANK  BLOCKS 

DOMESTIC   CLAY  BOTTOM  GRADE 

GERMAN  CLAY  FLUX  GRADE 

RINGS  &                               NEXT   TIME POT  CLAY 

BOOTS  GRADE 

SPECIFY 

"BUCKEYE" 

On    Your    Requisition    and    Be 
Convinced  of  Their 

high  QUALITY  AND  SERVICE  HIGH 

GRADE  GRADE 

FIRE  CLAYS         THE  BUCKEYE  CLAY  POT  CO.  STANDARD 

BENCH  CLAY  TOLEDO,  OHIO  AND  SPECIAL 

MORTAR  COMPOUND  REFRACTORIES 


MEMBERSHIP 

in  the 

AMERICAN   CERAMIC   SOCIETY 

Personal  Membership  costs  only  $7.50. 
Corporation  Membership  $25.00 

This  includes  a  subscription  to  the 

BULLETIN  -  JOURNAL  -  ABSTRACTS 

Fill  in  this    coupon    and    mail    it  to  R.  C.  Purdy,    Secretary, 
Lord  Hall,  Ohio  State  University,  Columbus,  Ohio 

I  am  interested  in  the  American  Ceramic  Society  and  wish  for    more 
information  and  membership  application  cards. 

Name  

Address 


/ 


